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What’s New for 2021 


The Centers for Medicare and Medicaid Services is the agency charged 
with maintaining and updating ICD-10-PCS. CMS released the most 
current revisions, a summary of which may be found on the CMS 
website at https://www.cms.gov/medicare/icd-10/2021-icd-1 0-pcs. 


Due to the unique structure of ICD-10-PCS, a change in a character 
value may affect individual codes and several code tables. 


Deleted Codes] 2021 Total 


0 78,103 


Change Summary Table 


2020 Total Revised Titles 


544 0 


ICD-10-PCS Code FY 2021 Totals, By Section 


Medical and Surgical 67,655 
Obstetrics 304 
Placement 861 
Administration 1,336 
Measurement and Monitoring 421 
Extracorporeal or Systemic Assistance and Performance 51 
Extracorporeal or Systemic Therapies 46 
Osteopathic 100 
Other Procedures 78 
Chiropractic 90 
Imaging PESHf3) 
Nuclear Medicine 463 
Radiation Therapy 2,087 
Physical Rehabilitation and Diagnostic Audiology 1,380 
Mental Health 30 
Substance Abuse Treatment 59 
New Technology 169 
Total 78,103 


ICD-10-PCS Table Changes Highlights 
Device value of Radioactive element added to root operation table 
of Insertion in several body systems, including: 


— Central Nervous System and Cranial Nerves 
— Peripheral Nervous 

— __ Lymphatic and Hemic 

— Ear, Nose, Sinus 

— Mouth and Throat 

— Gastrointestinal 

— _ Hepatobiliary System and Pancreas 
— Endocrine 

— Urinary 

— Female Reproductive 

— Male Reproductive 


+  Newrow added to root operation table of Bypass in the Heart and 
Great Vessels body system for Percutaneous bypass of left atrium 
to right atrium with synthetic substitute 


New row added to root operation table Fragmentation capturing 
body part values Pulmonary Trunk, Pulmonary Artery, Right/Left 
and Pulmonary Vein, Right/Left 


New root operation table of Fragmentation added in the Upper 
Arteries, Lower Arteries, Upper Veins and Lower Veins body 
systems 


New rows added to root operation table of Supplement in the 
Heart and Great Vessels body system 


Qualifier values added to root operation table Bypass in the 
Hepatobiliary System and Pancreas and Anatomical Regions, 
General body systems 


Device value of Other device added to root operation table 
Insertion in the Subcutaneous Tissue and Fascia body system 


Body part values of Lumbar Vertebra, Sacrum, Acetabulum, Right/ 
Left and Coccyx added to root operation table of Removal in the 
Lower Bones body system 


Device value of Internal Fixation Device, Sustained Compression 
added to root operation table Fusion in the Upper Joints and 
Lower Joints body systems 


New root operation table of Transplantation added to Male 
Reproductive body system 


Approach values of Via Natural and Artificial Opening and Via 
Natural or Artificial Opening Endoscopic added for body part 
Pelvic Cavity in the Anatomical Regions, General body system 


Approach values of Open and Percutaneous Endoscopic added to 
root operation table of Extraction for body part Products of 
Conception, Ectopic in the Obstetrics body system 


Substance value of Hematopoietic Stem/Progenitor Cells, 
Genetically Modified and qualifier value of Autologous added to 
root operation table of Transfusion for Peripheral Vein and Central 
Vein body system/region in the Administration section 


Qualifier value of High Nasal Flow/Velocity added to root 
operation Assistance in the Extracorporeal or Systemic Assistance 
and Performance section 


New root operation table of Other Imaging added to 
Hepatobiliary System and Pancreas and Anatomical Regions body 
systems in the Imaging section 


Isotope value of Cesium 131 (Cs-131) added to Brachytherapy 
tables in the Radiation Therapy section for the following body 
systems: 


— Central and Peripheral Nervous System 
— Lymphatic and Hematologic 

— Eye 

— _ Ear, Nose, Mouth, and Throat 

— Respiratory 

— Gastrointestinal 

— Hepatobiliary System and Pancreas 
— Endocrine 

— Breast 

— Urinary 

— Female Reproductive 

— Male Reproductive 


— Anatomical Regions 
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+ Modality qualifier of Intraoperative Radiation Therapy (IORT) 
added to Other Radiation table in the Central and Peripheral 
Nervous body system in the Radiation Therapy section 


+ Many new substances and devices added to the New Technology 
tables — see New Definitions Addenda — Device and Substance 
Definitions for more information 


New Definitions Addenda 


Section 8 — Medical and Surgical 
Root Operation 
2 aes 


ICD-10-PCS Value 


Definition 


Includes/Examples: 
Herniorrhaphy using mesh, 
free nerve graft, mitral valve 
ring annuloplasty, put a new 
acetabular liner in a previous 
hip replacement 

Add Includes/Examples: 
Herniorrhaphy using mesh, 
mitral valve ring 
annuloplasty, put a new 
acetabular liner in a previous 
hip replacement 


Supplement Delete 


ee ee et 


Section 8 — Medical and Surgical 
Body Part 


ICD-10-PCS Value __ Definitions 


Abdominal Sympathetic Nerve Add Renal nerve 


Hand Bursa and Ligament, Right |Delete Scapholunate ligament 


Hand Bursa and Ligament, Left 


Wrist Bursa and Ligament, Right 
Wrist Bursa and Ligament, Left 


Add Scapholunate ligament 


Section 6 — Medical and Surgical 
Device 


ICD-10-PCS Value Definition 


Add DynaNail Mini® 
DynaNail® 


Internal Fixation Device, 
Sustained Compression for| Add 
Fusion in Lower Joints 


Add Internal Fixation Device, | Add DynaNail Mini® 
Sustained Compression for] Add DynaNail® 
Fusion in Upper Joints 

Intraluminal Device, Branched or |Delete Cook Zenith AAA 


Fenestrated, One or Two Arteries for Endovascular Graft 


Restriction in Lower Arteries Delete Zenith AAA Endovascular 
Graft 
Add Cook Zenith® Fenestrated 
AAA Endovascular Graft 


Add Zenith® Fenestrated AAA 
Endovascular Graft 


Intraluminal Device, Branched or |Delete Cook Zenith AAA 
Fenestrated, Three or More Arteries : Endovascular Graft 
for Restriction in Lower Arteries Delete Zenith AAA Endovascular 


Graft 
Add Cook Zenith® Fenestrated 
AAA Endovascular Graft 
Add Zenith® Fenestrated AAA 
Endovascular Graft 


Barricaid® Annular Closure 

Device (ACD) 

Add Corvia IASD® 

Add IASD® (InterAtrial Shunt 
Device), Corvia 

Add InterAtrial Shunt Device 
IASD®, Corvia 

Add V-Wave Interatrial Shunt 

System 


Synthetic Substitute Add 


Section 3 — Administration 
Substance 


ICD-10-PCS Value Definition 


Add Add OTL-101 


Hematopoietic Stem/ 
Progenitor Cells, 
Genetically Modified 


Section B — Imaging 
Type 


ICD-10-PCS Vaiue 


Definition 


Add 


Other Imaging Add Definition: Other specified 


modality for visualizing a 


body part. 
Section X — New Technology 
Root Operation 
ICD-10-PCS Value Definition 


Add 


Supplement Definition: Putting in or on 
biological or synthetic 
material that physically 
reinforces and/or augments 
the function of a portion of a 


body part. 
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Section X —- New Technology 
Approach 


ICD-10-PCS Value Definition 


Add Via Natural or Artificial 


Opening 


Definition: Entry of 
instrumentation through a 

natural or artificial external 
opening to reach the site of 
the procedure. 


Section X — New Technology 
Device/Substance/Technology 


ICD-10-PCS Value ‘Definition 


Atezolizumab 
Antineoplastic 


Add TECENTRIQ® 


Add Brexanolone Add ZULRESSO™ 


Add Brexucabtagene 
Autoleucel 
Immunotherapy 


Brexucabtagene Autoleucel 


FETROJA® 
ZERBAXA® 


Anti-infective 


Durvalumab IMFINZI® 


Antineoplastic 


Add Eculizumab Add Soliris® 
Add Esketamine Hydrochloride | Add SPRAVATO™ 
Add Lefamulin Anti-infective |Add XENLETA™ 


Add Lisocabtagene Maraleucel | Add 
Immunotherapy 


Lisocabtagene Maraleucel 


Mineral-based Topical 
Hemostatic Agent 


Hemospray® Endoscopic 
Hemostat 


Nerinitide 


NA-1 (Nerinitide) 


Omadacycline Anti- NUZYRA™ 


infective 


Synthetic Substitute, Add SpineJack® system 
Mechanically Expandable 
(Paired) in New 


Technology 


List of Updated Files 


2021 Official ICD-10-PCS Coding Guidelines 
New guidelines B3.18 and B5.2b added in response to public 
comment 

+ Guidelines B3.1b and B3.10c revised in response to public 
comment and internal review 


. Downloadable PDF 


2021 ICD-10-PCS Code Tables and Index (Zip file) 
* Code tables for use beginning October 1, 2020 
. Downloadable PDF: file name is pcs_2021.pdf 


* Downloadable xml files for developers: file names are 
icd10pcs_tables_2021.xml, icd10pcs_index_2021 xml, 
icd10pcs_definitions_2021.xml 


Accompanying schema for developers: file names are 
icd10pcs_tables.xsd; icd10pcs_index.xsd; 
icd10pcs_definitions.xsd 


2021 ICD-10-PCS Codes File (Zip file) 


ICD-10-PCS codes file is a simple format for nontechnical uses, 
containing the valid FY 2021 ICD-10-PCS codes and their long 
titles. 


File is in text file format: file name is icd10pcs_codes_2021.txt 


Accompanying documentation for codes file: file name is 
icd10pcsCodesFile.pdf 


Codes file addenda in text format: file name is 
codes_addenda_2021.txt 


2021 ICD-10-PCS Order File (Long and Abbreviated Titles) (Zip file) 


ICD-10-PCS order file is for developers, provides a unique five-digit 
“order number” for each |CD-10-PCS table and code, as well as a 
long and abbreviated code title. 


ICD-10-PCS order file name is icd10pcs_order_2021.txt 


Accompanying documentation for tabular order file: file name is 
icd10pcsOrderFile.pdf 


Tabular order file addenda in text format: file name is 
order_addenda_2021.txt 


2021 ICD-10-PCS Final Addenda (Zip file) 


Addenda files in downloadable PDF: file names are 
tables_addenda_2021.pdf; index_addenda_2021.pdf; 
definitions_addenda_2021.pdf 


Addenda files also in machine-readable text format for 
developers: file names are tables_addenda_2021.txt; 
index_addenda_2021.txt; definitions addenda_2021.txt 


2021 ICD-10-PCS Conversion Table (Zip file) 


ICD-10-PCS code conversion table is provided to assist users in 
data retrieval, in downloadable Excel spreadsheet: file name is 
icd10pcs_conversion_table_2021.xlsx 


Conversion table also in machine-readable text format for 
developers: file name is icd10pcs_conversion_table_2021.txt 


Accompanying documentation for code conversion table: file 
name is icd10pcsConversionTable.pdf 
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Introduction 


ICD-10-PCS: The Complete Official Code Set is your definitive coding 
resource for procedure coding in acute inpatient hospitals. In addition 
to the official ICD-10-PCS Coding System Files, revised and distributed 
by the Centers for Medicare and Medicaid Services (CMS), Optum360’s 
coding experts have incorporated Medicare-related coding edits and 
proprietary features, such as coding tools and appendixes, into a 
comprehensive and easy-to-use reference. 


This manual provides the most current information that was available 
at the time of publication. For updates to official source documents that 
may have occurred after this manual was published, please refer to the 
following: 


CMS International Classification of Disease, 10th Revision, 
Procedural Coding System (ICD-10-PCS): 


https://www.cms.gov/medicare/icd-10/2021-icd-10-pcs 


CMS Inpatient Prospective Payment System Proposed Rule, 
FY2021 


https://www.cms.gov/medicare/acute-inpatient-pps/ 
fy-2021-ipps-proposed-rule-home-page 


CMS Inpatient Prospective Payment System Proposed Rule, 

FY 2021 - Proposed, version 38, MS-DRG Grouper software, 

Definitions Manual files and Medicare Code Editor (MCE) files 
https://www.cms.gov/Medicare/Medicare-Fee-for-Service- 
Payment/AcutelnpatientPPS/MS-DRG-Classifications-and- 
Software 


American Hospital Association (AHA) Coding Clinics 
https://www.codingclinicadvisor.com/ 


ICD-10-PCS Code Structure 


ICD-10-PCS has a seven-character alphanumeric code structure. Each 
character contains up to 34 possible values. Each value represents a 
specific option for the general character definition. The 10 digits 6-9 
and the 24 letters AH, J-N, and P-Z may be used in each character. The 
letters O and | are not used so as to avoid confusion with the digits 0 
and 1. An ICD-10-PCS code is the result of a process rather than as a 
single fixed set of digits or alphabetic characters. The process consists 
of combining semi-independent values from among a selection of 
values, according to the rules governing the construction of codes. 


Section 
Body 
System 
Root 
Operation 
Approach 
Device 
Qualifier 


Characters: 1 2 3 4 ae rl 


A code is derived by choosing a specific value for each of the seven 
characters. Based on details about the procedure performed, values for 
each character specifying the section, body system, root operation, 
body part, approach, device, and qualifier are assigned. Because the 
definition of each character is also a function of its physical position in 
the code, the same letter or number placed in a different position in the 
code has a different meaning. 


The seven characters that make up a complete code have specific 
meanings that vary for each of the 17 sections of the manual. 


Procedures are then divided into sections that identify the general type 
of procedure (e.g., Medical and Surgical, Obstetrics, Imaging). The first 
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character of the procedure code always specifies the section. The second 
through seventh characters have the same meaning within each 
section, but may mean different things in other sections. In all sections, 
the third character specifies the general type of procedure performed 
(e.g., Resection, Transfusion, Fluoroscopy), while the other characters 
give additional information such as the body part and approach. 


In ICD-10-PCS, the term procedure refers to the complete specification 
of the seven characters. 


Number of Codes in ICD-10-PCS 


The table structure of ICD-10-PCS permits the specification of a large 
number of codes on a single page. At the time of this publication, there 
are 78,103 codes in the 2021 ICD-10-PCS. 
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Index 

Codes may be found in the index based on the general type of 
procedure (e.g., resection, transfusion, fluoroscopy), or a more 
commonly used term (e.g., appendectomy). For example, the code for 
percutaneous intraluminal dilation of the coronary arteries with an 
intraluminal device can be found in the Index under Dilation, or a 
synonym of Dilation (e.g., angioplasty). The Index then specifies the first 
three or four values of the code or directs the user to see another term. 


Example: 


Dilation 
Artery 
Coronary 
One Artery 0270 


Based on the first three values of the code provided in the Index, the 
corresponding table can be located. In the example above, the first 
three values indicate table 027 is to be referenced for code completion. 


The tables and characters are arranged first by number and then by 
letter for each character (tables for @0-, 1-, @2-, etc., are followed by 
those for @B-, @C-, @D-, etc., followed by @B1, @B2, etc., followed by BB, 
OBC, OBD, etc.). 


Note: The Tables section must be used to construct a complete and 
valid code by specifying the last three or four values. 


Tables 

The tables in ICD-10-PCS provide the valid combination of character 
values needed to build a unique procedure code. Each table is preceded 
by the first three characters of the code, along with their descriptions. In 
the Medical and Surgical section, for example, the first three characters 
contain the name of the section (character 1), the body system 
(character 2), and the root operation performed (character 3). 


Listed underneath the first three characters is a table comprising four 
columns and one or more rows. The four columns in the table specify 
the last four characters needed to complete the ICD-10-PCS code. 
Depending on the section, the labels for each column may be different. 
In the Medical and Surgical section, they are labeled body part 
(character 4), approach (character 5), device (character 6), and qualifier 
(character 7). Each row in the table specifies the valid combination of 
values for characters 4 through 7. 
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Table 1: Row from table 027 


@ Medical and Surgical 
2 Heart and Great Vessels 
7 Dilation 


Definition: Expanding an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 


intraluminal pressure or by cutting part of the orifice or wa 


‘Approach | 


Body Part 
Character 5 


Character 4 
Coronary Artery, One Artery 
Coronary Artery, Two Arteries 
Coronary Artery, Three Arteries 
Coronary Artery, Four or More 
Arteries 


®@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Wn 8B 


Md 


For instance, table 1 above shows the first row from table 627 in 
ICD-10-PCS. The values 027 specify the section Medical and Surgical (0), 
the body system Heart and Great Vessels (2), and the root operation 
Dilation (7). As shown, the root operation (Dilation) is also accompanied 
by its corresponding definition and explanation. Note, a definition of 
the root operation is provided for every table in ICD-10-PCS; however, 
an explanation may not always be applicable. 


In total, this single row can be used to construct 240 unique procedure 
codes. The valid codes shown in table 2 (below) are constructed using 
the body part (character 4) value of 8, Coronary artery, one artery, 
combined with all valid approach (character 5) values, device (character 
6) values, and a qualifier (character 7) value of Z, No Qualifier. 


Table 2: Code titles for dilation of one coronary artery (6279) 
927004Z | Dilation of Coronary Artery, One Artery with Drug-eluting 
Intraluminal Device, Open Approach 

027805Z | Dilation of Coronary Artery, One Artery with Two 
Drug-eluting Intraluminal Devices, Open Approach 


02706Z | Dilation of Coronary Artery, One Artery with Three 
Drug-eluting Intraluminal Devices, Open Approach 


927007Z | Dilation of Coronary Artery, One Artery with Four or More 
Drug-eluting Intraluminal Devices, Open Approach 


@270DZ | Dilation of Coronary Artery, One Artery with Intraluminal 
Device, Open Approach 


Q27@GEZ | Dilation of Coronary Artery, One Artery with Two 
Intraluminal Devices, Open Approach 


Q270@FZ | Dilation of Coronary Artery, One Artery with Three 
Intraluminal Devices, Open Approach 

Q2700GZ | Dilation of Coronary Artery, One Artery with Four or More 
Intraluminal Devices, Open Approach 

Q27OTZ | Dilation of Coronary Artery, One Artery with Radioactive 
Intraluminal Device, Open Approach 

02700ZZ | Dilation of Coronary Artery, One Artery, Open Approach 

%27034Z | Dilation of Coronary Artery, One Artery with Drug-eluting 


Intraluminal Device, Percutaneous Approach 


027035Z | Dilation of Coronary Artery, One Artery with Two 
Drug-eluting Intraluminal Devices, Percutaneous 
Approach 


%27036Z | Dilation of Coronary Artery, One Artery with Three 
Drug-eluting Intraluminal Devices, Percutaneous 
Approach 


Il of the tubular body part. 


; Device Qualifier — 
Character 6 Character 7_ 


4 Intraluminal Device, Drug-eluting | 6 Bifurcation 
5 Intraluminal Device, Drug-eluting, | Z No Qualifier 
Two 
6 Intraluminal Device, Drug-eluting, 
Three 
7 Intraluminal Device, Drug-eluting, 
Four or More 
D Intraluminal Device 
E Intraluminal Device, Two 
F Intraluminal Device, Three 
G Intraluminal Device, Four or More 
T Intraluminal Device, Radioactive 
Z No Device 


027037Z | Dilation of Coronary Artery; One Artery with Four or More 
Drug-eluting Intraluminal Devices, Percutaneous 
Approach 

02703DZ | Dilation of Coronary Artery, One Artery with Intraluminal 
Device, Percutaneous Approach 

@2703EZ | Dilation of Coronary Artery, One Artery with Two 
Intraluminal Devices, Percutaneous Approach 

Q2703FZ | Dilation of Coronary Artery, One Artery with Three 
Intraluminal Devices, Percutaneous Approach 

02703GZ | Dilation of Coronary Artery, One Artery with Four or More 
Intraluminal Devices, Percutaneous Approach 

G2793TZ | Dilation of Coronary Artery, One Artery with Radioactive 
Intraluminal Device, Percutaneous Approach 


92793ZZ | Dilation of Coronary Artery, One Artery, Percutaneous 
Approach 


027044Z | Dilation of Coronary Artery, One Artery with Drug-eluting 
Intraluminal Device, Percutaneous Endoscopic Approach 


Q27045Z | Dilation of Coronary Artery, One Artery with Two 
Drug-eluting Intraluminal Devices, Percutaneous 
Endoscopic Approach 

027046Z | Dilation of Coronary Artery, One Artery with Three 
Drug-eluting Intraluminal Devices, Percutaneous 
Endoscopic Approach 

927047Z | Dilation of Coronary Artery, One Artery with Four or More 


Drug-eluting Intraluminal Devices, Percutaneous 
Endoscopic Approach 


®2704DZ | Dilation of Coronary Artery, One Artery with Intraluminal 
Device, Percutaneous Endoscopic Approach 


Q2704EZ | Dilation of Coronary Artery, One Artery with Two 
Intraluminal Devices, Percutaneous Endoscopic Approach 
Q2704FZ | Dilation of Coronary Artery, One Artery with Three 
Intraluminal Devices, Percutaneous Endoscopic Approach 
®2704GZ | Dilation of Coronary Artery, One Artery with Four or More 
Intraluminal Devices, Percutaneous Endoscopic Approach 
92704TZ | Dilation of Coronary Artery, One Artery with Radioactive 
Intraluminal Device, Percutaneous Endoscopic Approach 


Bihaas sere of Coronary Artery, One Artery, Percutaneous 


Endoscopic Approach 


eee eee 
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Table 3: Rows from table 06H 


Choroid plexus 
Ependyma 


Extradural space, spinal 
Subarachnoid space, 


Neurostimulator Lead 


9 Medical and Surgical 
1) Central Nervous System and Cranial Nerves 
H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 
take the place of a body part 
Explanation: None 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
) es ® Open Radioactive Element Z_ No Qualifier 
Monitoring Device 
ehrads callosuin Infusion Device 
ncephalon Radioactive Element, 
Cesium-131 Collagen 
Implant 
M_ Neurostimulator Lead 
Y Other Device 
® Brain 3 Percutaneous 1. Radioactive Element Z_ No Qualifier 
Cerebrum 4 Percutaneous Endoscopic |2 Monitoring Device 
ce ay 3 Infusion Device 
M Neurostimulator Lead 
Y Other Device 
6 Cerebral Ventricle E Cranial Nerve @ Open 1 Radioactive Element Z_ No Qualifier 
Aqueduct of Sylvius Spinal Canal 3 Percutaneous 2 Monitoring Device 
Cerebral aqueduct (Sylvius) Epidural space, spinal 4 Percutaneous Endoscopic |3 Infusion Device 
M 
Y 


Foramen of Monro 
(intraventricular) 


Fourth ventricle Interventricular 


foramen (Monro) 
Left lateral ventricle 
Right lateral ventricle 
Third ventricle 


Table 3, is split into three rows; values of characters must all be selected 
from within the same row of the table. Rows 1 and 2 have the same 
body part (character 4) value of @ Brain and the same qualifier value 
(character 7) of Z No Qualifier. However, the approach (character 5) 


spinal 
Subdural space, spinal 
Vertebral canal 
V_ Spinal Cord 


the table. 


values are not the same for these two rows, and there is one additional 


device (character 6) value in row 1 that is not included in row 2. As 
shown in row 1, body part value Brain (@) with device value Radioactive 
Element, Cesium-131 Collagen Implant (4) can only be used with 
approach value Open (9). In other words, code 90H934Z would be 
invalid as the approach value 3 is only applicable to row 2 and the 
device value 4 is only applicable to row 1. It would be inappropriate to 
build a code for body part @ if all of the values are not contained in its 


own row. 


Other Device 


Character Meanings 
In each section, each character has a specific meaning, and this 
character meaning remains constant within that section. Character 
meaning tables have been provided at the beginning of each body 
system in the Medical and Surgical section (@) and the Obstetric section 
(1) to help the user identify the character members available within 
that section. These tables have purple headers, unlike the official code 


Note: In this manual, there are instances in which some tables due to 
length must be continued on the next page. Each section must be used 
separately and value selection must be made within the same row of 


tables that have green headers and SHOULD NOT be used to build a 
PCS code. Following is an excerpt of a character meaning table. 


Table 4: Rows from Central Nervous System and Cranial Nerves - Character Meanings Table 


Operation-Character 3 


Sel Part-Character 4 ——— 5 Device—Character 6 Qualifier-Character 7 


1 Bypass Brain Open Drainage Device Nasopharynx 
2 Change 1 Cerebral Meninges 3 Percutaneous 1 Radioactive Element 1 Mastoid Sinus 
5 Destruction 2 Dura Mater 4 Percutaneous Endoscopic | 2 Monitoring Device 2 Atrium 
7 Dilation 3 Epidural Space, Intracranial | X External 3. Infusion Device 3 Blood Vessel 
8 Division 4 Subdural Space, . 4 Radioactive Element, 4 Pleural Cavity 
| Intracranial Cesium-131 Collagen Implant 
9 Drainage 5 Subarachnoid Space, he 7 Autologous Tissue Substitute |5 Intestine 
Intracranial 
B_ Excision 6 Cerebral Ventricle [e J Synthetic Substitute Peritoneal Cavity 
C_ Extirpation 7 Cerebral Hemisphere K Nonautologous Tissue Urinary Tract 
[ Substitute 
D Extraction 8 Basal Ganglia M_ Neurostimulator Lead 8 Bone Marrow 
F Fragmentation 9 Thalamus [L Lv Other Device i 9 Fallopian Tube 
H_ Insertion A Hypothalamus Z_ No Device A Subgaleal space 
J Inspection |B Pons fel TB Cerebral Cisterns 


8858585898080 NS OSSSSSSSSS0 ——s 
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Sections 
Procedures are divided into sections that identify the general type of 
procedure (e.g., Medical and Surgical, Obstetrics, Imaging). The first 
character of the procedure code always specifies the section. 


The sections are listed below: 


Medical and Surgical section 
® Medical and Surgical 


Medical and Surgical-related sections 
1 Obstetrics 


2 Placement 
3. Administration 
4 Measurement and Monitoring 
5 Extracorporeal or Systemic Assistance and Performance 
6 Extracorporeal or Systemic Therapies 
7 Osteopathic 
8 Other Procedures 
9 Chiropractic 

Ancillary Sections 
B Imaging 
C Nuclear Medicine 
D_ Radiation Therapy 
F Physical Rehabilitation and Diagnostic Audiology 
G Mental Health 
H Substance Abuse Treatment 

New Technology Section 


X New Technology 


Medical and Surgical Section (9) 


Character Meaning 
The seven characters for Medical and Surgical procedures have the 
following meaning: 


Character — ae 


| Meaning — 


Section 
Body System 
Root Operation 
Body Part 
Approach 


Device 
Qualifier 


The Medical and Surgical section constitutes the vast majority of 
procedures reported in an inpatient setting. Medical and Surgical 
procedure codes all have a first character value of 0. The second 
character indicates the general body system (e.g., Mouth and Throat, 
Gastrointestinal). The third character indicates the root operation, or 
specific objective, of the procedure (e.g., Excision). The fourth character 
indicates the specific body part on which the procedure was performed 
(e.g., Tonsils, Duodenum). The fifth character indicates the approach 
used to reach the procedure site (e.g., Open). The sixth character 
indicates whether a device was left in place during the procedure (e.g., 
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Synthetic Substitute). The seventh character is qualifier, which has a 
specific meaning for each root operation. For example, the qualifier can 
be used to identify the destination site of a Bypass. The first through 
fifth characters are always assigned a specific value, but the device 
(sixth character) and the qualifier (seventh character) are not applicable 
to all procedures. The value Z is used for the sixth and seventh 
characters to indicate that a specific device or qualifier does not apply 
to the procedure. 


Section (Character 1) 
Medical and Surgical procedure codes all have a first character value 
of 0. 


Body Systems (Character 2) 
Body systems for Medical and Surgical section codes are specified in the 
second character. 


Body Systems 
Central Nervous System and Cranial Nerves 


Peripheral Nervous System 
Heart and Great Vessels ; 
Upper Arteries 

Lower Arteries 

Upper Veins 

Lower Veins 

Lymphatic and Hemic Systems 
Eye 

Ear, Nose, Sinus 

Respiratory System 

Mouth and Throat 
Gastrointestinal System 
Hepatobiliary System and Pancreas 
Endocrine System 

Skin and Breast 

Subcutaneous Tissue and Fascia 
Muscles 

Tendons 

Bursae and Ligaments 

Head and Facial Bones 

Upper Bones 

Lower Bones 

Upper Joints 

Lower Joints 

Urinary System 

Female Reproductive System 
Male Reproductive System 
Anatomical Regions, General 


Anatomical Regions, Upper Extremities 


Anatomical Regions, Lower Extremities 


Root Operations (Character 3) 
The root operation is specified in the third character. In the Medica! and 
Surgical section there are 31 different root operations. The root 


operation identifies the objective of the procedure. Each root operation 
has a precise definition. 
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* Alteration: Modifying the natural anatomic structure of a body 
part without affecting the function of the body part 


* Bypass: Altering the route of passage of the contents of a tubular 
body part 


: Change: Taking out or off a device from a body part and putting 
back an identical or similar device in or on the same body part 
without cutting or puncturing the skin or a mucous membrane 


* Control: Stopping, or attempting to stop, postprocedural or other 
acute bleeding 


* Creation: Putting in or on biological or synthetic material to form a 
new body part that to the extent possible replicates the anatomic 
structure or function of an absent body part 


* Destruction: Physical eradication of all or a portion of a body part 
by the direct use of energy, force, or a destructive agent 


+ Detachment: Cutting off all or a portion of the upper or lower 
extremities 


+ Dilation: Expanding an orifice or the lumen of a tubular body part 


+ Division: Cutting into a body part without draining fluids and/or 
gases from the body part in order to separate or transect a body 
part 


* Drainage: Taking or letting out fluids and/or gases from a body 
part 


: Excision: Cutting out or off, without replacement, a portion of a 
body part 


+ Extirpation: Taking or cutting out solid matter from a body part 


+ Extraction: Pulling or stripping out or off all or a portion of a body 
part by the use of force 


- Fragmentation: Breaking solid matter in a body part into pieces 


+ Fusion: Joining together portions of an articular body part 
rendering the articular body part immobile 


+ Insertion: Putting in a nonbiological appliance that monitors, 
assists, performs, or prevents a physiological function but does 
not physically take the place of a body part 


+ Inspection: Visually and/or manually exploring a body part 


+ Map: Locating the route of passage of electrical impulses and/or 
locating functional areas in a body part 


* Occlusion: Completely closing an orifice or lumen of a tubular 
body part 


+ Reattachment: Putting back in or on all or a portion of a separated 
body part to its normal location or other suitable location 


- __ Release: Freeing a body part from an abnormal physical constraint 
by cutting or by use of force 


+ Removal: Taking out or off a device from a body part 


- Repair: Restoring, to the extent possible, a body part to its normal 
anatomic structure and function 


- Replacement: Putting in or on biological or synthetic material that 
physically takes the place and/or function of all or a portion of a 
body part 


+ Reposition: Moving to its normal location or other suitable location 
all or a portion of a body part 


- Resection: Cutting out or off, without replacement, all of a body 
part 


* __ Restriction: Partially closing an orifice or lumen of a tubular body 
part 


+ —_ Revision: Correcting, to the extent possible, a portion of a 
malfunctioning device or the position of a displaced device 


+ Supplement: Putting in or on biological or synthetic material that 
physically reinforces and/or augments the function of a portion of 
a body part 


: Transfer: Moving, without taking out, all or a portion of a body part 
to another location to take over the function of all or a portion of a 
body part 


+ Transplantation: Putting in or on all or a portion of a living body 
part taken from another individual or animal to physically take the 
place and/or function of all or a portion of a similar body part 


The above definitions of root operations illustrate the precision of code 
values defined in the system. There is a clear distinction between each 
root operation. 


A root operation specifies the objective of the procedure. The term 
anastomosis is not a root operation, because it is a means of joining and 
is always an integral part of another procedure (e.g., Bypass, Resection) 
with a specific objective. Similarly, incision is not a root operation, since 
it is always part of the objective of another procedure (e.g., Division, 
Drainage). The root operation Repair in the Medical and Surgical section 
functions as a “not elsewhere classified” option. Repair is used when the 
procedure performed is not one of the other specific root operations. 


Appendix B provides additional explanation and representative 
examples of the Medical and Surgical root operations. Appendix C 
groups all root operations in the Medical and Surgical section into 
subcategories and provides an example of each root operation. 


Body Part (Character 4) 

The body part is specified in the fourth character. The body part 
indicates the specific anatomical site of the body system on which the 
procedure was performed (e.g., Duodenum). Tubular body parts are 
defined in ICD-10-PCS as those hollow body parts that provide a route 
of passage for solids, liquids, or gases. They include the cardiovascular 
system and body parts such as those contained in the gastrointestinal 
tract, genitourinary tract, biliary tract, and respiratory tract. 


Approach (Character 5) 
The technique used to reach the site of the procedure is specified in the 
fifth character. There are seven different approaches: 


+ Open: Cutting through the skin or mucous membrane and any 
other body layers necessary to expose the site of the procedure 


* Percutaneous: Entry, by puncture or minor incision, of 
instrumentation through the skin or mucous membrane and any 
other body layers necessary to reach the site of the procedure 


: Percutaneous Endoscopic: Entry, by puncture or minor incision, of 
instrumentation through the skin or mucous membrane and any 
other body layers necessary to reach and visualize the site of the 
procedure 


- Via Natural or Artificial Opening: Entry of instrumentation through 
a natural or artificial external opening to reach the site of the 
procedure 


« Via Natural or Artificial Opening Endoscopic: Entry of 
instrumentation through a natural or artificial external opening to 
reach and visualize the site of the procedure 
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- Via Natural or Artificial Opening with Percutaneous Endoscopic 
Assistance: Entry of instrumentation through a natural or artificial 
external opening and entry, by puncture or minor incision, of 
instrumentation through the skin or mucous membrane and any 
other body layers necessary to aid in the performance of the 
procedure 


- External: Procedures performed directly on the skin or mucous 
membrane and procedures performed indirectly by the 
application of external force through the skin or mucous 
membrane 


The approach comprises three components: the access location, 
method, and type of instrumentation. 


Access location: For procedures performed on an internal body part, 
the access location specifies the external site through which the site of 
the procedure is reached. There are two general types of access 
locations: skin or mucous membranes, and external orifices. Every 
approach value except external includes one of these two access 
locations. The skin or mucous membrane can be cut or punctured to 
reach the procedure site. All open and percutaneous approach values 
use this access location. The site of a procedure can also be reached 
through an external opening. External openings can be natural (e.g., 
mouth) or artificial (e.g., colostomy stoma). 


Method: For procedures performed on an internal body part, the 
method specifies how the external access location is entered. An open 
method specifies cutting through the skin or mucous membrane and 
any other intervening body layers necessary to expose the site of the 
procedure. An instrumentation method specifies the entry of 
instrumentation through the access location to the internal procedure 
site. Instrumentation can be introduced by puncture or minor incision, 
or through an external opening. The puncture or minor incision does 
not constitute an open approach because it does not expose the site of 
the procedure. An approach can define multiple methods. For example, 
Via Natural or Artificial Opening with Percutaneous Endoscopic Assistance 
includes both the initial entry of instrumentation to reach the site of the 
procedure, and the placement of additional percutaneous 
instrumentation into the body part to visualize and assist in the 
performance of the procedure. 


Type of instrumentation: For procedures performed on an internal 
body part, instrumentation means that specialized equipment is used 
to perform the procedure. Instrumentation is used in all internal 
approaches other than the basic open approach. Instrumentation may 
or may not include the capacity to visualize the procedure site. For 
example, the instrumentation used to perform a sigmoidoscopy 
permits the internal site of the procedure to be visualized, while the 
instrumentation used to perform a needle biopsy of the liver does not. 
The term “endoscopic” as used in approach values refers to 
instrumentation that permits a site to be visualized. 


Procedures performed directly on the skin or mucous membrane are 
identified by the external approach (e.g., skin excision). Procedures 
performed indirectly by the application of external force are also 
identified by the external approach (e.g., closed reduction of fracture). 


Appendix A compares the components (access location, method, and 
type of instrumentation) of each approach and provides an example 
and illustration of each approach. 


Device (Character 6) 
The device is specified in the sixth character. There are four general 


types of devices: 


- Biological or synthetic material that takes the place of all or a 
portion of a body part (e.g, skin graft, joint prosthesis). 


* Biological or synthetic material that assists or prevents a 
physiological function (e.g., IUD). 


+ Therapeutic material that is not absorbed by, eliminated by, or 
incorporated into a body part (e.g., radioactive implant). 


+ Mechanical or electronic appliances used to assist, monitor, take 
the place of or prevent a physiological function (e.g., cardiac 
pacemaker, orthopedic pin). 


Appendix F compares the general device types and provides examples 
of each. 


While all devices can be removed, some cannot be removed without 
putting in another nonbiological appliance or body-part substitute. 


When a specific device value is used to identify the device for a root 
operation, such as Insertion and that same device value is not an option 
for a more broad range root operation such as Removal, select the 
general device value. For example, in the body system Heart and Great 
Vessels, the specific device character for Cardiac Lead, Pacemaker in 
root operation Insertion is J. For the root operation Removal, the general 
device character M Cardiac Lead would be selected for the pacemaker 
lead. 


ICD-10-PCS contains a PCS Device Aggregation Table (see appendix G) 
that crosswalks the specific device character values that have been 
created for specific root operations and specific body part character 
values to the general device character value that would be used for root 
operations that represent a broad range of procedures and general 
body part character values, such as Removal and Revision. 


Instruments used to visualize the procedure site are specified in the 
approach, not the device, value. 


If the objective of the procedure is to put in the device, then the root 
operation is /nsertion. If the device is put in to meet an objective other 
than Insertion, then the root operation defining the underlying 
objective of the procedure is used, with the device specified in the 
device character. For example, if a procedure to replace the hip joint is 
performed, the root operation Replacement is coded, and the prosthetic 
device is specified in the device character. Materials that are incidental 
to a procedure such as clips, ligatures, and sutures are not specified in 
the device character. Because new devices can be developed, the value 
Other Device is provided as a temporary option for use until a specific 
device value is added to the system. 


Qualifier (Character 7) 

The qualifier is specified in the seventh character. The qualifier contains 
unique values for individual procedures. For example, the qualifier can 
be used to identify the destination site in a Bypass. 


Medical and Surgical Section Principles 
In developing the Medical and Surgical procedure codes, several 
specific principles were followed. 


Composite Terms Are Not Root Operations 
Composite terms such as colonoscopy, sigmoidectomy, or 
appendectomy do not describe root operations, but they do specify 
multiple components of a specific root operation. In ICD-10-PCS, the 
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components of a procedure are defined separately by the characters Example: 
making up the complete code. The only component of a procedure 


specified in the root operation is the objective of the procedure. With 
each complete code the underlying objective of the procedure is 
specified by the root operation (third character), the precise part is 
specified by the body part (fourth character), and the method used to 
reach and visualize the procedure site is specified by the approach (fifth 
character). While colonoscopy, sigmoidectomy, and appendectomy are 
included in the Index, they do not constitute root operations in the 
Tables section. The objective of colonoscopy is the visualization of the 
colon and the root operation (character 3) is Inspection. Character 4 
specifies the body part, which in this case is part of the colon. These 
composite terms, like colonoscopy or appendectomy, are included as 
cross-reference only. The index provides the correct root operation 
reference. Examples of other types of composite terms not 
representative of root operations are partial sigmoidectomy, total 
hysterectomy, and partial hip replacement. Always refer to the correct 
root operation in the Index and Tables section. 


Root Operation Based on Objective of Procedure 

The root operation is based on the objective of the procedure, such as 
Resection of transverse colon or Dilation of an artery. The assignment of 
the root operation is based on the procedure actually performed, which 
may or may not have been the intended procedure. If the intended 
procedure is modified or discontinued (e.g., excision instead of 
resection is performed), the root operation is determined by the 
procedure actually performed. If the desired result is not attained after 
completing the procedure (i.e., the artery does not remain expanded 
after the dilation procedure), the root operation is still determined by 
the procedure actually performed. 


Examples: 


: Dilating the urethra is coded as Dilation since the objective of the 
procedure is to dilate the urethra. If dilation of the urethra includes 
putting in an intraluminal stent, the root operation remains 
Dilation and not Insertion of the intraluminal device because the 
underlying objective of the procedure is dilation of the urethra. 
The stent is identified by the intraluminal device value in the sixth 
character of the dilation procedure code. 


If the objective is solely to put a radioactive element in the 
urethra, then the procedure is coded to the root operation 
Insertion, with the radioactive element identified in the sixth 
character of the code. 


- If the objective of the procedure is to correct a malfunctioning or 
displaced device, then the procedure is coded to the root 
operation Revision. In the root operation Revision, the original 
device being revised is identified in the device character. Revision 
is typically performed on mechanical appliances (e.g., pacemaker) 
or materials used in replacement procedures (e.g., synthetic 
substitute). Typical revision procedures include adjustment of 
pacemaker position and correction of malfunctioning knee 
prosthesis. A 


Combination Procedures Are Coded Separately 

If multiple procedures as defined by distinct objectives are performed 
during an operative episode, then multiple codes are used. For 
example, obtaining the vein graft used for coronary bypass surgery is 
coded as a separate procedure from the bypass itself. 


Redo of Procedures 

The complete or partial redo of the original procedure is coded to the 
root operation that identifies the procedure performed rather than 
Revision. 


A complete redo of a hip replacement procedure that requires 
putting in a new prosthesis is coded to the root operation 
Replacement rather than Revision. 


The correction of complications arising from the original procedure, 
other than device complications, is coded to the procedure performed. 
Correction of a malfunctioning or displaced device would be coded to 
the root operation Revision. 


Example: 


A procedure to control hemorrhage arising from the original 
procedure is coded to Contro/ rather than Revision. 


Examples of Procedures Coded in the Medical 


Surgical Section 
The following are examples of procedures from the Medical and 
Surgical section, coded in ICD-10-PCS. 


Suture of skin laceration, left lower arm: @HQEXZZ 


Medical and Surgical section (8), body system Skin and Breast (H), 
root operation Repair (Q), body part Skin, Left Lower Arm (E), 
External Approach (X) No device (Z), and No qualifier (Z). 


. Laparoscopic appendectomy: DTJ4ZZ 


Medical and Surgical section (8), body system Gastrointestinal (D), 
root operation Resection (T), body part Appendix (J), Percutaneous 
Endoscopic approach (4), No Device (Z), and No qualifier (Z). 


+ Sigmoidoscopy with biopsy: @DBN8ZX 


Medical and Surgical section (@), body system Gastrointestinal (D), 
root operation Excision (B), body part Sigmoid Colon (N), Via 
Natural or Artificial Opening Endoscopic approach (8), No Device (Z), 
and with qualifier Diagnostic (X). 


+ Tracheostomy with tracheostomy tube: 0B110F4 


Medical and Surgical section (@), body system Respiratory (B), root 
operation Bypass (1), body part Trachea (1), Open approach (9), 
with Tracheostomy Device (F), and qualifier Cutaneous (4). 


Obstetrics Section (1) 


Character Meanings 
The seven characters in the Obstetrics section have the same meaning 
as in the Medical and Surgical section. 


Character _ | Meaning 


1 Section 

Body System 
Root Operation 
Body Part 
Approach 


Device 
Qualifier 


The Obstetrics section includes procedures performed on the products 
of conception only. Procedures on the pregnant female are coded in the 
Medical and Surgical section (e.g., episiotomy). The term “products of 
conception’ refers to all physical components of a pregnancy, including 
the fetus, amnion, umbilical cord, and placenta. There is no 
differentiation of the products of conception based on gestational age. 
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Thus, the specification of the products of conception as a zygote, 
embryo or fetus, or the trimester of the pregnancy is not part of the 
procedure code but can be found in the diagnosis code. 


Section (Character 1) 
Obstetrics procedure codes have a first character value of 7. 


Body System (Character 2) 


The second character value for body system is Pregnancy. 


Root Operation (Character 3) 

The root operations Change, Drainage, Extraction, Insertion, Inspection, 
Removal, Repair, Reposition, Resection, and Transplantation are used in 
the obstetrics section and have the same meaning as in the Medical 
and Surgical section. 


The Obstetrics section also includes two additional root operations, 
Abortion and Delivery, defined below: 


Abortion: Artificially terminating a pregnancy 


Delivery: Assisting the passage of the products of conception from 
the genital canal 


A cesarean section is not a separate root operation because the 
underlying objective is Extraction (i.e., pulling out all or a portion of a 
body part). 


Body Part (Character 4) 


The body part values in the obstetrics section are: 


Products of conception 
Products of conception, retained 


Products of conception, ectopic 


Approach (Character 5) 

The fifth character specifies approaches and is defined as are those in 
the Medical and Surgical section. In the case of an abortion procedure 
that uses a laminaria or an abortifacient, the approach is Via Natural or 
Artificial Opening. 


Device (Character 6) 
The sixth character is used for devices such as fetal monitoring 
electrodes. 


Qualifier (Character 7) 

Qualifier values are specific to the root operation and are used to 
capture details of the procedure, such as whether forceps or a vacuum 
were used during an Extraction, the type of fluid taken out during a 
Drainage procedure, or the products of conception body system that 
was repaired. 


Placement Section (2) 


Character Meanings 
The seven characters in the Placement section have the following 
meaning: 
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Character Meaning 


Section 


Body System 


Root Operation 


Body Region 


Approach 


Device 
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Qualifier 


Placement section codes represent procedures for putting a device in or 
ona body region for the purpose of protection, immobilization, 
stretching, compression, or packing. 


Section (Character 1) 
Placement procedure codes have a first character value of 2. 


Body System (Character 2) 
The second character contains two values specifying either Anatomical 
Regions or Anatomical Orifices. 


Root Operation (Character 3) 

The root operations in the Placement section include only those 
procedures that are performed without making an incision or a 
puncture. The root operations Change and Removal are in the 
Placement section and have the same meaning as in the Medical and 
Surgical section. 


The Placement section also includes five additional root operations, 
defined as follows: 


Compression: Putting pressure on a body region 
Dressing: Putting material on a body region for protection 


Immobilization: Limiting or preventing motion of an external body 
region 


Packing: Putting material in a body region or orifice 


Traction: Exerting a pulling force on a body region in a distal 
direction 


Body Region (Character 4) 
The fourth character values are either body regions (e.g., Upper Leg) or 
natural orifices (e.g., Ear). 


Approach (Character 5) 
Since all placement procedures are performed directly on the skin or 
mucous membrane, or performed indirectly by applying external force 


through the skin or mucous membrane, the approach value is always 
External. 


Device (Character 6) 

The device character is always specified (except in the case of manual 
traction) and indicates the device placed during the procedure (e.g., 
cast, splint, bandage, etc.). Except for casts for fractures and 
dislocations, devices in the Placement section are off the shelf and do 
not require any extensive design, fabrication, or fitting. Placement of 


devices that require extensive design, fabrication, or fitting are coded in 
the Rehabilitation section. 
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Qualifier (Character 7) 


The qualifier character is not specified in the Placement section; the 
qualifier value is always No Qualifier. 


Administration Section (3) 


Character Meanings 


The seven characters in the Administration section have the following 
meaning: 


Character 


Meaning 


Section 


Body System 


Root Operation 


Body System/Region 
raAGSSE 
Substance 
Qualifier 
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Administration section codes represent procedures for putting in or on 
a therapeutic, prophylactic, protective, diagnostic, nutritional, or 
physiological substance. The section includes transfusions, infusions, 
and injections, along with other similar services such as irrigation and 
tattooing. 


Section (Character 1) 
Administration procedure codes have a first character value of 3. 


Body System (Character 2) 

The body system character contains only three values: Indwelling 
Device, Physiological Systems and Anatomical Regions, or Circulatory 
System. The Circulatory System is used for transfusion procedures. 


Root Operation (Character 3) 


There are three root operations in the Administration section. 


Introduction: Putting in or on a therapeutic, diagnostic, nutritional, 
physiological, or prophylactic substance except blood or blood 
products 


Irrigation: Putting in or on a cleansing substance 


Transfusion: Putting in blood or blood products 


Body/System Region (Character 4) 

The fourth character specifies the body system/region. The fourth 
character identifies the site where the substance is administered, not 
the site where the substance administered takes effect. Sites include 
Skin and Mucous Membranes, Subcutaneous Tissue, and Muscle. These 
differentiate intradermal, subcutaneous, and intramuscular injections, 
respectively. Other sites include Eye, Respiratory Tract, Peritoneal Cavity, 
and Epidural Space. 


The body systems/regions for arteries and veins are Peripheral Artery, 
Central Artery, Peripheral Vein, and Central Vein. The Peripheral Artery or 
Vein is typically used when a substance is introduced locally into an 
artery or vein. For example, chemotherapy is the introduction of an 
antineoplastic substance into a peripheral artery or vein by a 
percutaneous approach. In general, the substance introduced into a 
peripheral artery or vein has a systemic effect. 


The Central Artery or Vein is typically used when the site where the 
substance is introduced is distant from the point of entry into the artery 
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or vein. For example, the introduction of a substance directly at the site 
of a clot within an artery or vein using a catheter is coded as an 
introduction of a thrombolytic substance into a central artery or vein by 
a percutaneous approach. In general, the substance introduced into a 
central artery or vein has a local effect. 


Approach (Character 5) 

The fifth character specifies approaches as defined in the Medical and 
Surgical section. The approach for intradermal, subcutaneous, and 
intramuscular introductions (i.e., injections) is Percutaneous. If a 
catheter is placed to introduce a substance into an internal site within 
the circulatory system, then the approach is also Percutaneous. For 
example, if a catheter is used to introduce contrast directly into the 
heart for angiography, then the procedure would be coded as a 
percutaneous introduction of contrast into the heart. 


Substance (Character 6) 

The sixth character specifies the substance being introduced. Broad 
categories of substances are defined, such as anesthetic, contrast, 
dialysate, and blood products such as platelets. 


Qualifier (Character 7) 

The seventh character is a qualifier and is used to indicate whether the 
substance is Autologous or Nonautologous, or to further specify the 
substance. 


Measurement and Monitoring Section (4) 


Character Meanings 
The seven characters in the Measurement and Monitoring section have 
the following meaning: 


Character Meaning 
Section 


Body System 


Root Operation 
Body System 


Approach 
Function/Device 
Qualifier 


Measurement and Monitoring section codes represent procedures for 
determining the level of a physiological or physical function. 


Section (Character 1) 
Measurement and Monitoring procedure codes have a first character 
value of 4. 


Body System (Character 2) 
The second character values for body system are A, Physiological 
Systems or B, Physiological Devices. 


Root Operation (Character 3) 
There are two root operations in the Measurement and Monitoring 
section, as defined below: 


Measurement: Determining the level of a physiological or physical 
function at a point in time 


Monitoring: Determining the level of a physiological or physical 
function repetitively over a period of time 


Introduction 


Body System (Character 4) 
The fourth character specifies the specific body system measured or 
monitored. 


Approach (Character 5) 
The fifth character specifies approaches as defined in the Medical and 
Surgical section. 


Function/Device (Character 6) 

The sixth character specifies the physiological or physical function 
being measured or monitored. Examples of physiological or physical 
functions are Conductivity, Metabolism, Pulse, Temperature, and Volume. 
If a device used to perform the measurement or monitoring is inserted 
and left in, then insertion of the device is coded as a separate Medical 
and Surgical procedure. 


Qualifier (Character 7) 

The seventh character qualifier contains specific values as needed to 
further specify the body part (e.g., central, portal, pulmonary) ora 
variation of the procedure performed (e.g., ambulatory, stress). 
Examples of typical procedures coded in this section are EKG, EEG, and 
cardiac catheterization. An EKG is the measurement of cardiac electrical 
activity, while an EEG is the measurement of electrical activity of the 
central nervous system. A cardiac catheterization performed to 
measure the pressure in the heart is coded as the measurement of 
cardiac pressure by percutaneous approach. 


Extracorporeal or Systemic Assistance 
-and Performance Section (5) 
Character Meanings 


The seven characters in the Extracorporeal or Systemic Assistance and 
Performance section have the following meaning: 


Character —| Meaning 
1 Section 
2 Body System 
3 Root Operation 
4 Body System 
5 Duration 
6 Function 
7 Qualifier 


In Extracorporeal or Systemic Assistance and Performance procedures, 
equipment outside the body is used to assist or perform a physiological 
function. The section includes procedures performed in a critical care 
setting, such as mechanical ventilation and cardioversion; it also 
includes other services such as hyperbaric oxygen treatment and 
hemodialysis. 


Section (Character 1) 
Extracorporeal or Systemic Assistance and Performance procedure 
codes have a first character value of 5. 


Body System (Character 2) 


The second character value for body system is A, Physiological Systems. 
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Root Operation (Character 3) 
There are three root operations in the Extracorporeal or Systemic 
Assistance and Performance section, as defined below. 


Assistance: Taking over a portion of a physiological function by 
extracorporeal means 


Performance: Completely taking over a physiological function by 
extracorporeal means 


Restoration: Returning, or attempting to return, a physiological 
function to its natural state by extracorporeal means 


The root operation Restoration contains a single procedure code that 
identifies extracorporeal cardioversion. 


Body System (Character 4) 

The fourth character specifies the body system (e.g., cardiac, 
respiratory) to which extracorporeal or systemic assistance or 
performance is applied. 


Duration (Character 5) 
The fifth character specifies the duration of the procedure. 


Function (Character 6) 
The sixth character specifies the physiological function assisted or 
performed (e.g., oxygenation, ventilation) during the procedure. 


Qualifier (Character 7) 


The seventh character qualifier specifies the type of equipment used, if 
any. 


Extracorporeal or Systemic Therapies 
Section (6) 


Character Meanings 
The seven characters in the Extracorporeal or Systemic Therapies 
section have the following meaning: 


Character 


Meaning 


1 Section 

2 Body System 

3 Root Operation 
4 Body System 

5 Duration 

6 Qualifier 

if 


Qualifier 


In extracorporeal or systemic therapy, equipment outside the body is 
used for a therapeutic purpose that does not involve the assistance or 
performance of a physiological function. 


Section (Character 1) 


Extracorporeal or Systemic Therapy procedure codes have a first 
character value of 6. 


Body System (Character 2) 


The second character value for body system is Physiological Systems. 
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Root Operation (Character 3) 


There are 11 root operations in the Extracorporeal or Systemic Therapy 
section, as defined below. 


* Atmospheric Control: Extracorporeal control of atmospheric 
pressure and composition 


Decompression: Extracorporeal elimination of undissolved gas 
from body fluids 


Coding note: The root operation Decompression involves only one 
type of procedure: treatment for decompression sickness (the 
bends) in a hyperbaric chamber. 


Electromagnetic Therapy: Extracorporeal treatment by 
electromagnetic rays 


: Hyperthermia: Extracorporeal raising of body temperature 


Coding note: The term hyperthermia is used to describe both a 
temperature imbalance treatment and also as an adjunct radiation 
treatment for cancer. When treating the temperature imbalance, it 
is coded to this section; for the cancer treatment, it is coded in 
section D Radiation Therapy. 


Hypothermia: Extracorporeal lowering of body temperature 
Perfusion: Extracorporeal treatment by diffusion of therapeutic 
fluid 

. Pheresis: Extracorporeal separation of blood products 
Coding note: Pheresis may be used for two main purposes: to treat 
diseases when too much of a blood component is produced (e.g., 


leukemia) and to remove a blood product such as platelets from a 
donor, for transfusion into another patient. 


- Phototherapy: Extracorporeal treatment by light rays 


Coding note: Phototherapy involves using a machine that exposes 
the blood to light rays outside the body, recirculates it, and then 
returns it to the body. 


Shock Wave Therapy: Extracorporeal treatment by shock waves 
Ultrasound Therapy: Extracorporeal treatment by ultrasound 


Ultraviolet Light Therapy: Extracorporeal treatment by ultraviolet 
light 


Body System (Character 4) 
The fourth character specifies the body system on which the 
extracorporeal or systemic therapy is performed (e.g., skin, circulatory). 


Duration (Character 5) 
The fifth character specifies whether the procedure was performed 
once (single) or multiple times. 


Qualifier (Character 6) 

The sixth character for Extracorporeal or Systemic Therapies is No 
Qualifier, except for root operation Perfusion which has a sixth character 
qualifier of Donor Organ. 


Qualifier (Character 7) 

The seventh character qualifier is used in the root operation Pheresis to 
specify the blood component on which pheresis is performed and in 
the root operation Ultrasound Therapy to specify site of treatment. 
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Osteopathic Section (7) 


Character Meanings 
The seven characters in the Osteopathic section have the following 
meaning: 


Character 
1 


Meaning 


Section 


Body System 
Root Operation 


Body Region 


Approach 
Method 
i Qualifier 


Section (Character 1) 
Osteopathic procedure codes have a first character value of 7. 


2 
3 
4 
5 
6 


Body System (Character 2) 


The body system character contains the value Anatomical Regions. 


Root Operation (Character 3) 


There is only one root operation in the Osteopathic section. 


Treatment: Manual treatment to eliminate or alleviate somatic 
dysfunction and related disorders 


Body Region (Character 4) 
The fourth character specifies the body region on which the 
osteopathic treatment is performed. 


Approach (Character 5) 


The approach for osteopathic treatment is always External. 


Method (Character 6) 


The sixth character specifies the method by which the treatment is 
accomplished. 


Qualifier (Character 7) 
The seventh character is not specified in the Osteopathic section and 
always has the value None. 


Other Procedures Section (8) 


Character Meanings 
The seven characters in the Other Procedures section have the 
following meaning: 


Character Meaning 


Section 


Body System 


Root Operation 
Body Region 
Approach 
Method 
Qualifier 
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The Other Procedures section includes acupuncture, suture removal, 
and in vitro fertilization. 


Section (Character 1) 
Other Procedure section codes have a first character value of 8. 


Body System (Character 2) 
The second character values for body systems are Physiological Systems 
and Anatomical Regions and Indwelling Device. 


Root Operation (Character 3) 
The Other Procedures section has only one root operation, defined as 
follows: 


Other Procedures: Methodologies that attempt to remediate or 
cure a disorder or disease. 


Body Region (Character 4) 
The fourth character contains specified body-region values, and also 
the body-region value None. 


Approach (Character 5) 
The fifth character specifies approaches as defined in the Medical and 
Surgical section. 


Method (Character 6) 


The sixth character specifies the method (e.g., Acupuncture, Therapeutic 
Massage). 


Qualifier (Character 7) 


The seventh character is a qualifier and contains specific values as 
needed. 


Chiropractic Section (9) 


Character Meanings 
The seven characters in the Chiropractic section have the following 
meaning: 


Character 


Meaning 


Section 


Body System 


Root Operation 


Body Region 
Approach 

Method 
Qualifier 


Section (Character 1) 
Chiropractic section procedure codes have a first character value of 9. 


Body System (Character 2) 


The second character value for body system is Anatomical Regions. 


Root Operation (Character 3) 


There is only one root operation in the Chiropractic section. 


Manipulation: Manual procedure that involves a directed thrust to 
move a joint past the physiological range of motion, without 
exceeding the anatomical limit. 


Body Region (Character 4) 
The fourth character specifies the body region on which the 
chiropractic manipulation is performed. 


Approach (Character 5) 


The approach for chiropractic manipulation is always External. 


Method (Character 6) 
The sixth character is the method by which the manipulation is 
accomplished. 


Qualifier (Character 7) 
The seventh character is not specified in the Chiropractic section and 
always has the value None. 


Imaging Section (B) 


Character Meanings 
The seven characters in Imaging procedures have the following 
meaning: : 


Character Meaning 


Section 


Body System 
Type 
Body Part 
Contrast 


Qualifier 
7, Qualifier 
Imaging procedures include plain radiography, fluoroscopy, CT, MRI, 
and ultrasound. Nuclear medicine procedures, including PET, uptakes, 


and scans, are in the nuclear medicine section. Therapeutic radiation 
procedure codes are in a separate radiation therapy section. 


1 
2 
3 
4 
5) 
6 


Section (Character 1) 
Imaging procedure codes have a first character value of B. 


Body System (Character 2) 
In the Imaging section, the second character defines the body system, 
such as Heart or Gastrointestinal System. 


Type (Character 3) 

The third character defines the type of imaging procedure (e.g., MRI, 
ultrasound). The following list includes all types in the Imaging section 
with a definition of each type: 


Computerized Tomography (CT Scan): Computer reformatted digital 
display of multiplanar images developed from the capture of 
multiple exposures of external ionizing radiation 


Fluoroscopy: Single plane or bi-plane real time display of an image 
developed from the capture of external ionizing radiation ona 
fluorescent screen. The image may also be stored by either digital 
or analog means 


Magnetic Resonance Imaging (MRI): Computer reformatted digital 
display of multiplanar images developed from the capture of 
radiofrequency signals emitted by nuclei in a body site excited 
within a magnetic field 


* Other Imaging: Other specified modality for visualizing a body part 
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Plain Radiography: Planar display of an image developed from the 
capture of external ionizing radiation on photographic or 
photoconductive plate 


* Ultrasonography: Real time display of images of anatomy or flow 
information developed from the capture of reflected and 
attenuated high frequency sound waves 


Body Part (Character 4) 


The fourth character defines the body part with different values for 
each body system (character 2) value. 


Contrast (Character 5) 
The fifth character specifies whether the contrast material used in the 


imaging procedure is High Osmolar, Low Osmolar, or Other Contrast 
when applicable. 


Qualifier (Character 6) 

The sixth character qualifier provides further detail regarding the 
nature of the substance or technologies used, such as Unenhanced and 
Enhanced (contrast), Laser, or Intravascular Optical Coherence. 


Qualifier (Character 7) 

The seventh character is a qualifier that may be used to specify certain 
procedural circumstances, the method by which the procedure was 
performed, or technologies utilized, such as /ntraoperative, 
Intravascular, or Transesophageal. 


Nuclear Medicine Section (C) 


Character Meanings 
The seven characters in the Nuclear Medicine section have the 
following meaning: 


Character Meaning 
1 Section 


Body System 


Body Part 
Radionuclide 
Qualifier 
Qualifier 


2 
3 
4 
5 
6 
if 


Nuclear Medicine is the introduction of radioactive material into the 
body to create an image, to diagnose and treat pathologic conditions, 
or to assess metabolic functions. The Nuclear Medicine section does not 
include the introduction of encapsulated radioactive material for the 
treatment of cancer. These procedures are included in the Radiation 
Therapy section. 


Section (Character 1) 
Nuclear Medicine procedure codes have a first character value 
of C. 


Body System (Character 2) 
The second character specifies the body system on which the nuclear 
medicine procedure is performed. 


Introduction 


Type (Character 3) 
The third character indicates the type of nuclear medicine procedure 

(e.g., planar imaging or nonimaging uptake). The following list includes 
the types of nuclear medicine procedures with a definition of each type. 


+ Nonimaging Nuclear Medicine Assay: Introduction of radioactive 
materials into the body for the study of body fluids and blood 
elements, by the detection of radioactive emissions 


Nonimaging Nuclear Medicine Probe: \ntroduction of radioactive 
materials into the body for the study of distribution and fate of 
certain substances by the detection of radioactive emissions; or 
alternatively, measurement of absorption of radioactive emissions 
from an external source 


Nonimaging Nuclear Medicine Uptake: Introduction of radioactive 
materials into the body for measurements of organ function, from 
the detection of radioactive emissions 


Planar Nuclear Medicine Imaging: Introduction of radioactive 
materials into the body for single-plane display of images 
developed from the capture of radioactive emissions 


Positron Emission Tomography (PET) Imaging: \ntroduction of 
radioactive materials into the body for three dimensional display 
of images developed from the simultaneous capture, 180 degrees 
apart, of radioactive emissions 


+ Systemic Nuclear Medicine Therapy: Introduction of unsealed 
radioactive materials into the body for treatment 


Tomographic (Tomo) Nuclear Medicine Imaging: |ntroduction of 
radioactive materials into the body for three dimensional display 
of images developed from the capture of radioactive emissions 


Body Part (Character 4) 

The fourth character indicates the body part or body region studied; 
with regional (e.g., lower extremity veins) and combination (e.g., liver 
and spleen) body parts commonly used. 


Radionuclide (Character 5) 


The fifth character specifies the radionuclide, the radiation source. The 
option Other Radionuclide is provided in the nuclear medicine section 
for newly approved radionuclides until they can be added to the coding 
system. If more than one radiopharmaceutical is given to perform the 
procedure, then more than one code is used. 


Qualifier (Character 6 and 7) 


The sixth and seventh characters are qualifiers but are not specified in 
the Nuclear Medicine section; the value is always None. 


Radiation Therapy Section (D) 


Character Meanings 
The seven characters in the Radiation Therapy section have the 
following meaning: 


Character | Meaning 


Section 
=e 


1 
2 Body System 
3 Modality 


4 Treatment Site 

5 satiny Modality Qualifier 
6 

df 


Isotope 


~T Qualifier 
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Section (Character 1) 
Radiation therapy procedure codes have a first character value of D. 


Body System (Character 2) 
The second character specifies the body system (e.g., central nervous 
system, musculoskeletal) irradiated. 


Modality (Character 3) 


The third character specifies the general modality used (e.g., beam 
radiation). 


Treatment Site (Character 4) 
The fourth character specifies the body part that is the focus of the 
radiation therapy. 


Modality Qualifier (Character 5) 


The fifth character further specifies the radiation modality used (e.g., 
photons, electrons). 


Isotope (Character 6) 
The sixth character specifies the isotopes introduced into the body, if 
applicable. 


Qualifier (Character 7) 


The seventh character may specify whether the procedure was 
performed intraoperatively. 


Physical Rehabilitation and Diagnostic 
Audiology Section (F) 
Character Meanings 


The seven characters in the Physical Rehabilitation and Diagnostic 
Audiology section have the following meaning: 


Character Meaning 

Section 

Section Qualifier 
Type 

Body System/Region 
Type Qualifier 
Equipment 


N} OO} mm] BY] WwW] nN] 


Qualifier 


Physical rehabilitation procedures include physical therapy, 
occupational therapy, and speech-language pathology. Osteopathic 
procedures and chiropractic procedures are in separate sections. 


Section (Character 1) 
Physical Rehabilitation and Diagnostic Audiology procedure codes have 
a first character value of F. 


Section Qualifier (Character 2) 
The section qualifier Rehabilitation or Diagnostic Audiology is specified 
in the second character. 


Type (Character 3) 

The third character specifies the type. There are 14 different values, 
which can be classified into four basic types of rehabilitation and 
diagnostic audiology procedures, defined as follows: 


ICD-10-PCS 2021 


Assessment: Includes a determination of the patient's diagnosis 
when appropriate, need for treatment, planning for treatment, 
periodic assessment, and documentation related to these 
activities 

Assessments are further classified into more than 100 different 
tests or methods. The majority of these focus on the faculties of 
hearing and speech, but others focus on various aspects of body 
function, and on the patient's quality of life, such as muscle 
performance, neuromotor development, and reintegration skills. 


Speech Assessment: Measurement of speech and related 
functions 


Motor and/or Nerve Function Assessment: Measurement of 
motor, nerve, and related functions 


Activities of Daily Living Assessment: Measurement of 
functional level for activities of daily living 


Hearing Assessment: Measurement of hearing and related 
functions 


Hearing Aid Assessment: Measurement of the 
appropriateness and/or effectiveness of a hearing device 


Vestibular Assessment: Measurement of the vestibular system 
and related functions 


Caregiver Training: Educating caregiver with the skills and 
knowledge used to interact with and assist the patient 


Caregiver Training is divided into 18 different broad subjects 
taught to help a caregiver provide proper patient care. 


Caregiver Training: Training in activities to support patient's 
optimal level of function 


Fitting(s): Design, fabrication, modification, selection, and/or 
application of splint, orthosis, prosthesis, hearing aids, and/or 
other rehabilitation device 


The fifth character used in Device Fitting procedures describes the 
device being fitted rather than the method used to fit the device. 
Definitions of devices, when provided, are located in the 
definitions portion of the ICD-10-PCS tables and index, under 
section F, character 5. 


Device Fitting: Fitting of a device designed to facilitate or 
support achievement of a higher level of function 


Treatment: Use of specific activities or methods to develop, 
improve, and/or restore the performance of necessary functions, 
compensate for dysfunction and/or minimize debilitation 


Treatment procedures include swallowing dysfunction exercises, 
bathing and showering techniques, wound management, gait 
training, and a host of activities typically associated with 
rehabilitation. 


Speech Treatment: Application of techniques to improve, 


augment, or compensate for speech and related functional 
impairment 


Motor Treatment: Exercise or activities to increase or facilitate 
motor function 


Activities of Daily Living Treatment: Exercise or activities to 
facilitate functional competence for activities of daily living 


Hearing Treatment: Application of techniques to improve, 


augment, or compensate for hearing and related functional 
impairment 
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Cochlear Implant Treatment: Application of techniques to 
improve the communication abilities of individuals with 
cochlear implant 


Vestibular Treatment: Application of techniques to improve, 
augment, or compensate for vestibular and related 
functional impairment 


The type of treatment includes training as well as activities that 
restore function. 


Body System/Region (Character 4) 
The fourth character specifies the body region and/or system on which 
the procedure is performed. 


Type Qualifier (Character 5) 

The fifth character is a type qualifier that further specifies the procedure 
performed. Examples include therapy to improve the range of motion 
and training for bathing techniques. Refer to appendix J for definitions 
of these types of procedures. 


Equipment (Character 6) 

The sixth character specifies the equipment used. Specific equipment is 
not defined in the equipment value. Instead, broad categories of 
equipment are specified (e.g., aerobic endurance and conditioning, 
assistive/adaptive/supportive, etc.) 


Qualifier (Character 7) 


The seventh character is not specified in the Physical Rehabilitation and 
Diagnostic Audiology section and always has the value None. 


Mental Health Section (G) 


Character Meanings 
The seven characters in the Mental Health section have the following 
meaning: 


Character Meaning 


Section 


Body System 


Type 
Qualifier 


Qualifier 


Qualifier 


NT DO] wm] BRB] WwW] Ny] — 


Qualifier 


Section (Character 1) 
Mental health procedure codes have a first character value of G. 


Body System (Character 2) i 
The second character is used to identify the body system elsewhere in 
ICD-10-PCS. In this section it always has the value None. 


Type (Character 3) 

The third character specifies the procedure type, such as crisis 
intervention or counseling. There are 12 types of mental health 
procedures. 


- Psychological Tests: The administration and interpretation of 
standardized psychological tests and measurement instruments 
for the assessment of psychological function 


Crisis Intervention: Treatment of a traumatized, acutely disturbed, 
or distressed individual for the purpose of short-term stabilization 


Medication Management: Monitoring and adjusting the use of 
medications for the treatment of a mental health disorder 


Individual Psychotherapy: Treatment of an individual with a mental 
health disorder by behavioral, cognitive, psychoanalytic, 
psychodynamic, or psychophysiological means to improve 
functioning or well-being 


Counseling: The application of psychological methods to treat an 
individual with normal developmental issues and psychological 
problems in order to increase function, improve well-being, 
alleviate distress, maladjustment, or resolve crises 


Family Psychotherapy: Treatment that includes one or more family 
members of an individual with a mental health disorder by 
behavioral, cognitive, psychoanalytic, psychodynamic, or 
psychophysiological means to improve functioning or well-being 


Electroconvulsive Therapy: The application of controlled electrical 
voltages to treat a mental health disorder 


+ Biofeedback: Provision of information from the monitoring and 
regulating of physiological processes in conjunction with 
cognitive-behavioral techniques to improve patient functioning 
or well-being 


Hypnosis: Induction of a state of heightened suggestibility by 
auditory, visual, and tactile techniques to elicit an emotional or 
behavioral response 


Narcosynthesis: Administration of intravenous barbiturates in 
order to release suppressed or repressed thoughts 


+ Group Psychotherapy: Treatment of two or more individuals with a 
mental health disorder by behavioral, cognitive, psychoanalytic, 
psychodynamic, or psychophysiological means to improve 
functioning or well-being 


Light Therapy: Application of specialized light treatments to 
improve functioning or well-being 


Qualifier (Character 4) 


The fourth character is a qualifier to indicate that counseling was 
educational or vocational or to indicate type of test or method of 
therapy. 


Qualifier (Character 5, 6 and 7) 
The fifth, sixth, and seventh characters are not specified and always 
have the value None. 


Substance Abuse Treatment Section (H) 


Character Meanings 
The seven characters in the Substance Abuse Treatment section have 
the following meaning: 


Character Meaning 


Section 


Body System 


Qualifier 


Qualifier 


Qualifier 


SLD] Om] BB] WI] nN] — 


Qualifier 
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Character Meanings | 
The seven characters in the new technology section have the following 
meaning: 


Section (Character 1) 
Substance Abuse Treatment codes have a first character value of H. 


Body System (Character 2) 
The second character is used to identify the body system elsewhere in 
ICD-10-PCS. In this section, it always has the value None. 1 Section 


Body System 


Character _| Meaning 


Type (Character 3) 
The third character specifies the type of procedure. There are seven 
values classified in this section, as listed below: 


Root Operation 
Body Part 
Approach 


Detoxification Services: Detoxification from alcohol and/or drugs ; 
Device/Substance/Technology 


NN} DO] Oy BY] Ww] hd 


Individual Counseling: The application of psychological methods to 


eae ; aa : ualifier 
treat an individual with addictive behavior Q 


Group Counseling: The application of psychological methods to 


treat two or more individuals with addictive behavior Section (Character 1 ) 


New technology procedure codes have a first character value of X. 
Individual Psychotherapy: Treatment of an individual with 
addictive behavior by behavioral, cognitive, psychoanalytic, Body System (Character 2) 

psychodynamic, or psychophysiological means The second character values for body system combine the uses of body 
Family Counseling: The application of psychological methods that system, body region, and physiological system as specified in other 
includes one or more family members to treat an individual with sections in ICD-10-PCS. 

addictive behavior 
Root Operation (Character 3) 

The third character utilizes the same root operation values as their 
counterparts in other sections of ICD-10-PCS. 


Medication Management: Monitoring and adjusting the use of 
replacement medications for the treatment of addiction 


Pharmacotherapy: The use of replacement medications for the 


treatment of addiction Body Part (Character 4) 
a The fourth character specifies the same body part values as their closest 
Qualifier (Character 4) counterparts in other sections of ICD-10-PCS. 
The fourth character further specifies the procedure type. These 
qualifier values vary dependent upon the Root Type procedure Approach (Character 5) 


(Character 3). Root type 2, Detoxification Services contains only the 
value Z, None and Root type 6, Family Counseling contains only the 
value 3, Other Family Counseling, whereas the remainder Root Type 
procedures include multiple possible values. 


The fifth character specifies approaches as defined in the Medical and 
Surgical section. 


Device/Substance/Technology (Character 6) 
Qualifier (Character 5, 6 and 7) The sixth character specifies the key feature of the new technology 

procedure. It may be specified as a new device, a new substance, or 
other new technology. Examples of sixth character values are 
blinatumomab antineoplastic immunotherapy, orbital atherectomy 
technology, and intraoperative knee replacement sensor. 


The fifth through seventh characters are designated as qualifiers but 
are never specified, so they always have the value None. 


New Technology Section (X) Qualifier (Character 7) 


General intonation The seventh character qualifier is used exclusively to specify the new 
technology group, a number or letter that changes each year that new 
technology codes are added to the system. For example, Section X 
codes added for the first year have the seventh character value 1, New 
Technology Group 1, and the next year that Section X codes are added 
have the seventh character value 2, New Technology Group 2, and so on. 
Changing the seventh character value to a unique letter or number 
Section X does not introduce any new coding concepts or unusual every year that there are new codes in the new technology section 
guidelines for correct coding. In fact, Section X codes maintain allows the ICD-10-PCS to “recycle” the values in the third, fourth, and 
continuity with the other sections in ICD-10-PCS by using the same root | 5!xth characters as needed. 

operation and body part values as their closest counterparts in other 


Section X New Technology is a section added to ICD-10-PCS beginning 
October 1, 2015. The new section provides a place for codes that 
uniquely identify procedures requested via the New Technology 
Application Process or that capture other new technologies not 
currently classified in |CD-10-PCS. 


sections of ICD-10-PCS. For example, the codes for the infusion of New Technology Coding Instruction 
ceftazidime-avibactam, use the same root operation (Introduction) and _| Section X codes are standalone codes. They are not supplemental 
body part values (Central Vein and Peripheral Vein) in section X as the codes. Section X codes fully represent the specific procedure described 
infusion codes in section 3 Administration, which are their closest in the code title, and do not require any additional codes from other 
counterparts in the other sections of ICD-10-PCS. sections of ICD-10-PCS. When section X contains a code title which 


describes a specific new technology procedure, only that X code is 
reported for the procedure. There is no need to report a broader, 
non-specific code in another section of ICD-10-PCS. 


oe 
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For example, code XW@4321 Introduction of Ceftazidime-Avibactam 
Anti-infective into Central Vein, Percutaneous Approach, New 
Technology Group 1, would be reported to indicate that 
Ceftazidime-Avibactam Anti-infective was administered via central 
vein. A separate code from table 3E@ in the Administration section of 
ICD-10-PCS would not be reported in addition to this code. The X 
section code fully identifies the administration of the 
ceftazidime-avibactam antibiotic, and no additional code is needed. 


The New Technology section codes are easily found by looking in the 
ICD-10-PCS Index or the Tables. In the Index, the name of the new 
technology device, substance or technology for a section X code is 
included as a main term. In addition, all codes in section X are listed 
under the main term New Technology. The new technology code index 
entry for ceftazidime-avibactam is shown below. 


; Ceftazidime-Avibactam Anti-infective XW0 


New Technology 
Ceftazidime-Avibactam Anti-infective XW@ 


Introduction 
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ICD-10-PCS Index and Tabular Format 


The ICD-10-PCS: The Complete Official Code Set is based on the official 
version of the International Classification of Diseases, 10th Revision, 
Procedure Classification System, issued by the U.S. Department of 
Health and Human Services, Centers for Medicare and Medicaid 
Services. This book is consistent with the content of the government's 
version of ICD-10-PCS and follows their official format. 


Index 


The Alphabetic Index can be used to locate the appropriate table 
containing all the information necessary to construct a procedure code, 
however, the PCS tables should always be consulted to find the most 
appropriate valid code. Users may choose a valid code directly from the 
tables—he or she need not consult the index before proceeding to the 
tables to complete the code. 


Main Terms 
The Alphabetic Index reflects the structure of the tables. Therefore, the 
index is organized as an alphabetic listing. The index: 


Is based on the value of the third character 
Contains common procedure terms 
Lists anatomic sites 


Uses device terms 


The main terms in the Alphabetic Index are root operations, root 
procedure types, or common procedure names. In addition, anatomic 
sites from the Body Part Key and device terms from the Device Key have 
been added for ease of use. 


Examples: 


Resection (root operation) 

Fluoroscopy (root type) 

Prostatectomy (common procedure name) 
Brachiocephalic artery (body part) 


Bard® Dulex™ mesh (device) 


The index provides at least the first three or four values of the code, and 
some entries may provide complete valid codes. However, the user 
should always consult the appropriate table to verify that the most 
appropriate valid code has been selected. 


Root Operation and Procedure Type Main Terms 
For the Medical and Surgical and related sections, the root operation 
values are used as main terms in the index. The subterms under the root 
operation main terms are body parts. For the Ancillary section of the 
tables, the main terms in the index are the general typeof procedure 
performed. 


Examples: 


Biofeedback GZC9ZZZ 
Destruction 
Acetabulum 
Left @Q55 
Right Q54 
Adenoids 8C5Q 
Ampulla of Vater OF5C 
Planar Nuclear Medicine Imaging 


See Reference 

The second type of term in the index uses common procedure names, 
such as “appendectomy” or “fundoplication.” These common terms are 
listed as main terms with a “see” reference noting the PCS root 
operations that are possible valid code tables based on the objective of 
the procedure. 


Examples: 


Tendonectomy 
see Excision, Tendons @LB 
see Resection, Tendons OLT 


Use Reference 

The index also lists anatomic sites from the Body Part Key and device 
terms from the Device Key. These terms are listed with a “use” reference. 
The purpose of these references is to act as an additional reference to 
the terms located in the Appendix Keys. The term provided is the Body 
Part value or Device value to be selected when constructing a 
procedure code using the code tables. This type of index reference is 
not intended to direct the user to another term in the index, but to 
provide guidance regarding character value selection. Therefore, “use” 
references generally do not refer to specific valid code tables. 


Examples: 


CoAxia NeuroFlo catheter 
use Intraluminal Device 
Epitrochlear lymph node 
use Lymphatic, Left Upper Extremity 
use Lymphatic, Right Upper Extremity 
SynCardia Total Artificial Heart 
use Synthetic Substitute 


Code Tables 


ICD-10-PCS contains 17 sections of Code Tables organized by general 
type of procedure. The first three characters of a procedure code define 
each table. The tables consist of columns providing the possible last 
four characters of codes and rows providing valid values for each 
character. Within a PCS table, valid codes include all combinations of 
choices in characters 4 through 7 contained in the same row of the 
table. All seven characters must be specified to form a valid code. 


There are three main sections of tables: 


Medical and Surgical section: 

— Medical and Surgical (0) 

Medical and Surgical-related sections: 

— Obstetrics (1) 

— Placement (2) 

— _ Administration (3) 

— Measurement and Monitoring (4) 

— Extracorporeal or Systemic Assistance and Performance (5) 
— _ Extracorporeal or Systemic Therapies (6) 
— Osteopathic (7) 

— _ Other Procedures (8) 

— Chiropractic (9) 
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> — Ancillary sections: 
— _ Imaging (B) 

Nuclear Medicine (C) 

Radiation Therapy (D) 

Physical Rehabilitation and Diagnostic Audiology (F) 

Mental Health (G) 

Substance Abuse Treatment (H) 


« New Technology section: 


New Technology (X) 


The first three character values define each table. The root operation or 
root type designated for each table is accompanied by its official 
definition. 


Example: 
Table OF provides codes for procedures on the central nervous system 
that involve breaking up of solid matter into pieces: 


Character 1, Section 0: Medical and Surgical 


Character 2, Body System _—_‘@: Central Nervous System and 


Cranial Nerves 


Character 3, Root Operation F: Fragmentation: Breaking solid 
matter in a body part into pieces 


Tables are arranged numerically, then alphabetically. 
When reviewing tables, the user should keep in mind that: 


* Some tables may cover multiple pages in the code book—to 
ensure maximum clarity about character choices, valid entries do 


Example: 


® Medical and Surgical 
8 Eye 
M_ Reattachment 
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not split rows between pages. For instance, the entire table of 
valid characters completing a code beginning with 4A1 is split 
between two pages, but the split is between, not within, rows. 
This means that all the valid sixth and seventh characters for, say, 
body system Arterial (3) and approach External (X) are contained 
on one page. 


+ Individual entries may be listed in several horizontal “selection” 
lines. 


+  Whena table is continued onto another page, a note to this effect 
has been added in red. 


Body Part Definitions: 

An exclusive Optum360 feature in the tables is the incorporation of the 
body part definitions provided in appendix E into the Medical and 
Surgical section (@) tables under their appropriate body part characters 
in the first column (character 4). This provides the user a direct 
reference to all anatomical descriptions, terms, and sites that could be 
coded to that particular body part value. 


Paired body parts typically have values for the right and left side and in 
some cases a value for bilateral. These paired body parts often have the 
same list of inclusive body part definitions. When there are paired body 
parts with the same body part definitions, the first listed body part 
(usually the right side) contains the list of body part definitions while 
the second listed body part (usually the left side) contains a See 
instruction. This See instruction references the body part value that 
contains the body part definitions. In the table below, body part value 
P — Upper Eyelid, Left is followed by a See instruction that states 

See N Upper Eyelid, Right. All body part descriptions under value N also 
apply to body part value P. 


Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 


Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Body Part : Approach 
_ Character 4 ___ Character 5 


Upper Eyelid, Right X External 
Lateral canthus 

Levator palpebrae superioris muscle 
Orbicularis oculi muscle 

Superior tarsal plate 

Upper Eyelid, Left 

See N Upper Eyelid, Right 

Lower Eyelid, Right 

Inferior tarsal plate 

Medial canthus 


Lower Eyelid, Left 


Device 
Character 6 


See Q Lower Eyelid, Right 


Qualifier 
Character 7 


Z_ No Qualifier 


Z No Device 
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ICD-10-PCS Additional Features 


Use of Official Sources 


Color-coding, symbol, and other annotations in this manual that 
identify coding and reimbursement issues are derived from various 
official federal government sources, including the Federal Register, 
volume 85, number 104, May 29, 2020 (“Hospital Inpatient Prospective 
Payment Systems for Acute Care Hospitals and the Long Term Care 
Hospital Prospective Payment System and Proposed Policy Changes 
and Fiscal Year 2021 Rates; Proposed Rule”) and the proposed, version 
38, MS-DRG Grouper software, Definitions Manual files and Medicare 
Code Editor (MCE) files published with the fiscal 2021 IPPS proposed 
rule. For the most current files related to IPPS, please refer to the 
following: 


FY2021 IPPS Final Rule 
https://www.cms.gov/Medicare/Medicare-Fee-for-Service- 
Payment/AcutelnpatientPPS/IPPS-Regulations-and-Notices 


: FY2021 Final Version 38, MS-DRG Grouper software 
https://www.cms.gov/Medicare/Medicare-Fee-for-Service- 
Payment/AcutelnpatientPPS/MS-DRG-Classifications-and- 
Software 


Table Notations 


Many tables in ICD-10-PCS contain color or symbol annotations that 
may aid in code selection, provide clinical or coding information, or 
alert the coder to reimbursement issues affected by the PCS code 
assignment. These annotations are most often displayed on or next toa 
character 4 value. Some character 4 values may have more than one 
annotation. 


Refer to the color/symbol legend at the bottom of each page in the 
tables section for an abridged description of each color and symbol. 


Annotation Box 

An annotation box has been appended to all tables that contain 
color-coding or symbol annotations. The color bar or symbol attached 
to a character 4 value is provided in the box, as well as a list of the valid 
PCS code(s) to which that edit applies. The box may also list conditional 
criteria that must be met to satisfy the edit. 


For example, see Table OOF. Four character 4 body part values have a 
gray color bar. In the annotation box below the table, the gray color bar 
is defined as “Non-OR,” or a nonoperating room procedure edit. 
Following the Non-OR annotation are the PCS codes that are 
considered nonoperating room procedures from that row of Table Q@F. 


Bracketed Code Notation 

The use of bracketed codes is an efficient convention to-provide all valid 
character value alternatives for a specific set of circumstances. The 
character values in the brackets correspond to the valid values for the 
character in the position the bracket appears. 


Examples: 


In the annotation box for Table OF the Noncovered Procedure edit (NC) 
applies to codes represented in the bracketed code OOF[3,4,5,6]XZZ. 


QOF[3,4,5,6])XZZ Fragmentation in (Central Nervous 
System and Cranial Nerves), External Approach 


The valid fourth character values (Body Part) that may be selected for 
this specific circumstance are as follows: 


3 Epidural Space, Intracranial 

4 — Subdural Space, Intracranial 

5 Subarachnoid Space, Intracranial 
6 Cerebral Ventricle 


The fragmentation of matter in the spinal canal, Body Part value U, is 
not included in the noncovered procedure code edits. 


Color-Coding/Symbols 


New and Revised Text 


To highlight changes to the PCS tables for the current year, the new and 
revised text is provided in green font. 


Medicare Code Edits 


Medicare administrative contractors (MACs) and many payers use 
Medicare code edits to check the coding accuracy on claims. The coding 
edits provided in this manual include only those directly related to 
ICD-10-PCS codes used for acute care hospital inpatient admissions. 
These edits are based on the proposed, version 38, Medicare Code 
Editor (MCE) files published with the fiscal 2021 IPPS proposed rule. 


The PCS related Medicare code edits are listed below: 


Invalid procedure code 

*Sex conflict 

*Questionable obstetric admission 
*Noncovered procedure 


*Limited coverage procedure 


Starred edits above that are related to PCS issues are identified in this 
manual by symbols as described below. 


Sex Edit Symbols 
The sex edit symbols below are used to detect inconsistencies 
between the patient's sex and the procedure. The symbols below 
most often appear to the right of the body part (character 4) value 
but may also be found to the right of the qualifier (character 7) 
value: 


CG Male procedure only 


Q Female procedure only 


GH} Questionable Obstetric Admission 
An inpatient admission is considered questionable when a vaginal 
or cesarean delivery code is assigned without a corresponding 
secondary diagnosis code describing the outcome of delivery. 
Both a delivery (ICD-10-PCS) code and an outcome-of-delivery 
(I\CD-10-CM) code must be present to avoid errors in MS-DRG 
assignment. This symbol is found only in the Obstetrics Section, 
appearing to the right of the body part (character 4) value. 


[J Noncovered Procedure 
Medicare does not cover all procedures. However, some 
noncovered procedures, due to the presence of certain diagnoses, 
are reimbursed. 
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[Limited Coverage 
For certain procedures whose medical complexity and serious 
nature incur extraordinary associated costs, Medicare limits 
coverage to a portion of the cost. The limited coverage edit 
indicates the type of limited coverage. 


ICD-10 MS-DRG Definitions Manual Edits 


An MS-DRG is assigned based on specific patient attributes, such as 
principal diagnosis, secondary diagnoses, procedures, and discharge 

_ status. The attributes (edits) provided in this manual include only those 
directly related to ICD-10-PCS codes used for acute care hospital 
inpatient admissions. These edits are based on the proposed, version 
38, MS-DRG Grouper software and Definitions Manual published with 
the fiscal 2021 IPPS proposed rule. 


Non-Operating Room Procedures Not Affecting MS-DRG 
Assignment 
In the Medical and Surgical section (@01-@YW) and the Obstetric 
section (102-10Y) tables only, |CD-10-PCS procedures codes that 
DO NOT affect MS-DRG assignment are identified by a 
gray color bar over the body part (character 4) value and are 
considered non-operating room (non-OR) procedures. 


NOTE: The majority of the ICD-10-PCS codes in the Medical and 
Surgical-Related, Ancillary and New Technology section tables are 
non-operating room procedures that do not typically affect 
MS-DRG assignment. Only the Valid Operating Room and DRG 
Non-Operating Room procedures are highlighted in these 
sections, see Non-Operating Room Procedures Affecting MS-DRG 
Assignment and Valid OR Procedure description below. 


Non-Operating Room Procedures Affecting MS-DRG Assignment 
Some ICD-10-PCS procedure codes, although considered 
non-operating room procedures, may still affect MS-DRG 
assignment. In all sections of the ICD-10-PCS book, these 
procedures are identified by a purple color bar over the body 
part (character 4) value. 


Valid OR Procedure 
In the Medical and Surgical-Related (2W@-9WB), Ancillary 
(B@B-HZ9) and New Technology (X2A-XY@) section tables only, 
any codes that are considered a valid operating room procedure 
are identified with a blue color bar over the body part (character 
4) value and will affect MS-DRG assignment. All codes without a 
color bar (blue or purple) are considered non-operating room 
procedures. 


Hospital-Acquired Condition Related Procedures 
Procedures associated with hospital-acquired conditions (HAC) 
are identified with the yellow color bar over the body part 
(character 4) value. Appendix K provides each specific HAC 
category and its associated |CD-10-CM and ICD-10-PCS codes. 


Combination Only 
Some ICD-10-PCS procedure codes that describe non-operating 
room procedures can group to a specific MS-DRG but only when 
used in combination with certain other ICD-10-PCS procedure 
codes. Such codes are designated by a red color bar over the 
body part (character 4) value. 


Combination Member 
A combination member, which can be either a valid operating 
room procedure or a non-operating room procedure, is an 
ICD-10-PCS procedure code that can influence MS-DRG 
assignment either on its own or in combination with other specific 
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ICD-10-PCS procedure codes. Combination member codes are 
designated by a plus sign ([) to the right of the body part 
(character 4) value. 


Note: In the few instances when a code is both a combination 
member and a non-operating room procedure affecting the 
MS-DRG assignment, the body part (character 4) value will have a 
purple color bar and the combination member icon. 


See Appendix L for Procedure Combinations 
Under certain circumstances, more than one procedure code is 
needed in order to group to a specific MS-DRG. When codes 
within a table have been identified as a Combination Only 
(red color bar) or Combination Member ([#) code, there is also a 
footnote instructing the coder to see Appendix L. Appendix L 
contains tables that identify the other procedure codes needed in 
the combination and the title and number of the MS-DRG to 
which the combination will group. 


Other Table Notations 


AHA Coding Clinic: : 
Official citations from AHA’s Coding Clinic for ICD-10-CM/PCS have 
been provided at the beginning of each section, when applicable. 
Each specific citation is listed below a header identifying the table 
to which that particular Coding Clinic citation applies. The citations 
appear in purple type with the year, quarter, and page of the 
reference as well as the title of the question as it appears in that 
Coding Clinic's table of contents. Coding Clinic citations included in 
this edition have been updated through second quarter 2020. 


Appendixes 

The resources described below have been included as appendixes for 
ICD-10-PCS The Complete Official Code Set. These resources further 
instruct the coder on the appropriate application of the ICD-10-PCS 
code set. 


Appendix A: Components of the Medical and 


Surgical Approach Definitions 

This resource further defines the approach characters used in the 
Medical and Surgical (®) section. Complementing the detailed 
definition of the approach, additional information includes whether or 
not instrumentation is a part of the approach, the typical access 
location, the method used to initiate the approach, related procedural 
examples, and illustrations all of which will help the user determine the 
appropriate approach value. 


Appendix B: Root Operation Definitions 

This resource is a compilation of all root operations found in the 
Medical and Surgical-related sections (@-9) of this PCS manual. It 
provides a definition and in some cases a more detailed explanation of 
the root operation, to better reflect the purpose or objective. Examples 
of related procedure(s) may also be provided. 


Appendix C: Comparison of Medical and Surgical 
Root Operations 

The Medical and Surgical root operations are divided into groups that 
share similar attributes. These groups, and the root operations in each 
group, are listed in this resource along with information identifying the 
target of the root operation, the action used to perform the root 
operation, any clarification or further explanation on the objective of 
the root operation, and procedure examples. 
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Appendix D: Body Part Key 

When an anatomical term or description is provided in the 
documentation but does not have a specific body part character within 
a table, the user can reference this resource to search for the anatomical 
description or site noted in the documentation to determine if there is a 


specific PCS body part character (character 4) to which the anatomical 
description or site could be coded. 


Appendix E: Body Part Definitions 

This resource is the reverse look-up of the Body Part Key. Each table in 
the Medical and Surgical section (0) of the PCS manual contains 
anatomical terms linked to a body part character or value, for example, 
in Table OBB the Body Part (character 4) of 1 is Trachea. The body part 
Trachea may have anatomical structures or descriptions that may be 
used in procedure documentation instead of the term trachea. The 
Body Part Definitions list other anatomical structures or synonyms that 
are included in specific |CD-10-PCS body part values. According to the 
body part definitions, in the example above, cricoid cartilage is 
included in the Trachea (character 1) body part. 


Appendix F: Device Classification 

This resource provides an explanation of how a device is defined in the 
ICD-10-PCS classification along with two tables. The first table groups 
devices used in the ICD-10-PCS tables into general categories, including 
a definition of each device type and related examples. The second table 
provides definitions of transplant and grafting tissue types and 
associated terminology that may be found in the documentation. 


Appendix G: Device Key and Aggregation Table 
The Device Key helps users code the appropriate PCS sixth character for 
device. Devices are listed alphabetically by brand name or commonly 
used medical terminology and are translated to the appropriate PCS 
language or value. The key also reflects the body system where the 
device is located. For example, a SAPIEN valve used for transaortic valve 
replacement translates to Zooplastic Tissue in Heart and Great Vessels. 


The Aggregation Table crosswalks specific device character value 
definitions for specific root operations in a specific body system to the 
more general device character value to be used when the root 
operation covers a wide range of body parts and the device character 
represents an entire family of devices. 


Appendix H: Device Definitions 

This resource is a reverse look-up to the Device Key. The user may 
reference this resource to see all the specific devices that may be 
grouped to a particular device character (character 6). 


Example: 

The operative report states, “An internal fixation device was used to 
repair a fractured femur. Kirschner wire, bone screws and neutralization 
plate all used and left in the bone at the end of the procedure. “ 


Although PCS requires all devices left in the body to be coded and the 
operative report lists three different devices, a check in the device 
definitions shows that all of these devices are included in the PCS value 
“Internal Fixation Device” and require only one code. 
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Appendix I: Substance Key/Substance Definitions 
The Substance Key lists substances by trade name or synonym and 
relates them to a PCS character in the Administration (3) or New 
Technology (X) section in the Substance (sixth character) or Qualifier 
(seventh character) column. 


The Substance Definitions table is the reverse look-up of the substance 
key, relating all substance categories, the sixth- or seventh character 
values, to all trade name or synonyms that may be classified to that 
particular character. 


Appendix J: Sections B-H Character Definitions 

In each ancillary section (B-H) the characters in a particular column may 
have different meanings depending on which section the user is 
working from. This resource provides the values for the characters in 
these sections as well as a definition of the character value. 


Appendix K: Hospital Acquired Conditions 

Hospital acquired conditions (HACs) are conditions that are considered 
reasonably preventable when occurring during the hospital admission 
and may prevent a case from grouping to a higher-paying MS-DRG. In 
certain instances the HACs are conditional, requiring a specific 
ICD-10-CM diagnosis code in combination with a specific ICD-10-PCS 
procedure code. This resource identifies these conditional HACs, listing 
the diagnosis and procedure codes that, in combination, may trigger a 
HAC edit. All codes, ICD-10-CM and ICD-10-PCS, are listed with their full 
descriptions. 


Appendix L: Procedure Combination Tables 

The procedure combination tables provided in this resource illustrate 
certain procedure combinations that must occur in order to assign a 
specific MS-DRG. 


Appendix M: Coding Exercises and Answers 
This resource provides the coding exercises with answers, and in some 
cases a brief explanation as to the reason that particular code was used. 
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Narrative changes appear in bold text. 


The Centers for Medicare and Medicaid Services (CMS) and the National 
Center for Health Statistics (NCHS), two departments within the U.S. 
Federal Government's Department of Health and Human Services 
(DHHS) provide the following guidelines for coding and reporting using 
the International Classification of Diseases, 10th Revision, Procedure 
Coding System (ICD-10-PCS). These guidelines should be used as a 
companion document to the official version of the ICD-10-PCS as 
published on the CMS website. The ICD-10-PCS is a procedure 
classification published by the United States for classifying procedures 
performed in hospital inpatient health care settings. 


These guidelines have been approved by the four organizations that 
make up the Cooperating Parties for the |CD-10-PCS: the American 
Hospital Association (AHA), the American Health Information 
Management Association (AHIMA), CMS, and NCHS. 


These guidelines are a set of rules that have been developed to 
accompany and complement the official conventions and instructions 
provided within the ICD-10-PCS itself. They are intended to provide 
direction that is applicable in most circumstances. However, there may 
be unique circumstances where exceptions are applied. The 
instructions and conventions of the classification take precedence over 
guidelines. These guidelines are based on the coding and sequencing 
instructions in the Tables, Index and Definitions of ICD-10-PCS, but 
provide additional instruction. Adherence to these guidelines when 
assigning ICD-10-PCS procedure codes is required under the Health 
Insurance Portability and Accountability Act (HIPAA). The procedure 
codes have been adopted under HIPAA for hospital inpatient healthcare 
settings. A joint effort between the healthcare provider and the coder is 
essential to achieve complete and accurate documentation, code 
assignment, and reporting of diagnoses and procedures. These 
guidelines have been developed to assist both the healthcare provider 
and the coder in identifying those procedures that are to be reported. 
The importance of consistent, complete documentation in the medical 
record cannot be overemphasized. Without such documentation 
accurate coding cannot be achieved. 


Conventions 

A1. ICD-10-PCS codes are composed of seven characters. Each 
character is an axis of classification that specifies information about the 
procedure performed. Within a defined code range, a character 
specifies the same type of information in that axis of classification. 


Example: 
The fifth axis of classification specifies the approach in sections 9 
through 4 and 7 through 9 of the system. 


Section: Medical and Surgical 
Body System: J Subcutaneous Tissue and Fascia 
Operation: 


Body Part | 


§ Subcutaneous Tissue and Fascia, Head and Neck |@® Open 
V Subcutaneous Tissue and Fascia, Upper Extremity | 3. Percutaneous 
W Subcutaneous Tissue and Fascia, Lower Extremity 


A2. One of 34 possible values can be assigned to each axis of 
classification in the seven-character code: they are the numbers 0 
through 9 and the alphabet (except | and O because they are easily 
confused with the numbers 1 and 9). The number of unique values used 
in an axis of classification differs as needed. 


Example: 
Where the fifth axis of classification specifies the approach, seven 
different approach values are currently used to specify the approach. 


A3. The valid values for an axis of classification can be added to as 
needed. 


Example: 


If a significantly distinct type of device is used in a new procedure, a 
new device value can be added to the system. 


A4. As with words in their context, the meaning of any single value is a 
combination of its axis of classification and any preceding values on 
which it may be dependent. 


Example: 

The meaning of a body part value in the Medical and Surgical 
section is always dependent on the body system value. The body 
part value Q in the Central Nervous body system specifies Brain and 
the body part value @ in the Peripheral Nervous body system 
specifies Cervical Plexus. 


AS. As the system is expanded to become increasingly detailed, over 
time more values will depend on preceding values for their meaning. 


Example: 

In the Lower Joints body system, the device value 3 in the root 
operation Insertion specifies Infusion Device and the device value 3 
in the root operation Replacement specifies Ceramic Synthetic 
Substitute. 


A6. The purpose of the alphabetic index is to locate the appropriate 
table that contains all information necessary to construct a procedure 
code. The PCS Tables should always be consulted to find the most 
appropriate valid code. 


A7. |t is not required to consult the index first before proceeding to the 
tables to complete the code. A valid code may be chosen directly from 
the tables. 


A8. All seven characters must be specified to be a valid code. If the 
documentation is incomplete for coding purposes, the physician should 
be queried for the necessary information. 


A9. Within a PCS table, valid codes include all combinations of choices 
in characters 4 through 7 contained in the same row of the table. In the 
example below, @JHT3VZ is a valid code, and QJHW3VZ is not a valid 
code. 


Insertion Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not 
physically take the place of a body part 


Approach 


Qualifier 
Z_ No Qualifier 


Device 


Radioactive Element 
Infusion Device 
Other Device 


® Open 
Percutaneous 


T Subcutaneous Tissue and Fascia, Trunk 


Radioactive Element Z No Qualifier 
Infusion Device 
Infusion Pump 


Other Device 


<<w-l|<wa 
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A10. “And,” when used in a code description, means “and/or,” except 
when used to describe a combination of multiple body parts for which 
separate values exist for each body part (e.g., Skin and Subcutaneous 
Tissue used as a qualifier, where there are separate body part values for 
“Skin” and “Subcutaneous Tissue”). 


Example: 


Lower Arm and Wrist Muscle means lower arm and/or wrist muscle. 


A11. Many of the terms used to construct PCS codes are defined within 
the system. It is the coder’s responsibility to determine what the 
documentation in the medical record equates to in the PCS definitions. 
The physician is not expected to use the terms used in PCS code 
descriptions, nor is the coder required to query the physician when the 
correlation between the documentation and the defined PCS terms is 
clear. 


Example: 

When the physician documents “partial resection” the coder can 
independently correlate “partial resection” to the root operation 
Excision without querying the physician for clarification. 


Medical and Surgical Section Guidelines 
(section 9) 


B2. Body System 


General guidelines 


B2.1a. The procedure codes in Anatomical Regions, General, 
Anatomical Regions, Upper Extremities and Anatomical Regions, Lower 
Extremities can be used when the procedure is performed on an 
anatomical region rather than a specific body part, or on the rare 
occasion when no information is available to support assignment of a 
code to a specific body part. 


Examples: 

Chest tube drainage of the pleural cavity is coded to the root 
operation Drainage found in the body system Anatomical Regions, 
General. 


Suture repair of the abdominal wall is coded to the root operation 
Repair in the body system Anatomical Regions, General. 


Amputation of the foot is coded to the root operation Detachment 
in the body system Anatomical Regions, Lower Extremities. 


B2.1b. Where the general body part values “upper” and “lower” are 
provided as an option in the Upper Arteries, Lower Arteries, Upper 
Veins, Lower Veins, Muscles and Tendons body systems, “upper” or 
“lower” specifies body parts located above or below the diaphragm 
respectively. 


Example: 

Vein body parts above the diaphragm are found in the Upper Veins 
body system; vein body parts below the diaphragm are found in 
the Lower Veins body system. 


B3. Root Operation 


General guidelines 


B3.1a. In order to determine the appropriate root operation, the full 
definition of the root operation as contained in the PCS Tables must be 
applied. 


B3.1b. Components of a procedure specified in the root operation 
definition or explanation as integral to that root operation are not 
coded separately. Procedural steps necessary to reach the operative site 
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and close the operative site, including anastomosis of a tubular body 
part, are also not coded separately. 
Examples: 
Resection of a joint as part of a joint replacement procedure is 
included in the root operation definition of Replacement and is not 
coded separately. 
Laparotomy performed to reach the site of an open liver biopsy is 
not coded separately. 


In a resection of sigmoid colon with anastomosis of descending 
colon to rectum, the anastomosis is not coded separately. 


Multiple procedures 
B3.2. During the same operative episode, multiple procedures are 
coded if: 


a. The same root operation is performed on different body parts as 
defined by distinct values of the body part character. 


Examples: 
Diagnostic excision of liver and pancreas are coded separately. 


Excision of lesion in the ascending colon and excision of lesion 
in the transverse colon are coded separately. 


b. The same root operation is repeated in multiple body parts, and 
those body parts are separate and distinct body parts classified 
to a single ICD-10-PCS body part value. 


Examples: 


Excision of the sartorius muscle and excision of the gracilis 
muscle are both included in the upper leg muscle body part 
value, and multiple procedures are coded. 


Extraction of multiple toenails are coded separately. 


c. Multiple root operations with distinct objectives are performed 
on the same body part. 


Example: 


Destruction of sigmoid lesion and bypass of sigmoid colon are 
coded separately. 


d. The intended root operation is attempted using one approach 
but is converted to a different approach. 


Example: 


Laparoscopic cholecystectomy converted to an open 
cholecystectomy is coded as percutaneous endoscopic 
Inspection and open Resection. 


Discontinued or incomplete procedures 


B3.3. If the intended procedure is discontinued or otherwise not 
completed, code the procedure to the root operation performed. If a 
procedure is discontinued before any other root operation is 
performed, code the root operation Inspection of the body part or 
anatomical region inspected. 


Example: 


A planned aortic valve replacement procedure is discontinued after 
the initial thoracotomy and before any incision is made in the heart 
muscle, when the patient becomes hemodynamically unstable. 

This procedure is coded as an open Inspection of the mediastinum. 


Biopsy procedures 


B3.4a. Biopsy procedures are coded using the root operations Excision, 
Extraction, or Drainage and the qualifier Diagnostic. 
Examples: 


Fine needle aspiration biopsy of fluid in the lung is coded to the 
root operation Drainage with the qualifier Diagnostic. 
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Biopsy of bone marrow is coded to the root operation Extraction 
with the qualifier Diagnostic. 


Lymph node sampling for biopsy is coded to the root operation 
Excision with the qualifier Diagnostic. 


Biopsy followed by more definitive treatment 


B3.4b. If a diagnostic Excision, Extraction, or Drainage procedure 
(biopsy) is followed by a more definitive procedure, such as 
Destruction, Excision or Resection at the same procedure site, both the 
biopsy and the more definitive treatment are coded. 


Example: 
Biopsy of breast followed by partial mastectomy at the same 


procedure site, both the biopsy and the partial mastectomy 
procedure are coded. 


Overlapping body layers 


B3.5. If root operations such as Excision, Extraction, Repair or 
Inspection are performed on overlapping layers of the musculoskeletal 
system, the body part specifying the deepest layer is coded. 


Example: 


Excisional debridement that includes skin and subcutaneous tissue 
and muscle is coded to the muscle body part. 


Bypass procedures 


B3.6a. Bypass procedures are coded by identifying the body part 
bypassed “from” and the body part bypassed “to.” The fourth character 
body part specifies the body part bypassed from, and the qualifier 
specifies the body part bypassed to. 


Example: 
Bypass from stomach to jejunum, stomach is the body part and 
jejunum is the qualifier. 


B3.6b. Coronary artery bypass procedures are coded differently than 
other bypass procedures as described in the previous guideline. Rather 
than identifying the body part bypassed from, the body part identifies 
the number of coronary arteries bypassed to, and the qualifier specifies 
the vessel bypassed from. 


Example: 

Aortocoronary artery bypass of the left anterior descending 
coronary artery and the obtuse marginal coronary artery is 
classified in the body part axis of classification as two coronary 
arteries, and the qualifier specifies the aorta as the body part 
bypassed from. 


B3.6c. If multiple coronary arteries are bypassed, a separate procedure 
is coded for each coronary artery that uses a different device and/or 
qualifier. 


Example: 
Aortocoronary artery bypass and internal mammary coronary 
artery bypass are coded separately. 


Control vs. more definitive root operations 


B3.7. The root operation Control is defined as, “Stopping, or attempting 
to stop, postprocedural or other acute bleeding.” If an attempt to stop 
postprocedural or other acute bleeding is unsuccessful, and to stop the 
bleeding requires performing a more definitive root operation, such as 
Bypass, Detachment, Excision, Extraction, Reposition, Replacement, or 
Resection, then the more definitive root operation is coded instead of 
Control. 


Example: 
Resection of spleen to stop bleeding is coded to Resection instead 


of Control. 


Excision vs. Resection 


B3.8. PCS contains specific body parts for anatomical subdivisions of a 
body part, such as lobes of the lungs or liver and regions of the 
intestine. Resection of the specific body part is coded whenever all of 
the body part is cut out or off, rather than coding Excision of a less 
specific body part. 


Example: 


Left upper lung lobectomy is coded to Resection of Upper Lung 
Lobe, Left rather than Excision of Lung, Left. 


Excision for graft 


B3.9. If an autograft is obtained from a different procedure site in order 
to complete the objective of the procedure, a separate procedure is 

coded, except when the seventh character qualifier value in the ICD-10- 
PCS table fully specifies the site from which the autograft was obtained. 


Examples: 


Coronary bypass with excision of saphenous vein graft, excision of 
saphenous vein is coded separately. 


Replacement of breast with autologous deep inferior epigastric 
artery perforator (DIEP) flap, excision of the DIEP flap is not coded 
separately. The seventh character qualifier value Deep Inferior 
Epigastric Artery Perforator Flap in the Replacement table fully 
specifies the site of the autograft harvest. 


Fusion procedures of the spine 


B3.10a. The body part coded for a spinal vertebral joint(s) rendered 
immobile by a spinal fusion procedure is classified by the level of the 
spine (e.g. thoracic). There are distinct body part values for a single 
vertebral joint and for multiple vertebral joints at each spinal level. 


Example: 
Body part values specify Lumbar Vertebral Joint, Lumbar Vertebral 
Joints, 2 or More and Lumbosacral Vertebral Joint. 


B3.10b. If multiple vertebral joints are fused, a separate procedure is 
coded for each vertebral joint that uses a different device and/or 
qualifier. 


Example: 

Fusion of lumbar vertebral joint, posterior approach, anterior 
column and fusion of lumbar vertebral joint, posterior approach, 
posterior column are coded separately. 


B3.10c. Combinations of devices and materials are often used ona 
vertebral joint to render the joint immobile. When combinations of 
devices are used on the same vertebral joint, the device value coded for 
the procedure is as follows: 


- If an interbody fusion device is used to render the joint immobile 
(containing bone graft or bone graft substitute), the procedure 
is coded with the device value Interbody Fusion Device 


If bone graft is the only device used to render the joint immobile, 
the procedure is coded with the device value Nonautologous 
Tissue Substitute or Autologous Tissue Substitute 


If a mixture of autologous and nonautologous bone graft (with or 
without biological or synthetic extenders or binders) is used to 
render the joint immobile, code the procedure with the device 
value Autologous Tissue Substitute 


Examples: 

Fusion of a vertebral joint using a cage style interbody fusion 
device containing morsellized bone graft is coded to the device 
Interbody Fusion Device. 


Fusion of a vertebral joint using a bone dowel interbody fusion 
device made of cadaver bone and packed with a mixture of local 
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morsellized bone and demineralized bone matrix is coded to the 
device Interbody Fusion Device. 


Fusion of a vertebral joint using both autologous bone graft and 
bone bank bone graft is coded to the device Autologous Tissue 
Substitute. 


Inspection procedures 


B3.11a. Inspection of a body part(s) performed in order to achieve the 
objective of a procedure is not coded separately. 


Example: 
Fiberoptic bronchoscopy performed for irrigation of bronchus, only 
the irrigation procedure is coded. 


B3.11b. If multiple tubular body parts are inspected, the most distal 
body part (the body part furthest from the starting point of the 
inspection) is coded. If multiple non-tubular body parts in a region are 
inspected, the body part that specifies the entire area inspected is 
coded. 


Examples: 
Cystoureteroscopy with inspection of bladder and ureters is coded 
to the ureter body part value. 


Exploratory laparotomy with general inspection of abdominal 
contents is coded to the peritoneal cavity body part value. 


B3.11¢. When both an Inspection procedure and another procedure 
are performed on the same body part during the same episode, if the 
Inspection procedure is performed using a different approach than the 
other procedure, the Inspection procedure is coded separately. 


Example: 

Endoscopic Inspection of the duodenum is coded separately when 
open Excision of the duodenum is performed during the same 
procedural episode. 


Occlusion vs. Restriction for vessel embolization procedures 


B3.12. If the objective of an embolization procedure is to completely 
close a vessel, the root operation Occlusion is coded. If the objective of 
an embolization procedure is to narrow the lumen of a vessel, the root 
operation Restriction is coded. 


Examples: 

Tumor embolization is coded to the root operation Occlusion, 
because the objective of the procedure is to cut off the blood 
supply to the vessel. 


Embolization of a cerebral aneurysm is coded to the root operation 
Restriction, because the objective of the procedure is not to close 
off the vessel entirely, but to narrow the lumen of the vessel at the 
site of the aneurysm where it is abnormally wide. 


Release procedures 


B3.13. In the root operation Release, the body part value coded is the 
body part being freed and not the tissue being manipulated or cut to 
free the body part. 


Example: 


Lysis of intestinal adhesions is coded to the specific intestine body 
part value. 


Release vs. Division 


B3.14. If the sole objective of the procedure is freeing a body part 
without cutting the body part, the root operation is Release. If the sole 
objective of the procedure is separating or transecting a body part, the 
root operation is Division. 


Examples: 
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Severing a nerve root to relieve pain is coded to the root operation 
Division. 


Reposition for fracture treatment 


B3.15. Reduction of a displaced fracture is coded to the root operation 
Reposition and the application of a cast or splint in conjunction with 
the Reposition procedure is not coded separately. Treatment of a 
nondisplaced fracture is coded to the procedure performed. 


Examples: 
Casting of a nondisplaced fracture is coded to the root operation 
Immobilization in the Placement section. 


Putting a pin in a nondisplaced fracture is coded to the root 
operation Insertion. 


Transplantation vs. Administration 


B3.16. Putting in a mature and functioning living body part taken from 
another individual or animal is coded to the root operation 
Transplantation. Putting in autologous or nonautologous cells is coded 
to the Administration section. 


Example: : 
Putting in autologous or nonautologous bone marrow, pancreatic 
islet cells or stem cells is coded to the Administration section. 


Transfer procedures using multiple tissue layers 


B3.17. The root operation Transfer contains qualifiers that can be used 
to specify when a transfer flap is composed of more than one tissue 
layer, such as a musculocutaneous flap. For procedures involving 
transfer of multiple tissue layers including skin, subcutaneous tissue, 
fascia or muscle, the procedure is coded to the body part value that 
describes the deepest tissue layer in the flap, and the qualifier can be 
used to describe the other tissue layer(s) in the transfer flap. 


Example: 

A musculocutaneous flap transfer is coded to the appropriate body 
part value in the body system Muscles, and the qualifier is used to 
describe the additional tissue layer(s) in the transfer flap. 


Excision/Resection followed by replacement 


B3.18. If an excision or resection of a body part is followed by a 
replacement procedure, code both procedures to identify each 
distinct objective, except when the excision or resection is 
considered integral and preparatory for the replacement 
procedure. 


Examples: 

Mastectomy followed by reconstruction, both resection and 
replacement of the breast are coded to fully capture the 
distinct objectives of the procedures performed. 


Maxillectomy with obturator reconstruction, both excision 
and replacement of the maxilla are coded to fully capture the 
distinct objectives of the procedures performed. 


Excisional debridement of tendon with skin graft, both the 
excision of the tendon and the replacement of the skin with a 


graft are coded to fully capture the distinct objectives of the 
procedures performed. 


Esophagectomy followed by reconstruction with colonic 
interposition, both the resection and the transfer of the large 
intestine to function as the esophagus are coded to fully 
capture the distinct objectives of the procedures performed. 


Examples: 


Resection of a joint as part of a joint replacement procedure is 
considered integral and preparatory for the replacement of 


Freeing a nerve root from surrounding scar tissue to relieve pain is the joint and the resection is not coded separately. 
coded to the root operation Release. 


28 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


Resection of a valve as part of a valve replacement procedure 
is considered integral and preparatory for the valve 
replacement and the resection is not coded separately. 


B4. Body Part 


General guidelines 


B4.1a. Ifa procedure is performed on a portion of a body part that does 
not have a separate body part value, code the body part value 
corresponding to the whole body part. 


Example: 


A procedure performed on the alveolar process of the mandible is 
coded to the mandible body part. 


B4.1b. If the prefix “peri” is combined with a body part to identify the 
site of the procedure, and the site of the procedure is not further 
specified, then the procedure is coded to the body part named. This 
guideline applies only when a more specific body part value is not 
available. 


Examples: 


A procedure site identified as perirenal is coded to the kidney body 
part when the site of the procedure is not further specified. 


A procedure site described in the documentation as peri-urethral, 
and the documentation also indicates that it is the vulvar tissue and 
not the urethral tissue that is the site of the procedure, then the 
procedure is coded to the vulva body part. 


A procedure site documented as involving the periosteum is coded 
to the corresponding bone body part. 


B4.1c. If a procedure is performed on a continuous section of a tubular 
body part, code the body part value corresponding to the furthest 
anatomical site from the point of entry. 


Example: 

A procedure performed on a continuous section of artery from the 
femoral artery to the external iliac artery with the point of entry at 
the femoral artery is coded to the external iliac body part. 


Branches of body parts 


B4.2. Where a specific branch of a body part does not have its own 
body part value in PCS, the body part is typically coded to the closest 
proximal branch that has a specific body part value. In the 
cardiovascular body systems, if a general body part is available in the 
correct root operation table, and coding to a proximal branch would 
require assigning a code in a different body system, the procedure is 
coded using the general body part value. 


Examples: 
A procedure performed on the mandibular branch of the 
trigeminal nerve is coded to the trigeminal nerve body part value. 


Occlusion of the bronchial artery is coded to the body part value 
Upper Artery in the body system Upper Arteries, and not to the 
body part value Thoracic Aorta, Descending in the body system 
Heart and Great Vessels. i 


Bilateral body part values 


B4.3. Bilateral body part values are available for a limited number of 
body parts. If the identical procedure is performed on contralateral 
body parts, and a bilateral body part value exists for that body part, a 
single procedure is coded using the bilateral body part value. If no 
bilateral body part value exists, each procedure is coded separately 
using the appropriate body part value. 


Examples: 
The identical procedure performed on both fallopian tubes is 
coded once using the body part value Fallopian Tube, Bilateral. 
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The identical procedure performed on both knee joints is coded 
twice using the body part values Knee Joint, Right and Knee Joint, 
Left. 


Coronary arteries 


B4.4. The coronary arteries are classified as a single body part that is 
further specified by number of arteries treated. One procedure code 
specifying multiple arteries is used when the same procedure is 
performed, including the same device and qualifier values. 


Examples: 

Angioplasty of two distinct coronary arteries with placement of 
two stents is coded as Dilation of Coronary Artery, Two Arteries 
with Two Intraluminal Devices. 


Angioplasty of two distinct coronary arteries, one with stent placed 
and one without, is coded separately as Dilation of Coronary Artery, 
One Artery with Intraluminal Device, and Dilation of Coronary 
Artery, One Artery with no device. 


Tendons, ligaments, bursae and fascia near a joint 


B4.5. Procedures performed on tendons, ligaments, bursae and fascia 
supporting a joint are coded to the body part in the respective body 
system that is the focus of the procedure. Procedures performed on 
joint structures themselves are coded to the body part in the joint body 
systems. 


Examples: 

Repair of the anterior cruciate ligament of the knee is coded to the 
knee bursa and ligament body part in the bursae and ligaments 
body system. 


Knee arthroscopy with shaving of articular cartilage is coded to the 
knee joint body part in the Lower Joints body system. 


Skin, subcutaneous tissue and fascia overlying a joint 


B4.6. If a procedure is performed on the skin, subcutaneous tissue or 
fascia overlying a joint, the procedure is coded to the following body 
part: 


+ Shoulder is coded to Upper Arm 
+ Elbow is coded to Lower Arm 

+ Wrist is coded to Lower Arm 

« Hip is coded to Upper Leg 

« Knee is coded to Lower Leg 

« Ankle is coded to Foot 


Fingers and toes 


B4.7. If a body system does not contain a separate body part value for 
fingers, procedures performed on the fingers are coded to the body 
part value for the hand. If a body system does not contain a separate 
body part value for toes, procedures performed on the toes are coded 
to the body part value for the foot. 


Example: 
Excision of finger muscle is coded to one of the hand muscle body 
part values in the Muscles body system. 


Upper and lower intestinal tract 


B4.8. In the Gastrointestinal body system, the general body part values 
Upper Intestinal Tract and Lower Intestinal Tract are provided as an 
option for the root operations Change, Inspection, Removal and 
Revision. Upper Intestinal Tract includes the portion of the 
gastrointestinal tract from the esophagus down to and including the 
duodenum, and Lower Intestinal Tract includes the portion of the 
gastrointestinal tract from the jejunum down to and including the 
rectum and anus. 
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Example: 
In the root operation Change table, change of a device in the 
jejunum is coded using the body part Lower Intestinal Tract. 


B5. Approach 


Open approach with percutaneous endoscopic assistance 


B5.2a. Procedures performed using the open approach with 
percutaneous endoscopic assistance are coded to the approach Open. 


Example: 
Laparoscopic-assisted sigmoidectomy is coded to the approach 
Open. 


Percutaneous endoscopic approach with extension of incision 


B5.2b. Procedures performed using the percutaneous endoscopic 
approach, with incision or extension of an incision to assist in the 
removal of all or a portion of a body part or to anastomose a 
tubular body part to complete the procedure, are coded to the 
approach value Percutaneous Endoscopic. 


Examples: 


Laparoscopic sigmoid colectomy with extension of stapling 
port for removal of specimen and direct anastomosis is coded 
to the approach value percutaneous endoscopic. 


Laparoscopic nephrectomy with midline incision for removing 
the resected kidney is coded to the approach value 
percutaneous endoscopic. 


Robotic-assisted laparoscopic prostatectomy with extension 
of incision for removal of the resected prostate is coded to the 
approach value percutaneous endoscopic. 


External approach 


B5.3a. Procedures performed within an orifice on structures that are 
visible without the aid of any instrumentation are coded to the 
approach External. 


Example: 
Resection of tonsils is coded to the approach External. 


B5.3b. Procedures performed indirectly by the application of external 
force through the intervening body layers are coded to the approach 
External. 


Example: 
Closed reduction of fracture is coded to the approach External. 


Percutaneous procedure via device 


B5.4. Procedures performed percutaneously via a device placed for the 
procedure are coded to the approach Percutaneous. 


Example: 
Fragmentation of kidney stone performed via percutaneous 
nephrostomy is coded to the approach Percutaneous. 


B6. Device 


General guidelines 


B6.1a. A device is coded only if a device remains after the procedure is 
completed. If no device remains, the device value No Device is coded. In 
limited root operations, the classification provides the qualifier values 
Temporary and Intraoperative, for specific procedures involving 
clinically significant devices, where the purpose of the device is to be 
utilized for a brief duration during the procedure or current inpatient 
stay. If a device that is intended to remain after the procedure is 
completed requires removal before the end of the operative episode in 
which it was inserted (for example, the device size is inadequate or a 


complication occurs), both the insertion and removal of the device 
should be coded. 


B6.1b. Materials such as sutures, ligatures, radiological markers and 
temporary post-operative wound drains are considered integral to the 
performance of a procedure and are not coded as devices. 


B6.1c. Procedures performed on a device only and not on a body part 
are specified in the root operations Change, Irrigation, Removal and 
Revision, and are coded to the procedure performed. 


Example: 

Irrigation of percutaneous nephrostomy tube is coded to the root 
operation Irrigation of indwelling device in the Administration 
section. 


Drainage device 


B6.2. A separate procedure to put in a drainage device is coded to the 
root operation Drainage with the device value Drainage Device. 


Obstetric Section Guidelines (section 1) 


C. Obstetrics Section 


Products of conception 


C1. Procedures performed on the products of conception are coded to 
the Obstetrics section. Procedures performed on the pregnant female 
other than the products of conception are coded to the appropriate 
root operation in the Medical and Surgical section. 


Examples: 
Amniocentesis is coded to the products of conception body part in 
the Obstetrics section. 


Repair of obstetric urethral laceration is coded to the urethra body 
part in the Medical and Surgical section. 


Procedures following delivery or abortion 


C2. Procedures performed following a delivery or abortion for 
curettage of the endometrium or evacuation of retained products of 
conception are all coded in the Obstetrics section, to the root operation 
Extraction and the body part Products of Conception, Retained. 


Diagnostic or therapeutic dilation and curettage performed during 
times other than the postpartum or post-abortion period are all coded 
in the Medical and Surgical section, to the root operation Extraction 
and the body part Endometrium. 


Radiation Therapy Section Guidelines 
(section D) 


D. Radiation Therapy Section 


Brachytherapy 


D1.a. Brachytherapy is coded to the modality Brachytherapy in the 
Radiation Therapy section. When a radioactive brachytherapy source is 
left in the body at the end of the procedure, it is coded separately to the 
root operation Insertion with the device value Radioactive Element. 


Example: 


Brachytherapy with implantation of a low dose rate brachytherapy 
source left in the body at the end of the procedure is coded to the 
applicable treatment site in section D, Radiation Therapy, with the 
modality Brachytherapy, the modality qualifier value Low Dose 
Rate, and the applicable isotope value and qualifier value. The 
implantation of the brachytherapy source is coded separately to 
the device value Radioactive Element in the appropriate Insertion 
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table of the Medical and Surgical section. The Radiation Therapy 
section code identifies the specific modality and isotope of the 
brachytherapy, and the root operation Insertion code identifies the 
implantation of the brachytherapy source that remains in the body 
at the end of the procedure. 


Exception: 


Implantation of Cesium-131 brachytherapy seeds embedded in a 
collagen matrix to the treatment site after resection of brain tumor 
is coded to the root operation Insertion with the device value 
Radioactive Element, Cesium-131 Collagen Implant. The procedure 
is coded to the root operation Insertion only, because the device 
value identifies both the implantation of the radioactive element 
and a specific brachytherapy isotope that is not included in the 
Radiation Therapy section tables. 


D1.b. A separate procedure to place a temporary applicator for 
delivering the brachytherapy is coded to the root operation Insertion 
and the device value Other Device. 


Examples: 


Intrauterine brachytherapy applicator placed as a separate 
procedure from the brachytherapy procedure is coded to Insertion 
of Other Device, and the brachytherapy is coded separately using 
the modality Brachytherapy in the Radiation Therapy section. 


Intrauterine brachytherapy applicator placed concomitantly with 
delivery of the brachytherapy dose is coded with a single code 


using the modality Brachytherapy in the Radiation Therapy section. 


New Technology Section Guidelines 
(section X) 


E. New Technology Section 


General guidelines 


E1.a. Section X codes fully represent the specific procedure described 
in the code title, and do not require additional codes from other 
sections of ICD-10-PCS. When section X contains a code title which fully 
describes a specific new technology procedure, and it is the only 
procedure performed, only the section X code is reported for the 
procedure. There is no need to report an additional code in another 
section of ICD-10-PCS. 


Example: 

XW4321 Introduction of Ceftazidime-Avibactam Anti-infective 
into Central Vein, Percutaneous Approach, New Technology Group 
1, can be coded to indicate that Ceftazidime-Avibactam Anti- 
infective was administered via a central vein. A separate code from 
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table 3E@ in the Administration section of ICD-10-PCS is not coded 
in addition to this code. 


E1.b. When multiple procedures are performed, New Technology 
section X codes are coded following the multiple procedures guideline. 


Examples: 


Dual filter cerebral embolic filtration used during transcatheter 
aortic valve replacement (TAVR), X2A5312 Cerebral Embolic 
Filtration, Dual Filter in Innominate Artery and Left Common 
Carotid Artery, Percutaneous Approach, New Technology Group 2, 
is coded for the cerebral embolic filtration, along with an ICD-10- 
PCS code for the TAVR procedure. 


Magnetically controlled growth rod (MCGR) placed during a spinal 
fusion procedure, a code from table XNS, Reposition of the Bones is 
coded for the MCGR, along with an ICD-10-PCS code for the spinal 

fusion procedure. 


F. Selection of Principal Procedure 

The following instructions should be applied in the selection of 
principal procedure and clarification on the importance of the relation 
to the principal diagnosis when more than one procedure is performed: 


1. Procedure performed for definitive treatment of both principal 
diagnosis and secondary diagnosis 


a. Sequence procedure performed for definitive treatment 
most related to principal diagnosis as principal procedure. 


2. Procedure performed for definitive treatment and diagnostic 
procedures performed for both principal diagnosis and 
secondary diagnosis. 


a. Sequence procedure performed for definitive treatment 
most related to principal diagnosis as principal procedure 


3. A diagnostic procedure was performed for the principal 
diagnosis and a procedure is performed for definitive treatment 
of a secondary diagnosis. 


a. Sequence diagnostic procedure as principal procedure, since 
the procedure most related to the principal diagnosis takes 
precedence. 


4. No procedures performed that are related to principal diagnosis; 
procedures performed for definitive treatment and diagnostic 
procedures were performed for secondary diagnosis 


a. Sequence procedure performed for definitive treatment of 
secondary diagnosis as principal procedure, since there are 
no procedures (definitive or nondefinitive treatment) related 
to principal diagnosis. 
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3f (Aortic) Bioprosthesis valve use Zooplastic Tissue 
in Heart and Great Vessels 


A 


= en aortic plexus use Abdominal Sympathetic 
erve 
Abdominal esophagus use Esophagus, Lower 
Abdominohysterectomy see Resection, Uterus @UT9 
Abdominoplasty 
see Alteration, Abdominal Wall OWOF 
see Repair, Abdominal Wall OWQF 
see Supplement, Abdominal Wall OWUF 
Abductor hallucis muscle 
use Foot Muscle, Left 
use Foot Muscle, Right 
AbioCor® Total Replacement Heart use Synthetic 
Substitute 
Ablation 
see Control bleeding in 
see Destruction 
Abortion 
Abortifacient 10AQ7ZX 
Laminaria 18A97ZW 
Products of Conception 10AG 
Vacuum 18A07Z6 
Abrasion see Extraction 
Absolute Pro Vascular (OTW) Self-Expanding Stent 
System use Intraluminal Device 
Accelerate PhenoTest™ BC XXE5XN6 
Accessory cephalic vein 
use Cephalic Vein, Left 
use Cephalic Vein, Right 
Accessory obturator nerve use Lumbar Plexus 
Accessory phrenic nerve use Phrenic Nerve 
Accessory spleen use Spleen 
Acculink (RX) Carotid Stent System use Intraluminal 
Device 
Acellular Hydrated Dermis use Nonautologous Tissue 
Substitute 
Acetabular cup use Liner in Lower Joints 
Acetabulectomy 
see Excision, Lower Bones 8QB 
see Resection, Lower Bones QT 
Acetabulofemoral joint 
use Hip Joint, Left 
use Hip Joint, Right 
Acetabuloplasty 
see Repair, Lower Bones QQ 
see Replacement, Lower Bones QR 
see Supplement, Lower Bones 9QU 
Achilles tendon 
use Lower Leg Tendon, Left 
use Lower Leg Tendon, Right 
Achillorrhaphy see Repair, Tendons 6LQ 
Achillotenotomy, achillotomy 
see Division, Tendons OL8 
see Drainage, Tendons 8L9 
Acoustic Pulse Thrombolysis see Fragmentation, 
Artery 
Acromioclavicular ligament 
use Shoulder Bursa and Ligament, Left 
use Shoulder Bursa and Ligament, Right 
Acromion (process) 
use Scapula, Left 
use Scapula, Right 
Acromionectomy 
see Excision, Upper Joints ORB 
see Resection, Upper Joints ORT 
Acromioplasty 
see Repair, Upper Joints RQ 
see Replacement, Upper Joints ORR 
see Supplement, Upper Joints RU 
Activa PC neurostimulator use Stimulator Generator, 
Multiple Array in QJH 
Activa RC neurostimulator use Stimulator Generator, 
Multiple Array Rechargeable in JH 
Activa SCneurostimulator use Stimulator Generator, 
Single Array in JH 
Activities of Daily Living Assessment F2 
Activities of Daily Living Treatment F08 
ACUITY™ Steerable Lead 
use Cardiac Lead, Defibrillator in 82H 


ACUITY™ Steerable Lead — continued 
use Cardiac Lead, Pacemaker in 02H 
Acupuncture 
Breast 
Anesthesia 8EQH300 
No Qualifier 8EQH30Z 
Integumentary System 
Anesthesia 8E@H300 
No Qualifier 8EQH30Z 
Adductor brevis muscle 
use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
Adductor hallucis muscle 
use Foot Muscle, Left 
use Foot Muscle, Right 
Adductor longus muscle 
use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
Adductor magnus muscle 
use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
Adenohypophysis use Pituitary Gland 
Adenoidectomy 
see Excision, Adenoids @CBQ 
see Resection, Adenoids @CTQ 
Adenoidotomy see Drainage, Adenoids 8C9Q 
Adhesiolysis see Release 
Administration 
Blood products see Transfusion 
Other substance see Introduction of substance in 
or on 
Adrenalectomy 
see Excision, Endocrine System 89GB 
see Resection, Endocrine System OGT 
Adrenalorrhaphy see Repair, Endocrine System 8GQ 
Adrenalotomy see Drainage, Endocrine System G9 
Advancement 
see Reposition 
see Transfer 
Advisa (MRI) use Pacemaker, Dual Chamber in JH 
AFX® Endovascular AAA System use Intraluminal 
Device 
AIGISRx Antibacterial Envelope use Anti-Infective 
Envelope 
Alar ligament of axis use Head and Neck Bursa and 
Ligament 
Alfieri Stitch Valvuloplasty see Restriction, Valve, 
Mitral @2VG 
Alimentation see Introduction of substance in or on 
Alteration 
Abdominal Wal! @WOF 
Ankle Region 
Left BYOL 
Right YOK 
Arm 
Lower 
Left OXOF 
Right @X0D 
Upper 
Left 0X29 
Right 0X08 
Axilla 
Left OX@5 
Right 0X04 
Back 
Lower W@L 
Upper WOK 
Breast 
Bilateral HOV 
Left @HOU 
Right, @HOT 
Buttock 
Left BY01 
Right OY00 
Chest Wall DW@8 
Ear 
Bilateral 0902 
Left 6901 
Right 0900 
Elbow Region 
Left OXOC 
Right OX9B 
Extremity 
Lower 
Left YOB 
Right Y09 
Upper 
Left 0X87 


® Subterms under main terms may continue to next column or page 


PAEGGE VEGI 


Alteration — continued 
Extremity — continued 
Upper — continued 
Right 0X06 
Eyelid 
Lower 
Left 280R 
Right 80Q 
Upper 
Left @80P 
Right 80N 
Face 6™W@2 
Head 8Wad 
Jaw 
Lower ®W@5 
Upper W04 
Knee Region 
Left BY8G 
Right OYOF 
Leg 
Lower 
Left YO) 
Right BY@H 
Upper 
Left Y@D 
Right BYOC 
Lip 
Lower 8CO1X 
Upper 8COOX 
Nasal Mucosa and Soft Tissue 090K 
Neck W06 
Perineum 
Female O™W@N 
Male WOM 
Shoulder Region 
Left X03 
Right 8X02 
Subcutaneous Tissue and Fascia 
Abdomen 9)8 
Back 0J07 
Buttock 0J09 
Chest 0)06 
Face 8J01 
Lower Arm 
Left JOH 
Right 0J0G 
Lower Leg 
Left JOP 
Right OJON 
Neck 
Left 0J05 
Right 0J04 
Upper Arm 
Left JOF 
Right @J0D 
Upper Leg 
Left 0JOM 
Right QJOL 
Wrist Region 
Left @XOH 
Right OX@G 
Alveolar process of mandible 
use Mandible, Left 
use Mandible, Right 
Alveolar process of maxilla use Maxilla 
Alveolectomy 
see Excision, Head and Facial Bones @NB 
see Resection, Head and Facial Bones ONT 
Alveoloplasty 
see Repair, Head and Facial Bones @NQ 
see Replacement, Head and Facial Bones @NR 
see Supplement, Head and Facial Bones @NU 
Alveolotomy 
see Division, Head and Facial Bones N8 
see Drainage, Head and Facial Bones 8N9 
Ambulatory cardiac monitoring 4A12X45 
Amniocentesis see Drainage, Products of Conception 
19090 
Amnioinfusion see Introduction of substance in or on, 
Products of Conception 3E@E 
Amnioscopy 10)08ZZ 
Amniotomy see Drainage, Products of Conception 1990 
AMPLATZER?® Muscular VSD Occluder use Synthetic 
Substitute 
Amputation see Detachment 
AMS 888° Urinary Control System use Artificial 
Sphincter in Urinary System 
Anal orifice use Anus 
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Analog radiography | 


Analog radiography see Plain Radiography 
Analog radiology see Plain Radiography 
Anastomosis see Bypass 
Anatomical snuffbox 
use Lower Arm and Wrist Muscle, Left 
use Lower Arm and Wrist Muscle, Right 
Andexanet Alfa, Factor Xa Inhibitor Reversal Agent 
use Coagulation Factor Xa, Inactivated 
Andexxa use Coagulation Factor Xa, Inactivated 
AneuRx? AAA Advantage? use Intraluminal Device 
Angiectomy 
see Excision, Heart and Great Vessels 02B 
see Excision, Lower Arteries 04B 
see Excision, Lower Veins 6B 
see Excision, Upper Arteries 03B 
see Excision, Upper Veins 05B 
Angiocardiography 
Combined right and left heart see Fluoroscopy, 
Heart, Right and Left B216 
Left Heart see Fluoroscopy, Heart, Left B215 
Right Heart see Fluoroscopy, Heart, Right B214 
SPY system intravascular fluorescence see Monitor- 
ing, Physiological Systems 4A1 
Angiography 
see Fluoroscopy, Heart B21 
see Plain Radiography, Heart B20 
Angioplasty 
see Dilation, Heart and Great Vessels 27 
see Dilation, Lower Arteries 947 
see Dilation, Upper Arteries 037 
see Repair, Heart and Great Vessels 020 
see Repair, Lower Arteries 4Q 
see Repair, Upper Arteries 03Q 
see Replacement, Heart and Great Vessels 02R 
see Replacement, Lower Arteries 04R 
see Replacement, Upper Arteries 03R 
see Supplement, Heart and Great Vessels 62U 
see Supplement, Lower Arteries 04U 
see Supplement, Upper Arteries 63U 
Angiorrhaphy 
see Repair, Heart and Great Vessels 02Q 
see Repair, Lower Arteries 04Q 
see Repair, Upper Arteries 3Q 
Angioscopy 92JY4ZZ, 03JY4ZZ, B4)Y4ZZ 
Angiotensin II use Synthetic Human Angiotensin II 
Angiotripsy 
see Occlusion, Lower Arteries 04L 
see Occlusion, Upper Arteries 03L 
Angular artery use Face Artery 
Angular vein 
use Face Vein, Left 
use Face Vein, Right 
Annular ligament 
use Elbow Bursa and Ligament, Left 
use Elbow Bursa and Ligament, Right 
Annuloplasty 
see Repair, Heart and Great Vessels 020 
see Supplement, Heart and Great Vessels @2U 
Annuloplasty ring use Synthetic Substitute 
Anoplasty 
see Repair, Anus ZDQQ 
see Supplement, Anus SDUQ 
Anorectal junction use Rectum 
Anoscopy 9DJD8ZZ 
Ansa cervicalis use Cervical Plexus 
Antabuse therapy HZ93ZZZ 
Antebrachial fascia 
use Subcutaneous Tissue and Fascia, Left Lower 
Arm 
use Subcutaneous Tissue and Fascia, Right Lower 
Arm 
Anterior cerebral artery use Intracranial Artery 
Anterior cerebral vein use Intracranial Vein 
Anterior choroidal artery use Intracranial Artery 
Anterior circumflex humeral artery 
use Axillary Artery, Left 
use Axillary Artery, Right 
Anterior communicating artery use Intracranial 
Artery 
Anterior cruciate ligament (ACL) 
use Knee Bursa and Ligament, Left 
use Knee Bursa and Ligament, Right 
Anterior crural nerve use Femoral Nerve 
Anterior facial vein 
use Face Vein, Left 
use Face Vein, Right 


Anterior intercostal artery 
use Internal Mammary Artery, Left 
use Internal Mammary Artery, Right 
Anterior interosseous nerve use Median Nerve 
Anterior lateral malleolar artery 
use Anterior Tibial Artery, Left 
use Anterior Tibial Artery, Right 
Anterior lingual gland use Minor Salivary Gland 
Anterior (pectoral) lymph node 
use Lymphatic, Left Axillary 
use Lymphatic, Right Axillary 
Anterior medial malleolar artery - 
use Anterior Tibial Artery, Left 
use Anterior Tibial Artery, Right 
Anterior spinal artery 
use Vertebral Artery, Left 
use Vertebral Artery, Right 
Anterior tibial recurrent artery 


use Anterior Tibial Artery, Left 

use Anterior Tibial Artery, Right 
Anterior ulnar recurrent artery 

use Ulnar Artery, Left 

use Uinar Artery, Right 
Anterior vagal trunk use Vagus Nerve 
Anterior vertebral muscle 


use Neck Muscle, Left 
use Neck Muscle, Right 
Antibacterial Envelope (TYRX) (AIGISRx) use Anti- 
Infective Envelope 
Antigen-free air conditioning see Atmospheric 
Control, Physiological Systems 6A 
Antihelix 
use External Ear, Bilateral 
use External Ear, Left 
use External Ear, Right 
Antimicrobial envelope use Anti-Infective Envelope 
Antitragus 
use External Ear, Bilateral 
use External Ear, Left 
use External Ear, Right 
Antrostomy see Drainage, Ear, Nose, Sinus 899 
Antrotomy see Drainage, Ear, Nose, Sinus 099 
Antrum of Highmore 
use Maxillary Sinus, Left 
use Maxillary Sinus, Right 
Aortic annulus use Aortic Valve 
Aortic arch use Thoracic Aorta, Ascending/Arch 
Aortic intercostal artery use Upper Artery 
Aortography 
see Fluoroscopy, Lower Arteries B41 
see Fluoroscopy, Upper Arteries B31 
see Plain Radiography, Lower Arteries B40 
see Plain Radiography, Upper Arteries B30 
Aortoplasty 
see Repair, Aorta, Abdominal 0400 
see Repair, Aorta, Thoracic, Ascending/Arch 820X 
see Repair, Aorta, Thoracic, Descending 22QW 
see Replacement, Aorta, Abdominal 04R@ 
see Replacement, Aorta, Thoracic, Ascending/Arch 
Q2RX 
see Replacement, Aorta, Thoracic, Descending 
@2RW 
see Supplement, Aorta, Abdominal 84Ud 
see Supplement, Aorta, Thoracic, Ascending/Arch 
@2UX 
see Supplement, Aorta, Thoracic, Descending 
G2UW 
Apalutamide Antineoplastic XW@DXJ5 
Apical (subclavicular) lymph node 
use Lymphatic, Left Axillary 
use Lymphatic, Right Axillary 
Apneustic center use Pons 
Appendectomy 
see Excision, Appendix @DBJ 
see Resection, Appendix @DTJ 
Appendicolysis see Release, Appendix @DNJ 
Appendicotomy see Drainage, Appendix 8D9J 
Application see Introduction of substance in or on 
Aquablation therapy, prostate XV508A4 
Aquapheresis 6A550Z3 
Aqueduct of Sylvius use Cerebral Ventricle 
Aqueous humour 
use Anterior Chamber, Left 
use Anterior Chamber, Right 
Arachnoid mater, intracranial use Cerebral Meninges 
Arachnoid mater, spinal use Spinal Meninges 
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Arcuate artery 
use Foot Artery, Left 
use Foot Artery, Right 
Areola 
use Nipple, Left 
use Nipple, Right 
AROM (artificial rupture of membranes) 19907ZC 
Arterial canal (duct) use Pulmonary Artery, Left 
Arterial pulse tracing see Measurement, Arterial 4A93 
Arteriectomy 
see Excision, Heart and Great Vessels 02B 
see Excision, Lower Arteries 4B 
see Excision, Upper Arteries 03B 
Arteriography 
see Fluoroscopy, Heart B21 
see Fluoroscopy, Lower Arteries B41 
see Fluoroscopy, Upper Arteries B31 
see Plain Radiography, Heart B20 
see Plain Radiography, Lower Arteries B4 
see Plain Radiography, Upper Arteries B39 
Arterioplasty 
see Repair, Heart and Great Vessels 2Q 
see Repair, Lower Arteries 84Q 
see Repair, Upper Arteries 03Q 
see Replacement, Heart and Great Vessels 02R 
see Replacement, Lower Arteries 04R 
see Replacement, Upper Arteries 03R 
see Supplement, Heart and Great Vessels 02U 
see Supplement, Lower Arteries 4U 
see Supplement, Upper Arteries 3U 
Arteriorrhaphy 
see Repair, Heart and Great Vessels 2Q 
see Repair, Lower Arteries 4Q 
see Repair, Upper Arteries 3Q 
Arterioscopy 
see Inspection, Artery, Lower 04JY 
see Inspection, Artery, Upper 83JY 
see Inspection, Great Vessel O2JY 
Arthrectomy 
see Excision, Lower Joints SB 
see Excision, Upper Joints RB 
see Resection, Lower Joints OST 
see Resection, Upper Joints ORT 
Arthrocentesis 
see Drainage, Lower Joints 8S9 
see Drainage, Upper Joints R9 
Arthrodesis 
see Fusion, Lower Joints SG 
see Fusion, Upper Joints ORG 
Arthrography 
see Plain Radiography, Non-Axial Lower Bones BOG 
see Plain Radiography, Non-Axial Upper Bones BP@ 
see Plain Radiography, Skull and Facial Bones BNO 
Arthrolysis 
see Release, Lower Joints OSN 
see Release, Upper Joints @RN 
Arthropexy 
see Repair, Lower Joints @SQ 
see Repair, Upper Joints @RQ 
see Reposition, Lower Joints @SS 
see Reposition, Upper Joints ORS 
Arthroplasty 
see Repair, Lower Joints @SQ 
see Repair, Upper Joints @RQ 
see Replacement, Lower Joints SR 
see Replacement, Upper Joints RR 
see Supplement, Lower Joints @SU 
see Supplement, Upper Joints @RU 
Arthroplasty, radial head 
see Replacement, Radius, Left @PRJ 
see Replacement, Radius, Right @PRH 
Arthroscopy 
see Inspection, Lower Joints 0SJ 
see Inspection, Upper Joints ORJ 
Arthrotomy 
see Drainage, Lower Joints @S9 
see Drainage, Upper Joints @R9 
Articulating Spacer (Antibiotic) use Articulating 
Spacer in Lower Joints 
Artificial anal sphincter (AAS) use Artificial Sphincter 
in Gastrointestinal System 
Artificial bowel sphincter (neosphincter) use Artifi- 
cial Sphincter in Gastrointestinal System 
Artificial Sphincter 
Insertion of device in 
Anus 8DHQ 


eee 


© Subterms under main terms may continue to next column or page 
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Artificial Sphincter — continued 
Insertion of device in — continued 
Bladder @THB 
Bladder Neck @THC 
Urethra @THD 
Removal of device from 
Anus @DPQ 
Bladder OTPB 
Urethra @TPD 
Revision of device in 
Anus 2DWQ 
Bladder OTWB 
Urethra TWD 
Artificial urinary sphincter (AUS) use Artificial 
Sphincter in Urinary System 
Aryepiglottic fold use Larynx 
Arytenoid cartilage use Larynx 
Arytenoid muscle 
use Neck Muscle, Left 
use Neck Muscle, Right 
Arytenoidectomy see Excision, Larynx @CBS 
Arytenoidopexy see Repair, Larynx 8CQS 
Ascenda Intrathecal Catheter use Infusion Device 
Ascending aorta use Thoracic Aorta, Ascending/Arch 
Ascending palatine artery use Face Artery 
Ascending pharyngeal artery 
use External Carotid Artery, Left 
use External Carotid Artery, Right 
Aspiration, fine needle 
Fluid or gas see Drainage 
Tissue biopsy 
see Excision 
see Extraction 
Assessment 
Activities of daily living see Activities of Daily Living 
Assessment, Rehabilitation FQ2 
Hearing see Hearing Assessment, Diagnostic Audi- 
ology F13 
Hearing aid see Hearing Aid Assessment, Diagnos- 
tic Audiology F14 
Intravascular perfusion, using indocyanine green 
(ICG) dye see Monitoring, Physiological Sys- 
tems 4A1 
Motor function see Motor Function Assessment, 
Rehabilitation F@1 
Nerve function see Motor Function Assessment, 
Rehabilitation F@1 
Speech see Speech Assessment, Rehabilitation F@d 
Vestibular see Vestibular Assessment, Diagnostic 
Audiology F15 
Vocational see Activities of Daily Living Treatment, 
Rehabilitation Fd8 
Assistance 
Cardiac 
Continuous 
Balloon Pump 5A@2210 
Impeller Pump 5A9221D 
Other Pump 5A92216 
Pulsatile Compression 5A9@2215 
Intermittent 
Balloon Pump 5A92110 
Impeller Pump 5A0211D 
Other Pump 5A02116 
Pulsatile Compression 5A92115 
Circulatory 
Continuous 
Hyperbaric 5A@5221 
Supersaturated 5A@522C 
Intermittent 
Hyperbaric 5A95121 
Supersaturated 5A0512C 
Respiratory 
24-96 Consecutive Hours 
Continuous Negative Airway Pressure 
5A09459 
Continuous Positive Airway Pressure 
5AG9457 
High Nasal Flow/Velocity 5A9945A 
Intermittent Negative Airway Pressure 
5A0945B 
Intermittent Positive Airway Pressure 
5A09458 
No Qualifier 5A@945Z 
Continuous, Filtration 5A9920Z 
Greater than 96 Consecutive Hours 
Continuous Negative Airway Pressure 
5AG9559 


Assistance — continued 
Respiratory — continued 
Greater bes 96 Consecutive Hours — contin- 
ue 
Continuous Positive Airway Pressure 
5A99557 
High Nasal Flow/Velocity 5A0955A 
Intermittent Negative Airway Pressure 
5AG955B 
Intermittent Positive Airway Pressure 
5AG9558 
No Qualifier 5A0955Z 
Less than 24 Consecutive Hours 
Continuous Negative Airway Pressure 
5A89359 
Continuous Positive Airway Pressure 
5A89357 
High Nasal Flow/Velocity 5AQ935A 
Intermittent Negative Airway Pressure 
5A8935B 
Intermittent Positive Airway Pressure 
5A99358 
No Qualifier 5A0935Z 
Assurant (Cobalt) stent use Intraluminal Device 
Atezolizumab Antineoplastic XWd 
Atherectomy 
see Extirpation, Heart and Great Vessels 02C 
see Extirpation, Lower Arteries 04C 
see Extirpation, Upper Arteries 03C 
Atlantoaxial joint use Cervical Vertebral Joint 
Atmospheric Control 6A9Z 
AtriClip LAA Exclusion System use Extraluminal De- 
vice 
Atrioseptoplasty 
see Repair, Heart and Great Vessels 82Q 
see Replacement, Heart and Great Vessels 02R 
see Supplement, Heart and Great Vessels 02U 
Atrioventricular node use Conduction Mechanism 
Atrium dextrum cordis use Atrium, Right 
Atrium pulmonale use Atrium, Left 
Attain Ability® lead 92H 
use Cardiac Lead, Defibrillator in 02H 
use Cardiac Lead, Pacemaker in 02H 
Attain Starfix® (OTW) lead 
use Cardiac Lead, Defibrillator in 2H 
use Cardiac Lead, Pacemaker in 2H 
Audiology, diagnostic 
see Hearing Aid Assessment, Diagnostic Audiology 
F14 
see Hearing Assessment, Diagnostic Audiology 
F13 
see Vestibular Assessment, Diagnostic Audiology 
F15 
Audiometry see Hearing Assessment, Diagnostic Audi- 
ology F13 
Auditory tube 
use Eustachian Tube, Left 
use Eustachian Tube, Right 
Auerbach's (myenteric) plexus use Abdominal Sym- 
pathetic Nerve 
Auricle 
use External Ear, Bilateral 
use External Ear, Left 
use External Ear, Right 
Auricularis muscle use Head Muscle 
Autograft use Autologous Tissue Substitute 
Autologous artery graft 
use Autologous Arterial Tissue in Heart and Great 
Vessels 
use Autologous Arterial Tissue in Lower Arteries 
use Autologous Arterial Tissue in Lower Veins 
use Autologous Arterial Tissue in Upper Arteries 
use Autologous Arterial Tissue in Upper Veins 
Autologous vein graft 
use Autologous Venous Tissue in Heart and Great 
Vessels 
use Autologous Venous Tissue in Lower Arteries 
use Autologous Venous Tissue in Lower Veins 
use Autologous Venous Tissue in Upper Arteries 
use Autologous Venous Tissue in Upper Veins 
Autotransfusion see Transfusion 
Autotransplant 
Adrenal tissue see Reposition, Endocrine System 
OGS 
Kidney see Reposition, Urinary System OTS 
Pancreatic tissue see Reposition, Pancreas OFSG 


W Subterms under main terms may continue to next column or page 
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Autotransplant — continued 
Parathyroid tissue see Reposition, Endocrine Sys- 
tem @GS 
Thyroid tissue see Reposition, Endocrine System 
OGS 
Tooth see Reattachment, Mouth and Throat @CM 
Avulsion see Extraction 
Axial Lumbar Interbody Fusion System use Inter- 
body Fusion Device in Lower Joints 
AxiaLIF® System use Interbody Fusion Device in Lower 
Joints 
Axicabtagene Ciloeucel use Engineered Autologous 
Chimeric Antigen Receptor T-cell Immunotherapy 
Axillary fascia 
use Subcutaneous Tissue and Fascia, Left Upper 
Arm 
use Subcutaneous Tissue and Fascia, Right Upper 
Arm 
Axillary nerve use Brachial Plexus 
AZEDRA® use lobenguane I-131 Antineoplastic 


BAK/C® Interbody Cervical Fusion System use Inter- 
body Fusion Device in Upper Joints 
BAL (bronchial alveolar lavage), diagnostic see 
Drainage, Respiratory System 0B9 
Balanoplasty 
see Repair, Penis BVQS 
see Supplement, Penis @VUS 


| Balloon atrial septostomy (BAS) 92163Z7 


Balloon Pump 
Continuous, Output 5AG2219 
Intermittent, Output 5A92118 
Bandage, Elastic see Compression 
Banding 
see Occlusion 
see Restriction 
Banding, esophageal varices see Occlusion, Vein, 
Esophageal 86L3 
Banding, laparoscopic (adjustable) gastric 
Initial procedure ODV64CZ 
Surgical correction see Revision of device in, 
Stomach BDW6 
Bard® Composix® Kugel® patch use Synthetic Substi- 
tute 
Bard® Composix® (E/X) (LP) mesh use Synthetic 
Substitute 
Bard® Dulex™ mesh use Synthetic Substitute 
Bard® Ventralex™ Hernia Patch use Synthetic Substi- 
tute 
Barium swallow see Fluoroscopy, Gastrointestinal 
System BD1 
Baroreflex Activation Therapy® (BAT°) 
use Stimulator Generator in Subcutaneous Tissue 
and Fascia 
use Stimulator Lead in Upper Arteries 
Barricaid® Annular Closure Device (ACD) use Syn- 
thetic Substitute 
Bartholin's (greater vestibular) gland use Vestibular 
Gland 
Basal (internal) cerebral vein use Intracranial Vein 
Basal metabolic rate (BMR) see Measurement, Physi- 
ological Systems 4A0Z 
Basal nuclei use Basal Ganglia 
Base of Tongue use Pharynx 
Basilar artery use Intracranial Artery 
Basis pontis use Pons 
Beam Radiation 
Abdomen DW93 
Intraoperative DW033Z0 
Adrenal Gland DG@2 
Intraoperative DGO23Z0 
Bile Ducts DF@2 
Intraoperative DF@23Z0 
Bladder DT@2 
Intraoperative DT@23Z0 
Bone 
Intraoperative DPOC3Z0 
Other DP@C 
Bone Marrow D700 
Intraoperative D7003Z0 
Brain DOOO 
Intraoperative D@903Z0 
Brain Stem D001 
Intraoperative D8013Z0 
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one morphogenetic protein 2 (BMP 2) 


Beam Radiation 


Beam Radiation — continued 
Breast 


Left DM@a 

Intraoperative DM@03Z0 
Right DM@1 

Intraoperative DM013Z0 


Bronchus DBO1 


Intraoperative DBQ13Z0 


Cervix DUO1 


Intraoperative DUO13Z0 


Chest DW@2 


Intraoperative DW923Z0 


Chest Wall DBO7 


Intraoperative DBO73Z0 


Colon DD@5 


Intraoperative DD953Z0 


Diaphragm DB28 


Intraoperative DB983Z0 


Duodenum DD@2 


Intraoperative DD@23Z0 


Ear D990 


Intraoperative D9903Z0 


Esophagus DD@@ 


Intraoperative DD@03Z0 


Eye D800 


Intraoperative D8003Z0 


Femur DP@9 


Intraoperative DP@93Z0 


Fibula DPOB 


Intraoperative DP@B3Z0 


Gallbladder DFO1 


Intraoperative DFO13Z0 


Gland 


Adrenal DG@2 
Intraoperative DGO23Z0 
Parathyroid DGd4 
Intraoperative DG943Z0 
Pituitary DGGO 
Intraoperative DG903Z0 
Thyroid DG@5 
Intraoperative DG953Z0 


Glands 


Intraoperative D9963Z0 
Salivary D9G6 


Head and Neck DW@1 


Intraoperative DW813Z0 


Hemibody DW84 


Intraoperative DW843Z0 


Humerus DPG6 


Intraoperative DPG63Z0 


Hypopharynx D9@3 


Intraoperative D9933Z0 


lleum DD@4 


Intraoperative DD@43Z0 


Jejunum DD@3 


Intraoperative DD@33Z0 


Kidney DT@O 


Intraoperative DTO03Z0 


Larynx D90B 


Intraoperative D90B3Z0 


Liver DFO@ 


Intraoperative DFOO3Z0 


Lung DB@2 


Intraoperative DBO23Z0 


Lymphatics 


Abdomen D706 

Intraoperative D7063Z0 
Axillary D704 

Intraoperative D7043Z0 
Inguinal D788 

Intraoperative D7083Z0 
Neck D7@3 

Intraoperative D7033Z0 
Pelvis D707 

Intraoperative D7873Z0 
Thorax D795 

Intraoperative D7053Z0 


Mandible DP@3 


Intraoperative DP@33Z0 


Maxilla DP@2 


Intraoperative DP@23Z0 


Mediastinum DB@6 


Intraoperative DBG63Z0 


Mouth D904 


Intraoperative D9943Z0 


Nasopharynx D98D 


Intraoperative D99D3Z0 


Neck and Head DW01 
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Intraoperative DW013Z0 


Beam Radiation — continued 


Nerve 
Intraoperative D0073Z0 
Peripheral DQO7 
Nose D981 
Intraoperative D9013Z0 
Oropharynx D9@F 
Intraoperative D9OF3Z0 
Ovary DUG9 
Intraoperative DUQ03Z0 
Palate 
Hard D908 


Intraoperative D9983Z0 


Soft D989 


Intraoperative D9993Z0 


Pancreas DF@3 
Intraoperative DF033Z0 
Parathyroid Gland DG®4 
Intraoperative DG043Z0 
Pelvic Bones DP8 
Intraoperative DP@83Z0 
Pelvic Region DW96 
Intraoperative DW63Z0 
Pineal Body DG@1 
Intraoperative DG013Z0 
Pituitary Gland DGO 
Intraoperative DGG03Z0 
Pleura DBO5 
Intraoperative DBO53Z0 
Prostate DVOG 
Intraoperative DV@03Z0 
Radius DP@7 
Intraoperative DP@73Z0 
Rectum DDQ7 
Intraoperative DD973Z0 
Rib DP@5 
Intraoperative DP@53Z0 
Sinuses D997 
Intraoperative D9073Z0 
Skin 
Abdomen DH@8 


Intraoperative DH@83Z0 


Arm DH@4 


Intraoperative DHG43Z6 


Back DHO7 


Intraoperative DHO73Z0 


Buttock DH@9 


Intraoperative DHG93Z0 


Chest DHG6 


Intraoperative DH063Z0 


Face DH@2 


Intraoperative DHO23Z0 


Leg DH@B 


Intraoperative DH@B3Z0 


Neck DH@3 


Intraoperative DHO33Z0 


Skull DPOO 

Intraoperative DP@O3Z0 
Spinal Cord D006 

Intraoperative D8G63Z0 
Spleen D702 

Intraoperative D7023Z0 
Sternum DP@4 

Intraoperative DP043Z0 
Stomach DD@1 

Intraoperative DD@13Z0 
Testis DVO1 

Intraoperative DV013Z0 
Thymus D701 

Intraoperative D7013Z0 
Thyroid Gland DG@5 

Intraoperative DG253Z0 
Tibia DP@B 

Intraoperative DPOB3Z0 
Tongue D905 

Intraoperative D9053Z0 
Trachea DBOO 

Intraoperative DBO03Z0 
Ulna DP@7 

Intraoperative DP073Z0 
Ureter DT@1 

Intraoperative DT@13Z0 
Urethra DT@3 

Intraoperative DT@33Z0 
Uterus DU@2 

Intraoperative DUG23Z0 
Whole Body DW@5 

Intraoperative DW053Z0 


Bedside swallow FOQZJWZ 
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Berlin Heart Ventricular Assist Device use |m- 
plantable Heart Assist System in Heart and Great 
Vessels 

Bezlotoxumab Monoclonal Antibody XW9 

Biceps brachii muscle 

use Upper Arm Muscle, Left 
use Upper Arm Muscle, Right 


‘Biceps femoris muscle 


use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
Bicipital aponeurosis 
use Subcutaneous Tissue and Fascia, Left Lower 
Arm 
use Subcutaneous Tissue and Fascia, Right Lower 
Arm 
Bicuspid valve use Mitral Valve 
Bili light therapy see Phototherapy, Skin 6A69 
Bioactive embolization coil(s) use Intraluminal De- 
vice, Bioactive in Upper Arteries 
Biofeedback GZC9ZZZ 
BioFire® FilmArray® Pneumonia Panel XXEBXQ6 
Biopsy 
see Drainage with qualifier Diagnostic 
see Excision with qualifier Diagnostic 
see Extraction with qualifier Diagnostic 
BiPAP see Assistance, Respiratory 5A99 
Bisection see Division 
Biventricular external heart assist system use Short- 
term External Heart Assist System in Heart and 
Great Vessels 
Blepharectomy 
see Excision, Eye 8B 
see Resection, Eye 08T 
Blepharoplasty 
see Repair, Eye 88Q 
see Replacement, Eye 08R 
see Reposition, Eye 98S 
see Supplement, Eye 88U 
Blepharorrhaphy see Repair, Eye 38Q 
Blepharotomy see Drainage, Eye 889 
Blinatumomab Antineoplastic Immunotherapy 
XW 
Block, Nerve, anesthetic injection 3EGT3BZ 
Blood glucose monitoring system use Monitoring 
Device 
Blood pressure see Measurement, Arterial 4A03 
BMR (basal metabolic rate) see Measurement, Physi- 
ological Systems 4A0Z 
Body of femur 
use Femoral Shaft, Left 
use Femoral Shaft, Right 
Body of fibula 
use Fibula, Left 
use Fibula, Right 
Bone anchored hearing device 
use Hearing Device, Bone Conduction in 89H 
use Hearing Device in Head and Facial Bones 
Bone bank bone graft use Nonautologous Tissue 
Substitute 
Bone Growth Stimulator 
Insertion of device in 
Bone ; 
Facial O(NHW. 
Lower @QHY 
Nasal ONHB 
Upper @PHY 
Skull GNHO 
Removal of device from 
Bone 
Facial ONPW 
Lower @QPY 
Nasal @NPB 
Upper OPPY 
Skull ONP@ 
Revision of device in 
Bone 
Facial ONWW 
Lower QWY 
Nasal ONWB 
Upper OPWY 
Skull O(NWO 
Bone ee ab transplant see Transfusion, Circulatory 
Bone morphogenetic protein 2 (BMP 2) use Recom- 
binant Bone Morphogenetic Protein 


W Subterms under main terms may continue to next column or page 
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Bone screw (interlocking) (lag) (pedicle) (recessed) 


Brachytherapy — continued 


Bypass — continued 


Bypass 


use Internal Fixation Device in Head and Facial Nasopharynx D91D Artery 
Bones Neck and Head DW11 Anterior Tibial 
use Internal Fixation Device in Lower Bones Nerve, Peripheral D017 Left 0410 
use Internal Fixation Device in Upper Bones Nose D911 Right 041P 
Bony labyrinth Oropharynx D91F Axillary 
use Inner Ear, Left Ovary DU10 Left 03160 
use Inner Ear, Right Palate Right 03150 
Bony orbit Hard D918 Brachial 
use Orbit, Left Soft D919 Left 03180 
use Orbit, Right Pancreas DF13 Right 03170 
Bony vestibule Parathyroid Gland DG14 Common Carotid 
use Inner Ear, Left Pelvic Region DW16 Left 03110 
use Inner Ear, Right Pineal Body DG11 Right 031H0 
Botallo's duct use Pulmonary Artery, Left Pituitary Gland DG10 Common lliac 
i i ‘Ti : Pleura DB15 Left 041D 
Bovine pericardial valve use Zooplastic Tissue in Heart j 
and Great Vessels gee aie : Right 41C 
4 5 py , ectum oronary 
ne 
Bovine pericardium graft use Zooplastic Tissue in Respiratory Tract DW10BB eer tare nsteries 9913 
Heart and Great Vessels Si D917 | ae 0219 
BP (blood pressure) see Measurement, Arterial 4A03 Uses ne Artery { 
. Spinal Cord D016 Three Arteries 0212 
Brachial (lateral) lymph node : 
, 3 Spleen D712 Two Arteries 0211 
use Lymphatic, Left Axillary 2 
ike Ly@nphatic. Right Axill Stomach DD11 External Carotid 
Brithi ( poe geglon pal A Testis DV11 Left 031NO 
ea Thymus 0711 Right 031Md 
ie Uber te cae eat Thyroid Gland DG15 External Iliac 
y Tongue D915 Left 041J 
Brachiocephalic artery use Innominate Artery a chdl DB10 Right 041H 
Brachiocephalic trunk use Innominate Artery Ureter DT11 Femoral 
Brachiocephalic vein Urethra DT13 Left @41L 
use Innominate Vein, Left Uterus DU12 Right 041K 
use Innominate Vein, Right Brachytherapy, CivaSheet® Foot 
Brachioradialis muscle see Brachytherapy with qualifier Unidirectional Left 041W 
use Lower Arm and Wrist Muscle, Left Source Right 041V 
use Lower Arm and Wrist Muscle, Right see Insertion with device Radioactive Element Hepatic 0413 
Breghytiprapy Brachytherapy seeds use Radioactive Element oe ee ch 20 
omen DW13 Breast procedures, skin only use Skin, Chest nternal Caroti 
Adrenal Gland DG12 Brexanolone XW@ Left 031L0 
Back Brexucabtagene Autoleucel use Brexucabtagene Right 031K@ 
Lower DW1LBB Autoleucel Immunotherapy Internal lliac 
_ Upper DW1KBB Brexucabtagene Autoleucel Immunotherapy XW2 Left 041F 
Bile Ducts DF12 Broad ligament use Uterine Supporting Structure Right a E 
Bladder DT12 Bronchial artery use Upper Artery Intracranial 031G 
Bone Marrow D719 Bronchography Peroneal 
Brain D010 see Fluoroscopy, Respiratory System BB1 | Bleed 
hae ak DO11 see Plain Radiography, Respiratory System BBO Popliteal 
ae Bronchoplasty 
ee J see Repair, Respiratory System BQ abe 
Right DM11 see Supplement, Respiratory System @BU peas 
Bronchus DB11 P Posterior Tibial 
le By 1 Bronchorrhaphy see Repair, Respiratory System @BQ Left 0415S 
| eg 2 Bronchoscopy 9B)08ZZ Right 041R 
Brest Wall DB17 Bronchotomy see Drainage, Respiratory System OB9 Pulmonary 
C — & Z Bronchus Intermedius use Main Bronchus, Right Left 021R 
ia al Cavity DW10BB BRYAN?® Cervical Disc System use Synthetic Substitute Right 0210 2 
Diaphragm DB18 Buccal opnd see payfee aaaneds Pulmonary Trunk 621P 4 
; Buccinator lymph node use Lymphatic, Hea Radial co) 
ae Dps2 Buccinator muscle use Facial Muscle Left 031C 2 
Esophagus DD19 Bugding scleral with implant see Supplement, Eye Right 031B a 
i 08 Splenic 0414 
te Sener Bulbospongiosus muscle use Perineum Muscle Subclavian = 
Upper DW1XBB Bulbourethral (Cowper's) gland use Urethra Left 03140 5 
Eye D810 Bundle of His use Conduction Mechanism Right 03130 o 
Gallbladder DF11 Bundle of Kent use Conduction Mechanism Temporal a 
Gastrointestinal Tract DW1PBB to, see Excision, Lower Bones 8QB | Spee r E 4 
Genitourinary Tract DW1RBB ursectomy 'g La 
Gland ? see Excision, Bursae and Ligaments OMB Ulnar 5s 
Adrenal DG12 see Resection, Bursae and Ligaments @MT Left 031A a 
Parathyroid DG14 Bursocentesis see Drainage, Bursae and Ligaments Right 0319 = 
Pituitary DG10 om9 rium ny 
: Left 0217 i=] 
Thyroid DG15 Bursography : = 
Glands, Salivary D916 see Plain Radiography, Non-Axial Lower Bones BQO Right 0216 ee 
Head and Neck DW11 see Plain Radiography, Non-Axial Upper Bones BP@ Bladder 0T1B aS 
Hypopharynx D913 Bursotomy Cavity, Cranial O©W110J 2 
lleum DD14 see Division, Bursae and Ligaments 0M8 oa ifr ae nae a 
Jejunum DD13 see Drainage, Bursae and Ligaments 0M9 Belo fal ven | & 
Kidney DT19 BVS 5000 Ventricular Assist Device use Short-term 0 he bide oe = 
Larynx D91B External Heart Assist System in Heart and Great sq ig | o 
Liver DF10 Vessel Descending 8D1M A 
Bing B12 ia ey Sigmoid 9D1N | © 
wa # Bypass Transverse @D1L iw 
Lymphatics Anterior Chamber iss on 
pogo to Lefi@8133 Common Bile @F19 = 
Axillary D714 Right 08123 
© Inauinal D718 A Cystic OF 18 
nguina orta Hepatic 
Neck D713 Abdominal 0419 
® PelvisD h ; Common 9F17 
Pelvis D717 Thoracic Left OF16 
Thorax D715 Ascending/Arch 021X Right OF15 
Mediastinum DB16 Descending 021W 
Mouth D914 
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Bypass 


Bypass — continued 


Duct — continued 
Lacrimal 
Left @81Y 
Right 881X 
Pancreatic @F1D 
Accessory OF1F 
Duodenum @D19 
Ear 
Left 091E0 
Right 891D@ 
Esophagus 8D15 
Lower @D13 
Middle @D12 
Upper 0D11 
Fallopian Tube 
Left @U16 
Right @U15 
Gallbladder OF 14 
lleum @D1B 
Intestine 
Large @D1E 
Small @D18 
Jejunum @D1A 
Kidney Pelvis 
Left 0714 
Right 8713 
Pancreas @F1G 
Pelvic Cavity @W1J 
Peritoneal Cavity 2W1G 
Pleural Cavity 
Left @W1B 
Right 6=W19 
Spinal Canal 001U 
Stomach @D16 
Trachea 0B11 
Ureter 
Left 0117 
Right 0116 
Ureters, Bilateral 8118 
Vas Deferens 
Bilateral BV1Q 
Left @V1P 
Right OV1N 
Vein 
Axillary 
Left 0518 
Right 0517 
Azygos 9518 
Basilic 
Left @51C 
Right 051B 
Brachial 
Left 051A 
Right 519 
Cephalic 
Left @51F 
Right 51D 
Colic 0617 
Common lliac 
Left 61D 
Right 861C 
Esophageal 9613 
External Iliac 
Left 661G 
Right 061F 
External Jugular 
Left 0510 
Right 051P 
Face 
Left 051V 
Right 051T 
Femoral 
Left 61N 
Right 61M 
Foot 
Left 061V 
Right 061T 
Gastric 8612 
Hand 
Left 51H 
Right 051G 
Hemiazygos 0511 
Hepatic 9614 
Hypogastric 
Left 061) 
Right 61H 
Inferior Mesenteric 9616 
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Bypass — continued 
Vein — continued 
Innominate 

Left 0514 
Right 0513 
Internal Jugular 
Left @51N 
Right 051M 
Intracranial 051L 
Portal 0618 
Renal 
Left 061B 
Right 0619 
Saphenous 
Left 2610 
Right @61P 
Splenic 0611 
Subclavian 
Left 0516 
Right 0515 
Superior Mesenteric 0615 
Vertebral 
Left @51S 
Right 51R 
Vena Cava 
inferior 0610 
Superior 821V 
Ventricle 
Left @21L 
Right 021K 
Bypass, cardiopulmonary 5A1221Z 


C 


Caesarean section see Extraction, Products of Concep- 
tion 10D9 
Calcaneocuboid joint 
use Tarsal Joint, Left 
use Tarsal Joint, Right 
Calcaneocuboid ligament 
use Foot Bursa and Ligament, Left 
use Foot Bursa and Ligament, Right 
Calcaneofibular ligament 
use Ankle Bursa and Ligament, Left 
use Ankle Bursa and Ligament, Right 
Calcaneus 
use Tarsal, Left 
use Tarsal, Right 
Cannulation 
see Bypass 
see Dilation 
see Drainage 
see Irrigation 
Canthorrhaphy see Repair, Eye 08Q 
Canthotomy see Release, Eye 08N 
Capitate bone 
use Carpal, Left 
use Carpal, Right 
Caplacizumab XWO 
Capsulectomy, lens see Excision, Eye 08B 
Capsulorrhaphy, joint 
see Repair, Lower Joints SQ 
see Repair, Upper Joints @RQ 
Cardia use Esophagogastric Junction 
Cardiac contractility modulation lead use Cardiac 
Lead in Heart and Great Vessels 
Cardiac event recorder use Monitoring Device 
Cardiac Lead 
Defibrillator 
Atrium 
Left 02H7 
Right 62H6 
Pericardium @2HN 
Vein, Coronary 82H4 
Ventricle 
Left @2HL 
Right @2HK 
Insertion of device in 
Atrium 
Left @2H7 
Right 02H6 
Pericardium @2HN 
Vein, Coronary @2H4 
Ventricle 
Left @2HL 
Right @2HK 
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Cardiac Lead — continued 
Pacemaker 
Atrium 
Left @2H7 
Right 92H6 
Pericardium @2HN 
Vein, Coronary 02H4 
Ventricle 
Left @2HL 
Right @2HK 
Removal of device from, Heart 2PA 
Revision of device in, Heart @2WA 
Cardiac plexus use Thoracic Sympathetic Nerve 
Cardiac Resynchronization Defibrillator Pulse 
Generator 
Abdomen @JH8 
Chest @JH6 
Cardiac Resynchronization Pacemaker Pulse Gen- 
erator 
Abdomen @JH8 
Chest QJH6 
Cardiac resynchronization therapy (CRT) lead 
use Cardiac Lead, Defibrillator in 02H 
use Cardiac Lead, Pacemaker in 02H 
Cardiac Rhythm Related Device 
Insertion of device in 
Abdomen @JH8 
Chest 8JH6 
Removal of device from, Subcutaneous Tissue and 
Fascia, Trunk OJPT 
Revision of device in, Subcutaneous Tissue and 
Fascia, Trunk @JWT 
Cardiocentesis see Drainage, Pericardial Cavity 3W9D 
Cardioesophageal junction use Esophagogastric 
Junction 
Cardiolysis see Release, Heart and Great Vessels 82N 
CardioMEMS® pressure sensor use Monitoring Device, 
Pressure Sensor in 02H 
Cardiomyotomy see Division, Esophagogastric Junc- 
tion 6D84 
Cardioplegia see Introduction of substance in or on, 
Heart 3E08 
Cardiorrhaphy see Repair, Heart and Great Vessels 620 
Cardioversion 5A2204Z 
Caregiver Training FOFZ 
Caroticotympanic artery 
use Internal Carotid Artery, Left 
use Internal Carotid Artery, Right 
Carotid glomus 
use Carotid Bodies, Bilateral 
use Carotid Body, Left 
use Carotid Body, Right 
Carotid sinus 
use Internal Carotid Artery, Left 
use Internal Carotid Artery, Right 
Carotid (artery) sinus (baroreceptor) lead use 
Stimulator Lead in Upper Arteries 
Carotid sinus nerve use Glossopharyngeal Nerve 
Carotid WALLSTENT® Monorail® Endoprosthesis 
use Intraluminal Device 
Carpectomy 
see Excision, Upper Bones @PB 
see Resection, Upper Bones OPT 
Carpometacarpal ligament 
use Hand Bursa and Ligament, Left 
use Hand Bursa and Ligament, Right 
Casting see Immobilization 
CAT scan see Computerized Tomography (CT Scan) 
Catheterization 
see Dilation 
see Drainage 
see Insertion of device in 
see Irrigation 
Heart see Measurement, Cardiac 4A@2 
Umbilical vein, for infusion @6HO33T 
Cauda equina use Lumbar Spinal Cord 
Cauterization 
see Destruction 
see Repair 
Cavernous plexus use Head and Neck Sympathetic 
Nerve 
CBMA (Concentrated Bone Marrow Aspirate) use 
Concentrated Bone Marrow Aspirate 
CBMA (Concentrated Bone Marrow Aspirate) injec- 
tion, intramuscular XK92303 
Cecectomy 
see Excision, Cecum @DBH 
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Cecectomy — continued 
see Resection, Cecum DTH 
Cecocolostomy 
see Bypass, Gastrointestinal System @D1 
see Drainage, Gastrointestinal System @D9 
Cecopexy 
see Repair, Cecum @DQH 
see Reposition, Cecum ODSH 
Cecoplication see Restriction, Cecum @DVH 
Cecorrhaphy see Repair, Cecum ODQH 
Cecostomy 
see Bypass, Cecum @D1H 
see Drainage, Cecum @D9H 
Cecotomy see Drainage, Cecum @D9H 
Cefiderocol Anti-infective XWo 
Ceftazidime-Avibactam Anti-infective XWo 
Ceftolozane/Tazobactam Anti-infective XWd 
Celiac ganglion use Abdominal Sympathetic Nerve 
Celiac lymph node use Lymphatic, Aortic 
Celiac (solar) plexus use Abdominal Sympathetic 
Nerve 
Celiac trunk use Celiac Artery 
Central axillary lymph node 
use Lymphatic, Left Axillary 
use Lymphatic, Right Axillary 
Central venous pressure see Measurement, Venous 
4A04 
Centrimag® Blood Pump use Short-term External 
Heart Assist System in Heart and Great Vessels 
Cephalogram BN@0ZZZ 
Ceramic on ceramic bearing surface use Synthetic 
Substitute, Ceramic in OSR 
Cerclage see Restriction 
Cerebral aqueduct (Sylvius) use Cerebral Ventricle 
Cerebral Embolic Filtration 
Dual Filter X2A5312 
Extracorporeal Flow Reversal Circuit X2A 
Single Deflection Filter X2A6325 
Cerebrum use Brain 
Cervical esophagus use Esophagus, Upper 
Cervical facet joint 
use Cervical Vertebral Joint 
use Cervical Vertebral Joint, 2 or more 
Cervical ganglion use Head and Neck Sympathetic 
Nerve 
Cervical interspinous ligament use Head and Neck 
Bursa and Ligament 
Cervical intertransverse ligament use Head and 
Neck Bursa and Ligament 
Cervical Ligamentum Flavum use Head and Neck 
Bursa and Ligament 
Cervical Lymph Node 
use Lymphatic, Left Neck 
use Lymphatic, Right Neck 
Cervicectomy 
see Excision, Cervix QUBC 
see Resection, Cervix @UTC 
Cervicothoracic facet joint use Cervicothoracic Verte- 
bral Joint 
Cesarean section see Extraction, Products of Concep- 
tion 10D¢ 
Cesium-131 Collagen Implant use Radioactive Ele- 
ment, Cesium-131 Collagen Implant in 00H 
Change Device in 
Abdominal Wall @W2FX 
Back t 
Lower 6W2LX 
Upper 8W2KX 
Bladder @T2BX 
Bone 
Facial @N2WX 
Lower 0Q2YX 
Nasal @N2BX 
Upper OP2YX 
Bone Marrow 972TX 
Brain @020X 
Breast 
Left BH2UX 
Right @H2TX 
Bursa and Ligament 
Lower @M2YX 
Upper @M2XX 
Cavity, Cranial 3W21X 
Chest Wall BW28X 
Cisterna Chyli @72LX 
Diaphragm @B2TX 


Change Device in — continued 


Duct 
Hepatobiliary OF2BX 
Pancreatic @F2DX 
Ear 
Left @92JX 
Right 092HX 
Epididymis and Spermatic Cord @V2MX 
Extremity 
Lower 
Left OY2BX 
Right @Y29X 
Upper 
Left 0X27X 
Right @X26X 
Eye 
Left 0821X 
Right @820X 
Face @™W22X 
Fallopian Tube @U28X 
Gallbladder @F24X 
Gland 
Adrenal 0G25X 
Endocrine @G2SX 
Pituitary OG20X 
Salivary OC2AX 
Head @W20X 
Intestinal Tract 
Lower @D2DXUZ 
Upper 8D20XUZ 
Jaw 
Lower @W25X 
Upper 8W24xX 
Joint 
Lower @S2YX 
Upper @R2YX 
Kidney 0T25X 
Larynx @C2SX 
Liver OF20X 
Lung 
Left OB2LX 
Right @B2KX 
Lymphatic @72NX 
Thoracic Duct @72KX 
Mediastinum @™W2CX 
Mesentery 8D2VX 
Mouth and Throat @C2YX 
Muscle 
Lower @K2YX 
Upper @K2XX 
Nasal Mucosa and Soft Tissue 92KX 
Neck 6W26X 
Nerve 
Cranial 0@2EX 
Peripheral 012YX 
Omentum @D2UX 
Ovary 9U23X 
Pancreas OF2GX 
Parathyroid Gland @G2RX 
Pelvic Cavity @W2JX 
Penis @V2SX 
Pericardial Cavity O2W2DX 
Perineum 
Female @W2NX 
Male 6@W2MX 
Peritoneal Cavity 3W2GX 
Peritoneum @D2WX 
Pineal Body 8G21X 
Pleura @B2QX 
Pleural Cavity 
Left OW2BX 
Right @W29X 
Products of Conception 10207 
Prostate and Seminal Vesicles 8V24X 
Retroperitoneum @W2HX 
Scrotum and Tunica Vaginalis @V28X 
Sinus @92YX 
Skin OH2PX 
Skull BN20X 
Spinal Canal @@2UX 
Spleen 072PX 
Subcutaneous Tissue and Fascia 
Head and Neck @J2SX 
Lower Extremity 0J2WX 
Trunk @J2TX 
Upper Extremity @J2VX 
Tendon 
~ Lower @L2YX 
Upper OL2XX 
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Cholangiogram 


Change Device in — continued 
Testis @V2DX 
Thymus 072MX 
Thyroid Gland @G2KX 
Trachea 0B21 
Tracheobronchial Tree @B20X 
Ureter T29X 
Urethra @T2DX 
Uterus and Cervix @U2DXHZ 
Vagina and Cul-de-sac @U2HXGZ 
Vas Deferens @V2RX 
Vulva @U2MX 
Change Device in or on 
Abdominal Wall 2W@3X 
Anorectal 2Y03X5Z 
Arm 
Lower 
Left 2W@DXx 
Right 2W@CX 
Upper 
Left 2W@BX 
Right 2W@AX 
Back 2W@5X 
Chest Wall 2W04X 
Ear 2Y@2X5Z 
Extremity 
Lower 
Left 2WOMX 
Right 2WOLX 
Upper 
Left 2W09X 
Right 2W08X 
Face 2W01X 
Finger 
Left 2WOKX 
Right 2W@JX 
Foot 
Left 2WOTX 
Right 2W@SX 
Genital Tract, Female 2Y04X5Z 
Hand 
Left 2WOFX 
Right 2W@EX 
Head 2W0OX 
Inguinal Region 
Left 2W07X 
Right 2W06X 
Leg 
Lower 
Left 2W@RX 
Right 2W@QX 
Upper 
Left 2W@PX 
Right 2WONX 
Mouth and Pharynx 2Y@0X5Z 
Nasal 2Y@1X5Z 
Neck 2W@2X 
Thumb 
Left 2WOHX 
Right 2W@GX 
Toe 
Left 2W@VX 
Right 2WOUX 
Urethra 2YO5X5Z 
Chemoembolization see Introduction of substance in 
oron 
Chemosurgery, Skin 3EQOXTZ 
Chemothalamectomy see Destruction, Thalamus 0059 
Chemotherapy, Infusion for Cancer see Introduction 
of substance in or on 
Chest x-ray see Plain Radiography, Chest BW03 
Chiropractic Manipulation 
Abdomen 9WB9X 
Cervical 9WB1X 
Extremities 
Lower 9WB6X 
Upper 9WB7X 
Head 9WBOX 
Lumbar 9WB3X 
Pelvis 9WB5X 
Rib Cage 9WB8X 
Sacrum 9WB4X 
Thoracic 9WB2X 
Choana use Nasopharynx 
Cholangiogram 
see Fluoroscopy, Hepatobiliary System and Pan- 
creas BF1 
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Cholangiogram 


Cholangiogram — continued 
see Plain Radiography, Hepatobiliary System and 
Pancreas BF@ 
Cholecystectomy 
see Excision, Gallbladder 9FB4 
see Resection, Gallbladder @FT4 
Cholecystojejunostomy 
see Bypass, Hepatobiliary System and Pancreas 
OF1 
see Drainage, Hepatobiliary System and Pancreas 
OFO 
Cholecystopexy 
see Repair, Gallbladder @FQ4 
see Reposition, Gallbladder OFS4 
Cholecystoscopy 0FJ44ZZ 
Cholecystostomy 
see Bypass, Gallbladder 0F14 
see Drainage, Gallbladder 6F94 
Cholecystotomy see Drainage, Gallbladder @F94 
Choledochectomy 
see Excision, Hepatobiliary System and Pancreas 
OFB 
see Resection, Hepatobiliary System and Pancreas 
OFT 
Choledocholithotomy see Extirpation, Duct, Common 
Bile QFC9 
Choledochoplasty 
see Repair, Hepatobiliary System and Pancreas FQ 
see Replacement, Hepatobiliary System and Pan- 
creas FR 
see Supplement, Hepatobiliary System and Pan- 
creas OFU 
Choledochoscopy OFJB8ZZ 
Choledochotomy see Drainage, Hepatobiliary System 
and Pancreas OF9 
Cholelithotomy see Extirpation, Hepatobiliary System 
and Pancreas OFC 
Chondrectomy 
see Excision, Lower Joints @SB 
see Excision, Upper Joints ORB 
Knee see Excision, Lower Joints SB 
Semilunar cartilage see Excision, Lower Joints SB 
Chondroglossus muscle use Tongue, Palate, Pharynx 
Muscle 
Chorda tympani use Facial Nerve 
Chordotomy see Division, Central Nervous System and 
Cranial Nerves 008 
Choroid plexus use Cerebral Ventricle 
Choroidectomy 
see Excision, Eye 8B 
see Resection, Eye 08T 
Ciliary body 
use Eye, Left 
use Eye, Right 
Ciliary ganglion use Head and Neck Sympathetic Nerve 
Circle of Willis use Intracranial Artery 
Circumcision OVTTXZZ 
Circumflex iliac artery 
use Femoral Artery, Left 
use Femoral Artery, Right 
CivaSheet® use Radioactive Element 
CivaSheet® Brachytherapy 
see Brachytherapy with qualifier Unidirectional 
Source 
see Insertion with device Radioactive Element 
Clamp and rod internal fixation system (CRIF) 
use Internal Fixation Device in Lower Bones 
use Internal Fixation Device in Upper Bones 
Clamping see Occlusion 
Claustrum use Basal Ganglia 
Claviculectomy 
see Excision, Upper Bones @PB 
see Resection, Upper Bones OPT 
Claviculotomy 
see Division, Upper Bones @P8 
see Drainage, Upper Bones OP9 
Clipping, aneurysm 
see Occlusion using Extraluminal Device 
see Restriction using Extraluminal Device 
Clitorectomy, clitoridectomy 
see Excision, Clitoris OUBJ 
see Resection, Clitoris OUTJ 
Clolar use Clofarabine 
Closure 
see Occlusion 
see Repair 


Clysis see Introduction of substance in or on 
Coagulation see Destruction 
Coagulation Factor Xa, Inactivated XW0 
Coagulation Factor Xa, (Recombinant) Inactivated 
use Coagulation Factor Xa, Inactivated 
COALESCE? radiolucent interbody fusion device 
use Interbody Fusion Device, Radiolucent Porous 
in New Technology 
CoAxia NeuroFlo catheter use Intraluminal Device 
Cobalt/chromium head and polyethylene socket 
use Synthetic Substitute, Metal on Polyethylene 
in @SR 
Cobalt/chromium head and socket use Synthetic 
Substitute, Metal in @SR 
Coccygeal body use Coccygeal Glomus 
Coccygeus muscle 
use Trunk Muscle, Left 
use Trunk Muscle, Right 
Cochlea 
use Inner Ear, Left 
use Inner Ear, Right 
Cochlear implant (Cl), multiple channel (electrode) 
use Hearing Device, Multiple Channel Cochlear 
Prosthesis in 89H 
Cochlear implant (Cl), single channel (electrode) 
use Hearing Device, Single Channel Cochlear 
Prosthesis in 89H 
Cochlear Implant Treatment FOBZ0 
Cochlear nerve use Acoustic Nerve 
COGNIS® CRT-D use Cardiac Resynchronization Defib- 
rillator Pulse Generator in @JH 
COHERE® radiolucent interbody fusion device use 
Interbody Fusion Device, Radiolucent Porous in 
New Technology 
Colectomy 
see Excision, Gastrointestinal System 9DB 
see Resection, Gastrointestinal System ODT 
Collapse see Occlusion 
Collection from 
Breast, Breast Milk 8E@HX62 
Indwelling Device 
Circulatory System 
Blood 8CO2X6K 
Other Fluid 8CB2X6L 
Nervous System 
Cerebrospinal Fluid 8C01X6J 
Other Fluid 8C01X6L 
Integumentary System, Breast Milk 8EGHX62 
Reproductive System, Male, Sperm 8EQVX63 
Colocentesis see Drainage, Gastrointestinal System 
O@D9 
Colofixation 
see Repair, Gastrointestinal System @DQ 
see Reposition, Gastrointestinal System ODS 
Cololysis see Release, Gastrointestinal System ODN 
Colonic Z-Stent® use Intraluminal Device 
Colonoscopy 9DJD8ZZ 
Colopexy 
see Repair, Gastrointestinal System @DQ 
see Reposition, Gastrointestinal System @DS 
Coloplication see Restriction, Gastrointestinal System 
ODV 
Coloproctectomy 
see Excision, Gastrointestinal System @DB 
see Resection, Gastrointestinal System @DT 
Coloproctostomy 
see Bypass, Gastrointestinal System @D1 
see Drainage, Gastrointestinal System @D9 
Compangcure see Drainage, Gastrointestinal System 
9 
Colorrhaphy see Repair, Gastrointestinal System @DQ 
Colostomy 
see Bypass, Gastrointestinal System @D1 
see Drainage, Gastrointestinal System @D9 
Colpectomy 
see Excision, Vagina QUBG 
see Resection, Vagina @UTG 
Colpocentesis see Drainage, Vagina QU9G 
Colpopexy 
see Repair, Vagina SUQG 
see Reposition, Vagina OUSG 
Colpoplasty 
see Repair, Vagina BUQG 
see Supplement, Vagina BUUG 
Colporrhaphy see Repair, Vagina @UQG 
Colposcopy ®UJH8ZZ 
Columella use Nasal Mucosa and Soft Tissue 
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Common digital vein 


use Foot Vein, Left 
use Foot Vein, Right 


Common facial vein 


use Face Vein, Left 
use Face Vein, Right 


Common fibular nerve use Peroneal Nerve 
Common hepatic artery use Hepatic Artery 
Commoniliac (subaortic) lymph node use Lymphat- 


ic, Pelvis 


Common interosseous artery 


use Ulnar Artery, Left 
use Ulnar Artery, Right 


Common peroneal nerve use Peroneal Nerve 
Complete (SE) stent use Intraluminal Device 
Compression 


see Restriction 
Abdominal Wal! 2W13X 
Arm 
Lower 
Left 2W1DX 
Right 2W1CX 
Upper 
Left 2W1BX 
Right 2W1AX 
Back 2W15X 
Chest Wall 2W14X 
Extremity 
_ Lower 
Left 2W1MX 
Right 2W1LX 
Upper 
Left 2W19X 
Right 2W18X 
Face 2W11X 
Finger 
Left 2W1KX 
Right 2W1JX 
Foot 
Left 2W1TX 
Right 2W1SX 
Hand 
Left 2W1FX 
Right 2W1EX 
Head 2W10X 
Inguinal Region 
Left 2W17X 
Right 2W16X 
Leg 
Lower 
Left 2W1RX 
Right 2W1QX 
Upper 
Left 2W1PX 
Right 2W1NX 
Neck 2W12X 
Thumb 
Left 2W1HX 
Right 2W1GX 
Toe 
Left 2W1VX 
Right 2W1UX_ 


Computer Assisted Procedure 


Extremity 
Lower 
No Qualifier 8EGYXBZ 
With Computerized Tomography 
8E0YXBG 
With Fluoroscopy 8EOYXBF 
With Magnetic Resonance Imaging 
8EQYXBH 
Upper 
No Qualifier 8EOXXBZ 
With Computerized Tomography 
8EOXXBG 
With Fluoroscopy 8E@XXBF 
With Magnetic Resonance Imaging 
8EQXXBH j 
Head and Neck Region 
No Qualifier 8EO9XBZ 
With Computerized Tomography 8E09XBG 
With Fluoroscopy 8E@9XBF 
With Magnetic Resonance Imaging 8E@9XBH 
Trunk Region 
No Qualifier 8EGWXBZ 
With Computerized Tomography 8EGWXBG 
With Fluoroscopy 8E@WXBF 
With Magnetic Resonance Imaging 8EOWXBH 
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ICD-10-PCS 2021 
Computerized Tomography (CT Scan) 


Computerized Tomography (CT Scan) 
Computerized Tomography (CT Scan) — continued | Computerized Tomography (CT Scan) — continued 


Abdomen BW298 lavi i 
Chest and Pelvis BW25 i he OA ra Poe 
Abdomen and Chest BW24 Right BP24 La a B92) 
Abdomen and Pelvis BW21 Coccyx BR2F i 
Airway, Trachea BB2F Colon BD24 ‘Left BQ2F 
Ankle Ear B920 Right BQ2D 
Pe aah Elbow Liver BF25 
ay it BQ2G Left BP2H Liver and Spleen BF26 
; t Right BP2G Lung, Bilateral BB24 
Abdominal B426 Extremity Mandible BN26 
Intravascular Optical Coherence Lower Nasopharynx B92F 
_ _B42022Z Left BQ2S Neck BW2F 
- Thoracic B32 Right BQ2R Neck and Head BW29 
Intravascular Optical Coherence Upper Orbit, Bilateral BN23 
B320Z2Z Bilateral BP2V Oropharynx B92F 
Arm Left BP2U Pancreas BF27 
Left BP2F Right BP2T Patella 
Right BP2E Eye Left BQ2W 
Artery Bilateral B827 Right BQ2V 
Celiac B421 Left B826 Pelvic Region BW2G 
Intravascular Optical Coherence Right B825 Pelvis BR2C 
B421Z22 Femur Chest and Abdomen BW25 
Common Carotid Left BQ24 Pelvis and Abdomen BW21 
Bilateral B325 Right BQ23 Pituitary Gland BO29 
Intravascular Optical Coherence Fibula Prostate BV23 
B325Z2Z Left BQ2C Ribs 
Coronary Right BQ2B Left BP2Y 
Bypass Graft Finger Right BP2X 
Intravascular Optical Coherence Left BP2S Sacrum BR2F 
B223Z2Z Right BP2R Scapula 
Multiple B223 Foot Left BP27 
Multiple B221 Left BQ2M Right BP26 
Intravascular Optical Coherence Right BQ2L Sella Turcica BO29 
B221Z2Z Forearm Shoulder 
Internal Carotid Left BP2K Left BP29 
Bilateral B328 Right BP2J Right BP28 
Intravascular Optical Coherence Gland Sinus 
B328Z2Z Adrenal, Bilateral BG22 Intracranial B522 
Intracranial B32R Parathyroid BG23 Intravascular Optical Coherence 


Intravascular Optical Coherence Parotid, Bilateral B926 B522Z2Z 
B32RZ2Z Salivary, Bilateral B92D Paranasal B922 
Lower Extremity Submandibular, Bilateral B929 Skull BN20 
Bilateral B42H Thyroid BG24 Spinal Cord BO2B 
Intravascular Optical Coherence Hand Spine “A 
B42HZ2Z Left BP2P Cervical BR20 ° 
Left B42G Right BP2N Lumbar BR29 3 
Intravascular Optical Coherence Hands and Wrists, Bilateral BP2Q Thoracic BR27 Bo 
B42GZ2Z Head BW28 Spleen and Liver BF26 D 
Right B42F Head and Neck BW29 Thorax BP2W = 
Intravascular Optical Coherence Heart Tibia N- 
B42FZ2Z Intravascular Optical Coherence B226Z2Z Left BQ2C = 
Pelvic B42C Right and Left B226 Right BQ2B —j 
Intravascular Optical Coherence Hepatobiliary System, All BF2C Toe ° 
B42CZ2Z Hip Left BQ2Q 3 
Pulmonary Left BQ21 Right BQ2P i) 
Left B32T Right BQ20 Trachea BB2F a 
Intravascular Optical Coherence Humerus Tracheobronchial Tree =) 
B32TZ2Z Left BP2B Bilateral BB29 — 
Right B32S Right BP2A Left BB28 we 
Intravascular Optical Coherence Intracranial Sinus B522 Right BB27 ee 
B32SZ2Z Intravascular Optical Coherence B522Z2Z Vein 9 
Renal Joint Pelvic (Iliac) wv 
Bilateral B428 Acromioclavicular, Bilateral BP23 Left B52G 8 
Intravascular Optical Coherence Finger Intravascular Optical Coherence 5 
B428Z2Z Left BP2DZZZ B52GZ2Z age 
Transplant B42M Right BP2CZZZ Right BS2F | 
Intravascular Optical Coherence Foot Intravascular Optical Coherence len 
B42MZ2Z Left BQ2Y B52FZ2Z i) 
Superior Mesenteric B424 Right BQ2X Pelvic (Iliac) Bilateral B52H 3 
Intravascular Optical Coherence Hand Intravascular Optical Coherence a4 
B424Z2Z Left BP2DZZZ B52HZ2Z ~~ 
Vertebral Right BP2CZZZ Portal B52T ® 
Bilateral B32G Sacroiliac BR2D Intravascular Optical Coherence N 
Intravascular Optical Coherence Sternoclavicular B527Z2Z 2. 
B32GZ2Z Bilateral BP22 Pulmonary a 
Bladder BT20 Left BP21 Bilateral B52S o 
Bone Right BP20 Intravascular Optical Coherence 3 
Facial BN25 Temporomandibular, Bilateral BN29 B52SZ2Z ra) 
Temporal BN2F Toe Left B52R a 
Brain BO26 Left BQ2Y Intravascular Optical Coherence 9 
Calcaneus Right BQ2X B52RZ2Z = 
Left BQ2K Kidney Right B52Q << 
Right BQ2J Bilateral BT23 Intravascular Optical Coherence ~~ 
Cerebral Ventricle B028 Left BT22 B52Q22Z > 
Chest, Abdomen and Pelvis BW25 Right BT21 Renal wa 
Chest and Abdomen BW24 Transplant BT29 Bilateral BS2L 9 
Cisterna BO27 Knee Intravascular Optical Coherence 3 
: Left BQ28 B52LZ2Z — 
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Computerized Tomography (CT Scan) — Control bleed 


Computerized Tomography (CT Scan) 


Computerized Tomography (CT Scan) — continued 
Vein — continued 
Renal — continued 
Left B52K 
Intravascular Optical Coherence 
B52KZ2Z 
Right B52) 
Intravascular Optical Coherence 
B52JZ2Z 
Spanchnic B52T 
Intravascular Optical Coherence 
B52TZ2Z 
Vena Cava 
Inferior B529 
Intravascular Optical Coherence 
B529Z2Z 
Superior B528 
Intravascular Optical Coherence 
B528Z2Z 
Ventricle, Cerebral BO28 
Wrist 
Left BP2M 
Right BP2L 
Concentrated Bone Marrow Aspirate (CBMA) injec- 
tion, intramuscular XK02303 
Concerto II CRT-D use Cardiac Resynchronization De- 
fibrillator Pulse Generator in QJH 
Condylectomy 
see Excision, Head and Facial Bones NB 
see Excision, Lower Bones 9QB 
see Excision, Upper Bones OPB 
Condyloid process 
use Mandible, Left 
use Mandible, Right 
Condylotomy 
see Division, Head and Facial Bones ON8 
see Division, Lower Bones 9Q8 
see Division, Upper Bones 6P8 
see Drainage, Head and Facial Bones N9 
see Drainage, Lower Bones 9Q9 
see Drainage, Upper Bones @P9 
Condylysis 
see Release, Head and Facial Bones ONN 
see Release, Lower Bones BQN 
see Release, Upper Bones OPN 
Conization, cervix see Excision, Cervix @UBC 
Conjunctivoplasty 
see Repair, Eye 28Q 
see Replacement, Eye 08R 
CONSERVE? PLUS Total Resurfacing Hip System 
use Resurfacing Device in Lower Joints 
Construction 
Auricle, ear see Replacement, Ear, Nose, Sinus @9R 
Ileal conduit see Bypass, Urinary System 871 
Consulta CRT-D use Cardiac Resynchronization Defib- 
rillator Pulse Generator in QJH 
Consulta CRT-P use Cardiac Resynchronization Pace- 
maker Pulse Generator in OJH 
Contact Radiation 
Abdomen DWY37ZZ 
Adrenal Gland DGY27ZZ 
Bile Ducts DFY27ZZ 
Bladder DTY27ZZ 
Bone, Other DPYC7ZZ 
Brain DOY@7ZZ 
Brain Stem D@Y17ZZ 
Breast 
Left DMY07ZZ 
Right DMY17ZZ 
Bronchus DBY17ZZ 
Cervix DUY17ZZ 
Chest DWY27ZZ 
Chest Wall DBY77ZZ 
Colon DDY57ZZ 
Diaphragm DBY87ZZ 
Duodenum DDY27ZZ 
Ear D9Y@7ZZ 
Esophagus DDY@7ZZ 
Eye D8Y07ZZ 
Femur DPY97ZZ 
Fibula DPYB7ZZ 
Gallbladder DFY17ZZ 
Gland 
Adrenal DGY27ZZ 
Parathyroid DGY47ZZ 
Pituitary DGY@7ZZ 
Thyroid DGY57ZZ 
Glands, Salivary D9Y67ZZ 
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Contact Radiation — continued 
Head and Neck DWY17ZZ 
Hemibody DWY47ZZ 
Humerus DPY67ZZ 
Hypopharynx D9Y37ZZ 
ileum DDY47ZZ 
Jejunum DDY37ZZ 
Kidney DTY@7ZZ 
Larynx D9YB7ZZ 
Liver DFY@7ZZ 
Lung DBY27ZZ 
Mandible DPY37ZZ 
Maxilla DPY27ZZ 
Mediastinum DBY67ZZ 
Mouth D9Y47ZZ 
Nasopharynx D9YD7ZZ 
Neck and Head DWY17ZZ 
Nerve, Peripheral D@Y77ZZ 
Nose D9Y17ZZ 
Oropharynx D9YF7ZZ 
Ovary DUY@7ZZ 
Palate 
Hard D9Y87ZZ 
Soft D9Y97ZZ 
Pancreas DFY37ZZ 
Parathyroid Gland DGY47ZZ 
Pelvic Bones DPY87ZZ 
Pelvic Region DWY67ZZ 
Pineal Body DGY17ZZ 
Pituitary Gland DGY@7ZZ 
Pleura DBYS7ZZ 
Prostate DVY@7ZZ 
Radius DPY77ZZ 
Rectum DDY77ZZ 
Rib DPYS7ZZ 
Sinuses D9Y77ZZ 
Skin 
Abdomen DHY87ZZ 
Arm DHY47ZZ 
Back DHY77ZZ 
Buttock DHY97ZZ 
Chest DHY67ZZ 
Face DHY27ZZ 
Leg DHYB7ZZ 
Neck DHY37ZZ 
Skull DPY@7ZZ 
Spinal Cord D@Y67ZZ 
Sternum DPY47ZZ 
Stomach DDY17ZZ 
Testis DVY17ZZ 
Thyroid Gland DGY57ZZ 
Tibia DPYB7ZZ 
Tongue D9Y57ZZ 
Trachea DBY@7ZZ 
Ulna DPY77ZZ 
Ureter DTY17ZZ 
Urethra DTY37ZZ 
Uterus DUY27ZZ 
Whole Body DWY57ZZ 
ContaCT software (Measurement of intracranial 
arterial flow) 4A93X5D 
CONTAK RENEWAL?® 3 RF (HE) CRT-D use Cardiac 
Resynchronization Defibrillator Pulse Generator 
in @JH 
Contegra Pulmonary Valved Conduit use Zooplastic 
Tissue in Heart and Great Vessels 
CONTEPO™ use Fosfomycin Anti-Infective 
Continuous Glucose Monitoring (CGM) device use 
Monitoring Device 
Continuous Negative Airway Pressure 
24-96 Consecutive Hours, Ventilation 5A09459 
Greater than 96 Consecutive Hours, Ventilation 
5A09559 
Less than 24 Consecutive Hours, Ventilation 
5A99359 
Continuous Positive Airway Pressure 
24-96 Consecutive Hours, Ventilation 5A09457 
Greater than 96 Consecutive Hours, Ventilation 
5A09557 
Less than 24 Consecutive Hours, Ventilation 
5A09357 
Continuous renal replacement therapy (CRRT) 
5A1D90Z 


Contraceptive Device 
Change device in, Uterus and Cervix @U2DXHZ 
Insertion of device in 
Cervix BUHC 
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Contraceptive Device — continued 


Insertion of device in — continued 
Subcutaneous Tissue and Fascia 
Abdomen @JH8 
Chest @JH6 
Lower Arm 
Left @JHH 
Right GJHG 
Lower Leg 
Left @JHP 
Right @JHN 
Upper Arm 
Left QJHF 
Right ZJHD 
Upper Leg 
Left @JHM 
Right QJHL 
Uterus @UH9 
Removal of device from 
Subcutaneous Tissue and Fascia 
Lower Extremity JPW 
Trunk @JPT 
Upper Extremity QJPV 
Uterus and Cervix @UPD 
Revision of device in 
Subcutaneous Tissue and Fascia 
Lower Extremity 2JWW 
Trunk @JWT 
Upper Extremity 8JWV 
Uterus and Cervix SUWD 


Contractility Modulation Device 


Abdomen QJH8 
Chest GJH6 


Control bleeding in 


Abdominal Wall 2W3F 
Ankle Region 
Left GY3L 
Right BY3K 
Arm 
Lower 
Left OX3F 
Right 8X3D 
Upper 
Left 0X39 
Right 0X38 
Axilla 
Left OX35 
Right 0X34 
Back 
Lower 8“W3L 
Upper 6W3K 
Buttock 
Left GY31 
Right BY30 
Cavity, Cranial @W31 
Chest Wall 6W38 
Elbow Region 
Left OX3C 
Right 8X3B 
Extremity 
Lower 
Left 0Y3B 
Right 0Y39~ 
Upper 
Left 0X37 
Right 0X36 
Face @™W32 
Femoral Region 
Left 0Y38 
Right Y37 
Foot 
Left OY3N 
Right BY3M 
Gastrointestinal Tract @W3P 
Genitourinary Tract @W3R 
Hand 
Left OX3K 
Right 0X3J 
Head 8W30 
Inguinal Region 
Left OY36 
Right @Y35 
Jaw 
Lower 6W35 
Upper 0W34 
Knee Region 
Left 0Y3G 
Right @Y3F 
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Control bleeding in — continued 
Leg 
Lower 
Left OY3J 
Right 0Y3H 
Upper 
Left BY3D 
Right @Y3C 
Mediastinum @W3C 
Nasal Mucosa and Soft Tissue 093K 
Neck 8W36 
Oral Cavity and Throat @W33 
Pelvic Cavity W3J 
Pericardial Cavity 2W3D 
Perineum 
Female OW3N 
Male 2W3M 
Peritoneal Cavity 3W3G 
Pleural Cavity 
Left 6€W3B 
Right 2W39 
Respiratory Tract @W3Q 
Retroperitoneum OW3H 
Shoulder Region 
Left 8X33 
Right 0X32 
Wrist Region 
Left OX3H 
Right 0X3G 
Control, Epistaxis see Control bleeding in, Nasal Mu- 
cosa and Soft Tissue 093K 
Conus arteriosus use Ventricle, Right 
Conus medullaris use Lumbar Spinal Cord 
Conversion 
Cardiac rhythm 5A2204Z 
Gastrostomy to jejunostomy feeding device see 
Insertion of device in, Jejunum DHA 
Cook Biodesign® Fistula Plug(s) use Nonautologous 
Tissue Substitute 
Cook Biodesign® Hernia Graft(s) use Nonautologous 
Tissue Substitute 
Cook Biodesign® Layered Graft(s) use Nonautolo- 
gous Tissue Substitute 
Cook Zenaprom™ Layered Graft(s) use Nonautolo- 
gous Tissue Substitute 
Cook Zenith AAA Endovascular Graft use Intralumi- 
nal Device 
Cook Zenith® Fenestrated AAA Endovascular Graft 
use Intraluminal Device, Branched or Fenestrated, 
One or Two Arteries in 84V 
use Intraluminal Device, Branched or Fenestrated, 
Three or More Arteries in 84V 
Coracoacromial ligament 
use Shoulder Bursa and Ligament, Left 
use Shoulder Bursa and Ligament, Right 
Coracobrachialis muscle 
use Upper Arm Muscle, Left 
use Upper Arm Muscle, Right 
Coracoclavicular ligament 
use Shoulder Bursa and Ligament, Left 
use Shoulder Bursa and Ligament, Right 
Coracohumeral ligament 
use Shoulder Bursa and Ligament, Left 
use Shoulder Bursa and Ligament, Right 
Coracoid process 
use Scapula, Left 
use Scapula, Right 
Cordotomy see Division, Central Nervous System and 
Cranial Nerves 898 
Core needle biopsy see Excision with qualifier Diag- 
nostic 
CoreValve transcatheter aortic valve use Zooplastic 
Tissue in Heart and Great Vessels 
Cormet Hip Resurfacing System use Resurfacing 
Device in Lower Joints 
Corniculate cartilage use Larynx 
CoRoent? XL use Interbody Fusion Device in Lower 
Joints 
Coronary arteriography 
see Fluoroscopy, Heart B21 
see Plain Radiography, Heart B20 
Corox (OTW) Bipolar Lead 
use Cardiac Lead, Defibrillator in 2H 
use Cardiac Lead, Pacemaker in 02H 
Corpus callosum use Brain 
Corpus cavernosum use Penis 
Corpus spongiosum use Penis 


Corpus striatum use Basal Ganglia 
Corrugator supercilii muscle use Facial Muscle 
Cortical strip neurostimulator lead use Neurostimu- 
lator Lead in Central Nervous System and Cranial 
Nerves 
Corvia IASD® use Synthetic Substitute 
Costatectomy 
see Excision, Upper Bones @PB 
see Resection, Upper Bones OPT 
Costectomy 
see Excision, Upper Bones OPB 
see Resection, Upper Bones OPT 
Costocervical trunk 
use Subclavian Artery, Left 
use Subclavian Artery, Right 
Costochondrectomy 
see Excision, Upper Bones OPB 
see Resection, Upper Bones @PT 
Costoclavicular ligament 
use Shoulder Bursa and Ligament, Left 
use Shoulder Bursa and Ligament, Right 
Costosternoplasty 
see Repair, Upper Bones @PQ 
see Replacement, Upper Bones PR 
see Supplement, Upper Bones @PU 
Costotomy 
see Division, Upper Bones OP8 
see Drainage, Upper Bones OP9 
Costotransverse joint use Thoracic Vertebral Joint 
Costotransverse ligament use Rib(s) Bursa and Liga- 
ment 
Costovertebral joint use Thoracic Vertebral Joint 
Costoxiphoid ligament use Sternum Bursa and Liga- 
ment 
Counseling 
Family, for substance abuse, Other Family Counsel- 
ing HZ63ZZZ 
Group 
12-Step HZ43ZZZ 
Behavioral HZ41ZZZ 
Cognitive HZ49ZZZ 
Cognitive-Behavioral HZ42ZZZ 
Confrontational HZ48ZZZ 
Continuing Care HZ49ZZZ 
Infectious Disease 
Post-Test HZ4CZZZ 
Pre-Test HZ4CZZZ 
Interpersonal HZ44ZZZ 
Motivational Enhancement HZ47ZZZ 
Psychoeducation HZ46ZZZ 
Spiritual HZ4BZZZ 
Vocational HZ45ZZZ 
Individual 
12-Step HZ33ZZZ 
Behavioral HZ31ZZZ 
Cognitive HZ30ZZZ 
Cognitive-Behavioral HZ32ZZZ 
Confrontational HZ38ZZZ 
Continuing Care HZ39ZZZ 
Infectious Disease 
Post-Test HZ3CZZZ 
Pre-Test HZ3CZZZ 
Interpersonal HZ34ZZZ 
Motivational Enhancement HZ37ZZZ 
Psychoeducation HZ36ZZZ 
Spiritual HZ3BZZZ 
Vocational HZ35ZZZ 
Mental Health Services 
Educational GZ60ZZZ 
Other Counseling GZ63ZZZ 
Vocational GZ61ZZZ 
Countershock, cardiac 5A2204Z 
Cowper's (bulbourethral) gland use Urethra 
CPAP (continuous positive airway pressure) see 
Assistance, Respiratory 5A09 
Craniectomy 
see Excision, Head and Facial Bones 8NB 
see Resection, Head and Facial Bones @NT 
Cranioplasty ; 
see Repair, Head and Facial Bones 8NQ 
see Replacement, Head and Facial Bones NR 
see Supplement, Head and Facial Bones @NU 
Craniotomy 
see Division, Head and Facial Bones 8N8 
see Drainage, Central Nervous System and Cranial 
Nerves 009 
see Drainage, Head and Facial Bones @N9 


© Subterms under main terms may continue to next column or page 


Cystectomy 


Creation 
Perineum 
Female @€W4N0 
Male W4Ma 
Valve 
Aortic 024F0 
Mitral @24G0 
Tricuspid 024) 
Cremaster muscle use Perineum Muscle 
Cribriform plate 
use Ethmoid Bone, Left 
use Ethmoid Bone, Right 
Cricoid cartilage use Trachea 
Cricoidectomy see Excision, Larynx CBS 
Cricothyroid artery 
use Thyroid Artery, Left 
use Thyroid Artery, Right 
Cricothyroid muscle 
use Neck Muscle, Left 
use Neck Muscle, Right 
Crisis Intervention GZ2ZZ2ZZ 
CRRT (Continuous renal replacement therapy) 
5A1D90Z 
Crural fascia 
use Subcutaneous Tissue and Fascia, Left Upper 
Leg 
use Subcutaneous Tissue and Fascia, Right Upper 
Leg 
Crushing, nerve 
Cranial see Destruction, Central Nervous System 
and Cranial Nerves 005 
Peripheral see Destruction, Peripheral Nervous 
System 015 
Cryoablation see Destruction 
Cryotherapy see Destruction 
Cryptorchidectomy 
see Excision, Male Reproductive System OVB 
see Resection, Male Reproductive System OVT 
Cryptorchiectomy 
see Excision, Male Reproductive System OVB 
see Resection, Male Reproductive System OVT 
Cryptotomy 
see Division, Gastrointestinal System 6D8 
see Drainage, Gastrointestinal System D9 
CT scan see Computerized Tomography (CT Scan) 
CT sialogram see Computerized Tomography (CT Scan), 
Ear, Nose, Mouth and Throat B92 
Cubital lymph node 
use Lymphatic, Left Upper Extremity 
use Lymphatic, Right Upper Extremity 
Cubital nerve use Ulnar Nerve 
Cuboid bone 
use Tarsal, Left 
use Tarsal, Right 
Cuboideonavicular joint 
use Tarsal Joint, Left 
use Tarsal Joint, Right 
Culdocentesis see Drainage, Cul-de-sac U9F 
Culdoplasty 
see Repair, Cul-de-sac GUQF 
see Supplement, Cul-de-sac QUUF 
Culdoscopy 9UJH8ZZ 
Culdotomy see Drainage, Cul-de-sac U9F 
Culmen use Cerebellum 
Cultured epidermal cell autograft use Autologous 
Tissue Substitute 
Cuneiform cartilage use Larynx 
Cuneonavicular joint 
use Joint, Tarsal, Left 
use Joint, Tarsal, Right 
Cuneonavicular ligament 
use Foot Bursa and Ligament, Left 
use Foot Bursa and Ligament, Right 
Curettage 
see Excision 
see Extraction 
Cutaneous (transverse) cervical nerve use Cervical 
Plexus 
CVP (central venous pressure) see Measurement, 
Venous 4A04 
Cyclodiathermy see Destruction, Eye 085 
Cyclophotocoagulation see Destruction, Eye 085 
CYPHER? Stent use Intraluminal Device, Drug-eluting 
in Heart and Great Vessels 
Cystectomy 
see Excision, Bladder OTBB 
see Resection, Bladder TTB 
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Cystocele repair ICD-10-PCS 2021 


Destruction — continued 


Cystocele repair see Repair, Subcutaneous Tissueand | Delivery 


Fascia, Pelvic Region 0JQC Cesarean see Extraction, Products of Conception Aortic Body 6G5D 
Cystography 1@D9 Appendix @D5/J 
see Fluoroscopy, Urinary System BT1 Forceps see Extraction, Products of Conception Biter 
see Plain Radiography, Urinary System BT@ 19D9 Anterior Tibial 
Cystolithotomy see Extirpation, Bladder 8TCB Manually assisted 1@EOXZZ eases 
Cystopexy Products of Conception 19EOXZZ Right 
see Repair, Bladder OTOB Vacuum assisted see Extraction, Products of Con- i ee 
see Reposition, Bladder @TSB ception 10D0 a ht 0355 
Cystoplasty Delta frame external fixator : & 
see Repair, Bladder OTQB use External Fixation Device, Hybrid in @PH “ Gee 
see Replacement, Bladder @TRB use External Fixation Device, Hybrid in @PS 3 ht 0357 
see Supplement, Bladder TUB use External Fixation Device, Hybrid in OQH Celle 9451 
Cystorrhaphy see Repair, Bladder @TQB use External Fixation Device, Hybrid in 0QS Colic 
Cystoscopy 9TJB8ZZ Delta Ill Reverse shoulder prosthesis use Synthetic Left 0457 
Cystostomy see Bypass, Bladder 011B Substitute, Reverse Ball and Socket in ORR Middle 0458 
Cystostomy tube use Drainage Device Deltoid fascia Right 0456 
Cystotomy see Drainage, Bladder 0T9B Use Subcutaneous Tissue and Fascia, Left Upper ComimorCarotid 
Cystourethrography Arm pid a Left 035) 
see Fluoroscopy, Urinary System BT1 use Subcutaneous Tissue and Fascia, Right Upper Right 035H 
see Plain Radiography, Urinary System BT@ . Arm Common lliac 
Cystourethroplasty Deitoid ligament Left 45D 
see Repair, Urinary System 0TQ use Ankle Bursa and Ligament, Left Right 045C 
see Replacement, Urinary System OTR use Ankle Bursa and Ligament, Right External Carotid 
see Supplement, Urinary System @TU Deltoid muscle Left 035N 
Cytarabine and Daunorubicin Liposome Antineo- use Shoulder Muscle, Left Right 035M 
plastic XWO use Shoulder Muscle, Right External Iliac 
Deltopectoral (infraclavicular) lymph node Left 045) 
use Lymphatic, Left Upper Extremity Right 045H 
D use Lymphatic, Right Upper Extremity Face 035R 
Denervation Femoral 
DBS lead use Neurostimulator Lead in Central Nervous Cranial nerve see Destruction, Central Nervous Left 045L 
System and Cranial Nerves System and Cranial Nerves 605 Right 045K 
DeBakey Left Ventricular Assist Device use Im- Peripheral nerve see Destruction, Peripheral Ner- Foot 
plantable Heart Assist System in Heart and Great vous System 915 Left 045W 
Vessels Dens use Cervical Vertebra Right 045V 
Debridement Densitometry Gastric 0452 
Excisional see Excision Plain Radiography Hand 
Non-excisional see Extraction Femur Left @35F 
Decompression, Circulatory 6A15 Left BQG4ZZ1 Right 35D 
Decortication, lung Right BQ03ZZ1 Hepatic 0453 
see Extirpation, Respiratory System OBC Hip Inferior Mesenteric 945B 
see Release, Respiratory System QBN Left BQG1ZZ1 Innominate 0352 
Deep brain neurostimulator lead use Neurostimula- Right BQG0ZZ1 Internal Carotid 
tor Lead in Central Nervous System and Cranial Spine Left 035L 
Nerves Cervical BRGGZZ1 Right 035K 
Deep cervical fascia Lumbar BR@9ZZ1 Internal Iliac 
use Subcutaneous Tissue and Fascia, Left Neck Thoracic BRO7ZZ1 Left 045F 
use Subcutaneous Tissue and Fascia, Right Neck Whole BROGZZ1 Right @45E 
Deep cervical vein Ultrasonography Internal Mammary 
use Vertebral Vein, Left Elbow Left 0351 
use Vertebral Vein, Right Left BP4HZZ1 Right 0350 
Deep circumflex iliac artery Right BP4GZ21 Intracranial 035G 
use External Iliac Artery, Left Hand Lower 045Y 
use External lliac Artery, Right Left BP4PZZ1 Peroneal 
Deep facial vein Right BPANZZ1 Left 045U 
use Face Vein, Left shauilder Right 045T 
use Face Vein, Right ie Popliteal 
Deep femoral artery Wri ‘ Left 045N 
use Femoral Artery, Left , ft BPAMZZ1 Right 045M 
use Femoral Artery, Right 7 Posterior Tibial 
° A Right BP4LZZ1 Left 0455 
Degp femoral ee femoris\vels Denticulate (dentate) ligament use Spinal Meninges Right 045R 
use Femoral Vein, Le Depressor anguli oris muscle use Facial Muscle Pulmonary 
Ele Dl i oul Right A Perf FI Depressor labii inferioris muscle use Facial Muscle Left 025R 
iia a ttl pigastric Artery Pertorator Flap Depressor septi nasi muscle use Facial Muscle Right 025Q 


Bilateral OHRVO77 
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Depressor supercilii muscle use Facial Muscle 
Dermabrasion see Extraction, Skin and Breast GHD 


WY Subterms under main terms may continue to next column or page» 


Pulmonary Trunk 025P 
Radial 


i. a See Dermis use Skin Left 835C 
e : fanster Descending genicular artery Right 035B 
oO Left OKXG use Femoral Artery, Left Renal 
aos Right OKXF use Femoral Artery, Right Left 045A 
SS Deep palmar arch Destruction Right 0459 
= use Hand Artery, Left Acetabulum Splenic 0454 
a Fce Hand Arte ‘ Right Left @Q55 Subclavian 
oO TY nig Right 0054 Left 0354 
[= Deep transverse perineal muscle use Perineum Adenoids C50 Right 0353 
| eS pee ies Ampulla of Vater OF5C Superior Mesenteric 0455 
a7 aw Anal Sphincter D5R Temporal 
om | use Internal Iliac Artery, Left : 
Cc ; ; Anterior Chamber Left 035T 
a use Internal Iliac Artery, Right Left @8533ZZ Right 035S 
| Defibrillator Generator Right 08523ZZ Thyroid 
Sea ah ge Anus @D5Q Left 035V 
este : ‘ Aorta Right 035U 
Defibrotide Sodium Anticoagulant XW@ Abébminal UInér 
Defitelio use Defibrotide Sodium Anticoagulant Thehacic Left 035A 
Ascending/Arch @25X Right 0359 
Descending 025W Upper 035Y 


ICD-10-PCS 2021 


Destruction 
Destruction — continued Destruction — continued Destruction — continued 
Artery — continued Bursa and Ligament — continued Ear — continued 
Vertebral Shoulder — continued Inner 
Left 035Q Right OMS1 Left 095E 
Right 035P Spine Right 95D 
Atrium Lower 8M5D idl 
Left 0257 Middle 
eraliaose Upper OM5C Left 0956 
h ae C Sternum OM5F Right 0955 
a 1) erga Upper Extremity Endometrium 0U5B 
e Left @M5B Epididymis 
Right 0959 Right OM59 Bilateral OVSL 
Basal Ganglia 0058 Wrist Left OV5K 
Bladder OT5B Left M56 i 
Bladder Neck OTSC Rigg oN 
_ Right OM55 Epiglottis @C5SR 
Bone : Carina B52 Esophagogastric Junction @D54 
Ethmoid Carotid Bodies, Bilateral G58 Esophagus @D55 
Left ONSG Carotid Body Lower 0D53 
Right ON5F Left @G56 Middle @D52 
Frontal ON51 Right 0G57 Upper 0D51 
Hyoid @N5X Carpal Eustachian Tube 
Lacrimal Left OP5N Left 95G 
Left ON5J Right @P5M Right @95F 
Right ONSH Cecum @D5H Eye 
Nasal ONSB Cerebellum 005C Left @851XZZ 
Occipital ON57 Cerebral Hemisphere 0057 Right 8850XZZ 
Palatine Cerebral Meninges 0051 Eyelid 
Left ONSL Cerebral Ventricle 8056 Lower 
Right ON5K Cervix @U5C Left @85R 
Parietal Chordae Tendineae 0259 Right 885Q 
Left N54 Choroid Upper 
Right ON53 Left 085B Left 085P 
Pelvic Right 085A Right 085N 
Left 0Q53 Cisterna Chyli 075L Fallopian Tube 
Right 6Q52 Clavicle Left 0U56 
Sphenoid @N5C Left OP5B Right @U55 
Temporal Right P59 Fallopian Tubes, Bilateral @U57 
Left @N56 Clitoris @U5J Femoral Shaft 
Right ON55 Coccygeal Glomus 8G5B Left 2Q59 
Zygomatic Coccyx 8Q5S Right Q58 
Left ONSN Colon Femur 
Right NSM Ascending 0D5K Lower 
Brain 6050 Descending 2D5M Left GQ5C 
Breast Sigmoid OD5N Right 2Q5B 
Bilateral GH5V Transverse OD5L Upper 
Left @H5U Conduction Mechanism 0258 Left 6Q57 
Right HST Conjunctiva Right 8Q56 
Bronchus Left @85TXZZ Fibula 
Lingula B59 Right @85SXZZ Left BQ5K 
Lower Lobe Cord Right Q5J 
Left @B5B Bilateral BV5H Finger Nail OHSQXZZ 
Right B56 Left V5G Gallbladder 0F54 
Main Right OV5F Gingiva 
Left B57 Cornea Lower C56 
Right B53 Left 0859XZZ Upper 8C55 
Middle Lobe, Right @B55 Right @858XZZ Gland 
Upper Lobe Cul-de-sac OU5F Adrenal 
Left B58 Diaphragm @B5T Bilateral @G54 
Right B54 Disc Left G52 
Buccal Mucosa 0C54 Cervical Vertebral @R53 Right G53 
Bursa and Ligament Cervicothoracic Vertebral R55 Lacrimal 
Abdomen Lumbar Vertebral 0552 Left 085W 
Left 6M5J Lumbosacral S54 Right @85V 
Right @M5H Thoracic Vertebral R59 Minor Salivary @C5J 
Ankle Thoracolumbar Vertebral OR5B Parotid 
Left @M5R Duct Left @C59 
Right BM5Q Common Bile F59 Right C58 
Elbow Cystic OF58 Pituitary G50 
Left M54 Hepatic Sublingual 
Right M53 Common @F57 Left OC5F 
Foot Left OF56 Right OCSD 
Left MST Right OF55 Submaxillary 
Right @M5S Lacrimal Left C5H 
Hand Left @85Y Right @C5G 
Left @M58 Right 885X Vestibular OUSL oa 
Right @M57 Pancreatic @F5D Glenoid Cavity 4 
Head and Neck M50 Accessory OF5F Left @P58 rad 
Hip Parotid Right P57 c 
Left @M5M Left OC5C Glomus Jugulare @G5C a 
Right OMSL Right 9C5B Humeral Head o 
Knee Duodenum 0D59 Left OP5D = 
Left @M5P Dura Mater 0052 Right OP5C | : 
Right @M5N Ear Humeral Shaft 
Lower Extremity External Left OP5G e 
Left @MSW Left 0951 Right @P5F 14 
Right BM5V Right 950 Hymen @U5K = 
Perineum OMSK External Auditory Canal Hypothalamus 005A e 
Rib(s) OM5G Left 0954 lleocecal Valve OD5C = 
Shoulder Right 0953 lleum @D5B S 
Left M52 
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Destruction 


Destruction — continued 
Intestine 
Large @D5E 
Left @D5G 
Right @D5F 
Small @D58 
lris 
Left @85D3ZZ 
Right 885C3ZZ 
Jejunum @D5A 
Joint 
Acromioclavicular 
Left @R5H 
Right @R5G 
Ankle 
Left @S5G 
Right @S5F 
Carpal 
Left @R5R 
Right @R5Q 
Carpometacarpal 
Left OR5T 
Right @R5S 
Cervical Vertebral @R51 
Cervicothoracic Vertebral @R54 
Coccygeal 0556 
Elbow 
Left @R5M 
Right OR5L 
Finger Phalangeal 
Left @R5X 
Right ORSW 
Hip 
Left @S5B 
Right S59 
Knee 
Left @S5D 
Right S5C 
Lumbar Vertebral @S50 
Lumbosacral @S53 
Metacarpophalangeal 
Left @R5V 
Right OR5U 
Metatarsal-Phalangeal 
Left S5N 
Right OS5M 
Occipital-cervical OR50 
Sacrococcygeal 0S55 
Sacroiliac 
Left @S58 
Right 0S57 
Shoulder 
Left OR5K 
Right OR5J 
Sternoclavicular 
Left OR5F 
Right @R5E 
Tarsal 
Left @S5J 
Right @S5H 
Tarsometatarsal 
Left @S5L 
Right OS5K 
Temporomandibular 
Left @R5D 
Right @R5C 
Thoracic Vertebral @R56 
Thoracolumbar Vertebral @R5A 
Toe Phalangeal 
Left @S5Q 
Right @S5P 
Wrist 
Left OR5P 
Right OR5N 
Kidney 
Left 0151 
Right 8750 
Kidney Pelvis 
Left @T54 
Right 0753 
Larynx @C5S 
Lens 
Left @85K3ZZ 
Right 985J3ZZ 
Lip 
Lower 6C51 
Upper 9C59 
Liver OF50 


Destruction — continued 
Liver — continued 
Right Lobe OF51 
Lung 
Bilateral OB5M 
Left @B5L 
Lower Lobe 
Left @B5J 
Right @B5F 
Middle Lobe, Right 8B5D 
Right @B5K 
Upper Lobe 
Left @B5G 
Right @B5C 
Lung Lingula B5H 
Lymphatic 
Aortic 75D 
Axillary 
Left 0756 
Right 0755 
Head 0750 
Inguinal 
Left 075) 
Right 075H 
Internal Mammary 
Left 0759 
Right 0758 
Lower Extremity 
Left 075G 
Right 875F 
Mesenteric @75B 
Neck 
Left 0752 
Right 0751 
Pelvis 675C 
Thoracic Duct 075K 
Thorax 0757 
Upper Extremity 
Left 0754 
Right 8753 
Mandible 
Left ON5V 
Right NST 
Maxilla @N5R 
Medulla Oblongata 5D 
Mesentery 8D5V 
Metacarpal 
Left @P5Q 
Right OP5P 
Metatarsal 
Left Q5P 
Right GQ5N 
Muscle 
Abdomen 
Left @K5L 
Right @K5K 
Extraocular 
Left 085M 
Right 85L 
Facial OK51 
Foot 
Left @KSW 
Right OK5V 
Hand 
Left @K5D 
Right @K5C 
Head @K50 
Hip 
Left @KSP 
Right OK5N 
Lower Arm and Wrist 
Left @K5B 
Right @K59 
Lower Leg 
Left @K5T 
Right @K5S 
Neck 
Left 0K53 
Right @K52 
Papillary 25D 
Perineum @K5M 
Shoulder 
Left 0K56 
Right @K55 
Thorax 
Left OK5J 
Right @K5H 
Tongue, Palate, Pharynx 8K54 
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Destruction — continued 
Muscle — continued 
Trunk 
Left @K5G 
Right OK5F 
Upper Arm 
Left K58 
Right @K57 
Upper Leg 
Left OK5R 
Right @K5Q 
Nasal Mucosa and Soft Tissue 095K 
Nasopharynx @95N 
Nerve 
Abdominal Sympathetic 615M 
Abducens @@5L 
Accessory 205R 
Acoustic @O5N 
Brachial Plexus 8153 
Cervical 0151 
Cervical Plexus 8150 
Facial 05M 
Femoral 815D 
Glossopharyngeal 095P 
Head and Neck Sympathetic 015K 
Hypoglossal 95S 
Lumbar 015B 
Lumbar Plexus 0159 
Lumbar Sympathetic 915N 
Lumbosacral Plexus 015A 
Median 6155 
Oculomotor 905H 
Olfactory 805F 
Optic 995G 
Peroneal 015H 
Phrenic 6152 
Pudendal 015C 
Radial 6156 
Sacral 015R 
Sacral Plexus 815Q 
Sacral Sympathetic 15P 
Sciatic 015F 
Thoracic 0158 
Thoracic Sympathetic 015L 
Tibial @15G 
Trigeminal 805K 
Trochlear 005J 
Ulnar 0154 
Vagus 05Q 
Nipple 
Left @H5X 
Right BHSW 
Omentum @D5U 
Orbit 
Left @N5Q 
Right @N5P 
Ovary 
Bilateral @U52 
Left @U51 
Right @U50 
Palate 
Hard @C52 
Soft 8C53 
Pancreas OF5G 
Para-aortic Body 0G59 
Paraganglion Extremity OG5F 
Parathyroid Gland @G5R 
Inferior 
Left @G5P 
Right @G5N 
Multiple @G5Q 
Superior 
Left @G5M 
Right @G5L 
Patella 
Left @Q5F 
Right GQ5D 
Penis @V5S 
Pericardium @25N 
Peritoneum @D5W 
Phalanx 
Finger 
Left OP5V 
Right @P5T 
Thumb 
Left @P5S 
Right @P5R 
Toe 


Left Lobe @F52 Left @Q5R 
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Destruction — continued 
Phalanx — continued 
Toe — continued 
Right 8Q5Q 
Pharynx OC5M 
Pineal Body 0G51 
Pleura 
Left @B5P 
Right @B5N 
Pons 005B 
Prepuce OV5T 
Prostate 0V50 
Robotic Waterjet Ablation XV508A4 
Radius 
Left @P5J 
Right OP5H 
Rectum @D5P 
Retina 
Left @85F3ZZ 
Right 85E3ZZ 
Retinal Vessel 
Left @85H3ZZ 
Right 885G3ZZ 
Ribs 
1to2@P51 
3 or More @P52 
Sacrum 9Q51 
Scapula 
Left @P56 
Right P55 
Sclera 
Left @857XZZ 
Right 0856XZZ 
Scrotum @V55 
Septum 
Atrial 0255 
Nasal 095M 
Ventricular 225M 
Sinus 
Accessory 095P 
Ethmoid 
Left 095V 
Right 095U 
Frontal 
Left 095T 
Right 095S 
Mastoid 
Left 895C 
Right 095B 
Maxillary 
Left 095R 
Right 95Q 
Sphenoid 
Left 95X 
Right 95W 
Skin 
Abdomen @H57XZ 
Back @H56XZ 
Buttock @H58XZ 
Chest @H55XZ 
Ear 
Left @H53XZ 
Right @H52XZ 
Face @H51XZ 
Foot 
Left GHSNXZ 
Right BHSMXZ 
Hand 
Left DHSGXZ 
Right @H5FXZ 
Inguinal BHSAXZ 
Lower Arm 
Left OHSEXZ 
Right BHSDXZ 
Lower Leg 
Left GH5LXZ 
Right @H5KXZ 
Neck @H54XZ 
Perineum @H59XZ 
Scalp GBH5OXZ 
Upper Arm 
Left BHSCXZ 
Right @H5BXZ 
Upper Leg 
Left GH5JXZ 
Right BHSHXZ 
Skull @N50 
Spinal Cord 
Cervical @05W 


Destruction — continued 
Spinal Cord — continued 


Lumbar @05Y 
Thoracic 005X 
Spinal Meninges @05T 
Spleen 075P 
Sternum OP50 
Stomach 0D56 . 
Pylorus @D57 


Subcutaneous Tissue and Fascia 


Abdomen 0J58 
Back 0)57 
Buttock 0J59 
Chest 0)56 
Face @J51 
Foot 
Left QJ5R 
Right 0J5Q 
Hand 
Left 0J5K 
Right QJ5J 
Lower Arm 
Left 0J5H 
Right 0J5G 
Lower Leg 
Left @J5P 
Right QJ5N 
Neck 
Left 0J55 
Right 0J54 
Pelvic Region 0J5C 
Perineum @J5B 
Scalp J58 
Upper Arm 
Left QJ5F 
Right @J5D 
Upper Leg 
Left 0J5M 
Right @J5L 
Tarsal 
Left @Q5M 
Right GQ5L 
Tendon 
Abdomen 
Left @L5G 
Right @LSF 
Ankle 
Left OL5T 
Right @L5S 
Foot 
Left @LSW 
Right @L5V 
Hand 
Left @L58 
Right 0L57 


Head and Neck @L58 


Hip 
Left OL5K 
Right @L5J 
Knee 
Left OL5R 
Right @L5Q 


Lower Arm and Wrist 


Left OL56 
Right @L55 
Lower Leg 
Left OL5P 
Right @L5N 
Perineum @L5H 
Shoulder 
Left OL52 
Right 8L51 
Thorax 
Left @L5D 
Right @L5C 
Trunk 
Left @L5B 
Right @L59 
Upper Arm 
Left @L54 
Right @L53 
Upper Leg 
Left OL5M 
Right @L5L 
Testis 
Bilateral OV5C 
Left @V5B 
Right @V59 
Thalamus 0059 


WY Subterms under main terms may continue to next column or page 


Destruction — continued 
Thymus 075M 
Thyroid Gland @G5K 

Left Lobe @G5G 
Right Lobe 8G5H 
Tibia 
Left 8Q5H 
Right ZQ5G 
Toe Nail @HSRXZZ 
Tongue @C57 
Tonsils @C5P 
Tooth 
Lower @C5X 
Upper CSW 
Trachea B51 
Tunica Vaginalis 
Left OV57 
Right 0V56 
Turbinate, Nasal @95L 
Tympanic Membrane 
Left 8958 
Right 0957 
Ulna 
Left @P5L 
Right OP5K 
Ureter 
Left @T57 
Right 756 
Urethra @T5D 
Uterine Supporting Structure 6U54 
Uterus U59 
Uvula @C5N 
Vagina U5G 
Valve 
Aortic 25F 
Mitral @25G 
Pulmonary 925H 
Tricuspid 025) 
Vas Deferens 
Bilateral @V5Q 
Left @V5P 
Right V5N 
Vein 
Axillary 
Left 6558 
Right 0557 
Azygos 0550 
Basilic 
Left 055C 
Right 055B 
Brachial 
Left 055A 
Right 0559 
Cephalic 
Left @55F 
Right @55D 
Colic 0657 
Common lliac 
Left 65D 
Right 065C 
Coronary 0254 
Esophageal 0653 
External Iliac 
Left 65G 
Right @65F 
External Jugular 
Left 0550 
Right @55P 
Face 
Left 055V 
Right @55T 
Femoral 
Left 65N 
Right 65M 
Foot 
Left G65V 
Right 065T 
Gastric 0652 
Hand 
Left @55H 
Right 055G 
Hemiazygos 0551 
Hepatic 9654 
Hypogastric 
Left 065) 
Right 65H 
Inferior Mesenteric 0656 
Innominate 
Left 0554 
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Destruction 


Destruction — continued 
Vein — continued 


Right 0553 
Internal Jugular 
Left @55N 
Right 055M 
Intracranial O55L 
Lower 065Y 
Portal 0658 
Pulmonary 
Left @25T 
Right 25S 
Renal 
Left 065B 
Right 0659 
Saphenous 
Left 065Q 
Right 065P 
Splenic 8651 
Subclavian 
Left 0556 
Right 0555 
Superior Mesenteric 0655 
Upper O55Y 
Vertebral 
Left @55S 
Right @55R 
Vena Cava 
Inferior 0656 
Superior 825V 
Ventricle 
Left @25L 
Right 825K 
Vertebra 
Cervical @P53 
Lumbar 8Q58 
Thoracic @P54 
Vesicle 
Bilateral @V53 
Left 6V52 
Right 0V51 
Vitreous 
Left 08553ZZ 
Right 08543ZZ 
Vocal Cord 
Left @C5V 
Right @C5T 
Vulva @™U5M 
Detachment 
Arm 
Lower 
Left OX6FOZ 
Right X6D9Z 
Upper 
Left @X690Z 
Right OX680Z 
Elbow Region 
Left OX6COZZ 
Right @X6BOZZ 
Femoral Region 
Left QY680ZZ 
Right BY670ZZ 
Finger 
Index 
Left OX6PO@Z 
Right OX6NOZ 
Little 
Left OX6WOZ 
Right BX6VGZ 
Middle 
Left OX6ROZ 
Right X6QGZ 
Ring 
Left OX6TOZ 
Right BX6S0Z 
Foot 
Left BY6NOZ 
Right BY6M@Z 
Forequarter 
Left @X619ZZ 
Right BX6G0ZZ 
Hand 
Left OX6KOZ 
Right OX6JOZ 
Hindquarter 
Bilateral QY640ZZ 
Left Y630ZZ 
Right BY620ZZ 
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Innominate — continued © 


Detachment — continued 
Knee Region 
Left DY6G@ZZ 
Right @Y6FOZZ 
Leg 
Lower 
Left QY6JOZ 
Right BY6HOZ 
Upper 
Left BY6DOZ 
Right BY6COZ 
Shoulder Region 
Left 9X630ZZ 
Right X620ZZ 
Thumb 
Left BX6MGZ 
Right OX6L0Z 
Toe 
Ist 
Left DY6Q0Z 
Right OY6POZ 
2nd 
Left DY6SOZ 
Right Y6ROZ 
3rd 
Left DY6UGZ 
Right BY6TOZ 
4th 
Left BY6WOZ 
Right ®Y6VOZ 
5th 
Left BY6YZ 
Right BY6X0Z 
Determination, Mental status GZ14ZZZ 
Detorsion 
see Release 
see Reposition 
Detoxification Services, for substance abuse 
HZ2ZZZZ 
Device Fitting FODZ 
Diagnostic Audiology see Audiology, Diagnostic 
Diagnostic imaging see Imaging, Diagnostic 
Diagnostic radiology see Imaging, Diagnostic 
Dialysis 
Hemodialysis see Performance, Urinary 5A1D 
Peritoneal 3E1M39Z 
Diaphragma sellae use Dura Mater 


Diaphragmatic pacemaker generator use Stimulator 


Generator in Subcutaneous Tissue and Fascia 
Diaphragmatic Pacemaker Lead 
Insertion of device in, Diaphragm @BHT 
Removal of device from, Diaphragm @BPT 
Revision of device in, Diaphragm @BWT 
Digital radiography, plain see Plain Radiography 
Dilation 
Ampulla of Vater 0F7C 
Anus 8D7Q 
Aorta 
Abdominal 
Thoracic 
Ascending/Arch 027X 
Descending 027W 
Artery 
Anterior Tibial 
Left 247Q 
Sustained Release Drug-eluting 
Intraluminal Device 
X27Q385 
Four or More X27Q3C5 
Three X27Q3B5 
Two X270395 
Right 047P 
Sustained Release Drug-eluting 
Intraluminal Device 
X27P385 
Four or More X27P3C5 
Three X27P3B5 
Two X27P395 
Axillary 
Left 0376 
Right 0375 
Brachial 
Left 0378 
Right 0377 
Celiac 0471 
Colic 
Left 0477 
Middle 0478 


W Subterms under main terms may continue to next column or naqe 


Dilation — continued 
Artery — continued 
Colic — continued 
Right 9476 
Common Carotid 
Left 037J 
Right 37H 
Common lliac 
Left 847D 
Right 047C 
Coronary 
Four or More Arteries 9273 
One Artery 9279 
Three Arteries 0272 
Two Arteries 8271 
External Carotid 
Left 637N 
Right 937M 
External Iliac 
Left 6475 
Right 947H 
Face 037R 
Femoral 
Left 047L 
Sustained Release Drug-eluting 
Intraluminal Device 
X27J385 
Four or More X27J3C5 
Three X27J3B5 
* — Two X27J395 
Right 047K 
Sustained Release Drug-eluting 
Intraluminal Device 
X27H385 
Four or More X27H3C5 
Three X27H3B5 
Two X27H395 
Foot 
Left @47W 
Right 947V 
Gastric 8472 
Hand 
Left 037F 
Right 37D 
Hepatic 0473 
Inferior Mesenteric 047B 
Innominate 0372 
Internal Carotid 
Left 037L 
Right 837K 
Internal Iliac 
Left 047F 
Right 047E 
Internal Mammary 
Left 0371 
Right 0370 
Intracranial 037G 
Lower 047Y 
Peroneal 
Left @47U 
Sustained Release Drug-eluting 
Intraluminal Device 
X27U385 
Four or More X27U3C5 
Three X27U3B5 
Two X27U395 
Right 047T 
Sustained Release Drug-eluting 
Intraluminal Device 
X27T385 
Four or More X27T3C5 
Three X27T3B5 
Two X271395 
Popliteal 
Left 047N 
Left Distal 
Sustained Release Drug-eluting 
Intraluminal Device 
X27N385 
Four or More X27N3C5 
Three X27N3B5 
Two X27N395 
Left Proximal 
Sustained Release Drug-eluting 
Intraluminal Device 
X27L385 
Four or More X27L3C5 
Three X27L3B5 
Two X27L395 
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Dilation — continued 
Artery — continued 
Popliteal — continued 
Right 847M 
Right Distal 
Sustained Release Drug-eluting 
Intraluminal Device 
X27M385 
Four or More X27M3C5 
Three X27M3B5 
Two X27M395 
Right Proximal 
Sustained Release Drug-eluting 
Intraluminal Device 
X27K385 
Four or More X27K3C5 
Three X27K3B5 
Two X27K395 
Posterior Tibial 
Left 0475S 
Sustained Release Drug-eluting 
Intraluminal Device 
X27S385 
Four or More X27S3C5 
Three X27S3B5 
Two X27S395 
Right 047R 
Sustained Release Drug-eluting 
Intraluminal Device 
X27R385 
Four or More X27R3C5 
Three X27R3B5 
Two X27R395 
Pulmonary 
Left @27R 
Right 627Q 
Pulmonary Trunk 027P 
Radial 
Left 037C 
Right 037B 
Renal 
Left 047A 
Right 0479 
Splenic 8474 
Subclavian 
Left 0374 
Right 0373 
Superior Mesenteric 0475 
Temporal 
Left 037T 
Right 037S 
Thyroid 
Left 037V 
Right 037U 
Ulnar 
Left 037A 
Right 0379 
Upper 037Y 
Vertebral 
Left 37Q 
Right 837P 
Bladder @1T7B 
Bladder Neck @T7C 
Bronchus 
Lingula @B79 
Lower Lobe 
Left @B7B 
Right 0B76 
Main 
Left B77 
Right 0B73 
Middle Lobe, Right 9B75 
Upper Lobe 
Left @B78 
Right B74 
Carina @B72 
Cecum @D7H 
Cerebral Ventricle 0076 
Cervix @U7C 
Colon 
Ascending 8D7K 
Descending 8D7M 
Sigmoid OD7N 
Transverse @D7L 
Duct 
Common Bile @F79 
_ Cystic OF78 
_ Hepatic 
Common @F77 


Dilation — continued 
Duct — continued 
Hepatic — continued 
Left 0F76 
Right OF75 
Lacrimal 
Left 087Y 
Right 087X 
Pancreatic @F7D 
Accessory OF7F 
Parotid 
Left OC7C 
Right ®C7B 
Duodenum @D79 
Esophagogastric Junction @D74 
Esophagus 0D75 
Lower @D73 
Middle 0D72 
Upper 0D71 
Eustachian Tube 
Left 097G 
Right 097F 
Fallopian Tube 
Left @U76 
Right @U75 
Fallopian Tubes, Bilateral @U77 
Hymen 8U7K 
lleocecal Valve @D7C 
lleum @D7B 
Intestine 
Large @D7E 
Left @D7G 
Right @D7F 
Small @D78 
Jejunum @D7A 
Kidney Pelvis 
Left 0174 
Right 0173 
Larynx 9C7S 
Pharynx 0C7M 
Rectum @D7P 
Stomach 9D76 
Pylorus @D77 
Trachea @B71 
Ureter 
Left 0177 
Right 0176 
Ureters, Bilateral 8178 
Urethra @T7D 
Uterus 8U79 
Vagina 8U7G 
Valve 
Aortic 927F 
Mitral 027G 
Pulmonary 027H 
Tricuspid 027) 
Vas Deferens 
Bilateral 2V7Q 
Left @V7P 
Right OV7N 
Vein 
Axillary 
Left 0578 
Right 0577 
Azygos 0579 
Basilic 
Left 057C 
Right 057B 
Brachial 
Left 057A 
Right 0579 
Cephalic 
Left 057F 
Right 057D 
Colic 8677 
Common lliac 
Left 067D 
Right 067C 
Esophageal 8673 
External Iliac 
Left 067G 
Right 067F 
External Jugular 
Left @57Q 
Right 057P 
Face 
Left 057V 
Right 057T 


W Subterms under main terms may continue to next column or page 


Division 


Dilation — continued 
Vein — continued 
Femoral 
Left 67N 
Right 67M 
Foot 
Left 867V 
Right 267T 
Gastric 9672 
Hand 
Left 057H 
Right 057G 
Hemiazygos 0571 
Hepatic 0674 
Hypogastric 
Left 067) 
Right 67H 
Inferior Mesenteric 8676 
Innominate 
Left 0574 
Right 0573 
Internal Jugular 
Left 057N 
Right 257M 
Intracranial @57L 
Lower 067Y 
Portal 0678 
Pulmonary 
Left 027T 
Right 0275 
Renal 
Left 067B 
Right 679 
Saphenous 
Left 267Q 
Right 967P 
Splenic 0671 
Subclavian 
Left 0576 
Right 0575 
Superior Mesenteric 8675 
Upper 057Y 
Vertebral 
Left 0575S 
Right @57R 
Vena Cava 
Inferior 0670 
Superior 027V 
Ventricle 
Left @27L 
Right 027K 
Direct Lateral Interbody Fusion (DLIF) device use 
Interbody Fusion Device in Lower Joints 
Disarticulation see Detachment 
Discectomy, diskectomy 
see Excision, Lower Joints @SB 
see Excision, Upper Joints ORB 
see Resection, Lower Joints OST 
see Resection, Upper Joints ORT 
Discography 
see Fluoroscopy, Axial Skeleton, Except Skull and 
Facial Bones BR1 
see Plain Radiography, Axial Skeleton, Except Skull 
and Facial Bones BR@ 
Dismembered pyeloplasty see Repair, Kidney Pelvis 
Distal humerus 
use Humeral Shaft, Left 
use Humeral Shaft, Right 
Distal humerus, involving joint 
use Elbow Joint, Left 
use Elbow Joint, Right 
Distal radioulnar joint 
use Wrist Joint, Left 
use Wrist Joint, Right 
Diversion see Bypass 
Diverticulectomy see Excision, Gastrointestinal System 
ODB 
Division 
Acetabulum 
Left 8Q85 
Right 8084 
Anal Sphincter @D8R 
Basal Ganglia 9088 
Bladder Neck @T8C 
Bone 
Ethmoid 
Left N8G 
Right ON8F 
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Division 


Division — continued 
Bone — continued 
Frontal @N81 
Hyoid @N8X 
Lacrimal 
Left @N8J 
Right ON8H 
Nasal @N8B 
Occipital N87 
Palatine 
Left ON8L 
Right ON8K 
Parietal 
Left N84 
Right N83 
Pelvic 
Left 6Q83 
Right 0Q82 
Sphenoid N8C 
Temporal 
Left GN86 
Right N85 
Zygomatic 
Left ON8N 
Right BN8M 
Brain 6080 
Bursa and Ligament 
Abdomen 
Left M83 
Right @M8H 
Ankle 
Left @M8R 
Right @M8Q 
Elbow 
Left 6M84 
Right M83 
Foot 
Left @M8T 
Right OM8S 
Hand 
Left OM88 
Right M87 
Head and Neck @M8@ 
Hip 
Left @M8M 
Right OM8L 
Knee 
Left @M8P 
Right OM8N 
Lower Extremity 
Left @M8W 
Right BM8V 
Perineum OM8K 
Rib(s) OM8G 
Shoulder 
Left @M82 
Right M81 
Spine 
Lower 8M8D 
Upper @M8C 
Sternum @M8F 
Upper Extremity 
Left @M8B 
Right @M89 
Wrist 
Left @M86 
Right @M85 
Carpal 
Left OP8N 
Right @P8M 
Cerebral Hemisphere 0087 
Chordae Tendineae 0289 
Clavicle 
Left OP8B 
Right @P89 
Coccyx 08S 
Conduction Mechanism 0288 
Esophagogastric Junction 8D84 
Femoral Shaft 
Left 6Q89 
Right 0088 
Femur 
Lower 
Left BQ8C 
Right 8Q8B 
Upper 
Left 0Q87 
Right Q86 
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Division — continued 
Fibula 
Left ZQ8K 
Right 8Q8J 
Gland, Pituitary 0G80 
Glenoid Cavity 
Left @P88 
Right P87 
Humeral Head 
Left @P8D 
Right OP8C 
Humeral Shaft 
Left @P8G 
Right OP8F 
Hymen @U8K 
Kidneys, Bilateral 6782 
Mandible 
Left ON8V 
Right @N8T 
Maxilla @N8R 
Metacarpal 
Left @P8Q 
Right @P8P 
Metatarsal 
Left Q8P 
Right Q8N 
Muscle 
Abdomen 
Left OK8L 
Right SK8K 
Facial OK81 
Foot 
Left @K8W 
Right 6K8V 
Hand 
Left @K8D 
Right SK8C 
Head @K8d 
Hip 
Left @K8P 
Right @K8N 
Lower Arm and Wrist 
Left @K8B 
Right GK89 
Lower Leg 
Left @K8T 
Right OK8S 
Neck 
Left @K83 
Right @K82 
Papillary 28D 
Perineum OK8M 
Shoulder 
Left GK86 
Right 0K85 
Thorax 
Left OK8J 
Right 0K8H 
Tongue, Palate, Pharynx 8K84 
Trunk 
Left @K8G 
Right OK8F 
Upper Arm 
Left OK88 
Right 8K87 
Upper Leg 
Left OK8R 
Right @K8Q 
Nerve 
Abdominal Sympathetic 018M 
Abducens @@8L 
Accessory 008R 
Acoustic @08N 
Brachial Plexus 0183 
Cervical 0181 
Cervical Plexus 0180 
Facial 08M 
Femoral 018D 
Glossopharyngeal 008P 
Head and Neck Sympathetic 018K 
Hypoglossal 88S 
Lumbar 018B 
Lumbar Plexus 0189 
Lumbar Sympathetic 018N 
Lumbosacral Plexus 018A 
Median 8185 
Oculomotor @08H 
Olfactory 808F 
Optic 008G 
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Nerve — continued 
Peroneal 18H 
Phrenic 0182 
Pudendal 018C 
Radial 8186 
Sacral 018R 
Sacral Plexus 918Q 
Sacral Sympathetic @18P 
Sciatic 018F 
Thoracic 188 
Thoracic Sympathetic 018L 
Tibial 818G 
Trigeminal 908K 
Trochlear 088) 
Ulnar 9184 
Vagus 848Q 

Orbit 
Left SN8Q 
Right ON8P 

Ovary 
Bilateral @U82 
Left @U81 
Right U8@ 

Pancreas OF8G 

Patella 
Left Q8F 
Right Q8D 

Perineum, Female @W8NXZZ 

Phalanx” 

Finger 
Left OP8V 
Right @P8T 
Thumb 
Left OP8S 
Right @P8R 
Toe 
Left Q8R 
Right Q8Q 

Radius 
Left @P8J 
Right @P8H 

Ribs 
1 to 2 P81 
3 or More P82 

Sacrum 8Q81 

Scapula 
Left OP86 
Right @P85 

Skin 
Abdomen @H87XZZ 
Back @H86XZZ 
Buttock @H88XZZ 
Chest @H85XZZ 
Ear 

Left @H83XZZ 

Right @H82XZZ 
Face @H81XZZ 
Foot 

Left GH8NXZZ 

Right OH8MXZZ 
Hand 

Left @H8GXZZ 

Right OH8FXZZ 
Inguinal BH8AXZZ 
Lower Arm 

Left @H8EXZZ 

Right @H8DXZZ 
Lower Leg 

Left OH8LXZZ 

Right @H8KXZZ 
Neck @H84XZZ 
Perineum @H89XZZ 
Scalp @H8@XZZ 
Upper Arm 

Left GH8CXZZ 

Right @H8BXZZ 
Upper Leg 

Left GH8JXZZ 

Right @H8HXZZ 

Skull ON8@ 

Spinal Cord 
Cervical @@8W 
Lumbar @08Y 
Thoracic 088X 

Sternum OP8d 

Stomach, Pylorus 6D87 

Subcutaneous Tissue and Fascia 
Abdomen @J88 
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Drainage 
Division — continued Division — continued Drainage — continued 
Subcutaneous Tissue and Fascia — continued Vertebra Artery — continued 
Back 0J87 Cervical @P83 Hand 
Buttock 0J89 Lumbar 0Q80 Left @39F 
Chest 0J86 Thoracic OP84 Right 39D 
Face 0J81 Doppler study see Ultrasonography Hepatic 0493 
Foot Dorsal digital nerve use Radial Nerve Inferior Mesenteric 0498 
Left GJ8R Dorsal metacarpal vein Innominate 9392 
Right 0J8Q use Hand Vein, Left Internal Carotid 
Hand use Hand Vein, Right Left 039L 
Left 0J8K Dorsal metatarsal artery Right 039K 
Right 08) use Foot Artery, Left Internal Iliac 
Head and Neck @J8S use Foot Artery, Right Left O49F 
Lower Arm Dorsal metatarsal vein port B49E 
Left 0J8H use Foot Vein, Left ma piled 
Right 0J8G use Foot Vein, Right 4 hegaon 
Lower Extremity 0J8W Dorsal scapular artery pari iacee 
Lower Leg use Subclavian Artery, Left Intracranial 039' 
Left 0J8P F Aah Lower 049Y 
F use Subclavian Artery, Right Persneal 
— mIBN Dorsal scapular nerve use Brachial Plexus Left 049U 
Left 0/85 Dorsal venous arch Right 049T 
Right 0/84 use Foot Vein, Left Popliteal 
Pelvic Region 0J8C use Foot Vein, Right Left 049N 
Perineum 0J8B Dofsalis pedis artery Right 049M 
Scalp 0)80 use Anterior Tibial Artery, Left Posterior Tibial 
Trunk QJ8T use Angerior Tibial Artery, Right Left 0495 
Upper Arm DownStream System 5A0512C, 5A@522C Right 049R 
Left 0J8F Drainage Radial 
Right 0J8D Abdominal Wall @W9F Left 039C 
Upper Extremity 0J8V pe ee . oh 939B 
Upper Leg : ena 
Left 0J8M Right 0Q94 Left 049A 
Right 0J8L Adenoids 8C9Q Right 0499 
Trsal Ampulla of Vater @F9C Splenic 0494 
Left 6Q8M Anal Sphincter @D9R Subclavian 
Right GQ8L Ankle Region Left 0394 
Tendon Left BY9L Right 0393 
Abdomen Right BY9K Superior Mesenteric 0495 
Left @L8G Anterior Chamber Temporal 
Right OL8F Left 0893 Left 039T 
Ani Right 0892 Right 0395 
Left OL8T Anus 8D9Q: _ Thyroid 
Right OL8S Aorta, Abdominal 0490 Left 039V 
a Aortic Body @G9D Right 039U 
t ft OL8W Appendix 8D9J Ulnar 
4 ae Arm Left 039A 
ff Lower Right 0399 
pha Left OX9F Upper 039Y 
3 ht GL87 Right @X9D Vertebral 
oe Upper Left 0390 
Reg? and Neck 9180 Left 0x99 Right 039P 
Hin Right 0X98 Auditory Ossicle 
eft = Artery Left 099A 
Right OL8) Anterior Tibial Right 2999 
Knee Left 049Q Axilla 
Left OL8R Right @49P Left 0X95 
Right OL8Q. Axillary Right 0X94 
Lower Arm and Wrist Left 0396 Rack 
beft OL86 Right 0395 Lower OW9L 
Right OL85 Brachial Upper @W9K 
Lower Leg Left 0398 Basal Ganglia 0098 
eit OLSP Right 0397 Bladder OT9B 
Right OLBN Celiac 0491 Bladder Neck OT9C 
Perineum @L8H Colle Fone 
Shoulder Left 0497 Ethmoid 
ip Middle 0498 Left @N9G 
Right OL81 Right 0496 Right ONOF 
Thorax Common Carotid Frontal N91 
Left OL8D Left 039J Hyoid ONOX 
Right GL8C Right 039H Lacrimal 
Trunk Common lliac Left @N9J 
Left OL8B Left 049D Right @N9H 
Right OL89 Right 049C Nasal ON9B 
Upper Arm External Carotid Occipital ON97 2 
Left L84 Left 039N Palatine . 
Right 0L83 Right 039M Left ONOL oOo 
Upper Leg External lliac Right ON9K = 
Left OL8M Left 049) Parietal oe 
Right OL8L i Right 049H Left ON94 = 
Thyroid Gland Isthmus 0G8 Face 039R Right N93 2 
Tibia ‘ Femoral Pelvic e | S 
Left @Q8H Left 049L Left 0Q93 1 
__ Right 8Q8G Right 049K Right 6092 9 
Turbinate, Nasal 898L Fode Sphenoid ON9C = 
Ulna Left 649W Temporal 5 
Left @P8L Right @49V Left ON96 > 
Right OP8K - Gastric 0492 Right ON95 a 
Uterine Supporting Structure 8U84 : : 
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Drainage 


Drainage — continued 
Bone — continued 
Zygomatic 
Left ONON 
Right NOM 
Bone Marrow 979T 
Brain 0890 
Breast 
Bilateral HOV 
Left OH9U 
Right OH9T 
Bronchus 
Lingula @B99 
Lower Lobe 
Left @B9B 
Right @B96 
Main 
Left @B97 
Right @B93 
Middle Lobe, Right @B95 
Upper Lobe 
Left B98 
Right @B94 
Buccal Mucosa @C94 
Bursa and Ligament 
Abdomen 
Left @M9J 
Right ZM9H 
Ankle. 
Left @M9R 
Right 2M9Q 
Elbow 
Left @M94 
Right M93 
Foot 
Left OM9T 
Right @M9S 
Hand 
Left @M98 
Right 0M97 
Head and Neck M90 
Hip 
Left @M9M 
Right @M9L 
Knee ‘ 
Left @M9P 
Right @M9N 
Lower Extremity 
Left @M9W 
Right BM9V 
Perineum OM9K 
Rib(s) OM9G 
Shoulder 
Left @M92 
Right M91 
Spine 
Lower @M9D 
Upper @M9C 
Sternum @M9F 
Upper Extremity 
Left @M9B 
Right @M99 
Wrist 
Left QM96 
Right @M95 
Buttock 
Left Y91 
Right BY9 
Carina @B92 
Carotid Bodies, Bilateral @G98 
Carotid Body 
Left G96 
Right @G97 
Carpal 
Left @PON 
_ Right @P9M 
Cavity, Cranial 2W91 
Cecum @D9H 
Cerebellum @09C 
Cerebral Hemisphere 9097 
Cerebral Meninges 9691 
Cerebral Ventricle 0096 
Cervix @BU9C 
Chest Wall DW98 
Choroid 
Left @89B 
Right 089A 
Cisterna Chyli 079L 


Drainage — continued 
Clavicle 
Left @P9B 
Right @P99 
Clitoris BU9J 
Coccygeal Glomus @G9B 
Coccyx 8Q9S 
Colon 
Ascending 8D9K 
Descending 2D9M 
Sigmoid DON 
Transverse OD9L 
Conjunctiva 
Left 089T 
Right 89S 
Cord 
Bilateral @V9H 
Left @V9G 
Right QV9F 
Cornea 
Left 0899 
Right 0898 
Cul-de-sac QU9F 
Diaphragm @B9T 
Disc 
Cervical Vertebral @R93 
Cervicothoracic Vertebral @R95 
Lumbar Vertebral S92 
Lumbosacral 0S94 
Thoracic Vertebral OR99 
Thoracolumbar Vertebral @R9B 
Duct 
Common Bile F99 
Cystic OF98 
Hepatic 
Common @F97 
Left OF96 
Right OF95 
Lacrimal 
Left O89Y 
Right 889X 
Pancreatic OF9D 
Accessory OF9F 
Parotid 
Left @C9C 
Right 6C9B 
Duodenum @D99 
Dura Mater 0092 
Ear 
External 
Left 8991 
Right 0990 
External Auditory Canal 
Left 8994 
Right 2993 
Inner 
Left 099E 
Right 899D 
Middle 
Left 0996 
Right 8995 
Elbow Region 
Left @X9C 
Right @X9B 
Epididymis 
Bilateral @V9OL 
Left OV9K 
Right @V9J 
Epidural Space, Intracranial 0893 
Epiglottis @C9R 
Esophagogastric Junction 0D94 
Esophagus @D95 
Lower 0D93 
Middle @D92 
Upper @D91 
Eustachian Tube 
Left 899G 
Right @99F 
Extremity 
Lower 
Left Y9B 
Right @Y99 
Upper 
Left 0X97 
Right @X96 
Eye 
Left 0891 
Right 0890 
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Drainage — continued 
Eyelid 
Lower 
Left 89R 
Right 89Q 
Upper 
Left @89P 
Right 089N 
Face @W92 
Fallopian Tube 
Left GU96 
Right @U95 
Fallopian Tubes, Bilateral 0U97 
Femoral Region 
Left BY98 
Right BY97 
Femoral Shaft 
Left Q99 
Right 6098 
Femur 
Lower 
Left @Q9C 
Right ZQ9B 
Upper 
Left 6Q97 
Right 6Q96 
Fibula 
Left GQ9K 
Right 8Q9J 
Finger Nail @H9Q 
Foot 
Left YON 
Right BY9M 
Gallbladder 0F94 
Gingiva 
Lower C96 
Upper 8C95 
Gland 
Adrenal 
Bilateral @G94 
Left @G92 
Right 0G93 
Lacrimal 
Left B89W 
Right @89V 
Minor Salivary 8C9! 
Parotid 
Left C99 
Right @C98 
Pituitary 3G90 
Sublingual 
Left OC9F 
Right @C9D 
Submaxillary 
Left OC9H 
Right 8C9G 
Vestibular @U9L 
Glenoid Cavity 
Left P98 
Right 0P97 
Glomus Jugulare @G9C 
Hand 
Left OX9K 
Right @X9J 
Head W908 
Humeral Head 
Left @P9D 
Right @P9C 
Humeral Shaft 
Left O@P9G 
Right @P9F 
Hymen @U9K 
Hypothalamus 009A 
lleocecal Valve BD9C 
lleum @D9B 
Inguinal Region 
Left GY96 
Right @Y95 
Intestine 
Large @D9E 
Left @D9G 
Right @D9F 
Small @D98 
Iris 
Left 89D 
Right @89C 
Jaw 
Lower @W95 
Upper @W94. 
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Drainage — continued 
Jejunum @D9A 
Joint 
Acromioclavicular 
Left @R9H 
Right RIG 
Ankle 
Left @S9G 
Right @S9F 
Carpal 
Left ROR 
Right R9Q 
Carpometacarpal 
Left OROT 
Right @R9S 
Cervical Vertebral R91 
Cervicothoracic Vertebral @R94 
Coccygeal 0596 
Elbow 
Left GR9M 
Right OROL 
Finger Phalangeal 
Left ROX 
Right GROW 
Hip 
Left @S9B 
Right 8599 
Knee 
Left @S9D 
Right @S9C 
Lumbar Vertebral S90 
Lumbosacral @S93 
Metacarpophalangeal 
Left @ROV 
Right @R9U 
Metatarsal-Phalangeal 
Left @SON 
Right @S9M 
Occipital-cervical OR9O 
Sacrococcygeal 0S95 
Sacroiliac 
Left 0S98 
Right 0597 
Shoulder 
Left GR9K 
Right @R9 
Sternoclavicular 
Left OROF 
Right @R9E 
Tarsal 
Left 0S9J 
Right @S9H 
Tarsometatarsal 
Left OS9L 
Right OS9K 
Temporomandibular 
Left @R9D 
Right OR9C 
Thoracic Vertebral OR96 
Thoracolumbar Vertebral OR9A 
Toe Phalangeal 
Left @S9Q 
Right 0S9P 
Wrist 
Left ROP 
Right RON 
Kidney 
Left 0T91 
Right 8T90 
Kidney Pelvis 
Left 0194 
Right @T93 
Knee Region 
Left OY9G 
Right @Y9F 
Larynx @C9S 
Leg 
Lower 
Left BY9J 
Right @Y9H 
Upper 
Left BY9D 
Right BY9C 
Lens 
Left 89K 
Right 089) 
Lip 
_ Lower 0091 
_ Upper 8098 


Drainage — continued 
Liver OF90 
Left Lobe @F92 
Right Lobe 0F91 
Lung 
Bilateral OB9M 
Left @B9L 
Lower Lobe 
Left @B9J 
Right @B9F 
Middle Lobe, Right @B9D 
Right @B9K 
Upper Lobe 
Left OB9G 
Right @B9C 
Lung Lingula @B9H 
Lymphatic 
Aortic 079D 
Axillary 
Left 0796 
Right 0795 
Head 0790 
Inguinal 
Left 0795 
Right 079H 
Internal Mammary 
Left 0799 
Right 8798 
Lower Extremity 
Left 079G 
Right 079F 
Mesenteric 079B 
Neck 
Left 0792 
Right 0791 
Pelvis 879C 
Thoracic Duct 879K 
Thorax 0797 
Upper Extremity 
Left 0794 
Right 0793 
Mandible 
Left @NOV 
Right ON9T 
Maxilla @NOR 
Mediastinum @W9C 
Medulla Oblongata 09D 
Mesentery D9V 
Metacarpal 
Left @P9Q 
Right @P9P 
Metatarsal 
Left @Q9P 
Right ZQ9N 
Muscle 
Abdomen 
Left OKOL 
Right OK9K 
Extraocular 
Left 89M 
Right @89L 
Facial @K91 
Foot 
Left BKOW 
Right @K9V 
Hand 
Left @K9D 
Right K9C 
Head 0K9B 
Hip 
Left OK9P 
Right KON 
Lower Arm and Wrist 
Left OK9B 
Right 2K99 
Lower Leg 
Left OK9T 
Right OK9S 
Neck 
Left @K93 
Right @K92 
Perineum @K9M 
Shoulder 
Left 0K96 
Right @K95 
Thorax 
Left OK9J 
Right OK9H 
Tongue, Palate, Pharynx 0K94 
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Drainage — continued 


Muscle — continued 
Trunk 
Left OK9G 
Right @K9F 
Upper Arm 
Left 0K98 
Right @K97 
Upper Leg 
Left @KOR 
Right K9Q 
Nasal Mucosa and Soft Tissue 099K 
Nasopharynx 099N 
Neck @W96 
Nerve 
Abdominal Sympathetic 019M 
Abducens @@9L 
Accessory 009R 
Acoustic G9N 
Brachial Plexus 0193 
Cervical 0191 
Cervical Plexus 0198 
Facial 009M 
Femoral 019D 
Glossopharyngeal @49P 
Head and Neck Sympathetic 019K 
Hypoglossal 8089S 
Lumbar 019B 
Lumbar Plexus 0199 
Lumbar Sympathetic 819N 
Lumbosacral Plexus 019A 
Median 0195 
Oculomotor 069H 
Olfactory 009F 
Optic 99G 
Peroneal 019H 
Phrenic 9192 
Pudendal 019C 
Radial 0196 
Sacral @19R 
Sacral Plexus 8190 
Sacral Sympathetic 819P 
Sciatic 019F 
Thoracic 8198 
Thoracic Sympathetic 019L 
Tibial 619G 
Trigeminal 869K 
Trochlear 009) 
Ulnar 0194 
Vagus 809Q 
Nipple 
Left @H9X 
Right OHOW 
Omentum @D9U 
Oral Cavity and Throat 8W93 
Orbit 
Left @N9Q 
Right @N9P 
Ovary 
Bilateral @U92 
Left @U91 
Right 0U90 
Palate 
Hard @C92 
Soft 8C93 
Pancreas @F9G 
Para-aortic Body G99 
Paraganglion Extremity @G9F 
Parathyroid Gland @G9R 
Inferior 
Left @G9P 
Right GON 
Multiple @G9Q 
Superior 
Left @G9M 
Right @G9L 
Patella 
Left QQ9F 
Right Q9D 
Pelvic Cavity 2W9J 
Penis @V9S 
Pericardial Cavity 2W9D 
Perineum 
Female WON 
Male 8@W9M 
Peritoneal Cavity Q2W9G 
Peritoneum @D9W 


Drainage 
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Drainage — continued 
Phalanx 
Finger 
Left OP9V 
Right @P9T 
Thumb 
Left OP9S 
Right @P9R 
Toe 
Left ZQ9R 
Right Q9Q 
Pharynx 2C9M 
Pineal Body 0G91 
Pleura 
Left @B9P 
Right OBON 
Pleural Cavity 
Left 2<W9B 
Right 2W99 
Pons 009B 
Prepuce @V9T 
Products of Conception 
Amniotic Fluid 
Diagnostic 1990 
Therapeutic 1090 
Fetal Blood 1090 
Fetal Cerebrospinal Fluid 1898 
Fetal Fluid, Other 1990 
Fluid, Other 1990 
Prostate OV90 
Radius 
Left OP9J 
Right @P9H 
Rectum @D9P 
Retina 
Left 089F 
Right @89E 
Retinal Vessel 
Left 89H 
Right 089G 
Retroperitoneum @W9H 
Ribs 
1 to 2 @P91 
3 or More @P92 
Sacrum 8Q91 
Scapula 
Left @P96 
Right @P9S 
Sclera 
Left 0897 
Right 896 
Scrotum 0V95 
Septum, Nasal 099M 
Shoulder Region 
Left 0X93 
Right 0X92 
Sinus 
Accessory 099P 
Ethmoid 
Left G99V 
Right 099U 
Frontal 
Left G99T 
Right 6995S 
Mastoid 
Left 099C 
Right 099B 
Maxillary 
Left 99R 
Right 0990 
Sphenoid 
Left 099X 
Right 999W 
Skin 
Abdomen @H97 
Back BH96 
Buttock @H98 
Chest 0H95 
Ear 
Left H93 
Right @H92 
Face 0H91 
Foot 
Left HON 
Right @H9M 
Hand . 
Left BH9G 
Right HOF 
Inguinal GH9A 
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Drainage — continued 
Skin — continued 
Lower Arm 
Left OH9E 
Right GH9D 
Lower Leg 
Left @H9L 
Right GH9K 
Neck @H94 
Perineum @H99 
Scalp 0H99 
Upper Arm 
Left @H9C 
Right GH9B 
Upper Leg 
Left @H9J 
Right @H9H 
Skull ON9@ 
Spinal Canal 0G9U 
Spinal Cord 
Cervical @G9W 
Lumbar @G9Y 
Thoracic @69X 
Spinal Meninges 009T 
Spleen 979P 
Sternum @P9d 
Stomach @D96 
Pylorus @D97 
Subarachnoid Space, Intracranial 6095 
Subcutaneous Tissue and Fascia 
Abdomen @J98 
Back @J97 
Buttock 0J99 
Chest 0J96 
Face QJ91 
Foot 
Left @JOR 
Right 2J9Q 
Hand 
Left QJ9K 
Right 2J9J 
Lower Arm 
Left QJ9H 
Right 09G 
Lower Leg 
Left @J9P 
Right QJON 
Neck 
Left J95 
Right 0J94 
Pelvic Region 0J9C 
Perineum @J9B 
Scalp 0J90 
Upper Arm 
Left QJOF 
Right 2J9D 
Upper Leg 
Left QJ9M 
Right @J9L 
Subdural Space, Intracranial 0094 
Tarsal 
Left @Q9M 
Right GQ9L 
Tendon 
Abdomen 
Left L9G 
Right @L9F 
Ankle 
Left OLOT 
Right @L9S 
Foot 
Left 6L9W 
Right @LOV 
Hand 
Left @L98 
Right @L97 
Head and Neck @L90 
Hip 
Left OL9K 
Right OL9J 
Knee 
Left @LOR 
Right 0L9Q 
Lower Arm and Wrist 
Left OL96 
Right @L95 
Lower Leg 
Left OL9P 
Right OLON 
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Drainage — continued 


Tendon — continued 
Perineum @L9H 
Shoulder 

Left @L92 
Right OL91 
Thorax 
Left @L9D 
Right @L9C 
Trunk 
Left @L9B 
Right OL99 
Upper Arm 
Left L94 
Right OL93 
Upper Leg 
Left BLOM 
Right OLOL 

Testis 
Bilateral @V9C 
Left OV9B 
Right @V99 

Thalamus 8099 

Thymus 079M 

Thyroid Gland G9K 
Left Lobe G9G 
Right Lobe 8G9H 

Tibia 
Left @Q9H 
Right ZQ9G 

Toe Nail @HOR 

Tongue 9C97 

Tonsils @C9P 

Tooth 
Lower 8C9X 
Upper COW 

Trachea @B91 

Tunica Vaginalis 
Left V97 
Right 8V96 

Turbinate, Nasal @99L 

Tympanic Membrane 
Left 8998 
Right 0997 

Ulna 
Left OP9OL 
Right @P9K 

Ureter 
Left @T97 
Right 0196 

Ureters, Bilateral 0198 

Urethra @T9D 

Uterine Supporting Structure @U94 

Uterus @U99 

Uvula @CON 

Vagina 8U9G 

Vas Deferens 
Bilateral 0V9Q 
Left @V9P 
Right @VON 

Vein 
Axillary 

Left 0598 

Right 0597 
Azygos 0598 
Basilic 

Left 059C 

Right 0598 
Brachial 

Left 059A 

Right 0599 
Cephalic 

Left @59F 

Right @59D 
Colic 0697 
Common lliac 

Left 069D 

Right @69C 
Esophageal 0693 
External lliac 

Left 069G 

Right @69F 
External Jugular 

Left 59Q 

Right 059P 
Face 

Left @59V 

Right @59T 


 Subterms under main terms may continue to next column or page 
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Drainage — continued 
Vein — continued 
Femoral 
Left 069N 
Right 69M 
Foot 
Left G69V 
Right 069T 
Gastric 0692 
Hand 
Left 59H 
Right @59G 
Hemiazygos 0591 
Hepatic 0694 
Hypogastric 
Left 695 
Right 069H 
Inferior Mesenteric 0696 
Innominate 
Left 0594 
Right 0593 
Internal Jugular 
Left 59N 
Right 059M 
Intracranial O59L 
Lower 069Y 
Portal 0698 
Renal 
Left 069B 
Right 8699 
Saphenous 
Left 069Q 
Right 069P 
Splenic 0691 
Subclavian 
Left 0596 
Right 0595 
Superior Mesenteric 9695 
Upper 059Y 
Vertebral 
Left 059S 
Right @59R 
Vena Cava, Inferior 0699 
Vertebra 
Cervical @P93 
Lumbar 8Q99 
Thoracic @P94 
Vesicle 
Bilateral BV93 
Left V92 
Right 0V91 
Vitreous 
Left 0895 
Right 0894 
Vocal Cord 
Left @C9V 
Right SCOT 
Vulva G@U9M 
Wrist Region 
Left @X9H 
Right SX9G 
Dressing 
Abdominal Wall 2W23X4Z 
Arm 
Lower 
Left 2W2DX4Z 
Right 2W2CX4Z 
Upper 
Left 2W2BX4Z 
Right 2W2AX4Z 
Back 2W25X4Z 
Chest Wall 2W24X4Z 
Extremity 
Lower 
Left 2W2MX4Z 
Right 2W2LX4Z 
Upper 
Left 2W29X4Z 
Right 2W28X4Z 
Face 2W21X4Z 
Finger 
Left 2W2KX4Z 
Right 2W2JX4Z 
Foot 
Left 2W2TX4Z 
Right 2W2SX4Z 
Hand 
Left 2W2FX4Z 
Right 2W2EX4Z 
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Dressing — continued 
Head 2W20X4Z 
Inguinal Region 

Left 2W27X4Z 
Right 2W26X4Z 
Leg 
Lower 
Left 2W2RX4Z 
Right 2W2QX4Z 
Upper 
Left 2W2PX4Z 
Right 2W2NX4Z 
Neck 2W22X4Z 
Thumb 
Left 2W2HX4Z 
Right 2W2GX4Z 
Toe 
Left 2W2VX4Z 
Right 2W2UX4Z 
Driver stent (RX) (OTW) use Intraluminal Device 
Drotrecogin alfa, infusion see Introduction of Recom- 
binant Human-activated Protein C 

Duct of Santorini use Pancreatic Duct, Accessory 

Duct of Wirsung use Pancreatic Duct 

Ductogram, mammary see Plain Radiography, Skin, 

Subcutaneous Tissue and Breast BHO 

Ductography, mammary see Plain Radiography, Skin, 

Subcutaneous Tissue and Breast BHO 

Ductus deferens 
use Vas Deferens 
use Vas Deferens, Bilateral 
use Vas Deferens, Left 
use Vas Deferens, Right 

Duodenal ampulla use Ampulla of Vater 

Duodenectomy 
see Excision, Duodenum @DB9 
see Resection, Duodenum O@DT9 

Duodenocholedochotomy see Drainage, Gallbladder 

OF94 

Duodenocystostomy 
see Bypass, Gallbladder OF 14 
see Drainage, Gallbladder 0F94 

Duodenoenterostomy 
see Bypass, Gastrointestinal System 0D1 
see Drainage, Gastrointestinal System @D9 

Duodenojejunal flexure use Jejunum 

Duodenolysis see Release, Duodenum 2DN9 

Duodenorrhaphy see Repair, Duodenum @DQ9 

Duodenostomy 
see Bypass, Duodenum @D19 
see Drainage, Duodenum 8D99 

Duodenotomy see Drainage, Duodenum 8D99 

Dura mater, intracranial use Dura Mater 

Dura mater, spinal use Spinal Meninges 

DuraGraft® Endothelial Damage Inhibitor use En- 

dothelial Damage Inhibitor 

DuraHeart Left Ventricular Assist System use Im- 

plantable Heart Assist System in Heart and Great 
Vessels 

Dural venous sinus use Intracranial Vein 

Durata® Defibrillation Lead use Cardiac Lead, Defib- 

rillator in 82H 

Durvalumab Antineoplastic XWd 

DynaNail Mini® 
use Internal Fixation Device, Sustained Compres- 

sion in @RG 
use Internal Fixation Device, Sustained Compres- 
sion in SG 

DynaNail® 
use Internal Fixation Device, Sustained Compres- 

sion,in ORG 
use Internal Fixation Device, Sustained Compres- 
sion in @SG 

Dynesys® Dynamic Stabilization System 
use Spinal Stabilization Device, Pedicle-Based in 

ORH 
use Spinal Stabilization Device, Pedicle-Based in 


OSH 
Earlobe 


use Ear, External, Bilateral 
use Ear, External, Left 
use Ear, External, Right 


¥” Subterms under main terms may continue to next column or page 


(II1) (IV) (Sprint) Zotarolimus-eluting Coronary Stent System 


ECCO2R (Extracorporeal Carbon Dioxide Removal) 
5A9920Z 
Echocardiogram see Ultrasonography, Heart B24 
Echography see Ultrasonography 
EchoTip® Insight™ Portosystemic Pressure Gradient 
Measurement System 4A@44B2 
ECMO see Performance, Circulatory 5A15 
ECMO, intraoperative see Performance, Circulatory 
5A15A 
Eculizumab XWd 
EDWARDS INTUITY Elite valve system use Zooplastic 
Tissue, Rapid Deployment Technique in New 
Technology 
EEG (electroencephalogram) see Measurement, 
Central Nervous 4A@@ 
EGD (esophagogastroduodenoscopy) 0DJ08ZZ 
Eighth cranial nerve use Acoustic Nerve 
Ejaculatory duct 
use Vas Deferens 
use Vas Deferens, Bilateral 
use Vas Deferens, Left 
use Vas Deferens, Right 
EKG (electrocardiogram) see Measurement, Cardiac 
4A02 
EKOS™ EkoSonic® Endovascular System see Frag- 
mentation, Artery 
Eladocagene exuparvovec XW0Q316 
Electrical bone growth stimulator (EBGS) 
use Bone Growth Stimulator in Head and Facial 
Bones 
use Bone Growth Stimulator in Lower Bones 
use Bone Growth Stimulator in Upper Bones 
Electrical muscle stimulation (EMS) lead use Stimu- 
lator Lead in Muscles 
Electrocautery 
Destruction see Destruction 
Repair see Repair 
Electroconvulsive Therapy 
Bilateral-Multiple Seizure GZB3ZZZ 
Bilateral-Single Seizure GZB2ZZZ 
Electroconvulsive Therapy, Other GZB4ZZZ 
Unilateral-Multiple Seizure GZB1ZZZ 
Unilateral-Single Seizure GZB@ZZZ 
Electroencephalogram (EEG) see Measurement, 
Central Nervous 4A00 
Electromagnetic Therapy 
Central Nervous 6A22 
Urinary 6A21 
Electronic muscle stimulator lead use Stimulator 
Lead in Muscles 
Electrophysiologic stimulation (EPS) see Measure- 
ment, Cardiac 4A02 
Electroshock therapy see Electroconvulsive Therapy 
Elevation, bone fragments, skull see Reposition, 
Head and Facial Bones @NS 
Eleventh cranial nerve use Accessory Nerve 
Ellipsys® vascular access system 
Radial Artery, Left 031C3ZF 
Radial Artery, Right 031B3ZF 
Ulnar Artery, Left 031A3ZF 
Ulnar Artery, Right 03193ZF 
E-Luminexx™ (Biliary) (Vascular) Stent use Intralu- 
minal Device 
Eluvia™ Drug-Eluting Vascular Stent System 
use Intraluminal Device, Sustained Release Drug- 
eluting in New Technology 
use Intraluminal Device, Sustained Release Drug- 
eluting, Two in New Technology 
use Intraluminal Device, Sustained Release Drug- 
eluting, Three in New Technology 
use Intraluminal Device, Sustained Release Drug- 
eluting, Four or More in New Technology 
ELZONRIS™ use Tagraxofusp-erzs Antineoplastic 
Embolectomy see Extirpation 
Embolization 
see Occlusion 
see Restriction 
Embolization coil(s) use Intraluminal Device 
EMG (electromyogram) see Measurement, Muscu- 
loskeletal 4AQF 
Encephalon use Brain 
Endarterectomy 
see Extirpation, Lower Arteries 04C 
see Extirpation, Upper Arteries 03C 
Endeavor? (Ill) (IV) (Sprint) Zotarolimus-eluting 
Coronary Stent System use Intraluminal Device, 
Drug-eluting in Heart and Great Vessels 
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EndoAVF procedure 


EndoAVF procedure 
Radial Artery, Left 031C3ZF 
Radial Artery, Right 931B3ZF 
Ulnar Artery, Left 031A3ZF 
Ulnar Artery, Right 3193ZF 
Endologix® AFX Endovascular AAA System use |n- 
traluminal Device 
EndoSure® sensor use Monitoring Device, Pressure 
Sensor in 02H 
ENDOTAK RELIANCE? (G) Defibrillation Lead use 
Cardiac Lead, Defibrillator in 02H 
Endothelial damage inhibitor, applied to vein 
graft XYOVX83 
Endotracheal tube (cuffed) (double-lumen) use In- 
traluminal Device, Endotracheal Airway in Respi- 
ratory System 
Endovascular fistula creation 
Radial Artery, Left 031C3ZF 
Radial Artery, Right 31B3ZF 
Ulnar Artery, Left 031A3ZF 
Ulnar Artery, Right 03193ZF 
Endurant® Endovascular Stent Graft use Intraluminal 
Device 
Endurant® II AAA stent graft system use Intraluminal 
Device 
Engineered Autologous Chimeric Antigen Receptor 
T-cell Immunotherapy XW9 
Enlargement 
see Dilation 
see Repair 
EnRhythm use Pacemaker, Dual Chamber in QJH 
ENROUTE? Transcarotid Neuroprotection System 
see New Technology, Cardiovascular System X2A 
Enterorrhaphy see Repair, Gastrointestinal System 
ODQ 
Enterra gastric neurostimulator use Stimulator 
Generator, Multiple Array in @JH 
Enucleation 
Eyeball see Resection, Eye 88T 
Eyeball with prosthetic implant see Replacement, 
Eye 08R 
Ependyma use Cerebral Ventricle 
Epicel® cultured epidermal autograft use Autolo- 
gous Tissue Substitute 
Epic™ Stented Tissue Valve (aortic) use Zooplastic 
Tissue in Heart and Great Vessels 
Epidermis use Skin 
Epididymectomy 
see Excision, Male Reproductive System @VB 
see Resection, Male Reproductive System OVT 
Epididymoplasty 
see Repair, Male Reproductive System VQ 
see Supplement, Male Reproductive System @VU 
Epididymorrhaphy see Repair, Male Reproductive 
System 8VQ 
Epididymotomy see Drainage, Male Reproductive 
System OV9 
Epidural space, spinal use Spinal Canal 
Epiphysiodesis 
see Insertion of device in, Lower Bones 0QH 
see Insertion of device in, Upper Bones OPH 
see Repair, Lower Bones QQ 
see Repair, Upper Bones PQ 
Epiploic foramen use Peritoneum 
Epiretinal Visual Prosthesis 
Left 08H195Z 
Right 98HOO5Z 
Episiorrhaphy see Repair, Perineum, Female ZWQN 
Episiotomy see Division, Perineum, Female @W8N 
Epithalamus use Thalamus 
Epitrochlear lymph node 
use Lymphatic, Left Upper Extremity 
use Lymphatic, Right Upper Extremity 
EPS (electrophysiologic stimulation) see Measure- 
ment, Cardiac 4A02 
Eptifibatide, infusion see Introduction of Platelet In- 
hibitor 
ERCP (endoscopic retrograde cholangiopancre- 
atography) see Fluoroscopy, Hepatobiliary Sys- 
tem and Pancreas BF1 
Erdafitinib Antineoplastic XWODXL5 
Erector spinae muscle 
use Trunk Muscle, Left 
use Trunk Muscle, Right 
ERLEADA™ use Apalutamide Antineoplastic 
Esketamine Hydrochloride XW897M5 
Esophageal artery use Upper Artery 
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Esophageal obturator airway (EOA) use intraluminal 
Device, Airway in Gastrointestinal System 
Esophageal plexus use Thoracic Sympathetic Nerve 

Esophagectomy 
see Excision, Gastrointestinal System 9DB 
see Resection, Gastrointestinal System DT 
Esophagocoloplasty 
see Repair, Gastrointestinal System DQ 
see Supplement, Gastrointestinal System @DU 
Esophagoenterostomy 
see Bypass, Gastrointestinal System @D1 
see Drainage, Gastrointestinal System OD9 
Esophagoesophagostomy 
see Bypass, Gastrointestinal System @D1 
see Drainage, Gastrointestinal System 0D9 
Esophagogastrectomy 
see Excision, Gastrointestinal System DB 
see Resection, Gastrointestinal System ODT 
Esophagogastroduodenoscopy (EGD) 9DJ08ZZ 
Esophagogastroplasty 
see Repair, Gastrointestinal System DQ 
see Supplement, Gastrointestinal System @DU 
Esophagogastroscopy 9DJ68ZZ 
Esophagogastrostomy 
see Bypass, Gastrointestinal System 9D1 
see Drainage, Gastrointestinal System 0D9 
Esophagojejunoplasty see Supplement, Gastrointesti- 
nal System @DU 
Esophagojejunostomy 
see Bypass, Gastrointestinal System 8D1 
see Drainage, Gastrointestinal System 0D9 
Esophagomyotomy see Division, Esophagogastric 
Junction @D84 
Esophagoplasty 
see Repair, Gastrointestinal System DQ 
see Replacement, Esophagus DR5 
see Supplement, Gastrointestinal System @DU 
Esophagoplication see Restriction, Gastrointestinal 
System ODV 
Esophagorrhaphy see Repair, Gastrointestinal System 
ODQ 
Esophagoscopy 9DJ08ZZ 
Esophagotomy see Drainage, Gastrointestinal System 
OD9 
Esteem® implantable hearing system use Hearing 
Device in Ear, Nose, Sinus 
ESWL (extracorporeal shock wave lithotripsy) see 
Fragmentation 
Ethmoidal air cell 
use Ethmoid Sinus, Left 
use Ethmoid Sinus, Right 
Ethmoidectomy 
see Excision, Ear, Nose, Sinus 89B 
see Excision, Head and Facial Bones ONB 
see Resection, Ear, Nose, Sinus @9T 
see Resection, Head and Facial Bones ONT 
Ethmoidotomy see Drainage, Ear, Nose, Sinus 099 
Evacuation 
Hematoma see Extirpation 
Other Fluid see Drainage 
Evera (XT) (S) (DR/VR) use Defibrillator Generator in 
OJH 
Everolimus-eluting coronary stent use Intraluminal 
Device, Drug-eluting in Heart and Great Vessels 
Evisceration 
Eyeball see Resection, Eye 08T 
Eyeball with prosthetic implant see Replacement, 
Eye 08R 
Examination see Inspection 
Exchange see Change device in 
Excision 
Abdominal Wall OWBF 
Acetabulum 
Left @QB5 
Right 2QB4 
Adenoids 8CBQ 
Ampulla of Vater @FBC 
Anal Sphincter ODBR 
Ankle Region 
Left @YBL 
Right @YBK 
Anus 8DBQ 
Aorta 
Abdominal 
Thoracic 
Ascending/Arch 02BX 
Descending 82BW 


Excision — continued 
Aortic Body GBD 
Appendix @DBJ 
Arm 


Lower 
Left OXBF 
Right @XBD 
Upper 
Left @XB9 
Right OXB8 


Artery 


Anterior Tibial 
Left 4BQ 
Right 84BP 

Axillary 
Left 03B6 
Right 83B5 

Brachial 
Left 03B8 
Right 03B7 

Celiac 04B1 

Colic 
Left 04B7 
Middle 64B8 
Right 04B6 

Common Carotid 
Left 03BJ 
Right 93BH 

Common lliac 
Left 04BD 
Right 04BC 

External Carotid 
Left 03BN 
Right 23BM 

External Iliac 
Left 04BJ 
Right 04BH 

Face @3BR 

Femoral 
Left 4BL 
Right 64BK 

Foot 
Left G4BW 
Right S4BV 

Gastric 94B2 

Hand 
Left @3BF 
Right 03BD 

Hepatic 04B3 

Inferior Mesenteric 4BB 

Innominate 03B2 

Internal Carotid 
Left @3BL 
Right 03BK 

Internal lliac 
Left 04BF 
Right 04BE 

Internal Mammary 
Left 03B1 
Right 03B@ 

Intracranial 03BG 

Lower @4BY 

Peroneal 
Left @4BU 
Right @4BT 

Popliteal 
Left 04BN 
Right 04BM 

Posterior Tibial 
Left 04BS 
Right @4BR 

Pulmonary 
Left @2BR 
Right @2BQ 

Pulmonary Trunk @2BP 

Radial 
Left @3BC 
Right @3BB 

Renal 
Left @4BA 
Right @4B9 

Splenic 04B4 

Subclavian 
Left 03B4 
Right 03B3 

Superior Mesenteric 84B5 

Temporal 
Left O3BT 
Right @3BS 
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Excision — continued 
Artery — continued 
Thyroid 
Left O3BV 
Right @3BU 
Ulnar 
Left 03BA 
Right 03B9 
Upper ®3BY 
Vertebral 
Left @3BQ 
Right 03BP 
Atrium 
Left 02B7 
Right 02B6 
Auditory Ossicle 
Left Q9BA 
Right 09B9 
Axilla 
Left @XB5 
Right @XB4 
Back 
Lower @WBL 
Upper @WBK 
Basal Ganglia 00B8 
Bladder @TBB 
Bladder Neck @TBC 
Bone 
Ethmoid 
Left @NBG 
Right ONBF 
Frontal @NB1 
Hyoid @NBX 
Lacrimal 
Left @NBJ 
Right @NBH 
Nasal ONBB 
Occipital NB7 
Palatine 
Left NBL 
Right @NBK 
Parietal 
Left @NB4 
Right ONB3 
Pelvic 
Left ZQB3 
Right GQB2 
Sphenoid NBC 
Temporal 
Left ONB6 
Right @NB5S 
Zygomatic 
Left BNBN 
Right NBM 
Brain O@BO 
Breast 
Bilateral @HBV 
Left GHBU 
Right SHBT 
Supernumerary OHBY 
Bronchus 
Lingula @BB9 
Lower Lobe 
Left @BBB 
Right @BB6 
Main 
Left @BB7 
Right BB3 
Middle Lobe, Right @BB5 
Upper Lobe 
Left @BB8 
Right @BB4 
Buccal Mucosa 0CB4 
Bursa and Ligament 
Abdomen 
Left OMBJ 
Right @MBH 
Ankle 
Left OMBR 
Right BMBQ 
Elbow 
Left @MB4 
i Right BMB3 
Foot 
Left @MBT 
Right @MBS 
_ Hand 
Left @MB8 
Right MB7 


Excision — continued 
Bursa and Ligament — continued 


Head and Neck MBG 
Hip 

Left @MBM 

Right @MBL 
Knee 

Left @MBP 

Right @MBN 
Lower Extremity 

Left OMBW. 

Right OMBV 
Perineum @MBK 
Rib(s) BMBG 
Shoulder 

Left OMB2 

Right @MB1 
Spine 

Lower @MBD 

Upper @MBC 
Sternum OMBF 
Upper Extremity 

Left OMBB 

Right OMB9 
Wrist 

Left OMB6 

Right @MB5 

Buttock 

Left ®YB1 

Right @YBO 
Carina @BB2 
Carotid Bodies, Bilateral @GB8 
Carotid Body 

Left @GB6 

Right @GB7 
Carpal 

Left PBN 

Right OPBM 
Cecum @DBH 
Cerebellum @@BC 
Cerebral Hemisphere 0B7 
Cerebral Meninges 8@B1 
Cerebral Ventricle @0B6 
Cervix @UBC 
Chest Wall @WB8 
Chordae Tendineae 92B9 
Choroid 

Left @8BB 

Right 8BA 
Cisterna Chyli @7BL 
Clavicle 

Left @PBB 

Right @PB9 
Clitoris @UBJ 
Coccygeal Glomus 9GBB 
Coccyx BQBS 
Colon 

Ascending ®DBK 

Descending DBM 

Sigmoid DBN 

Transverse DBL 
Conduction Mechanism @2B8 
Conjunctiva 

Left O8BTXZ 

Right 8BSXZ 
Cord 

Bilateral OVBH 

Left @VBG 

Right OVBF 
Cornea 

Left @8B9XZ 

Right 8B8XZ 
Cul-de-sac OUBF 
Diaphragm OBBT 
Disc 

Cervical Vertebral @RB3 


Cervicothoracic Vertebral ORB5 


Lumbar Vertebral @SB2 
Lumbosacral @SB4 
Thoracic Vertebral @RB9 


Thoracolumbar Vertebral @RBB 


Duct 
Common Bile FB9 
Cystic OFB8 
Hepatic 
Common @FB7 
Left OFB6 
Right @FB5 


Y Subterms under main terms may continue to next column or page 
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Excision — continued 
Duct — continued 
Lacrimal 
Left ®8BY 
Right @8BX 
Pancreatic @FBD 
Accessory OFBF 
Parotid 
Left @CBC 
Right CBB 
Duodenum @DB9 
Dura Mater 00B2 
Ear 
External 
Left 09B1 
Right 9B 
External Auditory Canal 
Left G9B4 
Right 9B3 
Inner 
Left @9BE 
Right 89BD 
Middle 
Left G9B6 
Right 09B5 
Elbow Region 
Left OXBC 
Right @XBB 
Epididymis 
Bilateral @VBL 
Left OVBK 
Right SVBJ 
Epiglottis @CBR 
Esophagogastric Junction @DB4 
Esophagus 8DB5 
Lower DB3 
Middle @DB2 
Upper @DB1 
Eustachian Tube 
Left G9BG 
Right G9BF 
Extremity 
Lower 
Left YBB 
Right BYB9 
Upper 
Left @XB7 
Right @XB6 
Eye 
Left 08B1 
Right 88Bd 
Eyelid 
Lower 
Left O8BR 
Right 88BQ 
Upper 
Left O8BP 
Right 08BN 
Face @WB2 
Fallopian Tube 
Left GUB6 
Right OUB5 
Fallopian Tubes, Bilateral @UB7 
Femoral Region 
Left GYB8 
Right 8YB7 
Femoral Shaft 
Left @QB9 
Right QB8 
Femur 
Lower 
Left GQBC 
Right QBB 
Upper 
Left @QB7 
Right QB6 
Fibula 
Left @QBK 
Right 8QBJ 
Finger Nail BHBQXZ 
Floor of mouth see Excision, Oral Cavity and Throat 
OWB3 
Foot 
Left YBN 
Right BYBM 
Gallbladder OFB4 
Gingiva 
Lower @CB6 
Upper 0CB5 


57 


me 
& 
fa 
we 
rad 
us a 
£ 
ae 
a 
Fa 


Excision 


Excision — continued 
Gland 
Adrenal 
Bilateral @GB4 
Left @GB2 
Right @GB3 
Lacrimal 
Left @8BW 
Right O8BV 
Minor Salivary CBJ 
Parotid 
Left @CB9 
Right @CB8 
Pituitary GBO 
Sublingual 
Left OCBF 
Right CBD 
Submaxillary 
Left @CBH 
Right CBG 
Vestibular UBL 
Glenoid Cavity 
Left @PB8 
Right OPB7 
Glomus Jugulare 8GBC 
Hand 
Left OXBK 
Right OXBJ 
Head @WBO 
Humeral Head 
Left @PBD 
_ Right OPBC 
Humeral Shaft 
Left @PBG 
Right OPBF 
Hymen @UBK 
Hypothalamus 80BA 
lleocecal Valve @DBC 
lleum @DBB 
Inguinal Region 
Left OYB6 
Right YB5 
Intestine 
Large ODBE 
Left QDBG 
Right ODBF 
Small @DB8 
Iris 
Left @8BD3Z 
Right 98BC3Z 
Jaw 
Lower @WB5 
Upper @WB4 
Jejunum @DBA 
Joint 
Acromioclavicular 
Left @RBH 
Right ORBG 
Ankle 
Left @SBG 
Right OSBF 
Carpal 
Left ORBR 
Right @RBQ 
Carpometacarpal 
Left @RBT 
Right ORBS 
Cervical Vertebral @RB1 
Cervicothoracic Vertebral ORB4 
Coccygeal @SB6 
Elbow 
Left ORBM 
Right @RBL 
Finger Phalangeal 
Left ORBX 
Right BRBW 
Hip 
Left OSBB 
Right OSB9 
Knee 
Left SBD 
Right SBC 
Lumbar Vertebral @SBO 
Lumbosacral @SB3 
Metacarpophalangeal 
Left @RBV 
Right @RBU 
Metatarsal-Phalangeal 
Left @SBN 
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Excision — continued 
Joint — continued 


Metatarsal-Phalangeal — continued 


Right OSBM 
Occipital-cervical ORBO 
Sacrococcygeal OSB5 
Sacroiliac 

Left OSB8 

Right OSB7 
Shoulder 

Left @RBK 

Right ORBJ 
Sternoclavicular 

Left @RBF 

Right ORBE 
Tarsal 

Left @SBJ 

Right OSBH 
Tarsometatarsal 

Left @SBL 

Right OSBK 
Temporomandibular 

Left @RBD 

Right ORBC 
Thoracic Vertebral ORB6 
Thoracolumbar Vertebral @RBA 
Toe Phalangeal 

Left @SBO 

Right SBP 
Wrist 

Left ORBP 

Right ORBN 

Kidney 
Left @TB1 
Right TB 
Kidney Pelvis 
Left OTB4 
Right OTB3 
Knee Region 
Left GYBG 
Right OYBF 
Larynx @CBS 
Leg 
Lower 
Left OYBJ 


Right YBH 
Upper 

Left YBD 

Right BYBC 


Lens 
Left @8BK3Z 
Right 08BJ3Z 
Lip 
Lower 8CB1 
Upper CBO 
Liver OFBO 
Left Lobe @FB2 
Right Lobe OFB1 
Lung 
Bilateral OBBM 
Left @BBL 
Lower Lobe 
Left @BBJ 
Right OBBF 
Middle Lobe, Right BBD 
Right BBK 
Upper Lobe 
Left BBG 
Right OBBC 
Lung Lingula @BBH 
Lymphatic 
Aortic 87BD 
Axillary 
Left 07B6 
Right 07B5 
Head 07BO 
Inguinal 
Left @7BJ 
Right 07BH 
Internal Mammary 
Left 07B9 
Right 07B8 
Lower Extremity 
Left 07BG 
Right 07BF 
Mesenteric 07BB 
Neck 
Left 07B2 
Right 07B1 
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Excision — continued 
Lymphatic — continued 
Pelvis @7BC 
Thoracic Duct 87BK 
Thorax @7B7 
Upper Extremity 
Left 07B4 
Right 87B3 
Mandible . 
Left BNBV 
Right ONBT 
Maxilla @NBR 
Mediastinum 8WBC 
Medulla Oblongata 20BD 
Mesentery DBV 
Metacarpal 
Left @PBOQ 
Right @PBP 
Metatarsal 
Left @QBP 
Right QBN 
Muscle 
Abdomen 
Left @KBL 
Right SKBK 
Extraocular 
Left @8BM 
Right O8BL 
Facial ®KB1 
Foot * 
Left BKBW 
Right OKBV 
Hand 
Left @KBD 
Right @KBC 
Head OKB@ 
Hip 
Left @KBP 
Right SKBN 
Lower Arm and Wrist 
Left @KBB 
Right SKB9 
Lower Leg 
Left OKBT 
Right @KBS 
Neck 
Left @KB3 
Right @KB2 
Papillary @2BD 
Perineum 9KBM 
Shoulder 
Left BKB6 
Right OKB5 
Thorax 
Left OKBJ 
Right @KBH 
Tongue, Palate, Pharynx OKB4 
Trunk 
Left OKBG 
Right OKBF 
Upper Arm 
Left @KB8 
Right OKB7 
Upper Leg 
Left OKBR 
Right KBQ 
Nasal Mucosa and Soft Tissue @9BK 
Nasopharynx @9BN 
Neck @WB6 
Nerve 
Abdominal Sympathetic 01BM 
Abducens @OBL 
Accessory @@BR 
Acoustic @OBN 
Brachial Plexus 01B3 
Cervical 01B1 
Cervical Plexus 01B0 
Facial BM 
Femoral 81BD 
Glossopharyngeal O@BP 
Head and Neck Sympathetic 01BK 
Hypoglossal @@BS 
Lumbar 01BB 
Lumbar Plexus 01B9 
Lumbar Sympathetic @1BN 
Lumbosacral Plexus 01BA 
Median @1B5 
Oculomotor @@BH 
Olfactory OOBF 


 Subterms under main terms may continue to next column or page 
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Excision — continued 


Nerve — continued 
Optic 2BG 
Peroneal 01BH 
Phrenic 01B2 
Pudendal @1BC 
Radial @1B6 
Sacral @1BR 
Sacral Plexus 01BQ 
Sacral Sympathetic 01BP 
Sciatic 01 BF 
Thoracic 81B8 
Thoracic Sympathetic @1BL 
Tibial 01BG 
Trigeminal OOBK 
Trochlear @@BJ 
Ulnar 01B4 
Vagus 02BQ 

Nipple 
Left HBX 
Right BHBW. 

Omentum @DBU 

Oral Cavity and Throat @WB3 

Orbit 
Left @NBQ 
Right ONBP 

Ovary 
Bilateral @UB2 
Left @UB1 
Right UBS 

Palate 
Hard 0CB2 
Soft @CB3 

Pancreas OFBG 

Para-aortic Body 9GB9 

Paraganglion Extremity @GBF 

Parathyroid Gland @GBR 
Inferior 

Left @GBP 

Right @GBN 
Multiple GBQ 
Superior 

Left GBM 

Right @GBL 

Patella 
Left @QBF 
Right QBD 

Penis OVBS 

Pericardium @2BN 

Perineum 
Female @WBN 
Male @WBM 

Peritoneum ODBW 

Phalanx 
Finger 

Left @PBV 

Right OPBT 
Thumb 

Left PBS 

Right @PBR 
Toe 

Left QBR 

Right ZQBQ 

Pharynx CBM 

Pineal Body @GB1 

Pleura 
Left @BBP 
Right BBN 

Pons @@BB 

Prepuce OVBT 

Prostate OVBO 

Radius 
Left @PBJ 
Right @PBH 

Rectum ODBP 

Retina 
Left @8BF3Z 
Right O8BE3Z 

Retroperitoneum OWBH 

Ribs 
1 to 2 Q0PB1 
3 or More @PB2 

Sacrum 0QB1 

Scapula 
Left @PB6 
Right OPB5 

Sclera 
Left @8B7XZ 
Right O8B6XZ 


Excision — continued 


Scrotum @VB5 
Septum 
Atrial @2B5 
Nasal @9BM 
Ventricular @2BM 
Shoulder Region 
Left OXB3 
Right @XB2 
Sinus 
Accessory ®9BP 
Ethmoid 
Left Q9BV 
Right @9BU 
Frontal 
Left Q9BT 
Right @9BS 
Mastoid 
Left 9BC 
Right @9BB 
Maxillary 
Left O9BR 
Right 9BQ 
Sphenoid 
Left 09BX 
Right @9BW 
Skin 
Abdomen @HB7XZ 
Back @HB6XZ 
Buttock @HB8XZ 
Chest @HB5XZ 
Ear 
Left G@HB3XZ 
Right @HB2XZ 
Face @HB1XZ 
Foot 
Left GHBNXZ 
Right BHBMXZ 
Hand 
Left GHBGXZ 
Right GHBFXZ 
Inguinal BHBAXZ 
Lower Arm 
Left GHBEXZ 
Right @HBDXZ 
Lower Leg 
Left @HBLXZ 
Right BHBKXZ 
Neck @HB4XZ 
Perineum @HB9XZ 
Scalp BHBOXZ 
Upper Arm 
Left OHBCXZ 
Right HBBXZ 
Upper Leg 
Left @HBJXZ 
Right GHBHXZ 
Skull ONBO 
Spinal Cord 
Cervical @BBW 
Lumbar O@BY 
Thoracic OBX 
Spinal Meninges 00BT 
Spleen 7BP 
Sternum @PBO 
Stomach O@DB6 
Pylorus 8DB7 
Subcutaneous Tissue and Fascia 
Abdomen QJB8 
Back QJB7 
Buttock QJB9 
Chest @1B6 
Face QJB1 
Foot 
Left QJBR 
Right 2JBQ 
Hand 
Left QJBK 
Right @JBJ 
Lower Arm 
Left @JBH 
Right 0JBG 
Lower Leg 
Left @JBP 
Right @JBN 
Neck 
Left @JB5 
Right 0JB4 
Pelvic Region QJBC 


Y Subterms under main terms may continue to next column or page 


Excision — continued 


Excision 


Subcutaneous Tissue and Fascia — continued 


Perineum @JBB 
Scalp OJBO 
Upper Arm 
Left @JBF 
Right @JBD 
Upper Leg 
Left @JBM 
Right @JBL 
Tarsal 
Left @QBM 
Right QBL 
Tendon 
Abdomen 
Left OLBG 
Right @LBF 
Ankle 
Left @LBT 
Right @LBS 
Foot 
Left @LBW 
Right LBV 
Hand 
Left OLB8 
Right @LB7 
Head and Neck @LBO 
Hip 
Left @LBK 
Right @LBJ 
Knee 
Left @LBR 
Right GLBQ 
Lower Arm and Wrist 
Left OLB6 
Right @LB5 
Lower Leg 
Left OLBP 
Right @LBN 
Perineum @LBH 
Shoulder 
Left @LB2 
Right @LB1 
Thorax 
Left @LBD 
Right OLBC 
Trunk 
Left @LBB 
Right @LB9 
Upper Arm 
Left @LB4 
Right @LB3 
Upper Leg 
Left @LBM 
Right OLBL 
Testis 
Bilateral BVBC 
Left @VBB 
Right VB9 
Thalamus 8@B9 
Thymus 07BM 
Thyroid Gland 
Left Lobe @GBG 
Right Lobe @GBH 
Thyroid Gland Isthmus OGBJ 
Tibia 
Left @QBH 
Right QBG 
Toe Nail GHBRXZ 
Tongue 8CB7 
Tonsils @CBP 
Tooth 
Lower OCBX 
Upper CBW 
Trachea @BB1 
Tunica Vaginalis 
Left @VB7 
Right @VB6 
Turbinate, Nasal @9BL 
Tympanic Membrane 
Left G9B8 
Right 09B7 
Ulna 
Left @PBL 
Right @PBK 
Ureter 
Left OTB7 
Right @TB6 
Urethra @TBD 
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Excision 
Excision — continued Excision — continued External urethral sphincter use Urethra 
Uterine Supporting Structure @UB4 Ventricle Extirpation 
Uterus UB9 Left @2BL Acetabulum 
Uvula 6CBN Right @2BK Left @QC5 
Vagina SUBG Vertebra Right QC4 
Valve Cervical @PB3 Adenoids 6CCQ 
Aortic @2BF Lumbar 8QBO Ampulla of Vater @FCC 
Mitral 022BG Thoracic OPB4 Anal CW vakenia 
Pulmonary @2BH Vesicle Anterior Chamber 
Tricuspid 028) Bilateral OVB3 Left 88C3 
Vas Deferens Left OVB2 Right 08C2 
Bilateral OVBQ Right 6VB1 Anus 8DCQ 
Left OVBP Vitreous Aorta 
Right @VBN Left 8B53Z Abdominal 4C® 
Vein Right 8B43Z Thoracic 
Axillary Vocal Cord Ascending/Arch 82CX 
Left 5B8 Left OCBV Descending 82CW 
Right 85B7 Right @CBT Aortic Body GCD 
Azygos 05B0 Vulva QUBM Appendix DCJ 
Basilic Wrist Region Artery « 
Left O5BC Left OXBH Anterior Tibial 
Right 25BB Right OXBG Left 24CQ 
Brachial EXCLUDER® AAA Endoprosthesis Right 84CP 
Left O5BA use Intraluminal Device Axillary 
Right 95B9 use Intraluminal Device, Branched or Fenestrated, Left 63C6 
Cephalic One or Two Arteries in 04V Right 03C5 
Left O5BF use Intraluminal Device, Branched or Fenestrated, Brachial 
Right 5BD Three or More Arteries in 04V Left 03C8 
Colic 06B7 | EXCLUDER? IBE Endoprosthesis use Intraluminal _ _ Right 03C7 
oo Device, Branched or Fenestrated, One or Two Ar- cel 04C1 
e teries in 04V olic 
Colfer on Exclusion, Left atrial appendage (LAA) see Occlu- Dt eee 
ary sion, Atrium, Left 02L7 iddle 
po one ae Exercise, rehabilitation see Motor Treatment, Reha- é Right a : 
bilitation FO7 ommon Caroti 
Left 06BG Exploration see Inspection Left 03) 
ao Uae Express® Biliary SD Monorail? Premounted Stent Right 03CH 
ee seO. alt System use Intraluminal Device Common lliac 
Right O5BP Express® (LD) Premounted Stent System use Intra- hae 
Fact luminal Device : Right 64CC 
Left OSBV Express® SD Renal Monorail® Premounted Stent Ce aahy) ; 
Right 5BT System use Intraluminal Device a or More Arteries 02C3 
Ferioral al ban © mini glaucoma shunt use Synthetic tea 
ubstitute 
SrceM Extensor carpi radialis muscle Two paar 
Foot use Lower Arm and Wrist Muscle, Left ie i oe 
Left G6BV use Lower Arm and Wrist Muscle, Right a. ht 3CM 
Right O6BT Extensor carpi ulnaris muscle Ext '9 Hii 
Gastric 06B2 use Lower Arm and Wrist Muscle, Left : ne “ei 
Hand : use Lower Arm and Wrist Muscle, Right Right 04CH 
Left 05BH xtensor digitorum brevis muscle Face 03CR 
Right 5BG use Foot Muscle, Left 
Hellazygos O5B1 use Foot Muscle, Right ier pac. 
Hepatic 96B4 Extensor digitorum longus muscle Bich 
; ght 84CK 
Hypogastric use Lower Leg Muscle, Left Foot 
Left 06BJ use Lower Leg Muscle, Right Left @4CW 
Right @6BH Extensor hallucis brevis muscle Right 04CV 
Inferior Mesenteric 06B6 use Foot Muscle, Left Gastric 8402 
Innominate use Foot Muscle, Right Hand 
Left 05B4 Extensor hallucis longus muscle Left 03CF 
Right 85B3 use Lower Leg Muscle, Left Right @3CD 
Internal Jugular use Lower Leg Muscle, Right Hepatic 04C3 
Left O5BN External anal sphincter use Anal Sphincter Inferior Mesenteric 04CB 
Right 05BM External auditory meatus Innominate 03C2 
Intracranial @5BL use External Auditory Canal, Left Internal Carotid 
Lower @6BY use External Auditory Canal, Right Left @3CL 
Je dee External fixator — - Right 03CK 
ee Boat use External Fixation Device in Head and Facial Internal Iliac 
Right 02BS ere ete eft 04CF 
= use External Fixation Device in Lower Bones Right 64CE 
Left 06BB use External Fixation Device in Lower Joints Internal Mammary 
Right 0689 use External Fixation Device in Upper Bones Left 03C1 
Saphenous use External Fixation Device in Upper Joints Right 93C0 
Left 06BO External maxillary artery use Face Artery Intracranial 03CG 
5 Right O6BP External naris use Nasal Mucosa and Soft Tissue Lower 04CY 
= Splenic 06B1 a Braue ares: use Subcutaneous eres 
c : issue and Fascia, Trun € 
al ee External oblique muscle Right 04CT 
= Right 0585 use Abdomen Muscle, Left Popliteal 
a Superior Mesenteric 06B5 use Abdomen Muscle, Right een 
sect Upper OSBY External popliteal nerve use Peroneal Nerve Right 04CM 
fp Vertebral External pudendal artery Posterior Tibial 
S: Left O5BS use Femoral Artery, Left Left 84Cs 
a Right 05BR use Femoral Artery, Right Right 64CR 
ot: Vena Cava External pudendal vein Pulmonary 
ei Inferior 06B0 use Saphenous Vein, Left Left 02CR 
ws Superior 62BV use Saphenous Vein, Right Right 82CQ 
ae Pulmonary Trunk @2CP 
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Extirpation — continued 
Artery — continued 
Radial 
Left 03CC 
Right 03CB 
Renal 
Left 04CA 
Right 04C9 
Splenic 84C4 
Subclavian 
Left 03C4 
Right 03C3 
Superior Mesenteric 04C5 
Temporal 
Left @3CT 
Right @3CS 
Thyroid 
Left 03CV 
Right 03CU 
Ulnar 
Left 03CA 
Right @3C9 
Upper 3CY 
Vertebral 
Left 03CQ 
Right @3CP 
Atrium 
Left @2C7 
Right 02C6 
Auditory Ossicle 
Left 09CA 
Right 89C9 
Basal Ganglia 90C8 
Bladder 9TCB 
Bladder Neck @TCC 
Bone 
Ethmoid 
Left BNCG 
Right ONCF 
Frontal ONC1 
Hyoid @NCX 
Lacrimal 
Left NCJ 
Right NCH 
Nasal @NCB 
Occipital @NC7 
Palatine 
Left ONCL 
Right @BNCK 
Parietal 
Left @NC4 
Right @NC3 
Pelvic 
Left QC3 
Right @QC2 
Sphenoid NCC 
Temporal 
Left ONC6 
Right @NC5 
Zygomatic 
Left ONCN 
Right BNCM 
Brain 06CO 
Breast 
Bilateral @HCV 
Left BHCU 
Right @HCT 
Bronchus 
Lingula @BC9 
Lower Lobe 
Left @BCB 
Right @BC6 
Main 
Left @BC7 
Right @BC3 
Middle Lobe, Right @BC5 
Upper Lobe 
Left @BC8 
Right BC4 
Buccal Mucosa 8CC4 
Bursa and Ligament 
Abdomen 
Left BMC) 
Right @MCH 
Ankle 
Left @MCR 
Right @MCQ 
Elbow 
Left OMC4 


Extirpation — continued 


Bursa and Ligament — continued 
Elbow — continued 
Right BMC3 
Foot 
Left OMCT 
Right @MCS 
Hand 
Left OMC8 
Right @MC7 
Head and Neck @MCO 
Hip 
Left OMCM 
Right @MCL 
Knee 
Left @MCP 
Right BMCN 
Lower Extremity 
Left OMCW 
Right @MCV 
Perineum @MCK 
Rib(s) BMCG 
Shoulder 
Left @MC2 
Right @MC1 
Spine 
Lower MCD 
Upper @MCC 
Sternum @MCF 
Upper Extremity 
Left OMCB 
Right OMC9 
Wrist 
Left @MC6 
Right @MC5 
Carina @BC2 
Carotid Bodies, Bilateral OGC8 
Carotid Body 
Left @GC6 
Right @GC7 
Carpal 
Left @PCN 
Right PCM 
Cavity, Cranial @=WC1 
Cecum @DCH 
Cerebellum @6CC 
Cerebral Hemisphere 20C7 
Cerebral Meninges 88C1 
Cerebral Ventricle @0C6 
Cervix BUCC 
Chordae Tendineae 82C9 
Choroid 
Left @8CB 
Right 08CA 
Cisterna Chyli @7CL 
Clavicle 
Left @PCB 
Right @PC9 
Clitoris BUC 
Coccygeal Glomus 8GCB 
Coccyx BQCS 
Colon 
Ascending 8DCK 
Descending DCM 
Sigmoid ODCN 
Transverse DCL 
Conduction Mechanism 02C8 
Conjunctiva 
Left @8CTXZZ 
Right @8CSXZZ 
Cord 
BilaterakOVCH 
Left @VCG 
Right OVCF 
Cornea 
Left @8C9XZZ 
Right @8C8XZZ 
Cul-de-sac @UCF 
Diaphragm @BCT 
Disc 
Cervical Vertebral @RC3 
Cervicothoracic Vertebral ORC5 
Lumbar Vertebral 0SC2 
Lumbosacral 0SC4 
Thoracic Vertebral RCO 
Thoracolumbar Vertebral @RCB 
Duct 
Common Bile @FC9 
Cystic OFC8 


y Subterms under main terms may continue to next column or page 
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Extirpation — continued 
Duct — continued 
Hepatic 
Common @FC7 
Left OFC6 
Right @FC5 
Lacrimal 
Left O8CY 
Right @8CX 
Pancreatic OFCD 
Accessory OFCF 
Parotid 
Left BCCC 
Right CCB 
Duodenum @DC9 
Dura Mater @6C2 
Ear 
External 
Left 69C1 
Right 9CO 
External Auditory Canal 
Left 89C4 
Right 09C3 
Inner 
Left 9CE 
Right 69CD 
Middle 
Left 09C6 
Right 89C5 
Endometrium @UCB 
Epididymis 
Bilateral BVCL 
Left BVCK 
Right VC) 
Epidural Space, Intracranial 80C3 
Epiglottis @CCR 
Esophagogastric Junction @DC4 
Esophagus @DC5 
Lower 8@DC3 
Middle @DC2 
Upper 8DC1 
Eustachian Tube 
Left 9CG 
Right 09CF 
Eye 
Left @8C1XZZ 
Right @8COXZZ 
Eyelid 
Lower 
Left 8CR 
Right 88CQ 
Upper 
Left @8CP 
Right 08CN 
Fallopian Tube 
Left GUC6 
Right UC5 
Fallopian Tubes, Bilateral @UC7 
Femoral Shaft 
Left @QC9 
Right QC8 
Femur 
Lower 
Left @QCC 
Right QCB 
Upper 
Left 8QC7 
Right QC6 
Fibula 
Left @QCK 
Right QC) 
Finger Nail @HCQXZZ 
Gallbladder @FC4 
Gastrointestinal Tract @WCP 
Genitourinary Tract @WCR 
Gingiva 
Lower @CC6 
Upper @CC5 
Gland 
Adrenal 
Bilateral @GC4 
Left @GC2 
Right 9GC3 
Lacrimal 
Left @8CW 
Right 98CV 
Minor Salivary @CCJ 
Parotid 
Left @CC9 


Extirpation 
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Extirpation 


Extirpation — continued 
Gland — continued 
Parotid — continued 
Right 9CC8 
Pituitary @GCO 
Sublingual 
Left OCCF 
Right @CCD 
Submaxillary 
Left @CCH 
Right @CCG 
Vestibular @UCL 
Glenoid Cavity 
Left @PC8 
Right OPC7 
Glomus Jugulare @GCC 
Humeral Head ; 
Left @PCD 
Right OPCC 
Humeral Shaft 
Left @PCG 
Right OPCF 
Hymen @UCK 
Hypothalamus OCA 
lleocecal Valve BDCC 
ileum @DCB 
Intestine 
Large ODCE 
Left DCG 
Right DCF 
Small @DC8 
Iris 
Left @8CD 
Right @8CC 
Jaw 
Lower @WC5 
Upper @WC4 
Jejunum DCA 
Joint 
Acromioclavicular 
Left @RCH 
Right RCG 
Ankle 
Left @SCG 
Right OSCF 
Carpal 
Left @RCR 
Right @RCQ 
Carpometacarpal 
Left @RCT 
Right @RCS 
Cervical Vertebral @RC1 
Cervicothoracic Vertebral @RC4 
Coccygeal @SC6 
Elbow 
Left @RCM 
Right @RCL 
Finger Phalangeal 
Left @RCX 
Right RCW 
Hip 
Left @SCB 
Right 2SC9 
Knee 
Left @SCD 
Right SCC 
Lumbar Vertebral @SC@ 
Lumbosacral @SC3 
Metacarpophalangeal 
Left ORCV 
Right ORCU 
Metatarsal-Phalangeal 
Left SCN 
Right SCM 
Occipital-cervical RCO 
Sacrococcygeal @SC5 
Sacroiliac 
Left @SC8 
Right OSC7 
Shoulder 
Left ORCK 
Right ORCJ 
Sternoclavicular 
Left ORCF 
Right @RCE 
Tarsal 
Left @SCJ 
Right SCH 
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Extirpation — continued 
Joint — continued 
Tarsometatarsal 
Left OSCL 
Right OSCK 
Temporomandibular 
Left @RCD 
Right @RCC 
Thoracic Vertebral ORC6 
Thoracolumbar Vertebral @RCA 
Toe Phalangeal 
Left @SCQ 
Right SCP 
Wrist 
Left ORCP 
Right @RCN 
Kidney 
Left @TC1 
Right 8TC@ 
Kidney Pelvis 
Left @TC4 
Right @TC3 
Larynx @CCS 
Lens 
Left 08CK 
Right 8CJ 
Lip 
Lower 8CC1 
Upper 8CCO 
Liver FCO 
Left Lobe @FC2 
Right Lobe @FC1 
Lung 
Bilateral @BCM 
Left @BCL 
Lower Lobe 
Left @BCJ 
Right OBCF 
Middle Lobe, Right BCD. 
Right OBCK 
Upper Lobe 
Left BCG 
Right BCC 
Lung Lingula BCH 
Lymphatic 
Aortic 87CD 
Axillary 
Left 07C6 
Right 07C5 
Head 07C@ 
Inguinal 
Left 670) 
Right 07CH 
Internal Mammary 
Left 6709 
Right 07C8 
Lower Extremity 
Left @7CG 
Right 07CF 
Mesenteric 07CB 
Neck 
Left @7C2 
Right @7C1 
Pelvis @7CC 
Thoracic Duct 07CK 
Thorax 07C7 
Upper Extremity 
Left @7C4 
Right 07C3 
Mandible 
Left ONCV 
Right ONCT 
Maxilla @NCR 
Mediastinum @WCC 
Medulla Oblongata @CD 
Mesentery @DCV 
Metacarpal 
Left @PCO 
Right @PCP 
Metatarsal 
Left @QCP 
Right QCN 
Muscle 
Abdomen 
Left OKCL 
Right OKCK 
Extraocular 
Left 08CM 
Right O8CL 
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Extirpation — continued 
Muscle — continued 
Facial OKC1 
Foot 
Left @KCW 
Right @KCV 
Hand 
Left @KCD 
Right KCC 
Head KCB 
Hip 
Left @KCP 
Right BKCN 
Lower Arm and Wrist 
Left @KCB 
Right GKC9 
Lower Leg 
Left @KCT 
Right BKCS 
Neck 
Left @KC3 
Right @KC2 
Papillary 82CD 
Perineum SKCM 
Shoulder 
Left @KC6 
Right KC5 
Thorax 
Left BKC) 
Right O@KCH 
Tongue, Palate, Pharynx OKC4 
Trunk 
Left @KCG 
Right @KCF 
Upper Arm 
Left OKC8& 
Right OKC7 
Upper Leg 
Left BKCR 
Right BKCQ 
Nasal Mucosa and Soft Tissue @9CK 
Nasopharynx 89CN 
Nerve 
Abdominal Sympathetic 1CM 
Abducens @8CL 
Accessory 88CR 
Acoustic 98CN 
Brachial Plexus 01C3 
Cervical 01C1 
Cervical Plexus 01CO 
Facial @@CM 
Femoral 81CD 
Glossopharyngeal @OCP 
Head and Neck Sympathetic 81CK 
Hypoglossal OCS 
Lumbar @1CB 
Lumbar Plexus @1C9 
Lumbar Sympathetic 1CN 
Lumbosacral Plexus @1CA 
Median @1C5 
Oculomotor 90CH 
Olfactory @OCF 
Optic 88CG 
Peroneal @1CH 
Phrenic 01C2 
Pudendal 01CC 
Radial 01C6 
Sacral 01CR 
Sacral Plexus 81CQ 
Sacral Sympathetic @1CP 
Sciatic 01CF 
Thoracic 81C8 
Thoracic Sympathetic 01CL 
Tibial @1CG 
Trigeminal @@CK 
Trochlear 0@C) 
Ulnar 81C4 
Vagus 80CQ 
Nipple 
Left @HCX 
Right GHCW 
Omentum @DCU 
Oral Cavity and Throat @WC3 
Orbit 
Left BNCQ 
Right @NCP 
Orbital Atherectomy Technology X2C 
Ovary 
Bilateral @UC2 


 Subterms under main terms may continue to next column or pag 
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Extirpation 


Ovary — continued 
Left @UC1 


: Sphenoid Foot 
niger 2S ae 
Hard 8CC2 Skin 4 ee aia 
Soft @CC3 Abdomen @HC7XZZ Left @LC8 
ees ae Back @HC6XZZ Right OLC7 
SS Baton btemity OGCF ay St Sear ue! eh 
ing! Chest OHC5XZZ Hip 
Parathyroid Gland OGCR Ear 
Inferior Left eS 
eft OHC3XZZ Right @LC) 
Left OGCP Right @HC2XZZ Knee 
Right @GCN Face @HC1XZZ Left @LCR 
cae ee 9GCQ Foot Right @LCO 
uperior Left QHCNXZZ Lower Arm and Wrist 
ean * ont @HCMXZZ Left OLC6 
Patella Left (HCGXZZ Lae 
Left @QCF Right @HCFXZZ Left aLcP 
Right QCD Inguinal OHCAXZZ Right LCN 
Pelvic Cavity 2WCJ Lower Arm Perineum @LCH 
Penis OVCS Left BHCEXZZ Shoulder 
Pericardial Cavity 2WCD Right BHCDXZZ Left @LC2 
Pericardium 02CN Lower Leg Right @LC1 
Peritoneal Cavity 3WCG Left OGHCLXZZ Thorax 
Peritoneum 8DCW Right OHCKXZZ Left LCD 
Phalanx Neck @HC4XZZ Right @LCC 
Finger Perineum @HC9XZZ Trunk 
Left @PCV Scalp BHCOXZZ Left @LCB 
Right @PCT Upper Arm Right @LC9 
Thumb Left GHCCXZZ Upper Arm 
Left OPCS Right GHCBXZZ Left @LC4 
Right @PCR Upper Leg Right @LC3 
Toe Left GHCJXZZ Upper Leg 
Left @QCR Right BHCHXZZ Left @LCM 
Right QCQ Spinal Canal CU Right @LCL 
Pharynx 8CCM Spinal Cord Testis 
Pineal Body 0GC1 Cervical @OCW Bilateral BVCC 
Pleura Lumbar @0CY Left 6VCB 
Left BCP Thoracic BOCX Right @VC9 
Right @BCN Spinal Meninges OCT Thalamus @8C9 
Pleural Cavity Spleen @7CP Thymus 87CM: 
Left @WCB Sternum OPC Thyroid Gland @GCK 
Right BWC9 Stomach 6DC6 Left Lobe 8GCG 
Pons 86CB Pylorus 8DC7 Right Lobe @GCH 
Prepuce 6VCT Subarachnoid Space, Intracranial @OC5 Tibia 
Prostate OVC Subcutaneous Tissue and Fascia Left QCH 
Radius Abdomen @JC8 Right GQCG 
Left PCJ Back 0JC7 Toe Nail GHCRXZZ 
Right PCH Buttock 0JC9 Tongue @CC7 
Rectum DCP Chest 0JC6 Tonsils @CCP 
Respiratory Tract BWCQ Face @JC1 Tooth 
Retina Foot Lower @CCX 
Left @8CF Left QJCR Upper CCW 
Right @8CE Right 0JCQ Trachea OBC1 
Retinal Vessel Hand Tunica Vaginalis 
Left @8CH Left @JCK Left OVC7 
Right 88CG Right 0JCJ Right OVC6 
Retroperitoneum 8WCH Lower Arm Turbinate, Nasal @9CL 
Ribs Left QJCH Tympanic Membrane 
1 to2 OPC1 Right @JCG Left 09C8 
3 or More @PC2 Lower Leg Right 29C7 
Sacrum @QC1 Left QJCP Ulna 
Scapula Right QJCN Left @PCL 
Left @PC6 Neck Right PCK 
Right @PC5 Left @JC5 Ureter 
Sclera Right 0JC4 Left @TC7 
Left @8C7XZZ Pelvic Region @JCC Right @TC6 
Right O8C6XZZ Perineum @JCB Urethra @TCD 
Scrotum @VC5 Scalp JC Uterine Supporting Structure BUC4 
Septum Upper Arm Uterus BUC9 
Atrial 02C5 Left QJCF Uvula @CCN 
Nasal 09CM Right @JCD Vagina 8UCG m 
Ventricular 22CM Upper Leg Valve “ye 
Sinus Left QJCM Aortic @2CF (a 
Accessory 09CP Right @JCL Mitral 02CG Ss 
Ethmoid Subdural Space, Intracranial 00C4 Pulmonary @2CH ry) 
Left 09CV Tarsal Tricuspid 02CJ os 
Right G9CU Left @QCM Vas Deferens = 
Frontal Right GQCL Bilateral @VCQ 
"Left G9CT Tendon Left VCP | 
Right 09CS Abdomen Right @VCN Les! 
Mastoid Left @LCG Vein e 4 
Left G9CC Right OLCF Axillary x 
Right 09CB Ankle pei 05C8 3 
Maxillary Left OLCT Right @5C7 a 
Left @9CR Right BLCS Azygos 05@® = 


Right 29CQ 


Extirpation — continued 


Sinus — continued 
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Extirpation — continued 
Tendon — continued 
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Extirpation 


Extirpation — continued 
Vein — continued 
Basilic 
Left @5CC 
Right @5CB 
Brachial 
Left @SCA 
Right @5C9 
Cephalic 
Left O5CF 
Right @5CD 
Colic 86C7 
Common lliac 
Left @6CD 
Right 86CC 
Coronary 02C4 
Esophageal 06C3 
External Iliac 
Left Q6CG 
Right @6CF 
External Jugular 
Left 65CQ 
Right @5CP 
Face 
Left OSCV 
Right 5CT 
Femoral 
Left @6CN 
Right 6CM 
Foot 
Left G6CV 
Right G6CT 
Gastric 96C2 
Hand 
Left @5CH 
Right 85CG 
Hemiazygos 05C1 
Hepatic 86C4 
Hypogastric 
Left 6CJ 
Right 6CH 
Inferior Mesenteric 06C6 
Innominate 
Left @5C4 
Right @5C3 
Internal Jugular 
Left SCN 
Right 65CM 
Intracranial @SCL 
Lower @6CY 
Portal 06C8 
Pulmonary 
Left @2CT 
Right 82CS 
Renal 
Left 06CB 
Right 86C9 
Saphenous 
Left G6CQ 
Right @6CP 
Splenic 86C1 
Subclavian 
Left 65C6 
Right @5C5 
Superior Mesenteric 06C5 
Upper @5CY 
Vertebral 
Left @5CS 
Right @5CR 
Vena Cava 
Inferior 06CO 
Superior @2CV 
Ventricle 
Left @2CL 
Right @2CK 
Vertebra 
Cervical @PC3 
Lumbar 8OCO 
Thoracic @PC4 
Vesicle 
Bilateral OVC3 
Left @VC2 
Right 8VC1 
Vitreous 
Left @8C5 
Right 08C4 
Vocal Cord - 
Left @CCV 
Right OCCT 


64 


Extirpation — continued 
Vulva GUCM 
Extracorporeal Carbon Dioxide Removal (ECCO2R) 
5A9920Z 
Extracorporeal shock wave lithotripsy see Fragmen- 
tation 
Extracranial-intracranial bypass (EC-IC) see Bypass, 
Upper Arteries 031 
Extraction 
Acetabulum 
Left @QD58ZZ 
Right @QD40ZZ 
Ampulla of Vater FDC 
Anus 8DDQ 
Appendix 8DDJ 
Auditory Ossicle 
Left @9DABZZ 
Right @9D9G8ZZ 
Bone 
Ethmoid 
Left 2NDGOZZ 
Right ONDFOZZ 
Frontal @ND10ZZ 
Hyoid ONDX@ZZ 
Lacrimal 
Left ONDJGZZ 
Right BNDHBZZ 
Nasal @NDBOZZ 
Occipital BND7OZZ 
Palatine 
Left BNDLOZZ 
Right OBNDKGZZ 
Parietal 
Left OND49ZZ 
Right OND30ZZ 
Pelvic 
Left @QD30ZZ 
Right @QD20ZZ 
Sphenoid BNDCOZZ 
Temporal 
Left @ND6OZZ 
Right DND5OZZ 
Zygomatic 
Left 2NDNOZZ 
Right ZNDM@ZZ 
Bone Marrow 
Iliac O@7DR 
Sternum 97DQ 
Vertebral @7DS 
Breast 
Bilateral GHDVOZZ 
Left GHDUGZZ 
Right GHDT@ZZ 
Supernumerary QHDYOZZ 
Bronchus 
Lingula @BD9 
Lower Lobe 
Left @BDB 
Right @BD6 
Main 
Left BD7 
Right @BD3 
Middle Lobe, Right @BD5 
Upper Lobe 
Left OBD8 
Right @BD4 
Bursa and Ligament 
Abdomen 
Left @MDJ 
Right @MDH 
Ankle 
Left OMDR - 
Right OMDQ 
Elbow 
Left @MD4 
Right @MD3 
Foot 
Left OMDT 
Right @MDS 
Hand 
Left OMD8 
Right @MD7 
Head and Neck OMD@ 
Hip 
Left @MDM 
Right @MDL 
Knee 
Left OMDP 
Right SMDN 
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Extraction — continued 


Bursa and Ligament — continued 
Lower Extremity 
Left @MDW 
Right MDV 
Perineum @MDK 
Rib(s) BMDG 
Shoulder 
Left @MD2 
Right @MD1 ~ 
Spine 
Lower MDD 
Upper MDC 
Sternum @MDF 
Upper Extremity 
Left OMDB 
Right @MD9 
Wrist 
Left @MD6 
Right ZMD5 
Carina @BD2 
Carpal 
Left @PDN@ZZ 
Right BPDM@ZZ 
Cecum DDH 
Cerebral Meninges 99D1 
Cisterna Chyli 7DL 
Clavicle 
Left @PDBOZZ 
Right @PD9GZZ 
Coccyx SQDSBZZ 
Colon 
Ascending 8DDK 
Descending 8DDM 
Sigmoid BDDN 
Transverse @DDL 
Cornea 
Left 8D9XZ 
Right B8D8XZ 
Duct 
Common Bile @FD9 
Cystic BFD8 
Hepatic 
Common @FD7 
Left @FD6 
Right FD5 
Pancreatic @FDD 
Accessory @FDF 
Duodenum @DD9 
Dura Mater 68D2 
Endometrium @UDB 
Esophagogastric Junction @DD4 
Esophagus 8DD5 
Lower @DD3 
Middle @DD2 
Upper @DD1 
Femoral Shaft 
Left @QD90ZZ 
Right OQD88ZZ 
Femur 
Lower 
Left @QDCOZZ 
Right OQDBOZZ 
Upper 
Left @QD70ZZ 
Right @QD60ZZ 
Fibula 
Left @QDKOZZ 
Right @QDJOZZ 
Finger Nail @HDQXZZ 
Gallbladder @FD4 
Glenoid Cavity 
Left @PD80ZZ 
Right @PD70ZZ 
Hair BHDSXZZ 
Humeral Head 
Left @PDD@ZZ 
Right @PDCOZZ 
Humeral Shaft 
Left @PDG@ZZ 
Right @PDFOZZ 
lleocecal Valve BDDC 
lleum @DDB 
Intestine 
Large @DDE 
Left ODDG 
Right @DDF 
Small @DD8 
Jejunum @DDA 


‘Y Subterms under main terms may continue to next column or page 
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Extraction — continued 
Kidney 
Left @TD1 
Right OTDO 
Lens 
Left @8DK3ZZ 
Right @8DJ3ZZ 
Liver @FDO 
Left Lobe @FD2 
Right Lobe @FD1 
Lung 
Bilateral @BDM 
Left @BDL 
Lower Lobe 
Left @BDJ 
Right @BDF 


Middle Lobe, Right @BDD 


Right BDK 
Upper Lobe 
Left OBDG 
Right @BDC 
Lung Lingula BDH 
Lymphatic 
Aortic 97DD 
Axillary 
Left 87D6 
Right 07D5 
Head 07D0 
Inguinal 
Left @7DJ 
Right 27DH 
Internal Mammary 
Left @7D9 
Right 87D8 
Lower Extremity 
Left @7DG 
Right @7DF 
Mesenteric 87DB 
Neck 
Left 87D2 
Right @7D1 
Pelvis @7DC 
Thoracic Duct @7DK 
Thorax @7D7 
Upper Extremity 
Left 67D4 
Right 07D3 
Mandible 
Left BNDV@ZZ 
Right ONDT@ZZ 
Maxilla @NDROZZ 
Metacarpal 
Left @PDQGZZ 
Right @PDP@ZZ 
Metatarsal 
Left GQDP@ZZ 
Right GQDNOZZ 
Muscle 
Abdomen 
Left O@KDLOZZ 
Right BKDKBZZ 
Facial @KD16ZZ 
Foot 
Left @KDWOZZ 
Right BKDVOZZ 
Hand 
Left @KDDOZZ 
Right GBKDCOZZ 
Head @KD@BZZ 
Hip 
Left @KDPOZZ 
Right BKDNOZZ 
Lower Arm and Wrist 
Left @KDBOZZ 
Right BKD90ZZ 
Lower Leg 
Left O@KDT@ZZ 
Right BKDS@ZZ 
Neck 
Left @KD30ZZ 
Right @KD20ZZ 
Perineum @KDM@ZZ 
Shoulder 
Left @KD69ZZ 
Right @KD50ZZ 
Thorax 
Left @KDJOZZ 
Right @KDHOZZ 


Tongue, Palate, Pharynx OKD40ZZ 


Extraction — continued 


Muscle — continued 

Trunk 

Left @KDG@ZZ 

Right OKDFOZZ 
Upper Arm 

Left @KD80ZZ 

Right @KD70ZZ 
Upper Leg 

Left @KDROZZ 

Right @KDQ@ZZ 

Nerve 

Abdominal Sympathetic @1DM 
Abducens @@DL 
Accessory 88DR 
Acoustic @@DN 
Brachial Plexus 01D3 
Cervical 01D1 
Cervical Plexus 01D0 
Facial O0DM 
Femoral @1DD 
Glossopharyngeal @ODP 


Head and Neck Sympathetic @1DK 


Hypoglossal @@DS 
Lumbar 01DB 
Lumbar Plexus 01D9 
Lumbar Sympathetic 1DN 
Lumbosacral Plexus 01DA 
Median 01D5 
Oculomotor @@DH 
Olfactory GODF 
Optic 88DG 
Peroneal 01DH 
Phrenic 01D2 
Pudendal @1DC 
Radial 81D6 
Sacral 01DR 
Sacral Plexus 21DQ 
Sacral Sympathetic 81DP 
Sciatic 81 DF 
Thoracic 1D8 
Thoracic Sympathetic 1DL 
Tibial @1DG 
Trigeminal @@DK 
Trochlear @8DJ 
Ulnar @1D4 
Vagus 80DQ 
Orbit 
Left @NDQGZZ 
Right ONDP@ZZ 
Ova Q“UDN 
Pancreas @FDG 
Patella 
Left @QDFOZZ 
Right @QDDOZZ 
Phalanx 
Finger 
Left @PDV@ZZ 
Right BPDT@ZZ 
Thumb 
Left @PDS@ZZ 
Right @PDROZZ 
Toe 
Left @QDROZZ 
Right @QDQGZZ 
Pleura 
Left @BDP 
Right BBDN 
Products of Conception 
Ectopic 19D2 
Extraperitoneal 19D@0Z2 
High 18D00Z6 
High Forceps 19D97Z5 
Internal Version 18D@7Z7 
Low 19D@@Z1 
Low Forceps 19D07Z3 
Mid Forceps 10D07Z4 
Other 18D87Z8 
Retained 10D1 
Vacuum 19D@7Z6 
Radius 
Left @PDJOZZ 
Right GPDHOZZ 
Rectum @DDP 
Ribs 
1 to 2 OPD10ZZ 
3 or More OPD20ZZ 
Sacrum @QD10ZZ 


© Subterms under main terms may continue to next column or page 


Extraction — continued 
Scapula 
Left @PD60ZZ 
Right @PD50ZZ 
Septum, Nasal 9DM 
Sinus 
Accessory 89DP 
Ethmoid 
Left 9DV 
Right @9DU 
Frontal 
Left 9DT 
Right @9DS 
Mastoid 
Left 9DC 
Right 29DB 
Maxillary 
Left Z9DR 
Right 69DQ 
Sphenoid 
Left 69DX 
Right Z9DW 
Skin 
Abdomen @HD7XZZ 
Back @HD6XZZ 
Buttock @HD8XZZ 
Chest @HD5XZZ 
Ear 
Left GHD3XZZ 
Right BHD2XZZ 
Face @HD1XZZ 
Foot 
Left GHDNXZZ 
Right BHDMXZZ 
Hand 
Left GHDGXZZ 
Right BHDFXZZ 
Inguinal SHDAXZZ 
Lower Arm 
Left @HDEXZZ 
Right @HDDXZZ 
Lower Leg 
Left @HDLXZZ 
Right BHDKXZZ 
Neck @HD4XZZ 
Perineum @HD9XZZ 
Scalp BHDOXZZ 
Upper Arm 
Left GHDCXZZ 
Right SHDBXZZ 
Upper Leg 
Left @HDJXZZ 
Right @HDHXZZ 
Skull ONDOOZZ 
Spinal Meninges @ODT 
Spleen 87DP 
Sternum @PD@OZZ 
Stomach @DD6 
Pylorus 8DD7 
Subcutaneous Tissue and Fascia 
Abdomen @JD8 
Back @JD7 
Buttock @JD9 
Chest 0JD6 
Face 0JD1 
Foot 
Left @JDR 
Right dJDQ 
Hand 
Left QJDK 
Right JDJ 
Lower Arm 
Left @JDH 
Right 2JDG 
Lower Leg 
Left @JDP 
Right @JDN 
Neck 
Left @JD5 
Right 0JD4 
Pelvic Region QJDC 
Perineum 0JDB 
Scalp JD 
Upper Arm 
Left @JDF 
Right @JDD 
Upper Leg 
Left ZJDM 
Right @JDL 


Extraction 
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Extraction 


Extraction — continued 
Tarsal 
Left QQDMOZZ 
Right @QDLOZZ 
Tendon 
Abdomen 
Left @LDG@ZZ 
Right @LDF@ZZ 
Ankle 
Left @LDTOZZ 
Right @LDS@ZZ 
Foot 
Left @LDW@ZZ 
Right @LDV@ZZ 
Hand 
Left @LD80ZZ 
Right @LD70ZZ 


Head and Neck @LD@@ZZ 


Hip 
Left @6LDK@ZZ 
Right @LDJOZZ 
Knee 
Left @LDROZZ 
Right @LDQ@ZZ 


Lower Arm and Wrist 


Left @LD60ZZ 
Right @LD50ZZ 
Lower Leg 
Left @LDP@ZZ 
Right @LDN@ZZ 
Perineum @LDH@ZZ 
Shoulder 
Left @LD20ZZ 
Right @LD10ZZ 
Thorax 
Left @LDD@ZZ 
Right @LDC@ZZ 
Trunk 
Left @LDB@ZZ 
Right @LD99ZZ 
Upper Arm 
Left @LD40ZZ 
Right @LD30ZZ 
Upper Leg 
Left @LDM@ZZ 
Right @DLLOZZ 
Thymus 87DM 
Tibia 
Left QQDHOZZ 
Right @QDG8ZZ 
Toe Nail @HDRXZZ 
Tooth 
Lower @CDXXZ 
Upper @CDWXZ 
Trachea OBD1 
Turbinate, Nasal @9DL 
Tympanic Membrane 
Left G9D8 
Right 69D7 
Ulna 
Left @PDLOZZ 
Right @PDKOZZ 
Vein 
Basilic 
Left @5DC 
Right @5DB 
Brachial 
Left @5DA 
Right @5D9 
Cephalic 
Left OSDF 
Right @5DD 
Femoral 
Left G6DN 
Right @6DM 
Foot 
Left @6DV 
Right 6DT 
Hand 
Left SDH 
Right 05DG 
Lower @6DY 
Saphenous 
Left @6DQ 
Right 6DP 
Upper O5DY 
Vertebra 
Cervical @PD30ZZ 
Lumbar @QD@@ZZ 
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Extraction — continued 
Vertebra — continued 
Thoracic @PD40ZZ 
Vocal Cord 
Left @CDV 
Right @CDT 
Extradural space, intracranial use Epidural Space, 
Intracranial 
Extradural space, spinal use Spinal Canal 
EXtreme Lateral Interbody Fusion (XLIF) device 
use Interbody Fusion Device in Lower Joints 


F 


Face lift see Alteration, Face 2W02 
Facet replacement spinal stabilization device 
use Spinal Stabilization Device, Facet Replacement 
in @RH 
use Spinal Stabilization Device, Facet Replacement 
in OSH 
Facial artery use Face Artery 
Factor Xa Inhibitor Reversal Agent, Andexanet 
Alfa use Coagulation Factor Xa, Inactivated 
False vocal cord use Larynx 
Falx cerebri use Dura Mater 
Fascia lata 
use Subcutaneous Tissue and Fascia, Left Upper 
Leg 
use Subcutaneous Tissue and Fascia, Right Upper 
Leg 
Fasciaplasty, fascioplasty 
see Repair, Subcutaneous Tissue and Fascia GJQ 
see Replacement, Subcutaneous Tissue and Fascia 
OJR 
Fasciectomy see Excision, Subcutaneous Tissue and 
Fascia JB 
Fasciorrhaphy see Repair, Subcutaneous Tissue and 
Fascia 0JQ 
Fasciotomy 
see Division, Subcutaneous Tissue and Fascia 0J8 
see Drainage, Subcutaneous Tissue and Fascia 0J9 
see Release 
Feeding Device 
Change device in 
Lower @D2DXUZ 
Upper @D26XUZ 
Insertion of device in 
Duodenum SDH9 
Esophagus DH5 
lleum @DHB 
Intestine, Small @DH8 
Jejunum @DHA 
Stomach @DH6 
Removal of device from 
Esophagus @DP5 
Intestinal Tract 
Lower DPD 
Upper @DPS 
Stomach @DP6 
Revision of device in 
Intestinal Tract 
Lower ZDWD 
Upper BDWG 
Stomach SDW6 
Femoral head 
use Upper Femur, Left 
use Upper Femur, Right 
Femoral lymph node 
use Lymphatic, Left Lower Extremity 
use Lymphatic, Right Lower Extremity 
Femoropatellar joint 
use Knee Joint, Left 
use Knee Joint, Left, Tibial Surface 
use Knee Joint, Right 
use Knee Joint, Right, Femoral Surface 
Femorotibial joint 
use Knee Joint, Left 
use Knee Joint, Left, Tibial Surface 
use Knee Joint, Right 
use Knee Joint, Right, Tibial Surface 
FETROJA® use Cefiderocol Anti-infective 


FGS (fluorescence-guided surgery) see Fluorescence 


Guided Procedure 
Fibular artery 
use Peroneal Artery, Left 
use Peroneal Artery, Right 


ICD-10-PCS 2021 


Fibularis brevis muscle 
use Lower Leg Muscle, Left 
use Lower Leg Muscle, Right 
Fibularis longus muscle 
use Lower Leg Muscle, Left 
use Lower Leg Muscle, Right 
Fifth cranial nerve use Trigeminal Nerve 
Filum terminale use Spinal Meninges 
Fimbriectomy 
see Excision, Female Reproductive System 8UB 
see Resection, Female Reproductive System OUT 
Fine needle aspiration 
Fluid or gas see Drainage 
Tissue biopsy 
see Excision 
see Extraction 
First cranial nerve use Olfactory Nerve 
First intercostal nerve use Brachial Plexus 
Fistulization 
see Bypass 
see Drainage 
see Repair 
Fitting 
Arch bars, for fracture reduction see Reposition, 
Mouth and Throat 8CS 
Arch bars, for immobilization see Immobilization, 
Face 2W31 
Artificial limb see Device Fitting, Rehabilitation 
FD 
Hearing aid see Device Fitting, Rehabilitation FOD 
Ocular prosthesis FODZ8UZ 
Prosthesis, limb see Device Fitting, Rehabilitation 
FD 
Prosthesis, ocular FODZ8UZ 
Fixation, bone 
External, with fracture reduction see Reposition 
External, without fracture reduction see Insertion 
Internal, with fracture reduction see Reposition 
Internal, without fracture reduction see Insertion 
FLAIR® Endovascular Stent Graft use Intraluminal 
Device 
Flexible Composite Mesh use Synthetic Substitute 
Flexor carpi radialis muscle 
use Lower Arm and Wrist Muscle, Left 
use Lower Arm and Wrist Muscle, Right 
Flexor carpi ulnaris muscle 
use Lower Arm and Wrist Muscle, Left 
use Lower Arm and Wrist Muscle, Right 
Flexor digitorum brevis muscle 
use Foot Muscle, Left 
use Foot Muscle, Right 
Flexor digitorum longus muscle 
use Lower Leg Muscle, Left 
use Lower Leg Muscle, Right 
Flexor hallucis brevis muscle 
use Foot Muscle, Left 
use Foot Muscle, Right 
Flexor hallucis longus muscle 
use Lower Leg Muscle, Left 
use Lower Leg Muscle, Right 
Flexor pollicis longus muscle 
use Lower Arm and Wrist Muscle, Left 
use Lower Arm and Wrist Muscle, Right 
Flow Diverter embolization device use Intraluminal 
Device, Flow Diverter in @3V 
Fluorescence Guided Procedure 
Extremity 
Lower 8EQY 
Upper 8EX 
Head and Neck Region 8E@9 
Aminolevulinic Acid 8EQ90EM 
No Qualifier 8EG9GEZ 
Trunk Region 8EQW 
Fluorescent Pyrazine, Kidney XT25XE5 
Fluoroscopy 
Abdomen and Pelvis BW11 
Airway, Upper BB1DZZZ 
Ankle 
Left BQ1H 
Right BQ1G 
Aorta 
Abdominal B41 
Laser, Intraoperative B410 
Thoracic B310 
Laser, Intraoperative B310 
Thoraco-Abdominal B31P 
Laser, Intraoperative B31P 


 Subterms under main terms may continue to next column or page 


ICD-10-PCS 2021 
Fluoroscopy — continued 


Aorta and Bilateral Lower Extremity Arteries B41D 


Laser, Intraoperative B41D 
Arm 
Left BP1FZZZ 
Right BP1EZZZ 
Artery 
Brachiocephalic-Subclavian 
Laser, Intraoperative B311 
Right B311 
Bronchial B31L 
Laser, Intraoperative B31L 
Bypass Graft, Other B21F 
Cervico-Cerebral Arch B31Q 
Laser, Intraoperative B31Q 
Common Carotid 
Bilateral B315 
Laser, Intraoperative B315 
Left B314 
Laser, Intraoperative B314 
Right B313 
Laser, Intraoperative B313 
Coronary 
Bypass Graft 
Multiple B213 
Laser, Intraoperative B213 
Single B212 
Laser, Intraoperative B212 
Multiple B211 
Laser, Intraoperative B211 
Single B210 
Laser, Intraoperative B21 
External Carotid 
Bilateral B31C 
Laser, Intraoperative B31C 
Left B31B 
Laser, Intraoperative B31B 
Right B319 
Laser, Intraoperative B319 
Hepatic B412 
Laser, Intraoperative B412 
Inferior Mesenteric B415 
Laser, Intraoperative B415 
Intercostal B31L 
Laser, Intraoperative B31L 
Internal Carotid 
Bilateral B318 
Laser, Intraoperative B318 
Left B317 
Laser, Intraoperative B317 
Right B316 
Laser, Intraoperative B316 
Internal Mammary Bypass Graft 
Left B218 
Right B217 
Intra-Abdominal 
Laser, Intraoperative B41B 
Other B41B 
Intracranial B31R 
Laser, Intraoperative B31R 
Lower 
Laser, Intraoperative B41J 
Other B41) 
Lower Extremity 
Bilateral and Aorta B41D 
Laser, Intraoperative B41D 
Left B41G 
Laser, Intraoperative B41G 
Right B41F 
Laser, Intraoperative B41F 
Lumbar B419 
Laser, Intraoperative B419 
Pelvic B41C 
Laser, Intraoperative B41C 
Pulmonary 
Left B31T 
Laser, Intraoperative B31T 
Right B31S 
Laser, Intraoperative B31S 
Pulmonary Trunk B31U 
Laser, Intraoperative B31U 
~ Renal 
Bilateral B418 
Laser, Intraoperative B418 
Left B417 
Laser, Intraoperative B417 
Right B416 
Laser, Intraoperative B416 
Spinal B31M 


be 


Fluoroscopy — continued 


Artery — continued 
Spinal — continued 
Laser, Intraoperative B31M 
Splenic B413 
Laser, Intraoperative B413 
Subclavian 
Laser, Intraoperative B312 
Left B312 
Superior Mesenteric B414 
Laser, Intraoperative B414 
Upper 
Laser, Intraoperative B31N 
Other B31N 
Upper Extremity 
Bilateral B31K 
Laser, Intraoperative B31K 
Left B31J 
Laser, Intraoperative B31J 
Right B31H 
Laser, Intraoperative B31H 
Vertebral 
Bilateral B31G 
Laser, Intraoperative B31G 
Left B31F 
Laser, Intraoperative B31F 
Right B31D 
Laser, Intraoperative B31D 
Bile Duct BF10 
Pancreatic Duct and Gallbladder BF14 
Bile Duct and Gallbladder BF13 
Biliary Duct BF11 
Bladder BT10 
Kidney and Ureter BT14 
Left BT1F 
Right BT1D 
Bladder and Urethra BT1B 
Bowel, Small BD1 
Calcaneus 
Left BQ1KZZZ 
Right BQ1JZZZ 
Clavicle 
Left BP15ZZZ 
Right BP14ZZZ 
Coccyx BR1F 
Colon BD14 
Corpora Cavernosa BV10 
Dialysis Fistula B51W 
Dialysis Shunt B51W 
Diaphragm BB16ZZZ 
Disc 
Cervical BR11 
Lumbar BR13 
Thoracic BR12 
Duodenum BD19 
Elbow 
Left BP1H 
Right BP1G 
Epiglottis B91G 
Esophagus BD11 
Extremity 
Lower BW1C 
Upper BW1J 
Facet Joint 
Cervical BR14 
Lumbar BR16 
Thoracic BR15 
Fallopian Tube 
Bilateral BU12 
Left BU11 
Right BU1 
Fallopian Tube and Uterus BU18 
Femur 
Left BQ14ZZZ 
Right BQ13ZZZ 
Finger 
Left BP1SZZZ 
Right BP1RZZZ 
Foot 
Left BQ1MZZZ 
Right BQ1LZZZ 
Forearm 
Left BP1KZZZ 
Right BP1JZZZ 
Gallbladder BF12 
Bile Duct and Pancreatic Duct BF14 
Gallbladder and Bile Duct BF13 
Gastrointestinal, Upper BD1 


W Subterms under main terms may continue to next column or page 


Fluoroscopy — continued 
Hand 
Left BP1PZZZ 
Right BP1NZZZ 
Head and Neck BW19 
Heart 
Left B215 
Right B214 
Right and Left B216 
Hip 
Left BQ11 
Right BQ10 
Humerus 
Left BP1BZZZ 
Right BP1AZZZ 
Ileal Diversion Loop BT1C 
lleal Loop, Ureters and Kidney BT1G 
Intracranial Sinus B512 
Joint 
Acromioclavicular, Bilateral BP13ZZZ 
Finger 
Left BP1D 
Right BP1C 
Foot 
Left BQ1Y 
Right BQ1X 
Hand 
Left BP1D 
Right BP1C 
Lumbosacral BR1B 
Sacroiliac BR1D 
Sternoclavicular 
Bilateral BP12ZZZ 
Left BP11ZZZ 
Right BP10ZZZ 
Temporomandibular 
Bilateral BN19 
Left BN18 
Right BN17 
Thoracolumbar BR18 
Toe 
Left BQ1Y 
Right BQ1X 
Kidney 
Bilateral BT13 
lleal Loop and Ureter BT1G 
Left BT12 
Right BT11 
Ureter and Bladder BT14 
Left BT1F 
Right BT1D 
Knee 
Left BQ18 
Right BQ17 
Larynx B91J 
Leg 
Left BQ1FZZZ 
Right BQ1DZZZ 
Lung 
Bilateral BB14ZZZ 
Left BB13ZZZ 
Right BB12ZZZ 
Mediastinum BB1CZZZ 
Mouth BD1B 
Neck and Head BW19 
Oropharynx BD1B 
Pancreatic Duct BF1 
Gallbladder and Bile Buct BF14 
Patella 
Left BQ1WZZZ 
Right BQIVZZZ 
Pelvis BR1C 
Pelvis and Abdomen BW11 
Pharynix B91G 
Ribs 
Left BP1YZZZ 
Right BP1XZZZ 
Sacrum BR1F 
Scapula 
Left BP17ZZZ 
Right BP16ZZZ 
Shoulder 
Left BP19 
Right BP18 
Sinus, Intracranial B512 
Spinal Cord BO1B 
Spine 
Cervical BR10 
Lumbar BR19 


Fluoroscopy 
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Fluoroscopy 


Fluoroscopy — continued 
Spine — continued 


Fragmentation 
Ampulla of Vater @FFC 


ICD-10-PCS 202 


Fragmentation — continued 


Fallopian Tube 


Thoracic BR17 Anus @DFQ Left UF6 
Whole BR1G Appendix @DFJ Right BUFS 
Sternum BR1H Artery Fallopian Tubes, Bilateral @UF7 
Stomach BD12 Anterior Tibial Gallbladder OFF4 
Toe Left 64FQ3Z Gastrointestinal Tract OWFP 
Left BQ1QZZZ Right @4FP3Z Genitourinary Tract Q2WFR 
Right BQ1PZZZ Axillary lleum @DFB 
Tracheobronchial Tree Left 03F63Z Intestine 
Bilateral BB19YZZ Right @3F53Z Large ODFE 
Left BB18YZZ Brachial Left ODFG 
Right BB17YZZ Left @3F83Z Right ODFF 
Ureter Right 03F73Z Small ODF8 
Ileal Loop and Kidney BT1G Common lliac Jejunum @DFA 
Kidney and Bladder BT14 Left 04FD3Z Kidney Pelvis 
Left BT1F Right @4FC3Z Left OTF4 
Right BT1D External Iliac Right OTF3 
Left BT17 Left 04FJ3Z Mediastinum @WFC 
Right BT16 Right 04FH3Z Oral Cavity and Throat @WF3 
Urethra BT15 Femoral Pelvic Cavity @WFJ 
Urethra and Bladder BT1B Left 04FL3Z Pericardial Cavity @2WFD 
Uterus BU16 Right 4FK3Z Pericardium @2FN 
Uterus and Fallopian Tube BU18 Innominate 93F23Z Peritoneal Cavity BWFG 
Vagina BU19 Internal Iliac Pleural Cavity 
Vasa Vasorum BV18 Left 04FF3Z Left SWFB 
Vein Right @4FE3Z Right SWF9 
Cerebellar B511 Lower O4FY3Z Rectum SDFP 
Cerebral B511 Peroneal Respiratory Tract 2WFQ 
Epidural B51 Left 04FU3Z Spinal Canal FU 
Jugular Right 04FT3Z Stomach 8DF6 
Bilateral B515 Popliteal Subarachnoid Space, Intracranial @OF5 
Left B514 Left G4FN3Z Subdural Space, Intracranial 9OF4 
Right B513 Right 04FM3Z Trachea OBF1 
Lower Extremity Posterior Tibial Ureter 
Bilateral B51D Left G4FS3Z Left OTF7 
Left B51C Right G4FR3Z Right OTF6 
Right B51B Pulmonary Urethra OTFD 
Other B51V Left @2FR3Z Uterus SUF9 
Pelvic (Iliac) Right 82FQ3Z Vein 
Left B51G Pulmonary Trunk @2FP3Z Axillary 
Right B51F Radial Left @5F83Z 
Pelvic (Iliac) Bilateral B51H Left @3FC3Z Right 05F73Z 
Portal B51T Right 03FB3Z Basilic 
Pulmonary Subclavian Left @5FC3Z 
Bilateral B51S Left 03F43Z Right 5FB3Z 
Left B51R Right 03F33Z Brachial 
Right B51Q Ulnar Left SFA3Z 
Renal Left @3FA3Z Right @5F93Z 
Bilateral BS1L Right 03F93Z Cephalic 
Left B51K Upper @3FY3Z Left OSFF3Z 
Right B51J Bladder OTFB Right @5FD3Z 
Spanchnic-B51T Bladder Neck @TFC Common lliac 
Subclavian Bronchus Left 66FD3Z 
Left B517 Lingula OBF9 Right 6FC3Z 
Right B516 Lower Lobe External lliac 
Upper Extremity Left OBFB Left G6FG3Z 
Bilateral B51P Right BF6 Right O6FF3Z 
Left B51N Main Femoral 
Right B51M Left @BF7 Left O6FN3Z 
Vena Cava Right OBF3 Right Q6FM3Z 
Inferior B519 Middle Lobe, Right @BF5 Hypogastric 
Superior B518 Upper Lobe Left @6FJ3Z 
Wrist Left @BF8 Right @6FH3Z 
Left BP1M Right OBF4 Innominate 
Right BP1L Carina O@BF2 Left 05F43Z 
Fluoroscopy, laser intraoperative Cavity, Cranial OWF1 Right 05F33Z 
see Fluoroscopy, Heart B21 Cecum ODFH Lower 06FY3Z 
see Fluoroscopy, Lower Arteries B41 Cerebral Ventricle OF6 Pulmonary 
see Fluoroscopy, Upper Arteries B31 Colon Left 02FT3Z 
Flushing see Irrigation Ascending @DFK Right 02FS3Z 
Foley catheter use Drainage Device Descending @DFM Saphenous 
“Fontan completion procedure Stage Ill see Bypass, Sigmoid @DFN Left Q6FQ3Z 
r= Vena Cava, Inferior 610 Transverse ODFL Right O6FP3Z 
ro Foramen magnum use Occipital Bone Duct : Subclavian 
<= Foramen of Monro (intraventricular) use Cerebral Common Bile OFF9 Left O5F63Z 
o Ventricle Cystic OFF8 Right 05F53Z 
“= Foreskin use Prepuce Hepatic Upper O5FY3Z 
“= __—- Formula™ Balloon-Expandable Renal Stent System Common OFF7 Vitreous 
— use Intraluminal Device Left OFF6 Left O8F5 
| Fosfomycin Anti-infective XWa Right OFFS Right 08F4 
_—_ Fosfomycin injection use Fosfomycin Anti-infective Ratpreatic@ero Fragmentation, Ultrasonic see Fragmentation, Artery 
‘ 2 Fossa of Rosenmuller use Nasopharynx . ote. OFFF Freestyle (Stentless) Aortic Root Bioprosthesis use 
“~_ Fourth cranial nerve use Trochlear Nerve ad rasa Zooplastic Tissue in Heart and Great Vessels 
: ~ Fourth ventricle use Cerebral Ventricle 3 ht OCFB Frenectomy 
= Fovea B cddhem ents see Excision, Mouth and Throat 0CB 
ie use Retina, Left } Bane cn ierrdelpors see Resection, Mouth and Throat OCT 
use Retina, Right f. rs lg ake 
phagus @DF5 
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‘renoplasty, frenuloplasty 
see Repair, Mouth and Throat CQ 
see Replacement, Mouth and Throat OCR 
see Supplement, Mouth and Throat @CU 
Frenotomy 
see Drainage, Mouth and Throat 0C9 
see Release, Mouth and Throat OCN 
Frenulotomy 
see Drainage, Mouth and Throat 0C9 
see Release, Mouth and Throat @CN 
Frenulum labii inferioris use Lower Lip 
Frenulum labii superioris use Upper Lip 
Frenulum linguae use Tongue 
Frenulumectomy 
see Excision, Mouth and Throat @CB 
see Resection, Mouth and Throat @CT 
Frontal lobe use Cerebral Hemisphere 
Frontal vein 
use Face Vein, Left 
use Face Vein, Right 
Fulguration see Destruction 
Fundoplication, gastroesophageal see Restriction, 
Esophagogastric Junction @DV4 
Fundus uteri use Uterus 
Fusion 
Acromioclavicular 
Left ORGH 
Right BRGG 
Ankle 
Left @SGG 
Right @SGF 
Carpal 
Left RGR 
Right BRGQ 
Carpometacarpal 
Left ORGT 
Right ORGS 
Cervical Vertebral @RG1 
2 or more ORG2 
Interbody Fusion Device 
Nanotextured Surface XRG2092 
Radiolucent Porous XRG20F3 
Interbody Fusion Device 
Nanotextured Surface XRG1092 
Radiolucent Porous XRG19F3 
Cervicothoracic Vertebral @RG4 
Interbody Fusion Device 
Nanotextured Surface XRG4092 
Radiolucent Porous XRG40F3 
Coccygeal SG6 


Fusion — continued 


Shoulder 
Left ORGK 
Right ORG) 
Sternoclavicular 
Left ORGF 
Right @RGE 
Tarsal 
Left OSGJ 
Right @SGH 
Tarsometatarsal 
Left @SGL 
Right @SGK 
Temporomandibular 
Left ORGD 
Right ORGC 
Thoracic Vertebral @RG6 
2 to 7 ORG7 
Interbody Fusion Device 
Nanotextured Surface XRG7092 
Radiolucent Porous XRG7OF3 
8 or more ORG8 ~ 
Interbody Fusion Device 
Nanotextured Surface XRG8092 
Radiolucent Porous XRG8QF3 
Interbody Fusion Device 
Nanotextured Surface XRG6092 
Radiolucent Porous XRG6Q0F3 
Thoracolumbar Vertebral @RGA 
Interbody Fusion Device 
Nanotextured Surface XRGAG92 
___ Radiolucent Porous XRGA@F3 
Toe Phalangeal 
Left @SGQ 
Right SGP 
Wrist 
Left ORGP 
Right @RGN 


Fusion screw (compression) (lag) (locking) 


use Internal Fixation Device in Lower Joints 
use Internal Fixation Device in Upper Joints 


G 


Gait training see Motor Treatment, Rehabilitation F07 
Galea aponeurotica use Subcutaneous Tissue and 


Fascia, Scalp 


Gammatile™ use Radioactive Element, Cesium-131 


Collagen Implant in @@H 


Ganglion impar (ganglion of Walther) use Sacral 


Gluteus maximus muscle 


Gastrogastrostomy 

see Bypass, Stomach 0D16 

see Drainage, Stomach 0D96 
Gastrohepatic omentum use Omentum 
Gastrojejunostomy 

see Bypass, Stomach 8D16 

see Drainage, Stomach 0D96 
Gastrolysis see Release, Stomach DN6 
Gastropexy 

see Repair, Stomach DQ6 

see Reposition, Stomach @DS6 
Gastrophrenic ligament use Omentum 
Gastroplasty 

see Repair, Stomach DQ6 

see Supplement, Stomach @DU6 
Gastroplication see Restriction, Stomach @DV6 
Gastropylorectomy see Excision, Gastrointestinal 

System SDB 

Gastrorrhaphy see Repair, Stomach DQ6 
Gastroscopy 0DJ68ZZ 
Gastrosplenic ligament use Omentum 
Gastrostomy 

see Bypass, Stomach 8D16 

see Drainage, Stomach 9D96 
Gastrotomy see Drainage, Stomach 0D96 
Gemellus muscle 

use Hip Muscle, Left 

use Hip Muscle, Right 
Geniculate ganglion use Facial Nerve 
Geniculate nucleus use Thalamus 
Genioglossus muscle use Tongue, Palate, Pharynx 

Muscle 

Genioplasty see Alteration, Jaw, Lower @W05 
Genitofemoral nerve use Lumbar Plexus 
GIAPREZA™ use Synthetic Human Angiotensin II 
Gilteritinib Antineoplastic XWODXV5 
Gingivectomy see Excision, Mouth and Throat 8CB 
Gingivoplasty 

see Repair, Mouth and Throat CQ 

see Replacement, Mouth and Throat SCR 

see Supplement, Mouth and Throat @CU 
Glans penis use Prepuce 
Glenohumeral joint 

use Shoulder Joint, Left 

use Shoulder Joint, Right 
Glenohumeral ligament 

use Shoulder Bursa and Ligament, Left 

use Shoulder Bursa and Ligament, Right 
Glenoid fossa (of scapula) 

use Glenoid Cavity, Left 


ie. ORGM a in ii hielve use Glenoid Cavity, Right 

Right ORGL De t ct on see Destruction Gigbokl i gamncns (labrilya) 
Finger Phalangeal E nee ee “a e Excisi use Shoulder Joint, Left 

Left @RGX G en Be wp ae 5 aes inal N use Shoulder Joint, Right 

Right ORGW i ee eee Globus pallidus use Basal Ganglia 
Hip 7 Be aa iene h ODB6 Glomectomy 

Left @SGB | neg + xcISION, oe, anid see Excision, Endocrine System @GB 

Right @SG9 elie section, Scomac h DB see Resection, Endocrine System OGT 
Eee Vertical (sleeve) see Excision, Stomach @DB6 Glossectomy ; 

Left @SGD Gastric electrical stimulation (GES) lead use Stimu- see Excision, Tongue 6CB7 

Right SGC lator Lead in Gastrointestinal System see Resection, Tongue @CT7 
Lumbar Vertebral @SG@ Gagric lamph nodeiusetymp =? Aorioree Glossoepiglottic fold use Epiglottis 

2 ofmore OSGI Gastric pacemaker lead use Stimulator Lead in Gas- Glossopexy 


trointestinal System 

Gastric plexus use Abdominal Sympathetic Nerve 
Gastrocnemius muscle 

use Lower Leg Muscle, Left 

use Lower Leg Muscle, Right 
Gastrocolic ligament use Omentum 
Gastrocolic omentum use Omentum 
Gastrocolostomy 

see Bypass, Gastrointestinal System @D1 

see Drainage, Gastrointestinal System 0D9 
Gastroduodenal artery use Hepatic Artery 


see Repair, Tongue 8CQ7 

see Reposition, Tongue OCS7 
Glossoplasty 

see Repair, Tongue 9CQ7 

see Replacement, Tongue OCR7 

see Supplement, Tongue @CU7 
Glossorrhaphy see Repair, Tongue 0CQ7 
Glossotomy see Drainage, Tongue 9C97 
Glottis use Larynx 
Gluteal Artery Perforator Flap 

Replacement 


Interbody Fusion Device 
Nanotextured Surface XRGCO92 
Radiolucent Porous XRGCOF3 

Interbody Fusion Device 
Nanotextured Surface XRGBO92 
Radiolucent Porous XRGBOF3 

Lumbosacral @SG3 

Interbody Fusion Device 
Nanotextured Surface XRGDO92 
Radiolucent Porous XRGDOF3 

Metacarpophalangeal 
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Left ORGV Gastroduodenectomy _ Bilateral GHRVO79 
Right ORGU see Excision, Gastrointestinal System DB Left GHRUG79 
Metatarsal-Phalangeal see Resection, Gastrointestinal System @DT Right @HRTO79 
Left OSGN Gastroduodenoscopy 9DJ08ZZ Transfer 
Right SGM Gastroenteroplasty Left OKXG 
Occipital-cervical BRGO see Repair, Gastrointestinal System @DQ Right OKXF 
_ Interbody Fusion Device see Supplement, Gastrointestinal System @DU Gluteal lymph node use Lymphatic, Pelvis 
Nanotextured Surface XRG@092 Gastroenterostomy Gluteal vein 


Radiolucent Porous XRG@OF3 


EB see Bypass, Gastrointestinal System @D1 
Sacrococcygeal @SG5 


use Hypogastric Vein, Left 
see Drainage, Gastrointestinal System @D9 


use Hypogastric Vein, Right 


Sacroiliac Gastroesophageal (GE) junction use Esophagogastric | Gjuteus maximus muscle 
_ Left SG8 Junction use Hip Muscle, Left 


_ Right 0SG7 


© Subterms under main terms may continue to next column or page 69 


Gluteus maximus muscle 


Gluteus maximus muscle — continued 
use Hip Muscle, Right 
Gluteus medius muscle 
use Hip Muscle, Left 
use Hip Muscle, Right 
Gluteus minimus muscle 
use Hip Muscle, Left 
use Hip Muscle, Right 
GORE EXCLUDER® AAA Endoprosthesis 
use Intraluminal Device 
use Intraluminal Device, Branched or Fenestrated, 
One or Two Arteries in 04V 
use Intraluminal Device, Branched or Fenestrated, 
Three or More Arteries in 84V 
GORE EXCLUDER® IBE Endoprosthesis use Intralumi- 
nal Device, Branched or Fenestrated, One or Two 
Arteries in 04V 
GORE TAG* Thoracic Endoprosthesis use Intralumi- 
nal Device 
GORE® DUALMESH® use Synthetic Substitute 
Gracilis muscle 
use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
Graft 
see Replacement 
see Supplement 
Great auricular nerve use Cervical Plexus 
Great cerebral vein use Intracranial Vein 
Great(er) saphenous vein 
use Saphenous Vein, Left 
use Saphenous Vein, Right 
Greater alar cartilage use Nasal Mucosa and Soft Tis- 
sue 
Greater occipital nerve use Cervical Nerve 
Greater Omentum use Omentum 
Greater splanchnic nerve use Thoracic Sympathetic 
Nerve 
Greater superficial petrosal nerve use Facial Nerve 
Greater trochanter 
use Upper Femur, Left 
use Upper Femur, Right 
Greater tuberosity 
use Humeral Head, Left 
use Humeral Head, Right 
Greater vestibular (Bartholin's) gland use Vestibular 
Gland 
Greater wing use Sphenoid Bone 
Guedel airway use Intraluminal Device, Airway in 
Mouth and Throat 
Guidance, catheter placement 
EKG see Measurement, Physiological Systems 4A 
Fluoroscopy see Fluoroscopy, Veins B51 
Ultrasound see Ultrasonography, Veins B54 


Hallux 
use 1st Toe, Left 
use 1st Toe, Right 
Hamate bone 
use Carpal, Left 
use Carpal, Right 
Hancock Bioprosthesis (aortic) (mitral) valve use 
Zooplastic Tissue in Heart and Great Vessels 
Hancock Bioprosthetic Valved Conduit use 
Zooplastic Tissue in Heart and Great Vessels 
Harvesting, stem cells see Pheresis, Circulatory 6A55 
Head of fibula 
use Fibula, Left 
use Fibula, Right 
Hearing Aid Assessment F14Z 
Hearing Assessment F13Z 
Hearing Device 
Bone Conduction 
Left @9HE 
Right 99HD 
Insertion of device in 
Left ONH6 
Right @NH5 
Multiple Channel Cochlear Prosthesis 
Left @9HE 
Right @9HD 
Removal of device from, Skull ONP@ 
Revision of device in, Skull OQNWO 
Single Channel Cochlear Prosthesis 
Left O9HE 


Hearing Device — continued 
Single Channel Cochlear Prosthesis — continued 
Right 9HD 
Hearing Treatment F09Z 
Heart Assist System 
Implantable 
Insertion of device in, Heart @2HA 
Removal of device from, Heart 22PA 
Revision of device in, Heart 92WA 
Short-term External 
Insertion of device in, Heart 92HA 
Removal of device from, Heart 92PA 
Revision of device in, Heart 2WA 
HeartMate 3™ LVAS use Implantable Heart Assist 
System in Heart and Great Vessels 
HeartMate Il° Left Ventricular Assist Device (LVAD) 
use Implantable Heart Assist System in Heart and 
Great Vessels 
HeartMate XVE° Left Ventricular Assist Device 
(LVAD) use Implantable Heart Assist System in 
Heart and Great Vessels 
HeartMate® implantable heart assist system see 
Insertion of device in, Heart @2HA 
Helix 
use Ear, External, Bilateral 
use Ear, External, Left 
use Ear, External, Right 
Hematopoietic cell transplant (HCT) see Transfusion, 
Circulatory 302 
Hemicolectomy see Resection, Gastrointestinal System 
ODT 
Hemicystectomy see Excision, Urinary System OTB: 
Hemigastrectomy see Excision, Gastrointestinal Sys- 
tem @DB 
Hemiglossectomy see Excision, Mouth and Throat CB 
Hemilaminectomy 
see Excision, Lower Bones QB 
see Excision, Upper Bones @PB 
Hemilaminotomy 
see Drainage, Lower Bones 8Q9 
see Drainage, Upper Bones 9P9 
see Excision, Lower Bones QB 
see Excision, Upper Bones @PB 
see Release, Central Nervous System and Cranial 
Nerves 00N 
see Release, Lower Bones GON 
see Release, Peripheral Nervous System 01N 
see Release, Upper Bones OPN 
Hemilaryngectomy see Excision, Larynx CBS 
Hemimandibulectomy see Excision, Head and Facial 
Bones ONB 
Hemimaxillectomy see Excision, Head and Facial Bones 
ONB 
Hemipylorectomy see Excision, Gastrointestinal Sys- 
tem @DB 4 
Hemispherectomy 
see Excision, Central Nervous System and Cranial 
Nerves 09B 
see Resection, Central Nervous System and Cranial 
Nerves @@T 
Hemithyroidectomy 
see Excision, Endocrine System 0GB 
see Resection, Endocrine System OGT 
Hemodialysis see Performance, Urinary 5A1D 
Hemolung® Respiratory Assist System (RAS) 
5AG920Z 
Hemospray® Endoscopic Hemostat use Mineral- 
based Topical Hemostatic Agent 


Hepatectomy 
see Excision, Hepatobiliary System and Pancreas 
OFB 
see Resection, Hepatobiliary System and Pancreas 
OFT 


Hepatic artery proper use Hepatic Artery 
Hepatic flexure use Transverse Colon 
Hepatic lymph node use Lymphatic, Aortic 
Hepatic plexus use Abdominal Sympathetic Nerve 
Hepatic portal vein use Portal Vein 
Hepaticoduodenostomy 
see Bypass, Hepatobiliary System and Pancreas 
OF1 
see Drainage, Hepatobiliary System and Pancreas 
OF9 
Hepaticotomy see Drainage, Hepatobiliary System and 
Pancreas OF9 
Hepatocholedochostomy see Drainage, Duct, Com- 
mon Bile 0F99 


ICD-10-PCS 202 


Hepatogastric ligament use Omentum 
Hepatopancreatic ampulla use Ampulla of Vater 
Hepatopexy 
see Repair, Hepatobiliary System and Pancreas FQ 
see Reposition, Hepatobiliary System and Pancreas 
OFS 
Hepatorrhaphy see Repair, Hepatobiliary System and 
Pancreas ®FQ 
Hepatotomy see Drainage, Hepatobiliary System and 
Pancreas OF9 
Herculink (RX) Elite Renal Stent System use Intralu- 
minal Device 
Herniorrhaphy 
see Repair, Anatomical Regions, General 6WQ 
see Repair, Anatomical Regions, Lower Extremities 
BYQ 
With synthetic substitute 
see Supplement, Anatomical Regions, Gener- 
al BWU 
see Supplement, Anatomical Regions, Lower 
Extremities BYU 
Hip (joint) liner use Liner in Lower Joints 
HIPEC (hyperthermic intraperitoneal chemother- 
apy) 3EOM30Y 
Holter monitoring 4A12X45 
Holter valve ventricular shunt use Synthetic Substi- 
tute 
Human angiotensin Il, synthetic use Synthetic Hu- 
~ manAngiotensin II 
Humeroradial joint 
use Elbow Joint, Left 
use Elbow Joint, Right 
Humeroulnar joint 
use Elbow Joint, Left 
use Elbow Joint, Right 
Humerus, distal 
use Humeral Shaft, Left 
use Humeral Shaft, Right 
Hydrocelectomy see Excision, Male Reproductive Sys- 
tem OVB 
Hydrotherapy 
Assisted exercise in pool see Motor Treatment, 
Rehabilitation FO7 
Whirlpool see Activities of Daily Living Treatment, 
Rehabilitation Fd8 
Hymenectomy 
see Excision, Hymen SUBK 
see Resection, Hymen @UTK 
Hymenoplasty 
see Repair, Hymen UQK 
see Supplement, Hymen GUUK 
Hymenorrhaphy see Repair, Hymen GUQK 
Hymenotomy 
see Division, Hymen OU8K 
see Drainage, Hymen SU9K 
Hyoglossus muscle use Tongue, Palate, Pharynx 
Muscle 
Hyoid artery 
use Thyroid Artery, Left 
use Thyroid Artery, Right 
Hyperalimentation see Introduction of substance in 
or on 
Hyperbaric oxygenation 
Decompression sickness treatment see Decompres- 
sion, Circulatory 6A15 
Wound treatment see Assistance, Circulatory 5A®5 
Hyperthermia 
Radiation Therapy 
Abdomen DWY38ZZ 
Adrenal Gland DGY28ZZ 
Bile Ducts DFY28ZZ 
Bladder DTY28ZZ 
Bone Marrow D7Y@8ZZ 
Bone, Other DPYC8ZZ 
Brain DOYO8ZZ 
Brain Stem DOY18ZZ 
Breast 
Left DMY@8ZZ 
Right DMY18ZZ 
Bronchus DBY18ZZ 
Cervix DUY18ZZ 
Chest DWY28ZZ 
Chest Wall DBY78ZZ 
Colon DDY58ZZ 
Diaphragm DBY88ZZ 
Duodenum DDY28ZZ 
Ear DOY@8ZZ 


SEE eee 
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Impeller Pump 


Hyperthermia — continued Hypophysectomy llizarov external fixator — continued 


ee Abas nf oo see seh Gland, Pituitary OGBO use External Fixation Device, Ring in @QH 
Eye D8Y@8ZZ see Resection, Gland, Pituitary OGTO _ use External Fixation Device, Ring in 6QS 
Femur DPY98ZZ Hypophysis use Pituitary Gland llizarov-Vecklich device 
Fibula DPYB87Z Hd ihe luo see Destruction, Thalamus 0059 use we Fixation Device, Limb Lengthening in 
a tein DFY18ZZ use Hand Muscle, Left use External Fixation Device, Limb Lengthening in 
Adrenal DGY2877 use Hand Muscle, Right 9QH ! 
Parathyroid DGY482Z Hypothermia, Whole Body 6A4Z Imaging, diagnostic 
Pituitary DGY08ZZ Hysterectomy see Computerized Tomography (CT Scan) 
Thyroid DGY58ZZ Supracervical see Resection, Uterus @UT9 see Fluoroscopy 
Glands, Salivary D9Y68ZZ Total see Resection, Uterus 8UT9 see Magnetic Resonance Imaging (MRI) 
Head and Neck DWY18zz Hysterolysis see Release, Uterus GUN9 see Plain Radiography 
Hemibody DWY48ZZ Hysteropexy see Ultrasonography 
Humerus DPY68ZZ see Repair, Uterus 0UQ9 IMFINZI® use Durvalumab Antineoplastic 
Hypopharynx D9Y38ZZ see Reposition, Uterus US9 Imipenem-cilastatin-relebactam Anti-infective 
lleum DDY48ZZ Hysteroplasty see Repair, Uterus 0UQ9 XWo 
Jejunum DDY38ZZ Hysterorrhaphy see Repair, Uterus (UQ9 IMI/REL use Imipenem-cilastatin-relebactam Anti-infec- 
Kidney DTY@8ZZ Hysteroscopy 0UJD8ZZ tive ; 
Larynx D9YB8ZZ Hysterotomy see Drainage, Uterus 0U99 Immobilization 
Liver DFY@8ZZ ee ae, i Wall 2W33X 
~ Lung DBY28ZZ see Resection, Cervix QUTC rm 
Biiioticn see Resection, Uterus @UT9 Lower 
Abdomen D7Y682ZZ Hysterotracheloplasty see Repair, Uterus @UQ9 Left 2W3DX 
Axillary D7Y48ZZ Hysterotrachelorrhaphy see Repair, Uterus GUQ9 Right 2W3CX 
Inguinal D7Y88ZZ a ae 
Neck D7Y38ZZ 
Pelvis ae i Right 2W3AX 
Thorax D7Y58ZZ ‘ Back 2W35X 
Mandible DPY38ZZ IABP (Intra-aortic balloon pump) see Assistance, Chest Wall 2W34X 
Maxilla DPY28ZZ Cardiac 5A@2 : ; ' Extremity 
Mediastinum DBY68ZZ IAEMT (Intraoperative anesthetic effect monitor- Lower 
Mouth D9Y48ZZ ing and titration) see Monitoring, Central Ner- Left 2W3MX 
Nasopharynx D9YD8ZZ vous 4A10 Right 2W3LX 
Neck and Head DWY18ZZ IASD® Salsa Shunt Device), Corvia use Synthet- ms 8 recy 
Nerve, Peripheral ic Substitute e 
Nos boyiez2 ee Idarucizumab, Dabigatran Reversal Agent XW9 Right 2W38X 
Oropharynx D9YF8ZZ IHD (Intermittent hemodialysis) 5A1D70Z Face 2W31X 
Ovary DUY@8ZZ ileal artery use Superior Mesenteric Artery Finger 
Palate lleectomy Left 2W3KX 
Hard D9Y88ZZ see Excision, lleum @DBB Right 2W3JX 
Soft D9Y98ZZ see Resection, lleum ODTB Foot 
Pancreas DFY38ZZ lleocolic artery use Superior Mesenteric Artery mit LARS 
Parathyroid Gland DGY48ZZ lleocolic vein use Colic Vein g d 
Pelvic Bones DPY88ZZ lleopexy Fit Fe 
Pelvic Region DWY68ZZ see Repair, leum @DQB = ht 2W3EX 
Pineal Body DGY18ZZ see Reposition, lleum ODSB Bea Gea 
Pituitary Gland DGY08ZZ lleorrhaphy see Repair, eum DQB Bouirfll Region 
a fanaa lleoscopy 2DJD8ZZ Left 2W37X 
rostate DVY08 lleostomy i 
Rags eyeate see Bypass, lleum @D1B a ae 
ectum see Drainage, lleum 0D9B 
Rib DPYS8ZZ Ileotomy see Drainage, lleum @D9B ak i 2W3RX 
oy ig D9Y782Z2 lleoureterostomy see Bypass, Urinary System 071 Right 2W30X 
in lliac crest Upper 
Abdomen DHY88ZZ use Pelvic Bone, Left Me 2W3PX 
Arm DHY48ZZ use Pelvic Bone, Right Right 2W3NX 
Back DHY78ZZ Iliac fascia Neck 2W32X 
ee use Subcutaneous Tissue and Fascia, Left Upper Thumb 
Leg Left 2W3HX 
ees use Subcutaneous Tissue and Fascia, Right Upper Right 2W3GX 
Leg Toe 
Beck DHY38ZZ Iliac lymph node use Lymphatic, Pelvis Left 2W3VX 
Skull DPYBSZz lliacus muscle Right 2W3UX 
Spinal Cord DOY68ZZ use Hip Muscle, Left Immunization see Introduction of Serum, Toxoid, and 
Stemum DPY482Z Ili i ie are oe Cee amen of Immunotherapeu 
iofemoral ligamen = 
ee use Hip Bursa and Ligament, Left tic Substance > 
Thymus D7Y18ZZ use Hip Bursa and Ligament, Right Immunotherapy, antineoplastic ¢ 
Thyroid Gland DGY58ZZ lliohypogastric nerve use Lumbar Plexus Interferon see Introduction of Low-dose Inter- < 
Tibia DPYB8ZZ llioinguinal nerve use Lumbar Plexus leukin-2— ‘ 3 
lliolumbar arte Interleukin-2, high-dose see Introduction of High- 
Tongue D9Y58ZZ ny, Bee tedeukin’ = 
Trachea DBY@8ZZ use Internal Iliac Artery, Left Bieri oe 5 a alt 2 per a beeecger i '—x 
Ulna DPY78ZZ use Internal Iliac Artery, Right nter’ q ie 1 ae oe ntroduction of Low © 
Ureter DTY18ZZ lliolumbar ligament use Lower Spine Bursa and Liga- ose Pin ea Hee a Haha 3 
Urethra DTY38ZZ ment Monoclonal antibody see Introduction of Mono- Ss 
Uterus DUY28ZZ lliotibial tract (band) Oke Sita! Keodue ee oe 
Whole Body DWY58ZZ use Subcutaneous Tissue and Fascia, Left Upper Pro Beri. see Introduction oF nigh-dose ol 
Leg } F } 
Beh cifinic intraperitoneal chemotherapy use Subcutaneous Tissue and Fascia, Right Upper eo see Introduction of Low-dose 3 = 
(eS A Ilium ad Impella® heart pump use Short-term External Heart : se 
eeostgGzhZZ22 Assist System in Heart and Great Vessels | ® 
Hypogastric artery use Pelvic Bone, Left ler P : = 
use Internal Iliac Artery, Left use Pelvic Bone, Right meer et ane PARTI a) 
; Ri llizarov external fixator Continuous, Output ce 
use Internal Iliac Artery, Right Botsden Devick Binsin hee Intermittent, Output 5A0211D oS 
Hypopharynx use Pharynx use External Fixation Device, Ring Ss 


use External Fixation Device, Ring in OPS 
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Implantable cardioverter-defibrillator (ICD) 


Implantable cardioverter-defibrillator (ICD) use 
Defibrillator Generator in @JH 
Implantable drug infusion pump (anti-spasmodic) 
(chemotherapy) (pain) use Infusion Device, 
Pump in Subcutaneous Tissue and Fascia 
Implantable glucose monitoring device use Moni- 
toring Device 
Implantable hemodynamic monitor (IHM) use 
Monitoring Device, Hemodynamic in 0JH 
Implantable hemodynamic monitoring system 
(IHMS) use Monitoring Device, Hemodynamic in 
OJH 
Implantable Miniature Telescope™ (IMT) use Syn- 
thetic Substitute, Intraocular Telescope in @8R 
Implantation 
see Insertion 
see Replacement 
Implanted (venous)(access) port use Vascular Access 
Device, Totally Implantable in Subcutaneous Tis- 
sue and Fascia 
IMV (intermittent mandatory ventilation) see Assis- 
tance, Respiratory 5A09 
In Vitro Fertilization 8EGZXY1 
Incision, abscess see Drainage 
Incudectomy 
see Excision, Ear, Nose, Sinus 9B 
see Resection, Ear, Nose, Sinus 09T 
Incudopexy 
see Repair, Ear, Nose, Sinus 89Q 
see Reposition, Ear, Nose, Sinus 99S 
Incus 
use Auditory Ossicle, Left 
use Auditory Ossicle, Right 
Induction of labor 
Artificial rupture of membranes see Drainage, 
Pregnancy 199 
Oxytocin see Introduction of Hormone 
InDura, intrathecal catheter (1P) (spinal) use Infu- 
sion Device 
Inferior cardiac nerve use Thoracic Sympathetic Nerve 
Inferior cerebellar vein use Intracranial Vein 
Inferior cerebral vein use Intracranial Vein 
Inferior epigastric artery 
use External lliac Artery, Left 
use External Iliac Artery, Right 
Inferior epigastric lymph node use Lymphatic, Pelvis 
Inferior genicular artery 
use Popliteal Artery, Left 
use Popliteal Artery, Right 
Inferior gluteal artery 
use Internal Iliac Artery, Left 
use Internal Iliac Artery, Right 
Inferior gluteal nerve use Sacral Plexus 
Inferior hypogastric plexus use Abdominal Sympa- 
thetic Nerve 
Inferior labial artery use Face Artery 
Inferior longitudinal muscle use Tongue, Palate, 
Pharynx Muscle 
Inferior mesenteric ganglion use Abdominal Sympa- 
thetic Nerve 
Inferior mesenteric lymph node use Lymphatic, 
Mesenteric 
Inferior mesenteric plexus use Abdominal Sympathet- 
ic Nerve 
Inferior oblique muscle 
use Extraocular Muscle, Left 
use Extraocular Muscle, Right 
Inferior pancreaticoduodenal artery use Superior 
Mesenteric Artery 
Inferior phrenic artery use Abdominal Aorta 
Inferior rectus muscle 
use Extraocular Muscle, Left 
use Extraocular Muscle, Right 
Inferior suprarenal artery 
use Renal Artery, Left 
use Renal Artery, Right 
Inferior tarsal plate 
use Lower Eyelid, Left 
use Lower Eyelid, Right 
Inferior thyroid vein 
use Innominate Vein, Left 
use Innominate Vein, Right 
Inferior tibiofibular joint 
use Ankle Joint, Left 
use Ankle Joint, Right 
Inferior turbinate use Nasal Turbinate 


Inferior ulnar collateral artery 
use Brachial Artery, Left 
use Brachial Artery, Right 
Inferior vesical artery 
use Internal Iliac Artery, Left 
use Internal lliac Artery, Right 
Infraauricular lymph node use Lymphatic, Head 
Infraclavicular (deltopectoral) lymph node 
use Lymphatic, Left Upper Extremity 
use Lymphatic, Right Upper Extremity 
Infrahyoid muscle 
use Neck Muscle, Left 
use Neck Muscle, Right 
Infraparotid lymph node use Lymphatic, Head 
Infraspinatus fascia 
use Subcutaneous Tissue and Fascia, Left Upper 
Arm 
use Subcutaneous Tissue and Fascia, Right Upper 
Arm 
Infraspinatus muscle 
use Shoulder Muscle, Left 
use Shoulder Muscle, Right 
Infundibulopelvic ligament use Uterine Supporting 
Structure 
Infusion see Introduction of substance in or on 
Infusion Device, Pump 
Insertion of device in 
Abdomen @JH8 
Back @JH7 
Chest 9JH6 
Lower Arm 
Left @JHH 
Right QJHG 
Lower Leg 
Left @JHP 
Right GJHN 
Trunk QJHT 
Upper Arm 
Left @JHF 
Right @JHD 
Upper Leg 
Left ZJHM 
Right @JHL 
Removal of device from 
Lower Extremity JPW 
Trunk @JPT 
Upper Extremity 0JPV 
Revision of device in 
Lower Extremity 0JWW 
Trunk QJWT 
Upper Extremity 0JWV 
Infusion, glucarpidase 
Central Vein 3EG43GQ 
Peripheral Vein 3E033GQ 
Inguinal canal 
use Inguinal Region, Bilateral 
use Inguinal Region, Left 
use Inguinal Region, Right 
Inguinal triangle 
use Inguinal Region, Bilateral 
use Inguinal Region, Left 
use Inguinal Region, Right 
Injection see Introduction of substance in or on 
Injection, Concentrated Bone Marrow Aspirate 
(CBMA), intramuscular XK02303 
Injection reservoir, port use Vascular Access Device, 
Totally Implantable in Subcutaneous Tissue and 
Fascia 
Injection reservoir, pump use Infusion Device, Pump 
in Subcutaneous Tissue and Fascia 
Insemination, artificial 3EQP7LZ 
Insertion 
Antimicrobial envelope see Introduction of Anti- 
infective 
Aqueous drainage shunt 
see Bypass, Eye 081 
see Drainage, Eye 089 
Products of Conception 10H@ 
Spinal Stabilization Device 
see Insertion of device in, Lower Joints @SH 
see Insertion of device in, Upper Joints @RH 
Insertion of device in 
Abdominal Wall @WHF 
Acetabulum 
Left @QH5 
Right @QH4 
Anal Sphincter @DHR 
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Insertion of device in — continued 
Ankle Region 
~ Left @YHL 
Right BYHK 
Anus 8DHQ 
Aorta 
Abdominal 04H9 
Thoracic 
Ascending/Arch @2HX 
Descending 2HW 
Arm 
Lower 
Left @XHF 
Right @XHD 
Upper 
Left BXH9 
Right XH8 
Artery 
Anterior Tibial 
Left @4HQ 
Right 4HP 
Axillary 
Left 3H6 
Right 93H5 
Brachial 
Left 03H8 
Right 93H7 
Celiac 94H1 
Colic 
Left @4H7 
Middle 4H8 
Right 04H6 
Common Carotid 
Left 03HJ 
Right @3HH 
Common lliac 
Left @4HD 
Right Z4HC 
Coronary 
Four or More Arteries @2H3 
One Artery 2H& 
Three Arteries 92H2 
Two Arteries 02H1 
External Carotid 
Left @3HN 
Right 23HM 
External Iliac 
Left 4HJ 
Right @4HH 
Face @3HR 
Femoral 
Left @4HL 
Right @4HK 
Foot 
Left @4HW. 
Right G4HV 
Gastric 64H2 
Hand 
Left O3HF 
Right @3HD 
Hepatic 84H3 
Inferior Mesenteric 04HB 
Innominate @3H2 
Internal Carotid 
Left @3HL 
Right @3HK 
Internal Iliac 
Left @4HF 
Right @4HE 
Internal Mammary 
Left 03H1 
Right 03H@ 
Intracranial @3HG 
Lower O4HY 
Peroneal 
Left @4HU 
Right @4HT 
Popliteal 
Left @4HN 
Right 04HM 
Posterior Tibial 
Left @4HS 
Right @4HR 
Pulmonary 
Left @2HR 
Right @2HQ 
Pulmonary Trunk @2HP 
Radial 
Left @3HC 
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Insertion of device in — continued 
Artery — continued 
Radial — continued 
Right @3HB 
Renal 
Left Q4HA 
Right 04H9 
Splenic 04H4 
Subclavian 
Left 03H4 
Right 03H3 
Superior Mesenteric 04H5 
Temporal 
Left @3HT 
Right @3HS 
Thyroid 
Left @3HV 
Right @3HU 
Ulnar 
Left @3HA 
Right 03H9 
Upper @3HY 
Vertebral 
Left @3HQ 
Right @3HP 
Atrium 
Left @2H7 
Right @2H6 
Axilla 
Left @XH5 
Right OXH4 
Back 
Lower O@WHL 
Upper O@WHK 
Bladder @THB 
Bladder Neck @THC 
Bone 
Ethmoid 
Left @NHG 
Right ONHF 
Facial BNHW 
Frontal @NH1 
Hyoid @NHX 
Lacrimal 
Left @NHJ 
Right BNHH 
Lower BQHY 
Nasal NHB 
Occipital BNH7 
Palatine 
Left @NHL 
Right @NHK 
Parietal 
Left ONH4 
Right @NH3 
Pelvic 
Left @QH3 
Right GQH2 
Sphenoid NHC 
Temporal 
Left BNH6 
Right @NH5 
Upper PHY 
Zygomatic 
Left BNHN 
Right B6NHM 
Bone Marrow @7HT 
Brain OBHO 
Breast 
Bilateral @HHV 
Left @HHU 
Right BHHT 
Bronchus 
Lingula @BH9 
Lower Lobe 
Left @BHB 
Right OBH6 
Main 
Left @BH7 
Right OBH3 
Middle Lobe, Right @BH5 
Upper Lobe 
Left @BH8 
Right @BH4 
Bursa and Ligament 
Lower BMHY 
Upper @MHX 
Buttock 
Left @YH1 
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Buttock — continued 
Right BYHO 
Carpal 
Left @PHN 
Right @PHM 
Cavity, Cranial @WH1 
Cerebral Ventricle OH6 
Cervix QUHC 
Chest Wall O@WH8 
Cisterna Chyli @7HL 
Clavicle 
Left OPHB 
Right @PH9 
Coccyx @QHS 
Cul-de-sac OUHF 
Diaphragm @BHT 
Disc 
Cervical Vertebral @RH3 
Cervicothoracic Vertebral ORH5 
Lumbar Vertebral @SH2 
Lumbosacral 0SH4 
Thoracic Vertebral @RH9 
Thoracolumbar Vertebral @RHB 
Duct 
Hepatobiliary @FHB 
Pancreatic @FHD 
Duodenum @DH9 
Ear 
Inner 
Left QOHE 
Right @9HD 
Left 69HJ 
Right @9HH 
Elbow Region 
Left OXHC 
Right @XHB 
Epididymis and Spermatic Cord @VHM 
Esophagus @DH5 
Extremity 
Lower 
Left OYHB 
Right @YH9 
Upper 
Left OXH7 
Right OXH6 
Eye 
Left @8H1 
Right 98HO 
Face @WH2 
Fallopian Tube @UH8 
Femoral Region 
Left DYH8 
Right 0YH7 
Femoral Shaft 
Left @QH9 
Right BQH8 
Femur 
Lower 
Left GQHC 
Right QQHB 
Upper 
Left @QH7 
Right QQH6 
Fibula 
Left BQHK 
Right @QHJ 
Foot 
Left @YHN 
Right BYHM 
Gallbladder @FH4 
Gastrointestinal Tract O@WHP 
Genitourinary Tract @WHR 
Gland 
Endocrine @GHS 
Salivary @CHA 
Glenoid Cavity 
Left @PH8 
Right @PH7 
Hand 
Left OXHK 
Right OXHJ 
Head O™WH@ 
Heart @2HA 
Humeral Head 
Left @PHD 
Right @PHC 
Humeral Shaft 
Left @PHG 
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Insertion of device in — continued 


Humeral Shaft — continued 


Right OPHF 
lleum @DHB 
Inguinal Region 

Left OYH6 

Right @YH5 
Intestinal Tract 

Lower @DHD 

Upper DH@ 
Intestine 

Large @DHE 

Small @DH8 
Jaw 

Lower B@WH5 

Upper 2WH4 
Jejunum @DHA 
Joint 

Acromioclavicular 

Left @RHH 

Right @RHG 
Ankle 

Left @SHG 

Right OSHF 
Carpal 

Left ORHR 

Right RHQ 
Carpometacarpal 

Left @RHT 

Right @RHS 
Cervical Vertebral @RH1 


Cervicothoracic Vertebral @RH4 


Coccygeal OSH6 
Elbow 

Left ORHM 

Right @RHL 
Finger Phalangeal 

Left SRHX 

Right BRHW 
Hip 

Left SHB 

Right @SH9 
Knee 

Left @SHD 

Right SHC 
Lumbar Vertebral OSHO 
Lumbosacral @SH3 
Metacarpophalangeal 

Left ORHV 

Right RHU 
Metatarsal-Phalangeal 

Left OSHN 

Right SHM 
Occipital-cervical ORHO 
Sacrococcygeal @SH5 
Sacroiliac 

Left SH8 

Right 0SH7 
Shoulder 

Left @RHK 

Right @RHJ 
Sternoclavicular 

Left @RHF 

Right ORHE 
Tarsal 

Left @SHJ 

Right OSHH 
Tarsometatarsal 

Left @SHL 

Right @SHK 
Temporomandibular 

Left @RHD 

Right ORHC 


Thoracic Vertebral @RH6 


Thoracolumbar Vertebral @RHA 


Toe Phalangeal 
Left OSHQ 
Right OSHP 
Wrist 
Left ORHP 
Right ORHN 
Kidney @TH5 
Knee Regjon 
Left BYHG 
Right @YHF 
Larynx CHS 
Leg 
Lower 
Left OYHJ 
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Inspect 


ice in — 


| Insertion of dev 


Insertion of device in 


Insertion of device in — continued 


Leg — continued 
Lower — continued 
Right BYHH 
Upper 
Left BYHD 
Right BYHC 
Liver OFHO 
Left Lobe @FH2 
Right Lobe @FH1 
Lung 
Left @BHL 
Right @BHK 
Lymphatic 97HN 
Thoracic Duct @7HK 
Mandible 
Left ODNHV 
Right @NHT 
Maxilla ONHR 
Mediastinum @®WHC 
Metacarpal 
Left @PHQ 
Right @PHP 
Metatarsal 
Left GQHP 
Right @QHN 
Mouth and Throat @CHY 
Muscle 
Lower @KHY 
Upper ®@KHX 
Nasal Mucosa and Soft Tissue @9HK 
Nasopharynx 09HN 
Neck @WH6 
Nerve 
Cranial @OHE 
Peripheral @1HY 
Nipple 
Left OHHX 
Right GHHW 
Oral Cavity and Throat BWH3 
Orbit 
Left @NHQ 
Right @NHP 
Ovary @UH3 
Pancreas OFHG 
Patella 
Left @QHF 
Right @QHD 
Pelvic Cavity @WHJ 
Penis @VHS 
Pericardial Cavity 2WHD 
Pericardium @2HN 
Perineum 
Female @WHN 
Male O3WHM 
Peritoneal Cavity 2WHG 
Phalanx 
Finger 
Left OPHV 
Right @PHT 
Thumb 
Left @PHS 
Right @PHR 
Toe 
Left QQHR 
Right ZQHQ 
Pleura BHO 
Pleural Cavity 
Left @WHB 
Right O2WH9 
Prostate 6VHO 
Prostate and Seminal Vesicles @VH4 
Radius 
Left @PHJ 
Right @PHH 
Rectum @DHP 
Respiratory Tract @WHQ 
Retroperitoneum 9WHH 
Ribs 
1 to 2 OPH1 
3 or More @PH2 
Sacrum 9QH1 
Scapula 
Left @PH6 
Right @PH5 
Scrotum and Tunica Vaginalis BVH8 
Shoulder Region 
Left OXH3 
Right @XH2 
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Sinus @9HY 
Skin @HHPXYZ 
Skull ONHO 
Spinal Canal @BHU 
Spinal Cord BOHV 
Spleen @7HP 
Sternum OPHO 
Stomach DH6 
Subcutaneous Tissue and Fascia 
Abdomen @JH8 
Back @JH7 
Buttock @JH9 
Chest @JH6 
Face @JH1 
Foot 
Left @JHR 
Right BJHQ 
Hand 
Left @JHK 
Right @JHJ 
Head and Neck QJHS 
Lower Arm 
Left @JHH 
Right @JHG 
Lower Extremity JHW 
Lower Leg 
Left QJHP 
Right QJHN 
Neck 
Left @JH5 
Right 0)JH4 
Pelvic Region QJHC 
Perineum @JHB 
Scalp GJHB 
Trunk QJHT 
Upper Arm 
Left QJHF 
Right @JHD 
Upper Extremity @JHV 
Upper Leg 
Left ZJHM 
Right QJHL 
Tarsal 
Left @QHM 
Right GQHL 
Tendon 
Lower @LHY 
Upper @LHX 
Testis BVHD 
Thymus 87HM 
Tibia 
Left @QHH 
Right ZQHG 
Tongue 8CH7 
Trachea @BH1 
Tracheobronchial Tree OBHO 
Ulna 
Left @PHL 
Right @PHK 
Ureter @TH9 
Urethra @THD 
Uterus @UH9 
Uterus and Cervix @UHD 
Vagina QUHG 
Vagina and Cul-de-sac QUHH 
Vas Deferens BVHR 
Vein 
Axillary 
Left 05H8 
Right @5H7 
Azygos 85H& 
Basilic 
Left @SHC 
Right @5HB 
Brachial 
Left OSHA 
Right @5H9 
Cephalic 
Left @SHF 
Right @5HD 
Colic @6H7 
Common lliac 
Left @6HD 
Right @6HC 
Coronary 8@2H4 
Esophageal @6H3 
External Iliac 
Left G6HG 


Insertion of device in — continued 


Insertion of device in — continued 
Vein — continued 
External Iliac — continued 
Right Q6HF 
External Jugular 
Left @5HOQ 
Right @SHP 
Face 
Left @SHV 
Right @5HT 
Femoral 
Left @6HN 
Right G6HM 
Foot 
Left @6HV 
Right @6HT 
Gastric Q6H2 
Hand 
Left @SHH 
Right 25HG 
Hemiazygos @5H1 
Hepatic 06H4 
Hypogastric 
Left @6HJ 
Right 6HH 
Inferior Mesenteric 6H6 
Innominate 
Left 05H4 
Right 95H3 
Internal Jugular 
Left @SHN 
Right B5HM 
Intracranial @SHL 
Lower @6HY 
Portal 96H8 
Pulmonary 
Left @2HT 
Right @2HS 
Renal 
Left @6HB 
Right 6H9 
Saphenous 
Left G6HQ 
Right O6HP 
Splenic 96H1 
Subclavian 
Left 05H6 
Right @5H5 
Superior Mesenteric 96H5S 
Upper OSHY 
Vertebral 
Left OSHS 
Right @SHR 
Vena Cava 
Inferior G6HO 
Superior @2HV 
Ventricle 
Left @2HL 
Right @2HK 
Vertebra 
Cervical @PH3 
Lumbar @QHO 
Thoracic @PH4 
Wrist Region 
Left OXHH 
Right BXHG 
Inspection 
Abdominal Wall @WJF 
Ankle Region 
Left OYJL 
Right @YJK 
Arm 
Lower 
Left OXJF 
Right @XJD 
Upper 
Left @XJ9 
Right @XJ8 
Artery 
Lower O4JY 
Upper @3JY 
Axilla 
Left @XJ5 
Right 0XJ4 
Back 
Lower OWJL 
Upper OWJK 
Bladder @TJB 
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Inspection — continued 


Interbody Fusion Device 


Inspection — continued 


Inspection — continued 


Bone © Joint — continued Muscle — continued 
Facial ONJW Ankle Extraocular — continued 
Lower OQUY Left 0SJG Right 8JL 
Nasal @NJB Right @SJF Lower OKJY 
Upper OPJY Carpal Upper OKJX 
Bone Marrow 7JT Left ORJR Nasal Mucosa and Soft Tissue 09JK 
Brain 80) Right @RJQ Neck OWJ6 
Breast Carpometacarpal Nerve 
Left OHJU Left ORJT Cranial @QJE 
Right @HJT Right @RJS Peripheral O1JY 
; p 
Bursa and Ligament Cervical Vertebral ORJ1 Omentum @DJU 
Lower OMJY Cervicothoracic Vertebral ORJ4 Oral Cavity and Throat @WJ3 
Upper OMJX Coccygeal 0SJ6 Ovary @UJ3 
Buttock Elbow Pancreas FIG 
Left OYJ1 Left ORJM Parathyroid Gland @GJR 
Right BYJO Right ORJL Pelvic Cavity OWJJ 
Cavity, Cranial OWJ1 Finger Phalangeal Penis OVJS 
Chest Wall 0WJ8 Left @RJX Pericardial Cavity @<WJD 
Cisterna Chyli @7JL Right ORJW Perineum 
Diaphragm OBIT Hip Female @™WJN 
Disc Left OSJB Male WJM 
Cervical Vertebral ORJ3 Right @SJ9 Peritoneal Cavity @WJG 
Cervicothoracic Vertebral ORJ5 Knee Peritoneum ODJW 
Lumbar Vertebral 0SJ2 Left @SJD Pineal Body 0GJ1 
Lumbosacral 0S)4 Right OSJC Pleura @BJQ 
Thoracic Vertebral @RJ9 Lumbar Vertebral @SJ0 Pleural Cavity 
Thoracolumbar Vertebral @RJB Lumbosacral 9SJ3 Left S<WJB 
Duct Metacarpophalangeal Right ZWJ9 
Hepatobiliary OFJB Left ORJV Products of Conception 100 
Pancreatic @FJD Right @RJU Ectopic 10J2 
Ear Metatarsal-Phalangeal Retained 10J1 
Inner Left OSJN Prostate and Seminal Vesicles 0VJ4 
Left G9JE Right 8SJM Respiratory Tract 2WJQ 
Right @9JD Occipital-cervical BRIO Retroperitoneum 6WJH 
Left 09JJ Sacrococcygeal 0SJ5 Scrotum and Tunica Vaginalis 8VJ8 
Right 89JH Sacroiliac Shoulder Region 
Elbow Region Left 0SJ8 Left OXJ3 
Left OXJC Right 0SJ7 Right OXJ2 
Right @XJB Shoulder Sinus B9JY 
Epididymis and Spermatic Cord BVJM Left ORJK Skin @HJPXZZ 
Extremity Right @RJJ Skull NJG 
Lower Sternoclavicular Spinal Canal 0OJU 
Left OYJB Left ORJF Spinal Cord O0JV 
Right 0YJ9 Right ORJE Spleen 07JP 
Upper Tarsal Stomach ®DJ6 
Left @XJ7 Left 0SJJ Subcutaneous Tissue and Fascia 
Right @XJ6 Right 9SJH Head and Neck @JJS 
Eye Tarsometatarsal Lower Extremity @JJW 
Left 8J1XZZ Left @SJL Trunk @JJT 
Right 08J@XZZ Right OSJK Upper Extremity @JJV 
Face OWJ2 Temporomandibular Tendon 
Fallopian Tube @UJ8 Left @RJD Lower OLY 
Femoral Region Right ORJC Upper OLX 
Bilateral BYJE Thoracic Vertebral ORJ6 Testis @“VJD 
Left BYJ8 Thoracolumbar Vertebral RJA Thymus 87JM 
Right BYJ7 Toe Phalangeal Thyroid Gland 9GJK 
Finger Nail @HJQXZZ Left 05JQ Toe Nail OHJRXZZ 
Foot Right OSJP Trachea BJ1 
Left @YJN Wrist Tracheobronchial Tree BJO 
Right BYJM Left ORJP Tympanic Membrane 


Gallbladder OFJ4 


Right ORIN 


Left 958 


Gastrointestinal Tract OWJP Kidney 015 Right 09J7 

Genitourinary Tract OWJR Knee Region Ureter 0TJ9 

Gland Left BYJG Urethra TJD 
Adrenal 8GJ5 Right @YJF Uterus and Cervix @UJD 
Endocrine 9GJS Larynx CJS Vagina and Cul-de-sac @UJH 
Pituitary BGJO Leg Vas Deferens OVJR 
Salivary OCA Lower Vein 

Great Vessel 02JY Left OY JJ Lower @6JY 

Hand Right OYJH Upper O5JY 
Left OXJK Upper- Vulva @UJM 
Right @XJJ Left BYJD Wrist Region 

Head O™WJO Right BYIC Left OXJH 

Heart O2JA Lens Right @XJG 


Inguinal Region 
Bilateral BYJA 


Left @8JKXZZ 
Right 08JJXZZ 


Instillation see Introduction of substance in or on 
Insufflation see Introduction of substance in or on 


Left OYJ6 Liver OFJO Interatrial septum use Atrial Septum — 
Right @YJ5 Lung InterAtrial Shunt Device [ASD®, Corvia use Synthetic 
Intestinal Tract Left @BJL Substitute 
Lower @DJD Right OBJK Interbody fusion (spine) cage 
Upper ODJO Lymphatic 87JN use Interbody Fusion Device in Lower Joints 
Jaw Thoracic Duct 07JK use Interbody Fusion Device in Upper Joints 
Lower @WJ5 Mediastinum @WJC Interbody Fusion Device 
Upper 8WJ4 Mesentery @DJV Nanotextured Surface 
Joint Mouth and Throat @CJY Cervical Vertebral XRG1092 
Acromioclavicular Muscle 2 or more XRG2092 
Left ORJH Extraocular Cervicothoracic Vertebral XRG4892 
Right @RJG Left 8JM 


® Subterms under main terms may continue to next column or page 
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Interbody Fusion Device — continued 
Nanotextured Surface — continued 
Lumbar Vertebral XRGBO92 
2 or more XRGCG92 
Lumbosacral XRGD@92 
Occipital-cervical XRG@GI2 
Thoracic Vertebral XRG6892 
2 to 7 XRG7692 
8 or more XRG8G9I2 
Thoracolumbar Vertebral XRGAG92 
Radiolucent Porous 
Cervical Vertebral XRG19F3 
2 or more XRG20F3 
Cervicothoracic Vertebral XRG4GF3 
Lumbar Vertebral XRGBOF3 
2 or more XRGCOF3 
Lumbosacral XRGDOF3 
Occipital-cervical XRGOOF3 
Thoracic Vertebral XRG6GF3 
2 to 7 XRG7OF3 
8 or more XRG8OF3 
Thoracolumbar Vertebral XRGAGF3 
Intercarpal joint 
use Carpal Joint, Left 
use Carpal Joint, Right 
Intercarpal ligament 
use Hand Bursa and Ligament, Left 
use Hand Bursa and Ligament, Right 
Interclavicular ligament 
use Shoulder Bursa and Ligament, Left 
use Shoulder Bursa and Ligament, Right 
Intercostal lymph node use Lymphatic, Thorax 
Intercostal muscle 
use Thorax Muscle, Left 
use Thorax Muscle, Right 
Intercostal nerve use Thoracic Nerve 
Intercostobrachial nerve use Thoracic Nerve 
Intercuneiform joint 
use Tarsal Joint, Left 
use Tarsal Joint, Right 
Intercuneiform ligament 
use Foot Bursa and Ligament, Left 
use Foot Bursa and Ligament, Right 
Intermediate bronchus use Main Bronchus, Right 
Intermediate cuneiform bone 
use Tarsal, Left 
use Tarsal, Right 
Intermittent hemodialysis (IHD) 5A1D70Z 
Intermittent mandatory ventilation see Assistance, 
Respiratory 5AG9 
Intermittent Negative Airway Pressure 
24-96 Consecutive Hours, Ventilation 5AG945B 
Greater than 96 Consecutive Hours, Ventilation 
5AG955B 
Less than 24 Consecutive Hours, Ventilation 
5AG935B 
Intermittent Positive Airway Pressure 
24-96 Consecutive Hours, Ventilation 5A99458 
Greater than 96 Consecutive Hours, Ventilation 
5A99558 
Less than 24 Consecutive Hours, Ventilation 
5AG9358 
Intermittent positive pressure breathing see Assis- 
tance, Respiratory 5A99 
Internal anal sphincter use Anal Sphincter 
Internal carotid artery, intracranial portion use |n- 
tracranial Artery 
Internal carotid plexus use Head and Neck Sympathet- 
ic Nerve 
Internal (basal) cerebral vein use Intracranial Vein 
Internal iliac vein 
use Hypogastric Vein, Left 
use Hypogastric Vein, Right 
Internal maxillary artery 
use External Carotid Artery, Left 
use External Carotid Artery, Right 
Internal naris use Nasal Mucosa and Soft Tissue 
Internal oblique muscle 
use Abdomen Muscle, Left 
use Abdomen Muscle, Right 
Internal pudendal artery 
use Internal Iliac Artery, Left 
use Internal Iliac Artery, Right 
Internal pudendal vein 
use Hypogastric Vein, Left 
use Hypogastric Vein, Right 


Internal thoracic artery 
use Internal Mammary Artery, Left 
use Internal Mammary Artery, Right 
use Subclavian Artery, Left 
use Subclavian Artery, Right 
Internal urethral sphincter use Urethra 
Interphalangeal (IP) joint 
use Finger Phalangeal Joint, Left 
use Finger Phalangeal Joint, Right 
use Toe Phalangeal Joint, Left 
use Toe Phalangeal Joint, Right 
Interphalangeal ligament 
use Foot Bursa and Ligament, Left 
use Foot Bursa and Ligament, Right 
use Hand Bursa and Ligament, Left 
use Hand Bursa and Ligament, Right 
Interrogation, cardiac rhythm related device 
Interrogation only see Measurement, Cardiac 4B02 
With cardiac function testing see Measurement, 
Cardiac 4A92 
Interruption see Occlusion 
Interspinalis muscle 
use Trunk Muscle, Left 
use Trunk Muscle, Right 
Interspinous ligament, cervical use Head and Neck 
Bursa and Ligament 
Interspinous ligament, lumbar use Lower Spine 
Bursa and Ligament 
Interspinous ligament, thoracic use Upper Spine 
Bursa and Ligament 
Interspinous process spinal stabilization device 
use Spinal Stabilization Device, Interspinous Pro- 
‘ cess in @RH 
use Spinal Stabilization Device, Interspinous Pro- 
cess in OSH 
InterStim® Therapy lead use Neurostimulator Lead 
in Peripheral Nervous System 
InterStim® Therapy neurostimulator use Stimulator 
Generator, Single Array in JH 
Intertransversarius muscle 
use Trunk Muscle, Left 
use Trunk Muscle, Right 
Intertransverse ligament, cervical use Head and 
Neck Bursa and Ligament 
Intertransverse ligament, lumbar use Lower Spine 
Bursa and Ligament 
Intertransverse ligament, thoracic use Upper Spine 
Bursa and Ligament 
Interventricular foramen (Monro) use Cerebral 
Ventricle 
Interventricular septum use Ventricular Septum 
Intestinal lymphatic trunk use Cisterna Chyli 
intraluminal Device 
Airway 
Esophagus @DH5 
Mouth and Throat @CHY 
Nasopharynx 09HN 
Bioactive 
Occlusion 
Common Carotid 
Left 03L) 
Right 03LH 
External Carotid 
Left @3LN 
Right 3LM 
Internal Carotid 
Left @3LL 
Right 03LK 
Intracranial @3LG 
Vertebral 
Left @3LQ 
Right @3LP 
Restriction 
Common Carotid 
Left 03VJ 
Right 03VH 
External Carotid 
Left 03VN 
Right 03VM 
Internal Carotid 
Left @3VL 
Right @3VK 
Intracranial 03VG 
Vertebral 
Left 23VQ 
Right @3VP 


Intraluminal Device — continued 
Endobronchial Valve 
Lingula BH9 
Lower Lobe 
Left @BHB 
Right BH6 
Main 
Left BH7 
Right @BH3 
Middle Lobe, Right BH5 
Upper Lobe 
Left @BH8 
Right @BH4 
Endotracheal Airway 
Change device in, Trachea 0B21XEZ 
Insertion of device in, Trachea BH1 
Pessary 
Change device in, Vagina and Cul-de-sac 
QU2HXGZ 
Insertion of device in 
Cul-de-sac GUHF 
Vagina SUHG 
Intramedullary (IM) rod (nail) 
use Internal Fixation Device, Intramedullary in 
Lower Bones 
use Internal Fixation Device, Intramedullary in 
Upper Bones 
Intramedullary skeletal kinetic distractor (ISKD) 
use Internal Fixation Device, Intramedullary in 
Lower Bones 
use Internal Fixation Device, Intramedullary in 
Upper Bones 
Intraocular Telescope 
Left B8RK3GZ 
Right 8RJ30Z 
Intraoperative Knee Replacement Sensor XR2 
Intraoperative Radiation Therapy (IORT) 
Anus DDY8CZZ 
Bile Ducts DFY2CZZ 
Bladder DTY2CZZ 
Brain DOYOCZZ 
Brain Stem D@Y1CZZ 
Cervix DUY1CZZ 
Colon DDY5CZZ 
Duodenum DDY2CZZ 
Gallbladder DFY1CZZ 
lleum DDY4CZZ 
Jejunum DDY3CZZ 
Kidney DTY@CZZ 
Larynx D9YBCZZ 
Liver DFYOCZZ 
Mouth D9Y4CZZ 
Nasopharynx D9YDCZZ 
Nerve, Peripheral D@Y7CZZ 
Ovary DUYOCZZ 
Pancreas DFY3CZZ 
Pharynx D9YCCZZ 
Prostate DVYOCZZ 
Rectum DDY7CZZ 
Spinal Cord D@Y6CZZ 
Stomach DDY1CZZ 
Ureter DTY1CZZ__ 
Urethra DTY3CZZ 
Uterus DUY2CZZ 
Intra.OX 8EG2XDZ 
Intrauterine Device (IUD) use Contraceptive Device 
in Female Reproductive System 
Intravascular fluorescence angiography (IFA) see 
Monitoring, Physiological Systems 4A1 
Intravascular Lithotripsy (IVL) see Fragmentation 
Intravascular ultrasound assisted thrombolysis 
see Fragmentation, Artery 
Introduction of substance in or on 
Artery 
Central 3E6 
Analgesics 3E06 
Anesthetic, Intracirculatory 3E@6 
Antiarrhythmic 3E@6 : 
Anti-infective 3E@6 
Anti-inflammatory 3E06 
Antineoplastic 3E06 
Destructive Agent 3E06 
Diagnostic Substance, Other 3EG6 
Electrolytic Substance 3E06 
Hormone 3E06 
Hypnotics 3E@6 
Immunotherapeutic 3E06 
Nutritional Substance 3E06 
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introduction of substance in or on — continued 
Artery — continued 
Central — continued 
Platelet Inhibitor 3E@6 
Radioactive Substance 3EG6 
Sedatives 3E06 
Serum 3E06 
Thrombolytic 3E@6 
Toxoid 3E06 
Vaccine 3EG6 
Vasopressor 3E06 
Water Balance Substance 3E06 
Coronary 3E07 
Diagnostic Substance, Other 3E@7 
Platelet Inhibitor 3E07 
Thrombolytic 3E07 
Peripheral 3E@5 
Analgesics 3E05 
Anesthetic, Intracirculatory 3E05 
Antiarrhythmic 3E05 
Anti-infective 3E05 
Anti-inflammatory 3E@5 
Antineoplastic 3E05 
Destructive Agent 3E05 
Diagnostic Substance, Other 3E@5 
Electrolytic Substance 3E@5 
Hormone 3E05 
Hypnotics 3E@5 
Immunotherapeutic 3E@5 
Nutritional Substance 3E@5 
Platelet Inhibitor 3E05 
Radioactive Substance 3E@5 
Sedatives 3E05 
Serum 3E05 
Thrombolytic 3E@5 
Toxoid 3E@5 
Vaccine 3E@5 
Vasopressor 3E@5 
Water Balance Substance 3E@5 
Biliary Tract 3E0J 
Analgesics 3E@J 
Anesthetic Agent 3E@) 
Anti-infective 3EQJ 
Anti-inflammatory 3E@J 
Antineoplastic 3E@J 
Destructive Agent 3EQJ 
Diagnostic Substance, Other 3E@J 
Electrolytic Substance 3E0J 
Gas 3E0J 
Hypnotics 3E@J 
Islet Cells, Pancreatic 3EQ) 
Nutritional Substance 3E0J) 
Radioactive Substance 3E@J 
Sedatives 3E@J 
Water Balance Substance 3E@J 
Bone 3E0V 
Analgesics 3EV3NZ 
Anesthetic Agent 3E0V3BZ 
Anti-infective 3E@V32 
Anti-inflammatory 3E0V33Z 
Antineoplastic 3E0V30 
Destructive Agent 3EQV3TZ 
Diagnostic Substance, Other 3EOV3KZ 
Electrolytic Substance 3E0V37Z 
Hypnotics 3EQV3NZ 
Nutritional Substance 3EQ@V36Z 
Radioactive Substance 3E@V3HZ 
Sedatives 3EOV3NZ 
Water Balance Substance 3E0V37Z 
Bone Marrow 3E@A3GC 
Antineoplastic 3EGA30 
Brain 3E0Q 
Analgesics 3EGQ 
Anesthetic Agent 3EdQ 
Anti-infective 3E0Q 
Anti-inflammatory 3E6Q 
Antineoplastic 3E0Q 
Destructive Agent 3E0Q 
Diagnostic Substance, Other 3EGQ 
Electrolytic Substance 3E0Q 
Gas 3EdQ 
Hypnotics 3EdQ 
Nutritional Substance 3E@Q 
Radioactive Substance 3EGQ 
Sedatives 3EGQ 
Stem Cells 
Embryonic 3EQ 
Somatic 3EGQ 
Water Balance Substance 3E0Q 


Introduction of substance in or on — continued 
Cranial Cavity 3E@Q 
Analgesics 3E@Q 
Anesthetic Agent 3E0Q 
Anti-infective 3EQ 
Anti-inflammatory 3E@Q 
Antineoplastic 3E0Q 
Destructive Agent 3EdQ 
Diagnostic Substance, Other 3EGQ 
Electrolytic Substance 3EGQ 
Gas 3E8Q 
Hypnotics 3E8Q 
Nutritional Substance 3EGQ 
Radioactive Substance 3EGQ 
Sedatives 3E0Q 
Stem Cells 
Embryonic 3E0Q 
Somatic 3EGQ 
Water Balance Substance 3E0Q 
Ear 3E0B 
Analgesics 3EQB 
Anesthetic Agent 3E@B 
Anti-infective 3E@B 
Anti-inflammatory 3E@B 
Antineoplastic 3EQB 
Destructive Agent 3E@B 
Diagnostic Substance, Other 3EQB 
Hypnotics 3EQB 
Radioactive Substance 3E0B 
Sedatives 3E@B 
Epidural Space 3E@S3GC 
Analgesics 3EQS3NZ 
Anesthetic Agent 3E@S3BZ 
Anti-infective 3E@S32 
Anti-inflammatory 3E@S33Z 
Antineoplastic 3E0S39 
Destructive Agent 3E@S3TZ 
Diagnostic Substance, Other 3EGS3KZ 
Electrolytic Substance 3E@S37Z 
Gas 3E0S 
Hypnotics 3E9S3NZ 
Nutritional Substance 3E@S36Z 
Radioactive Substance 3E@S3HZ 
Sedatives 3EGS3NZ 
Water Balance Substance 3E@S37Z 
Eye 3E@C 
Analgesics 3E8C 
Anesthetic Agent 3E9C 
Anti-infective 3E0C 
Anti-inflammatory 3E@C 
Antineoplastic 3E0C 
Destructive Agent 3E@C 
Diagnostic Substance, Other 3E@C 
Gas 3E0C 
Hypnotics 3E@C 
Pigment 3E0C 
Radioactive Substance 3E@C 
Sedatives 3E0C 
Gastrointestinal Tract 
Lower 3E@H 
Analgesics 3E@H 
Anesthetic Agent 3E0H 
Anti-infective 3EQH 
Anti-inflammatory 3E0H 
Antineoplastic 3EQH 
Destructive Agent 3E@H 
Diagnostic Substance, Other 3E@H 
Electrolytic Substance 3EQH 
Gas 3EQH 
Hypnotics 3EQH 
Nutritional Substance 3E@H 
Radioactive Substance 3EQH 
Sedatives 3EQH 
Water Balance Substance 3E@H 
Upper 3E0G 
Analgesics 3E0G 
Anesthetic Agent 3E0G 
Anti-infective 3E0G 
Anti-inflammatory 3E9G 
Antineoplastic 3E0G 
Destructive Agent 3E0G 
Diagnostic Substance, Other 3E0G 
Electrolytic Substance 3E0G 
Gas 3E0G 
Hypnotics 3E@G 
Nutritional Substance 3E0G 
Radioactive Substance 3E0G 
Sedatives 3EQG 
Water Balance Substance 3E0G 


Introduction of substance in or on 


Introduction of substance in or on — continued 
Genitourinary Tract 3E@K 
Analgesics 3E0K 
Anesthetic Agent 3EQK 
Anti-infective 3E@K 
Anti-inflammatory 3EQK 
Antineoplastic 3E@K 
Destructive Agent 3E@K 
Diagnostic Substance, Other 3E@K 
Electrolytic Substance 3E0K 
Gas 3E0K 
Hypnotics 3EQK 
Nutritional Substance 3E@K 
Radioactive Substance 3E@K 
Sedatives 3EOK 
Water Balance Substance 3E@K 
Heart 3E08 
Diagnostic Substance, Other 3E08 
Platelet Inhibitor 3E@8 
Thrombolytic 3E@8 
Joint 3EU 
Analgesics 3E@U3NZ 
Anesthetic Agent 3E@U3BZ 
Anti-infective 3E@U 
Anti-inflammatory 3E@U33Z 
Antineoplastic 3EQU30 
Destructive Agent 3EQU3TZ 
Diagnostic Substance, Other 3EQU3KZ 
Electrolytic Substance 3E9U37Z 
Gas 3EQU3SF 
Hypnotics 3EOU3NZ 
Nutritional Substance 3EQU36Z 
Radioactive Substance 3EQU3HZ 
Sedatives 3EOU3NZ 
Water Balance Substance 3EQU37Z 
Lymphatic 3EQW3GC 
Analgesics 3EW3NZ 
Anesthetic Agent 3E6W3BZ 
Anti-infective 3EQW32 
Anti-inflammatory 3E6W33Z 
Antineoplastic 3EQW38 
Destructive Agent 3EQW3TZ 
Diagnostic Substance, Other 3EQW3KZ 
Electrolytic Substance 3EQW37Z 
Hypnotics 3EW3NZ 
Nutritional Substance 3EQW36Z 
Radioactive Substance 3EW3HZ 
Sedatives 3EGW3NZ 
Water Balance Substance 3EQW37Z 
Mouth 3E@D 
Analgesics 3E8D 
Anesthetic Agent 3E@D 
Antiarrhythmic 3E0D 
Anti-infective 3E@D 
Anti-inflammatory 3E9D 
Antineoplastic 3E0D 
Destructive Agent 3E9D 
Diagnostic Substance, Other 3E@D 
Electrolytic Substance 3E9D 
Hypnotics 3E@D 
Nutritional Substance 3E8D 
Radioactive Substance 3EQ@D 
Sedatives 3E0D 
Serum 3E@D 
Toxoid 3E@D 
Vaccine 3E0D 
Water Balance Substance 3E@D 
Mucous Membrane 3E@8XGC 
Analgesics 3EQOXNZ 
Anesthetic Agent 3E@0XBZ 
Anti-infective 3EQ0X2 
Anti-inflammatory 3E@0X3Z 
Antineoplastic 3E00X9 
Destructive Agent 3EQ@OXTZ 
Diagnostic Substance, Other 3EQOXKZ 
Hypnotics 3EQOXNZ 
Pigment 3EQOXMZ 
Sedatives 3EQOXNZ 
Serum 3EQ0X4Z 
Toxoid 3EGOX4Z 
Vaccine 3EQ0X4Z 
Muscle 3E923GC 
Analgesics 3E023NZ 
Anesthetic Agent 3E@23BZ 
Anti-infective 3E@232 
Anti-inflammatory 3E9233Z 
Antineoplastic 3E0230 
Destructive Agent 3E023TZ 
Diagnostic Substance, Other 3E@23KZ 


W Subterms under main terms may continue to next column or page 
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Introduction of substance in or on 


Introduction of substance in or on — continued 
Muscle — continued 
Electrolytic Substance 3EQ237Z 
Hypnotics 3EQ23NZ 
Nutritional Substance 3EQ236Z 
Radioactive Substance 3EQ23HZ 
Sedatives 3E923NZ 
Serum 3E0234Z 
Toxoid 3E0234Z 
Vaccine 3E6234Z 
Water Balance Substance 3EQ237Z 
Nerve 
Cranial 3EQX3GC 
Anesthetic Agent 3E@X3BZ 
Anti-inflammatory 3E@X33Z 
Destructive Agent 3EQX31Z 
Peripheral 3ET3GC 
Anesthetic Agent 3EQT3BZ 
Anti-inflammatory 3E0T33Z 
Destructive Agent 3EQT3TZ 
Plexus 3EQT3GC 
Anesthetic Agent 3E@T3BZ 
Anti-inflammatory 3E0T33Z 
Destructive Agent 3EQT31Z 
Nose 3E@9 
Analgesics 3E09 
Anesthetic Agent 3E09 
Anti-infective 3E09 
Anti-inflammatory 3E09 
Antineoplastic 3E09 
Destructive Agent 3E09 
Diagnostic Substance, Other 3E09 
Hypnotics 3E09 
Radioactive Substance 3E09 
Sedatives 3E09 
Serum 3E09 
Toxoid 3E09 
Vaccine 3E09 
Pancreatic Tract 3E@J 
Analgesics 3EQJ 
Anesthetic Agent 3E@J 
Anti-infective 3E0J 
Anti-inflammatory 3E@J 
Antineoplastic 3EQJ 
Destructive Agent 3E9J 
Diagnostic Substance, Other 3E@J 
Electrolytic Substance 3E@) 
Gas 3E@J 
Hypnotics 3E0J 
Islet Cells, Pancreatic 3E@J 
Nutritional Substance 3E@J 
Radioactive Substance 3E@J 
Sedatives 3E@) 
Water Balance Substance 3E@J 
Pericardial Cavity 3EOY 
Analgesics 3EGY3NZ 
Anesthetic Agent 3E0Y3BZ 
Anti-infective 3EQY32 
Anti-inflammatory 3EQY33Z 
Antineoplastic 3EGY 
Destructive Agent 3EGY3TZ 
Diagnostic Substance, Other 3EQY3KZ 
Electrolytic Substance 3EQY37Z 
Gas 3EQY 
Hypnotics 3EOY3NZ 
Nutritional Substance 3EGY36Z 
Radioactive Substance 3EQY3HZ 
Sedatives 3EGY3NZ 
Water Balance Substance 3E@Y37Z 
Peritoneal Cavity 3EOM 
Adhesion Barrier 3EQM 
Analgesics 3E@M3NZ 
Anesthetic Agent 3E9M3BZ 
Anti-infective 3EQM32 
Anti-inflammatory 3E@M33Z 
Antineoplastic 3EQM 
Destructive Agent 3EOM3TZ 
Diagnostic Substance, Other 3EM3KZ 
Electrolytic Substance 3EOM37Z 
Gas 3EQM 
Hypnotics 3EOM3NZ 
Nutritional Substance 3EQM36Z 
Radioactive Substance 3EOM3HZ 
Sedatives 3EOM3NZ 
Water Balance Substance 3EQM37Z 
Pharynx 3E9D 
Analgesics 3E0D 
Anesthetic Agent 3EQD 
Antiarrhythmic 3E@D 
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Introduction of substance in or on — continued 
Pharynx — continued 
Anti-infective 3E@D 
Anti-inflammatory 3E@D 
Antineoplastic 3E@D 
Destructive Agent 3E@D 
Diagnostic Substance, Other 3E9D 
Electrolytic Substance 3E9D 
Hypnotics 3E0D 
Nutritional Substance 3E0D 
Radioactive Substance 3E9D 
Sedatives 3E@D 
Serum 3E@D 
Toxoid 3E@D 
Vaccine 3E9D 
Water Balance Substance 3E@D 
Pleural Cavity 3E@L 
Adhesion Barrier 3E@L 
Analgesics 3EQL3NZ 
Anesthetic Agent 3E@L3BZ 
Anti-infective 3EOL32 
Anti-inflammatory 3E@L33Z 
Antineoplastic 3E@L 
Destructive Agent 3E@L3TZ 
Diagnostic Substance, Other 3EQL3KZ 
Electrolytic Substance 3E@L37Z 
Gas 3E@L 
Hypnotics 3E@L3NZ 
Nutritional Substance 3E@L36Z 
Radioactive Substance 3EQL3HZ 
Sedatives 3EGL3NZ 
Water Balance Substance 3E6L37Z 
Products of Conception 3E@E 
Analgesics 3EGE 
Anesthetic Agent 3EGE 
Anti-infective 3EQE 
Anti-inflammatory 3E@E 
Antineoplastic 3EGE 
Destructive Agent 3E@E 
Diagnostic Substance, Other 3EGE 
Electrolytic Substance 3E@E 
Gas 3E@E 
Hypnotics 3E@E 
Nutritional Substance 3E@E 
Radioactive Substance 3EGE 
Sedatives 3EGE 
Water Balance Substance 3E@E 
Reproductive 
Female 3E@P 
Adhesion Barrier 3EOP 
Analgesics 3E@P 
Anesthetic Agent 3E0P 
Anti-infective 3E@P 
Anti-inflammatory 3E@P 
Antineoplastic 3EOP 
Destructive Agent 3E@P 
Diagnostic Substance, Other 3E@P 
Electrolytic Substance 3EQP 
Gas 3E@P 
Hormone 3E@P 
Hypnotics 3E@P 
Nutritional Substance 3EQP 
Ovum, Fertilized 3E@P 
Radioactive Substance 3E@P 
Sedatives 3E@P 
Sperm 3E@P 
Water Balance Substance 3E@P 
Male 3EQN 
Analgesics 3EQN 
Anesthetic Agent 3EQN 
Anti-infective 3EQN 
Anti-inflammatory 3EON 
Antineoplastic 3EON 
Destructive Agent 3EQN 
Diagnostic Substance, Other 3EQN 
Electrolytic Substance 3EON 
Gas 3EON 
Hypnotics 3EON 
Nutritional Substance 3E@N 
Radioactive Substance 3E@N 
Sedatives 3EQN 
Water Balance Substance 3E@N 
Respiratory Tract 3EOF 
Analgesics 3EQF 
Anesthetic Agent 3E@F 
Anti-infective 3EQF 
Anti-inflammatory 3EQF 
Antineoplastic 3EQF 
Destructive Agent 3EQF 
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Introduction of substance in or on — continued 
Respiratory Tract — continued 
Diagnostic Substance, Other 3E@F 
Electrolytic Substance 3EOF 
Gas 3EQF 
Hypnotics 3EOF 
Nutritional Substance 3EQF 
Radioactive Substance 3E@F 
Sedatives 3EOF 
Water Balance Substance 3E@F 
Skin 3EQOXGC 
Analgesics 3EQOXNZ 
Anesthetic Agent 3EQ@XBZ 
Anti-infective 3EOX2 
Anti-inflammatory 3E@OX3Z 
Antineoplastic 3EQDX0 
Destructive Agent 3EQOXTZ 
Diagnostic Substance, Other 3EQOXKZ 
Hypnotics 3EQOXNZ 
Pigment 3EQQXMZ 
Sedatives 3EGOXNZ 
Serum 3EGOX4Z 
Toxoid 3EQOX4Z 
Vaccine 3EQOX4Z 
Spinal Canal 3EQR3GC 
Analgesics 3EQR3NZ 
Anesthetic Agent 3E@R3BZ 
Anti-infective 3EOR32 
Anti-inflammatory 3E@R33Z 
Antineoplastic 3EOR39 
Destructive Agent 3E@R3TZ 
Diagnostic Substance, Other 3EOR3KZ 
Electrolytic Substance 3EOR37Z 
Gas 3EQR 
Hypnotics 3E@R3NZ 
Nutritional Substance 3EGR36Z 
Radioactive Substance 3EOR3HZ 
Sedatives 3EQR3NZ 
Stem Cells 
Embryonic 3E@R 
Somatic 3EOR 
Water Balance Substance 3E@R37Z 
Subcutaneous Tissue 3E013GC 
Analgesics 3E813NZ 
Anesthetic Agent 3E013BZ 
Anti-infective 3E@1 
Anti-inflammatory 3E0133Z 
Antineoplastic 3E0138 
Destructive Agent 3E013TZ 
Diagnostic Substance, Other 3E@13KZ 
Electrolytic Substance 3E0137Z 
Hormone 3E013V 
Hypnotics 3E@13NZ 
Nutritional Substance 3E@136Z 
Radioactive Substance 3EQ13HZ 
Sedatives 3E013NZ 
Serum 3E8134Z 
Toxoid 3E@134Z 
Vaccine 3EQ134Z 
Water Balance Substance 3E0137Z 
Vein 
Central 3E04_ 
Analgesics 3E04 
Anesthetic, Intracirculatory 3E04 
Antiarrhythmic 3E04 
Anti-infective 3E04 
Anti-inflammatory 3E04 
Antineoplastic 3E04 
Destructive Agent 3E04 
Diagnostic Substance, Other 3E04 
Electrolytic Substance 3E04 
Hormone 3E04 
Hypnotics 3E04 
Immunotherapeutic 3E04 
Nutritional Substance 3E04 
Platelet Inhibitor 3E04 
Radioactive Substance 3E04 
Sedatives 3E04 
Serum 3E04 
Thrombolytic 3E04 
Toxoid 3E04 
Vaccine 3E04 
Vasopressor 3E04 
Water Balance Substance 3E04 
Peripheral 3E@3 
Analgesics 3E03 
Anesthetic, Intracirculatory 3E03 
Antiarrhythmic 3E93 
Anti-infective 3E@3 
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troduction of substance in or on — continued 
Vein — continued 
Peripheral — continued 
Anti-inflammatory 3E03 
Antineoplastic 3E03 
Destructive Agent 3E03 
Diagnostic Substance, Other 3E03 
Electrolytic Substance 3E03 
Hormone 3E@3 
Hypnotics 3E@3 
Immunotherapeutic 3E03 
Islet Cells, Pancreatic 3E03 
Nutritional Substance 3E@3 
Platelet Inhibitor 3E@3 
Radioactive Substance 3EQ3 
Sedatives 3E03 
Serum 3E3 
Thrombolytic 3£03 
Toxoid 3E03 
Vaccine 3E03 
Vasopressor 3E@3 
Water Balance Substance 3E@3 
itubation 
Airway 
see Insertion of device in, Esophagus @DH5S 
see Insertion of device in, Mouth and Throat 
OCHY 
see Insertion of device in, Trachea 9BH1 
Drainage device see Drainage 
Feeding Device see Insertion of device in, Gastroin- 
testinal System ODH 
ITUITY Elite valve system, EDWARDS use 
Zooplastic Tissue, Rapid Deployment Technique 
in New Technology 
ybenguane I-131 Antineoplastic XWa 
)benguane I-131, High Specific Activity (HSA) use 
lobenguane I-131 Antineoplastic 
PB (intermittent positive pressure breathing) 
see Assistance, Respiratory 5AG9 
tE (Irreversible Electroporation) see Destruction, 
Hepatobiliary System and Pancreas OF5 — 
idectomy 
see Excision, Eye 88B 
see Resection, Eye 08T 
idoplasty 
see Repair, Eye 8Q 
see Replacement, Eye 88R 
see Supplement, Eye 08U 
idotomy see Drainage, Eye 089 
reversible Electroporation (IRE) see Destruction, 
Hepatobiliary System and Pancreas OF5 
rigation 
Biliary Tract, Irrigating Substance 3E1J 
Brain, Irrigating Substance 3E1Q38Z 
Cranial Cavity, Irrigating Substance 3E1Q38Z 
Ear, Irrigating Substance 3E1B 
Epidural Space, Irrigating Substance 3E1$38Z 
Eye, Irrigating Substance 3E1C 
Gastrointestinal Tract 
Lower, Irrigating Substance 3E1H 
Upper, Irrigating Substance 3E1G 
Genitourinary Tract, Irrigating Substance 3E1K 
Irrigating Substance 3C1ZX8Z 
Joint, irrigating Substance 3E1U 
Mucous Membrane, Irrigating Substance 3E19 
Nose, Irrigating Substance 3E19 
Pancreatic Tract, Irrigating Substance 3E1J 
Pericardial Cavity, Irrigating Substance 3E1Y38Z 
Peritoneal Cavity 
Dialysate 3E1M39Z 
Irrigating Substance 3E1M38Z 
Pleural Cavity, Irrigating Substance 3E1L38Z 
Reproductive 
_ Female, Irrigating Substance 3E1P 
Male, Irrigating Substance 3E1N 
Respiratory Tract, Irrigating Substance 3E1F 
Skin, Irrigating Substance 3E10 
Spinal Canal, Irrigating Substance 3E1R38Z 
avuconazole Anti-infective XWd 
chiatic nerve use Sciatic Nerve 
chiocavernosus muscle use Perineum Muscle 
chiofemoral ligament 
use Hip Bursa and Ligament, Left 
use Hip Bursa and Ligament, Right 
chium 
use Pelvic Bone, Left 
use Pelvic Bone, Right 
olation 8EGZXY6 


= 


Isotope Administration, Whole Body DWY5G 
Itrel (3) (4) neurostimulator use Stimulator Generator, 
Single Array in QJH 

Jakafi® use Ruxolitinib 
Jejunal artery use Superior Mesenteric Artery 
Jejunectomy 

see Excision, Jejunum @DBA 

see Resection, Jejunum ODTA 
Jejunocolostomy 

see Bypass, Gastrointestinal System @D1 

see Drainage, Gastrointestinal System @D9 
Jejunopexy 

see Repair, Jejunum @DQA 

see Reposition, Jejunum DSA 
Jejunostomy 

see Bypass, Jejunum 8D1A 

see Drainage, Jejunum @D9A 
Jejunotomy see Drainage, Jejunum OD9A 
Joint fixation plate 

use Internal Fixation Device in Lower Joints 

use Internal Fixation Device in Upper Joints 
Joint liner (insert) use Liner in Lower Joints 
Joint spacer (antibiotic) 

use Spacer in Lower Joints 

use Spacer in Upper Joints 
Jugular body use Glomus Jugulare 
Jugular lymph node 


use Lymphatic, Left Neck 
use Lymphatic, Right Neck 


K 


Kappa use Pacemaker, Dual Chamber in QJH 
Kcentra use 4-Factor Prothrombin Complex Concen- 
trate 
Keratectomy, kerectomy 
see Excision, Eye 08B 
see Resection, Eye 08T 
Keratocentesis see Drainage, Eye 089 
Keratoplasty 
see Repair, Eye 8Q 
see Replacement, Eye 08R 
see Supplement, Eye 88U 
Keratotomy 
see Drainage, Eye 89 
see Repair, Eye 08Q 
Keystone Heart TriGuard 3™ CEPD (cerebral embol- 
ic protection device) X2A6325 
Kirschner wire (K-wire) 
use Internal Fixation Device in Head and Facial 
Bones 
use Internal Fixation Device in Lower Bones 
use Internal Fixation Device in Lower Joints 
use Internal Fixation Device in Upper Bones 
use Internal Fixation Device in Upper Joints 
Knee (implant) insert use Liner in Lower Joints 
KUB x-ray see Plain Radiography, Kidney, Ureter and 
Bladder BT04 
Kuntscher nail , 
use Internal Fixation Device, Intramedullary in 
Lower Bones 
use Internal Fixation Device, Intramedullary in 
Upper Bones 
KYMRIAH use Engineered Autologous Chimeric Antigen 
Receptor T-cell Immunotherapy 


L 


Labia majora use Vulva 
Labia minora use Vulva 
Labial gland 
use Lower Lip 
use Upper Lip 
Labiectomy 
see Excision, Female Reproductive System OUB 
see Resection, Female Reproductive System QUT 
Lacrimal canaliculus 
use Lacrimal Duct, Left 
use Lacrimal Duct, Right 
Lacrimal punctum 
use Lacrimal Duct, Left 
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Lacrimal punctum — continued 
use Lacrimal Duct, Right 
Lacrimal sac 
use Lacrimal Duct, Left 
use Lacrimal Duct, Right 
LAGB (laparoscopic adjustable gastric banding) 
Initial procedure @DV64CZ 
Surgical correction see Revision of device in, 
Stomach BDW6 
Laminectomy 
see Excision, Lower Bones QB 
see Excision, Upper Bones @PB 
see Release, Central Nervous System and Cranial 
Nerves @0N 
see Release, Peripheral Nervous System @1N 
Laminotomy 
see Drainage, Lower Bones 0Q9 
see Drainage, Upper Bones @P9 
see Excision, Lower Bones QB 
see Excision, Upper Bones @PB 
see Release, Central Nervous System and Cranial 
Nerves ON 
see Release, Lower Bones GON 
see Release, Peripheral Nervous System 01N 
see Release, Upper Bones OPN 
Laparoscopic-assisted transanal pull-through 
see Excision, Gastrointestinal System DB 
see Resection, Gastrointestinal System ODT 
Laparoscopy see Inspection 
Laparotomy 
Drainage see Drainage, Peritoneal Cavity 3W9G 
Exploratory see Inspection, Peritoneal Cavity @WJG 
LAP-BAND® Adjustable Gastric Banding System 
use Extraluminal Device 
Laryngectomy 
see Excision, Larynx @CBS 
see Resection, Larynx CTS 
Laryngocentesis see Drainage, Larynx 0C9S 
Laryngogram see Fluoroscopy, Larynx B91) 
Laryngopexy see Repair, Larynx @CQS 
Laryngopharynx use Pharynx 
Laryngoplasty 
see Repair, Larynx 8CQS 
see Replacement, Larynx CRS 
see Supplement, Larynx @CUS 
Laryngorrhaphy see Repair, Larynx @CQS 
Laryngoscopy 9CJS8ZZ 
Laryngotomy see Drainage, Larynx 8C9S 
Laser Interstitial Thermal Therapy 
Adrenal Gland DGY2KZZ 
Anus DDY8KZZ_ 
Bile Ducts DFY2KZZ 
Brain D@YOKZZ 
Brain Stem D@Y1KZZ 
Breast 
Left DMY@KZZ 
Right DMY1KZZ 
Bronchus DBY1KZZ 
Chest Wall DBY7KZZ 
Colon DDY5KZZ 
Diaphragm DBY8KZZ 
Duodenum DDY2KZZ 
Esophagus DDYOKZZ 
Gallbladder DFY1KZZ 
Gland 
Adrenal DGY2KZZ 
Parathyroid DGY4KZZ 
Pituitary DGY@KZZ 
Thyroid DGY5KZZ 
lleum DDY4KZZ 
Jejunum DDY3KZZ 
Liver DFY@KZZ 
Lung DBY2KZZ 
Mediastinum DBY6KZZ 
Nerve, Peripheral DOY7KZZ 
Pancreas DFY3KZZ 
Parathyroid Gland DGY4KZZ 
Pineal Body DGY1KZZ 
Pituitary Gland DGY@KZZ 
Pleura DBYSKZZ 
Prostate DVYOKZZ 
Rectum DDY7KZZ 
Spinal Cord DOY6KZZ 
Stomach DDY1KZZ 
Thyroid Gland DGY5KZZ 
Trachea DBYOKZZ 
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Lateral canthus 


Lateral canthus 
use Upper Eyelid, Left 
use Upper Eyelid, Right 
Lateral collateral ligament (LCL) 
use Knee Bursa and Ligament, Left 
use Knee Bursa and Ligament, Right 
Lateral condyle of femur 
use Lower Femur, Left 
use Lower Femur, Right 
Lateral condyle of tibia 
use Tibia, Left 
use Tibia, Right 
Lateral cuneiform bone 
use Tarsal, Left 
use Tarsal, Right 
Lateral epicondyle of femur 
use Lower Femur, Left 
use Lower Femur, Right 
Lateral epicondyle of humerus 
use Humeral Shaft, Left 
use Humeral Shaft, Right 
Lateral femoral cutaneous nerve use Lumbar Plexus 
Lateral (brachial) lymph node 
use Lymphatic, Left Axillary 
use Lymphatic, Right Axillary 
Lateral malleolus 
use Fibula, Left 
use Fibula, Right 
Lateral meniscus 
use Knee Joint, Left 
use Knee Joint, Right 
Lateral nasal cartilage use Nasal Mucosa and Soft 
Tissue 
Lateral plantar artery 
use Foot Artery, Left 
use Foot Artery, Right 
Lateral plantar nerve use Tibial Nerve 
Lateral rectus muscle 
use Extraocular Muscle, Left 
use Extraocular Muscle, Right 
Lateral sacral artery 
use Internal Iliac Artery, Left 
use Internal Iliac Artery, Right 
Lateral sacral vein 
use Hypogastric Vein, Left 
use Hypogastric Vein, Right 
Lateral sural cutaneous nerve use Peroneal Nerve 
Lateral tarsal artery 
use Foot Artery, Left 
use Foot Artery, Right 
Lateral temporomandibular ligament use Head and 
Neck Bursa and Ligament 
Lateral thoracic artery 
use Axillary Artery, Left 
use Axillary Artery, Right 
Latissimus dorsi muscle 
use Trunk Muscle, Left 
use Trunk Muscle, Right 
Latissimus Dorsi Myocutaneous Flap 
Replacement 
Bilateral GHRV@75 
Left @HRU@75 
Right HRT075 
Transfer 
Left SKXG 
Right OKXF 
Lavage 
see Irrigation 
Bronchial alveolar, diagnostic see Drainage, Respi- 
ratory System @B9 
Least splanchnic nerve use Thoracic Sympathetic 
Nerve 
Lefamulin Anti-infective XWd 
Left ascending lumbar vein use Hemiazygos Vein 
Left atrioventricular valve use Mitral Valve 
Left auricular appendix use Atrium, Left 
Left colic vein use Colic Vein 
Left coronary sulcus use Heart, Left 
Left gastric artery use Gastric Artery 
Left gastroepiploic artery use Splenic Artery 
Left gastroepiploic vein use Splenic Vein 
Left inferior phrenic vein use Renal Vein, Left 
Left inferior pulmonary vein use Pulmonary Vein, 
Left 
Left jugular trunk use Thoracic Duct 
Left lateral ventricle use Cerebral Ventricle 


Left ovarian vein use Renal Vein, Left 
Left second lumbar vein use Renal Vein, Left 
Left subclavian trunk use Thoracic Duct 
Left subcostal vein use Hemiazygos Vein 
Left superior pulmonary vein use Pulmonary Vein, 
Left 
Left suprarenal vein use Renal Vein, Left 
Left testicular vein use Renal Vein, Left 
Lengthening 
Bone, with device see Insertion of Limb Lengthen- 
ing Device 
Muscle, by incision see Division, Muscles 8K8 
Tendon, by incision see Division, Tendons OL8 
Leptomeninges, intracranial use Cerebral Meninges 
Leptomeninges, spinal use Spinal Meninges 
Lesser alar cartilage use Nasal Mucosa and Soft Tissue 
Lesser occipital nerve use Cervical Plexus 
Lesser Omentum use Omentum 
Lesser saphenous vein 
use Saphenous Vein, Left 
use Saphenous Vein, Right 
Lesser splanchnic nerve use Thoracic Sympathetic 
Nerve 
Lesser trochanter 
use Upper Femur, Left 
use Upper Femur, Right 
Lesser tuberosity 
use Humeral Head, Left 
use Humeral Head, Right 
Lesser wing use Sphenoid Bone 
Leukopheresis, therapeutic see Pheresis, Circulatory 
6A55 
Levator anguli oris muscle use Facial Muscle 
Levator ani muscle use Perineum Muscle 
Levator labii superioris alaeque nasi muscle use 
Facial Muscle 
Levator labii superioris muscle use Facial Muscle 
Levator palpebrae superioris muscle 
use Upper Eyelid, Left 
use Upper Eyelid, Right 
Levator scapulae muscle 
use Neck Muscle, Left 
use Neck Muscle, Right 
Levator veli palatini muscle use Tongue, Palate, 
Pharynx Muscle 
Levatores costarum muscle 
use Thorax Muscle, Left 
use Thorax Muscle, Right 
LifeStent® (Flexstar) (XL) Vascular Stent System 
use Intraluminal Device 
Ligament of head of fibula 
use Knee Bursa and Ligament, Left 
use Knee Bursa and Ligament, Right 
Ligament of the lateral malleolus 
use Ankle Bursa and Ligament, Left 
use Ankle Bursa and Ligament, Right 
Ligamentum flavum, cervical use Head and Neck 
Bursa and Ligament 
Ligamentum flavum, lumbar use Lower Spine Bursa 
and Ligament 
Ligamentum flavum, thoracic use Upper Spine Bursa 
and Ligament 
Ligation see Occlusion 
Ligation, hemorrhoid see Occlusion, Lower Veins, 
Hemorrhoidal Plexus ° 
Light Therapy GZJZZZZ 
Liner 
Removal of device from 
Hip 
Left OSPBO9Z 
Right @SP9G9Z 
Knee 
Left @SPDO9Z 
Right @SPCO9Z 
Revision of device in 
Hip 
Left @SWBO9Z 
Right BSW9G9Z 
Knee 
Left BSWDO9Z 
Right OSWCO9Z 
Supplement 
Hip 
Left @SUBO9Z 
Acetabular Surface @SUEQ9Z 
Femoral Surface OSUSG9Z 
Right GSU9B9Z 
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Liner — continued 
Supplement — continued 
Hip — continued 
Right — continued 
Acetabular Surface @SUAG9Z 
Femoral Surface SSUR@9Z 
Knee 
Left SUD@9 
Femoral Surface SUUGZ9IZ 
Tibial Surface BSUWG9Z 
Right BSUCB9 
Femoral Surface @SUT@9Z 
Tibial Surface DSUVO9Z 
Lingual artery 
use External Carotid Artery, Left 
use External Carotid Artery, Right 
Lingual tonsil use Pharynx 
Lingulectomy, lung 
see Excision, Lung Lingula BBH 
see Resection, Lung Lingula 8BTH 
Lisocabtagene Maraleucel use Lisocabtagene Mar- 
aleucel Immunotherapy 
Lisocabtagene Maraleucel Immunotherapy XW2 
Lithoplasty see Fragmentation 
Lithotripsy f 
see Fragmentation 
With removal of fragments see Extirpation 
LITT (laser interstitial thermal therapy) see Laser 
> Interstitial Thermal Therapy 
LIVIAN™ CRT-D use Cardiac Resynchronization Defib- 
rillator Pulse Generator in QJH 
Lobectomy 
see Excision, Central Nervous System and Cranial 
Nerves 0B 
see Excision, Endocrine System 9GB 
see Excision, Hepatobiliary System and Pancreas 
OFB 
see Excision, Respiratory System OBB 
see Resection, Endocrine System SGT 
see Resection, Hepatobiliary System and Pancreas 
OFT 
see Resection, Respiratory System @BT 
Lobotomy see Division, Brain 0080 
Localization : 
see Imaging 
see Map 
Locus ceruleus use Pons 
Long thoracic nerve use Brachial Plexus 
Loop ileostomy see Bypass, lleum @D1B 
Loop recorder, implantable use Monitoring Device 
Lower Gl series see Fluoroscopy, Colon BD14 
Lower Respiratory Fluid Nucleic Acid-base-Micro- 
bial Detection XXEBXQ6 
Lumbar artery use Abdominal Aorta 
Lumbar facet joint use Lumbar Vertebral Joint 
Lumbar ganglion use Lumbar Sympathetic Nerve 
Lumbar lymph node use Lymphatic, Aortic 
Lumbar lymphatic trunk use Cisterna Chyli 
Lumbar splanchnic nerve use Lumbar Sympathetic 
Nerve 
Lumbosacral facet joint use Lumbosacral Joint 
Lumbosacral trunk use Lumbar Nerve 
Lumpectomy see Excision 
Lunate bone 
use Carpal, Left 
use Carpal, Right 
Lunotriquetral ligament 
use Hand Bursa and Ligament, Left 
use Hand Bursa and Ligament, Right 
Lymphadenectomy 
see Excision, Lymphatic and Hemic Systems 07B 
see Resection, Lymphatic and Hemic Systems 07T 
Lymphadenotomy see Drainage, Lymphatic and Hemic 
Systems 079 
Lymphangiectomy 
see Excision, Lymphatic and Hemic Systems 87B 
see Resection, Lymphatic and Hemic Systems 07T 
Lymphangiogram see Plain Radiography, Lymphatic 
System B7@ 
Lymphangioplasty 
see Repair, Lymphatic and Hemic Systems 87Q 
see my Appa Lymphatic and Hemic Systems 
7 
Lymphangiorrhaphy see Repair, Lymphatic and Hemic 
Systems 07Q 
Lymphangiotomy see Drainage, Lymphatic and Hemic 
Systems 079 
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-ysis see Release 


Macula 
use Retina, Left 
use Retina, Right 
MAGEC® Spinal Bracing and Distraction System 
use Magnetically Controlled Growth Rod(s) in New 
Technology 
Magnet extraction, ocular foreign body see Extirpa- 
tion, Eye 88C 
Magnetic Resonance Imaging (MRI) 
Abdomen BW3@ 
Ankle 
Left BQ3H 
Right BQ3G 
Aorta 
Abdominal B438 
Thoracic B330 
Arm 
Left BP3F 
Right BP3E 
Artery 
Celiac B431 
Cervico-Cerebral Arch B33Q 
Common Carotid, Bilateral B335 
Coronary 
Bypass Graft, Multiple B233 
Multiple B231 
Internal Carotid, Bilateral B338 
Intracranial B33R 
Lower Extremity 
Bilateral B43H 
Left B43G 
Right B43F 
Pelvic B43C 
Renal, Bilateral B438 
Spinal B33M 
Superior Mesenteric B434 
Upper Extremity 
Bilateral B33K 
Left B33J 
Right B33H 
Vertebral, Bilateral B33G 
Bladder BT30 
Brachial Plexus BW3P 
Brain BO30 
Breast 
Bilateral BH32 
Left BH31 
Right BH30 
Calcaneus 
Left BQ3K 
Right BQ3J 
Chest BW33Y 
Coccyx BR3F 
Connective Tissue 
[ Lower Extremity BL31 
Upper Extremity BL30 
Corpora Cavernosa BV30 
Disc 
Cervical BR31 
Lumbar BR33 
Thoracic BR32 
Ear B930 
Elbow 
Left BP3H 
Right BP3G 
Eye 
Bilateral B837 
Left B836 
Right B835 
Femur 
Left BQ34 
Right BQ33 
Fetal Abdomen BY33 
Fetal Extremity BY35 
Fetal Head BY30 
Fetal Heart BY31 
Fetal Spine BY34 
Fetal Thorax BY32 
Fetus, Whole BY36 
Foot 
Left BQ3M 
Right BQ3L 
Forearm 
Left BP3K 


Magnetic Resonance Imaging (MRI) — continued 
Forearm — continued 
Right BP3J 
Gland 
Adrenal, Bilateral BG32 
Parathyroid BG33 
Parotid, Bilateral B936 
Salivary, Bilateral B93D 
Submandibular, Bilateral B939 
Thyroid BG34 
Head BW38 
Heart, Right and Left B236 
Hip 
Left BQ31 
Right BQ30 
Intracranial Sinus B532 
Joint 
Finger 
Left BP3D 
Right BP3C 
Hand 
Left BP3D 
Right BP3C 
Temporomandibular, Bilateral BN39 
Kidney 
Bilateral BT33 
Left BT32 
Right BT31 
Transplant BT39 
Knee 
Left BQ38 
Right BQ37 
Larynx B93J 
Leg 
Left BQ3F 
Right BQ3D 
Liver BF35 
Liver and Spleen BF36 
Lung Apices BB3G 
Nasopharynx B93F 
Neck BW3F 
Nerve 
Acoustic BO3C 
Brachial Plexus BW3P 
Oropharynx B93F 
Ovary 
Bilateral BU35 
Left BU34 
Right BU33 
Ovary and Uterus BU3C 
Pancreas BF37 
Patella 
Left BQ3W 
Right BQ3V 
Pelvic Region BW3G 
Pelvis BR3C 
Pituitary Gland B39 
Plexus, Brachial BW3P 
Prostate BV33 
Retroperitoneum BW3H 
Sacrum BR3F 
Scrotum BV34 
Sella Turcica B39 
Shoulder 
Left BP39 
Right BP38 
Sinus 
Intracranial B532 
Paranasal B932 
Spinal Cord BO3B 
Spine 
Cervical BR30 
Lumbar BR39 
Thoracic BR37 
Spleen and Liver BF36 
Subcutaneous Tissue 
Abdomen BH3H 
Extremity 
Lower BH3J’ 
Upper BH3F 
Head BH3D 
Neck BH3D 
Pelvis BH3H 
Thorax BH3G 
Tendon 
Lower Extremity BL33 
Upper Extremity BL32 
Testicle 
Bilateral BV37 
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Map 


Magnetic Resonance Imaging (MRI) — continued 
Testicle — continued 
Left BV36 
Right BV35 
Toe 
Left BQ3Q 
Right BQ3P 
Uterus BU36 
Pregnant BU3B 
Uterus and Ovary BU3C 
Vagina BU39 
Vein 
Cerebellar B531 
Cerebral B531 
Jugular, Bilateral B535 
Lower Extremity 
Bilateral B53D 
Left B53C 
Right B53B 
Other B53V 
Pelvic (Iliac) Bilateral BS3H 
Portal B53T 
Pulmonary, Bilateral B53S 
Renal, Bilateral B53L 
Spanchnic B53T 
Upper Extremity 
Bilateral B53P 
Left B53N 
Right B53M 
Vena Cava 
Inferior B539 
Superior B538 
Wrist 
Left BP3M 
Right BP3L 
Magnetically Controlled Growth Rod(s) 
Cervical XNS3 
Lumbar XNS& 
Thoracic XNS4 
Magnetic-guided radiofrequency endovascular 
fistula 
Radial Artery, Left 031C3ZF 
Radial Artery, Right 031B3ZF 
Ulnar Artery, Left 31A3ZF 
Ulnar Artery, Right 03193ZF 
Malleotomy see Drainage, Ear, Nose, Sinus 099 
Malleus 
use Auditory Ossicle, Left 
use Auditory Ossicle, Right 
Mammaplasty, mammoplasty 
see Alteration, Skin and Breast OHO 
see Repair, Skin and Breast HQ 
see Replacement, Skin and Breast BHR 
see Supplement, Skin and Breast BHU 
Mammary duct 
use Breast, Bilateral 
use Breast, Left 
use Breast, Right 
Mammary gland 
use Breast, Bilateral 
use Breast, Left 
use Breast, Right 
Mammectomy 
see Excision, Skin and Breast HB 
see Resection, Skin and Breast QHT 
Mammillary body use Hypothalamus 
Mammography see Plain Radiography, Skin, Subcuta- 
neous Tissue and Breast BH 
Mammotomy see Drainage, Skin and Breast @H9 
Mandibular nerve use Trigeminal Nerve 
Mandibular notch 
use Mandible, Left 
use Mandible, Right 
Mandibulectomy 
see Excision, Head and Facial Bones NB 
see Resection, Head and Facial Bones NT 
Manipulation 
Adhesions see Release 
Chiropractic see Chiropractic Manipulation 
Manual removal, retained placenta see Extraction, 
Products of Conception, Retained 10D1 
Manubrium use Sternum 
Map 
Basal Ganglia 9OK8 
Brain @BKO 
Cerebellum @@KC 
Cerebral Hemisphere OOK7 
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Map — continued 
Conduction Mechanism 82K8 
Hypothalamus 0OKA 
Medulla Oblongata 8@KD 
Pons @0KB 
Thalamus 2OK9 
Mapping 
Doppler ultrasound see Ultrasonography 
Electrocardiogram only see Measurement, Cardiac 
4A02 
Mark IV Breathing Pacemaker System use Stimulator 
Generator in Subcutaneous Tissue and Fascia 
Marsupialization 
see Drainage 
see Excision 
Massage, cardiac 
External 5A12012 
Open 82QA0ZZ 
Masseter muscle use Head Muscle 
Masseteric fascia use Subcutaneous Tissue and Fascia, 
Face 
Mastectomy 
see Excision, Skin and Breast @HB 
see Resection, Skin and Breast HT 
Mastoid air cells 
use Mastoid Sinus, Left 
use Mastoid Sinus, Right 
Mastoid (postauricular) lymph node 
use Lymphatic, Left Neck 
use Lymphatic, Right Neck 
Mastoid process 
use Temporal Bone, Left 
use Temporal Bone, Right 
Mastoidectomy 
see Excision, Ear, Nose, Sinus @9B 
see Resection, Ear, Nose, Sinus 09T 
Mastoidotomy see Drainage, Ear, Nose, Sinus 099 
Mastopexy 
see Repair, Skin and Breast HQ 
see Reposition, Skin and Breast OHS 
Mastorrhaphy see Repair, Skin and Breast HQ 
Mastotomy see Drainage, Skin and Breast QH9 
Maxillary artery 
use External Carotid Artery, Left 
use External Carotid Artery, Right 
Maxillary nerve use Trigeminal Nerve 
Maximo II DR (VR) use Defibrillator Generator in QJH 
Maximo II DR CRT-D use Cardiac Resynchronization 
Defibrillator Pulse Generator in @JH 
Measurement 
Arterial 
Flow 
Coronary 4A93 
Intracranial 4A93X5D 
Peripheral 4A03 
Pulmonary 4A93 
Pressure 
Coronary 4A93 
Peripheral 4A@3 
Pulmonary 4A93 
Thoracic, Other 4A@3 
Pulse 
Coronary 4A93 
Peripheral 4A03 
Pulmonary 4A03 
Saturation, Peripheral 4A@3 
Sound, Peripheral 4A03 
Biliary 
Flow 4AGC 
Pressure 4AQC 
Cardiac 
Action Currents 4A02 
Defibrillator 4B02XTZ 
Electrical Activity 4A02 
Guidance 4A92X4A 
No Qualifier 4A@2X4Z 
Output 4A92 
Pacemaker 4B02XSZ 
Rate 4A92 
Rhythm 4A02 
Sampling and Pressure 
Bilateral 4A2 
Left Heart 4A92 
Right Heart 4A02 
Sound 4A92 
Total Activity, Stress 4AG2XM4 
Central Nervous 
Conductivity 4A9@ 
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Measurement — continued 
Central Nervous — continued 
Electrical Activity 4A0® 
Pressure 4AQQQBZ 
Intracranial 4AG0 
Saturation, Intracranial 4A90 
Stimulator 4BOOXVZ 
Temperature, Intracranial 4A9@ 
Circulatory, Volume 4A@5XLZ 
Gastrointestinal 
Motility 4A@B 
Pressure 4AQB 
Secretion 4AQB 
Lower Respiratory Fluid Nucleic Acid-base Micro- 
bial Detection XXEBXQ6 
Lymphatic 
Flow 4A06 
Pressure 4AQ6 
Metabolism 4A8Z 
Musculoskeletal 
Contractility 4AOF 
Pressure 4AQF3BE 
Stimulator 4BOFXVZ 
Olfactory, Acuity 4A98X9Z 
Peripheral Nervous 
Conductivity 
Motor 4A81 
Sensory 4A01 
Electrical Activity 4A@1 
Stimulator 4B01XVZ 
Positive Blood Culture Fluorescence Hybridization 
for Organism Identification, Concentration 
and Susceptibility XXESXN6 
Products of Conception 
Cardiac 
Electrical Activity 4AQH 
Rate 4AQH 
Rhythm 4AGH 
Sound 4AG@H 
Nervous 
Conductivity 4A@J 
Electrical Activity 4AQJ 
Pressure 4AQJ 
Respiratory 
Capacity 4A99 
Flow 4AG9 
Pacemaker 4BO9XSZ 
Rate 4A09 
Resistance 4AG9 
Total Activity 4A09 
Volume 4A89 
Sleep 4A9ZXQZ 
Temperature 4A0Z 
Urinary 
Contractility 4AdD 
Flow 4A9D 
Pressure 4AQD 
Resistance 4AQD 
Volume 4A0D 
Venous 
Flow 
Central 4A04 
Peripheral 4A04 
Portal 4A04 
Pulmonary 4A04 
Pressure 
Central 4A04 
Peripheral 4A04 
Portal 4A04 
Pulmonary 4A04 
Pulse 
Central 4A04 
Peripheral 4A04 
Portal 4A04 
Pulmonary 4A04 
Saturation, Peripheral 4A04 
Visual 
Acuity 4A07X0Z 
Mobility 4AQ7X7Z 
Pressure 4A07XBZ 
Whole Blood Nucleic Acid-base Microbial Detection 
XXE5XM5 
Meatoplasty, urethra see Repair, Urethra @TQD 
Meatotomy see Drainage, Urinary System @T9 
Mechanical ventilation see Performance, Respiratory 
5A19 
Medial canthus 
use Lower Eyelid, Left 
use Lower Eyelid, Right 
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Medial collateral ligament (MCL) 
use Knee Bursa and Ligament, Left 
use Knee Bursa and Ligament, Right 
Medial condyle of femur 
use Lower Femur, Left 
use Lower Femur, Right 
Medial condyle of tibia 
use Tibia, Left 
use Tibia, Right 
Medial cuneiform bone 
use Tarsal, Left 
use Tarsal, Right 
Medial epicondyle of femur 
use Lower Femur, Left 
use Lower Femur, Right 
Medial epicondyle of humerus 
use Humeral Shaft, Left 
use Humeral Shaft, Right 
Medial malleolus 
use Tibia, Left 
use Tibia, Right 
Medial meniscus 
use Knee Joint, Left 
use Knee Joint, Right 
Medial plantar artery 
use Foot Artery, Left 
use Foot Artery, Right 
Medial plantar nerve use Tibial Nerve 
Medial popliteal nerve use Tibial Nerve 
Medial rectus muscle 
use Extraocular Muscle, Left 
use Extraocular Muscle, Right 
Medial sural cutaneous nerve use Tibial Nerve 
Median antebrachial vein 
use Basilic Vein, Left 
use Basilic Vein, Right 
Median cubital vein 
use Basilic Vein, Left 
use Basilic Vein, Right 
Median sacral artery use Abdominal Aorta 
Mediastinal cavity use Mediastinum 
Mediastinal lymph node use Lymphatic, Thorax 
Mediastinal space use Mediastinum 
Mediastinoscopy 9WJC4ZZ 
Medication Management GZ3ZZZZ 
for substance abuse 
Antabuse HZ83ZZZ 
Bupropion HZ87ZZZ 
Clonidine HZ86ZZZ 
Levo-alpha-acetyl-methadol (LAAM) 
HZ82ZZZ 
Methadone Maintenance HZ81ZZZ 
Naloxone HZ85ZZZ 
Naltrexone HZ84ZZZ 
Nicotine Replacement HZ88ZZZ 
Other Replacement Medication HZ89ZZZ 
Psychiatric Medication HZ88ZZZ 
Meditation 8EGZXY5 
Medtronic Endurant® Il AAA stent graft system use 
Intraluminal Device 
Meissner's (submucous) plexus use Abdominal 
Sympathetic Nerve 
Melody® transcatheter pulmonary valve use 
Zooplastic Tissue in Heart and Great Vessels 
Membranous urethra use Urethra 
Meningeorrhaphy 
see Repair, Cerebral Meninges 00Q1 
see Repair, Spinal Meninges @0QT 
Meniscectomy, knee 
see Excision, Joint, Knee, Left @SBD 
see Excision, Joint, Knee, Right @SBC 
Mental foramen 
use Mandible, Left 
use Mandible, Right 
Mentalis muscle use Facial Muscle 
Mentoplasty see Alteration, Jaw, Lower @WO5 
Meropenem-vaborbactam Anti-infective XWd 
Mesenterectomy see Excision, Mesentery @DBV 
Mesenteriorrhaphy, mesenterorrhaphy see Repair, 
Mesentery BDQV 
Mesenteriplication see Repair, Mesentery DOV 
Mesoappendix use Mesentery 
Mesocolon use Mesentery 
Metacarpal ligament 
use Hand Bursa and Ligament, Left 
use Hand Bursa and Ligament, Right 
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Metacarpophalangeal ligament 
use Hand Bursa and Ligament, Left 
use Hand Bursa and Ligament, Right 
Metal on metal bearing surface use Synthetic Substi- 
tute, Metal in @SR 
Metatarsal ligament 
use Foot Bursa and Ligament, Left 
use Foot Bursa and Ligament, Right 
Metatarsectomy 
see Excision, Lower Bones 8QB 
see Resection, Lower Bones 6QT 
Metatarsophalangeal (MTP) joint 
use Metatarsal-Phalangeal Joint, Left 
use Metatarsal-Phalangeal Joint, Right 
Metatarsophalangeal ligament 
use Foot Bursa and Ligament, Left 
use Foot Bursa and Ligament, Right 
Metathalamus use Thalamus 
Micro-Driver stent (RX) (OTW) use intraluminal Device 
MicroMed HeartAssist use Implantable Heart Assist 
System in Heart and Great Vessels 
Micrus CERECYTE Microcoil use intraluminal Device, 
Bioactive in Upper Arteries 
Midcarpal joint 
use Carpal Joint, Left 
use Carpal Joint, Right 
Middle cardiac nerve use Thoracic Sympathetic Nerve 
Middle cerebral artery use Intracranial Artery 
Middle cerebral vein use Intracranial Vein 
Middle colic vein use Colic Vein 
Middle genicular artery 
use Popliteal Artery, Left 
use Popliteal Artery, Right 
Middle hemorrhoidal vein 
use Hypogastric Vein, Left 
use Hypogastric Vein, Right 
Middle rectal artery 
use Internal Iliac Artery, Left 
use Internal lliac Artery, Right 
Middle suprarenal artery use Abdominal Aorta 
Middle temporal artery 
use Temporal Artery, Left 
use Temporal Artery, Right 
Middle turbinate use Nasal Turbinate 
Mineral-based Topical Hemostatic Agent XWO 
MIRODERM™ Biologic Wound Matrix use Skin Sub- 
stitute, Porcine Liver Derived in New Technology 
MitraClip valve repair system use Synthetic Substi- 
tute 
Mitral annulus use Mitral Valve 
Mitroflow® Aortic Pericardial Heart Valve use 
Zooplastic Tissue in Heart and Great Vessels 
Mobilization, adhesions see Release 
Molar gland use Buccal Mucosa 
MolecuLight i:X° wound imaging see Other Imaging, 
Anatomical Regions BW5 
Monitoring 
Arterial 
Flow 
Coronary 4A13 
Peripheral 4A13 
Pulmonary 4A13 
Pressure 
Coronary 4A13 
Peripheral 4A13 
Pulmonary 4A13 
Pulse 
Coronary 4A13 
Peripheral 4A13 
Pulmonary 4A13 
Saturation, Peripheral 4A13 
Sound, Peripheral 4A13 
Cardiac 
Electrical Activity 4A12 
Ambulatory 4A12X45 
No Qualifier 4A12X4Z 
Output 4A12 
Rate 4A12 
Rhythm 4A12 
Sound 4A12 
Total Activity, Stress 4A12XM4 
Vascular Perfusion, Indocyanine Green Dye 
4A12XSH 
Central Nervous 
Conductivity 4A10 
Electrical Activity 
Intraoperative 4A1 


Monitoring — continued 
Central Nervous — continued 
Electrical Activity — continued 
No Qualifier 4A10 
Pressure 4A100BZ 
Intracranial 4A10 
Saturation, Intracranial 4A10 
Temperature, Intracranial 4A10 
Gastrointestinal 
Motility 4A1B 
Pressure 4A1B 
Secretion 4A1B 
Vascular Perfusion, Indocyanine Green Dye 
4A1BXSH 
Intraoperative Knee Replacement Sensor XR2 
Kidney, Fluorescent Pyrazine XT25XE5 
Lymphatic 
Flow 
Indocyanine Green Dye 4A16 
No Qualifier 4A16 
Pressure 4A16 
Peripheral Nervous 
Conductivity 
Motor 4A11 
Sensory 4A11 
Electrical Activity 
Intraoperative 4A11 
No Qualifier 4A11 
Products of Conception 
Cardiac 
Electrical Activity 4A1H 
Rate 4A1H 
Rhythm 4A1H 
Sound 4A1H 
Nervous 
Conductivity 4A1J 
Electrical Activity 4A1J 
Pressure 4A1J 
Respiratory 
Capacity 4A19 
Flow 4A19 
Rate 4A19 
Resistance 4A19 
Volume 4A19 
Skin and Breast, Vascular Perfusion, Indocyanine 
Green Dye 4A1GXSH 
Sleep 4A1ZXQZ 
Temperature 4A1Z 
Urinary 
Contractility 4A1D 
Flow 4A1D 
Pressure 4A1D 
Resistance 4A1D 
Volume 4A1D 
Venous 
Flow 
Central 4A14 
Peripheral 4A14 
Portal 4A14 
Pulmonary 4A14 
Pressure 
Central 4A14 
Peripheral 4A14 
Portal 4A14 
Pulmonary 4A14 
Pulse 
Central 4A14 
Peripheral 4A14 
Portal 4A14 
Pulmonary 4A14 
Saturation 
Central 4A14 
Portal 4A14 
Pulmonary 4A14 
Monitoring Device, Hemodynamic 
Abdomen QJH8 
Chest QJH6 
Mosaic Bioprosthesis (aortic) (mitral) valve use 
Zooplastic Tissue in Heart and Great Vessels 
Motor Function Assessment F@1 
Motor Treatment FQ7 
MR Angiography 
see Magnetic Resonance Imaging (MRI), Heart B23 
see Magnetic Resonance Imaging (MRI), Lower 
Arteries B43 
see Magnetic Resonance Imaging (MRI), Upper 
Arteries B33 


W Subterms under main terms may continue to next column or page 


Nephrectomy 


MULTI-LINK (VISION) (MINI-VISION) (ULTRA) 
Coronary Stent System use Intraluminal Device 
Multiple sleep latency test 4A0ZXQZ 
Musculocutaneous nerve use Brachial Plexus 
Musculopexy 
see Repair, Muscles @KQ 
see Reposition, Muscles @KS 
Musculophrenic artery 
use Internal Mammary Artery, Left 
use Internal Mammary Artery, Right 
Musculoplasty 
see Repair, Muscles KQ 
see Supplement, Muscles @KU 
Musculorrhaphy see Repair, Muscles 2KQ 
Musculospiral nerve use Radial Nerve 
Myectomy 
see Excision, Muscles OKB 
see Resection, Muscles OKT 
Myelencephalon use Medulla Oblongata 
Myelogram 
CT see Computerized Tomography (CT Scan), 
Central Nervous System B@2 
MRI see Magnetic Resonance Imaging (MRI), Cen- 
tral Nervous System B@3 
Myenteric (Auerbach's) plexus use Abdominal Sym- 
pathetic Nerve 
Myocardial Bridge Release see Release, Artery, 
Coronary 
Myomectomy see Excision, Female Reproductive Sys- 
tem @UB 
Myometrium use Uterus 
Myopexy 
see Repair, Muscles 0KQ 
see Reposition, Muscles KS 
Myoplasty 
see Repair, Muscles 2KQ 
see Supplement, Muscles 8KU 
Myorrhaphy see Repair, Muscles @KQ 
Myoscopy see Inspection, Muscles OKJ 
Myotomy 
see Division, Muscles 8K8 
see Drainage, Muscles 0K9 
Myringectomy 
see Excision, Ear, Nose, Sinus 09B 
see Resection, Ear, Nose, Sinus @9T 
Myringoplasty 
see Repair, Ear, Nose, Sinus 9Q 
see Replacement, Ear, Nose, Sinus @9R 
see Supplement, Ear, Nose, Sinus @9U 
Myringostomy see Drainage, Ear, Nose, Sinus 899 
Myringotomy see Drainage, Ear, Nose, Sinus 099 


NA-1 (Nerinitide) use Nerinitide 
Nail bed 
use Finger Nail 
use Toe Nail 
Nail plate 
use Finger Nail 
use Toe Nail 
nanoLOCK™ interbody fusion device use Interbody 
Fusion Device, Nanotextured Surface in New 
Technology 
Narcosynthesis GZGZZZZ 
Nasal cavity use Nasal Mucosa and Soft Tissue 
Nasal concha use Nasal Turbinate 
Nasalis muscle use Facial Muscle 
Nasolacrimal duct 
use Lacrimal Duct, Left 
use Lacrimal Duct, Right 
Nasopharyngeal airway (NPA) use Intraluminal De- 
vice, Airway in Ear, Nose, Sinus 
Navicular bone 
use Tarsal, Left 
use Tarsal, Right 
Near Infrared Spectroscopy, Circulatory System 
8EG2 
Neck of femur 
use Upper Femur, Left 
use Upper Femur, Right 
Neck of humerus (anatomical) (surgical) 
use Humeral Head, Left 
use Humeral Head, Right 
Nephrectomy 
see Excision, Urinary System OTB 
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Nephrectomy 


Nephrectomy — continued 

see Resection, Urinary System OTT 
Nephrolithotomy see Extirpation, Urinary System OTC 
Nephrolysis see Release, Urinary System OTN 
Nephropexy 

see Repair, Urinary System TQ 

see Reposition, Urinary System OTS 
Nephroplasty 

see Repair, Urinary System TQ 

see Supplement, Urinary System @TU 
Nephropyeloureterostomy 

see Bypass, Urinary System 971 

see Drainage, Urinary System 919 
Nephrorrhaphy see Repair, Urinary System 8TQ 
Nephroscopy, transurethral 01)58ZZ 
Nephrostomy 

see Bypass, Urinary System QT 1 

see Drainage, Urinary System @T9 
Nephrotomography 

see Fluoroscopy, Urinary System BT1 

see Plain Radiography, Urinary System BT@ 
Nephrotomy 

see Division, Urinary System OT8 

see Drainage, Urinary System @T9 
Nerinitide XWa 
Nerve conduction study 

see Measurement, Central Nervous 4A00 

see Measurement, Peripheral Nervous 4A01 
Nerve Function Assessment F01 
Nerve to the stapedius use Facial Nerve 


- Nesiritide use Human B-Type Natriuretic Peptide 


Neurectomy 
see Excision, Central Nervous System and Cranial 
Nerves 80B 
see Excision, Peripheral Nervous System 91B 
Neurexeresis 
see Extraction, Central Nervous System and Cranial 
Nerves 88D 
see Extraction, Peripheral Nervous System @1D 
Neurohypophysis use Pituitary Gland 
Neurolysis 
see Release, Central Nervous System and Cranial 
Nerves 80N 
see Release, Peripheral Nervous System 01N 
Neuromuscular electrical stimulation (NEMS) lead 
use Stimulator Lead in Muscles — 
Neurophysiologic monitoring see Monitoring, Central 
Nervous 4A10 
Neuroplasty 
see Repair, Central Nervous System and Cranial 
Nerves 96Q 
see Repair, Peripheral Nervous System 91Q 
see Supplement, Central Nervous System and 
Cranial Nerves @8U 
see Supplement, Peripheral Nervous System 01U 
Neurorrhaphy 
see Repair, Central Nervous System and Cranial 
Nerves 88Q 
see Repair, Peripheral Nervous System 81Q 
Neurostimulator Generator 
Insertion of device in, Skull ONHOONZ 
Removal of device from, Skull @NPOONZ 
Revision of device in, Skull BNW@BNZ 
Neurostimulator generator, multiple channel use 
Stimulator Generator, Multiple Array in QJH 
Neurostimulator generator, multiple channel 
rechargeable use Stimulator Generator, Multiple 
Array Rechargeable in @JH 
Neurostimulator generator, single channel use 
Stimulator Generator, Single Array in @JH 
Neurostimulator generator, single channel 
rechargeable use Stimulator Generator, Single 
Array Rechargeable in JH 
Neurostimulator Lead 
Insertion of device in 
Brain OHO 
Cerebral Ventricle QBH6 
Nerve 
Cranial @BHE 
Peripheral @1HY 
Spinal Canal @BHU 
Spinal Cord BHV 
Vein 
Azygos 95H@ 
Innominate 
Left @5H4 
Right @5H3 
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Neurostimulator Lead — continued 


Removal of device from 
Brain OOPO 
Cerebral Ventricle @OP6 
Nerve 
Cranial O@PE 
Peripheral 01PY 
Spinal Canal @@PU 
Spinal Cord BOPV 
Vein 
Azygos 05PQ 
Innominate 
Left @5P4 
Right 25P3 
Revision of device in 
Brain OBW@ 
Cerebral Ventricle @BW6 
Nerve 
Cranial QOWE 
Peripheral @1WY 
Spinal Canal 2BWU 
Spinal Cord BWV 
Vein 
Azygos 05W% 
Innominate 
Left @5W4 
Right 5W3 


Neurotomy 


see Division, Central Nervous System and Cranial 
Nerves 908 
see Division, Peripheral Nervous System 018 


Neurotripsy 


see Destruction, Central Nervous System and Cra- 
nial Nerves 005 
see Destruction, Peripheral Nervous System 915 


Neutralization plate 


use Internal Fixation Device in Head and Facial 
Bones 

use Internal Fixation Device in Lower Bones 

use Internal Fixation Device in Upper Bones 


New Technology 


Apalutamide Antineoplastic XWODXJ5 
Atezolizumab Antineoplastic XW@ 
Bezlotoxumab Monoclonal Antibody XWd 
Blinatumomab Antineoplastic Immunotherapy 
XW 
Brexanolone XW% 
Brexucabtagene Autoleucel Immunotherapy XW2 
Caplacizumab XW@ 
Cefiderocol Anti-infective XW@ 
Ceftazidime-Avibactam Anti-infective XWO 
Ceftolozane/Tazobactam Anti-infective XW@ 
Cerebral Embolic Filtration 
Dual Filter X2A5312 
Extracorporeal Flow Reversal Circuit X2A 
Single Deflection Filter X2A6325 
Coagulation Factor Xa, Inactivated XWO 
Concentrated Bone Marrow Aspirate XK02303 
Cytarabine and Daunorubicin Liposome Antineo- 
plastic XWO 
Defibrotide Sodium Anticoagulant XW@ 
Destruction, Prostate, Robotic Waterjet Ablation 
XV508A4 
Dilation 
Anterior Tibial 
Left 
Sustained Release Drug-eluting 
Intraluminal Device 
X27Q385 
Four or More X27Q3C5 
Three X27Q3B5 
Two X27Q395 
Right 
Sustained Release Drug-eluting 
Intraluminal Device 
X27P385 
Four or More X27P3C5 
Three X27P3B5 
Two X27P395 
Femoral 
Left 
Sustained Release Drug-eluting 
Intraluminal Device 
X27J385 
Four or More X27J3C5 
Three X27J3B5 
Two X27J395 
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New Technology — continued 


Dilation — continued 
Femoral — continued 
Right 
Sustained Release Drug-eluting 
Intraluminal Device 
X27H385 
Four or More X27H3C5 
Three X27H3B5 
Two X27H395 
Peroneal 
Left 
Sustained Release Drug-eluting 
Intraluminal Device 
X27U385 
Four or More X27U3C5 
Three X27U3B5 
Two X27U395 
Right 
Sustained Release Drug-eluting 
Intraluminal Device 
X271385 
Four or More X27T3C5 
Three X27T3B5 
Two X271395 
Popliteal 
Left Distal 
Sustained Release Drug-eluting 
Intraluminal Device 
X27N385 
Four or More X27N3C5 
Three X27N3B5 
Two X27N395 
Left Proximal 
Sustained Release Drug-eluting 
Intraluminal Device 
X27L385 
Four or More X27L3C5 
Three X27L3B5 
Two X27L395 
Right Distal 
Sustained Release Drug-eluting 
Intraluminal Device 
X27M385 
Four or More X27M3C5 
Three X27M3B5 
_ Two X27M395 
Right Proximal 
Sustained Release Drug-eluting 
Intraluminal Device 
X27K385 
Four or More X27K3C5 
Three X27K3B5 
Two X27K395 
Posterior Tibial 
Left 
Sustained Release Drug-eluting 
Intraluminal Device 
X27S385 
Four or More X27S3C5 
Three X27S3B5 
Two X27S395 
Right 
Sustained Release Drug-eluting 
Intraluminal Device 
X27R385 
Four or More X27R3C5 
Three X27R3B5 
Two X27R395 
Durvalumab Antineoplastic XWO 
Eculizumab XW@ 
Eladocagene exuparvovec XW@Q316 
Endothelial Damage Inhibitor XY@VX83 
Engineered Autologous Chimeric Antigen Receptor 
T-cell Immunotherapy XWO 
Erdafitinib Antineoplastic XW@DXL5 
Esketamine Hydrochloride XW@97M5 
Fosfomycin Anti-infective XW@ 
Fusion 
Cervical Vertebral 
2 or more 
Nanotextured Surface XRG2092 
Radiolucent Porous XRG20F3 
Interbody Fusion Device 
Nanotextured Surface XRG1092 
Radiolucent Porous XRG10F3 
Cervicothoracic Vertebral 
Nanotextured Surface XRG492 
Radiolucent Porous XRG4QF3 


 Subterms under main terms may continue to next column or pags 
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New Technology — continued 
Fusion — continued 
Lumbar Vertebral 
2 or more 
Nanotextured Surface XRGC092 
Radiolucent Porous XRGCOF3 
Interbody Fusion Device 
Nanotextured Surface XRGBO92 
Radiolucent Porous XRGBOF3 
Lumbosacral 
Nanotextured Surface XRGDO92 
Radiolucent Porous XRGDOF3 
Occipital-cervical 
Nanotextured Surface XRG@G92 
Radiolucent Porous XRG@OF3 
Thoracic Vertebral 
2to7 
Nanotextured Surface XRG7092 
Radiolucent Porous XRG70F3 
8 or more 
Nanotextured Surface XRG8092 
Radiolucent Porous XRG8@F3 
Interbody Fusion Device 
Nanotextured Surface XRG6092 
Radiolucent Porous XRG6GF3 
Thoracolumbar Vertebral 
Nanotextured Surface XRGAG92 
Radiolucent Porous XRGAGF3 
Gilteritinib Antineoplastic XWODXV5 
Idarucizumab, Dabigatran Reversal Agent XW9 
Imipenem-cilastatin-relebactam Anti-infective 
XWo 
Intraoperative Knee Replacement Sensor XR2 
lobenguane I-131 Antineoplastic XWO 
Isavuconazole Anti-infective XWO 
Kidney, Fluorescent Pyrazine XT25XE5 
Lefamulin Anti-infective XW@ 
Lisocabtagene Maraleucel Immunotherapy XW2 
Lower Respiratory Fluid Nucleic Acid-base Micro- 
bial Detection XXEBXQ6 
Meropenem-vaborbactam Anti-infective XWO 
Mineral-based Topical Hemostatic Agent XW ~ 
Nerinitide XWO 
Omadacycline Anti-infective XWO 
Orbital Atherectomy Technology X2C 
Other New Technology Therapeutic Substance 
XW 
Plazomicin Anti-infective XWS 
Positive Blood Culture Fluorescence Hybridization 
for Organism Identification, Concentration 
and Susceptibility XXESXN6 
Replacement 
Skin Substitute, Porcine Liver Derived 
XHRPXL2 
Zooplastic Tissue, Rapid Deployment Tech- 
nique X2RF 
Reposition 
Cervical, Magnetically Controlled Growth 
Rod(s) XNS3 
Lumbar, Magnetically Controlled Growth 
Rod(s) XNSG 
Thoracic, Magnetically Controlled Growth 
Rod(s) XNS4 
Ruxolitinib XW@DXT5 
Supplement 
Lumbar, Mechanically Expandable (Paired) 
Synthetic Substitute XNU9356 
Thoracic, Mechanically Expandable (Paired) 
Synthetic Substitute XNU4356 
Synthetic Human Angiotensin Il XW@ 
Tagraxofusp-erzs Antineoplastic XWO 
Uridine Triacetate XWODX82 
Venetoclax Antineoplastic XW@DXR5 
Whole Blood Nucleic Acid-base Microbial Detection 
XXESXM5 
Ninth cranial nerve use Glossopharyngeal Nerve 
NIRS (Near Infrared Spectroscopy) see Physiological 
Systems and Anatomical Regions 8E9 
Nitinol framed polymer mesh use Synthetic Substi- 
tute 
Nonimaging Nuclear Medicine Assay 
Bladder, Kidneys and Ureters CT63 
Blood C763 
Kidneys, Ureters and Bladder CT63 
Lymphatics and Hematologic System C76YYZZ 
Ureters, Kidneys and Bladder C163 
Urinary System CT6YYZZ 
Nonimaging Nuclear Medicine Probe 
Abdomen CW50 


Abdomen and Chest CW54 
Abdomen and Pelvis CW51 
Brain C050 
Central Nervous System CO5YYZZ 
Chest CW53 
Chest and Abdomen CW54 
Chest and Neck CW56 
Extremity 

Lower CP5PZZZ 

Upper CPSNZZZ 
Head and Neck CW5B 
Heart C25YYZZ 

Right and Left C256 
Lymphatics 

Head C75J 

Head and Neck C755 

Lower Extremity C75P 

Neck C75K 

Pelvic C75D 

Trunk C75M 

Upper Chest C75L 

Upper Extremity C75N 
Lymphatics and Hematologic System C75YYZZ 
Musculoskeletal System, Other CP5YYZZ 
Neck and Chest CW56 
Neck and Head CW5B 
Pelvic Region CW5J 
Pelvis and Abdomen CW51 
Spine CP55ZZZ 

Nonimaging Nuclear Medicine Uptake 

Endocrine System CG4YYZZ 
Gland, Thyroid CG42 


Device 
Nostril use Nasal Mucosa and Soft Tissue 
Novacor Left Ventricular Assist Device use |m- 


Vessels 


use Synthetic Substitute, Ceramic in @SR 
Nuclear medicine 
see Nonimaging Nuclear Medicine Assay 
see Nonimaging Nuclear Medicine Probe 
see Nonimaging Nuclear Medicine Uptake 
see Planar Nuclear Medicine Imaging 
see Positron Emission Tomographic (PET) Imaging 
see Systemic Nuclear Medicine Therapy 
see Tomographic (Tomo) Nuclear Medicine Imag- 
ing 
Nuclear scintigraphy see Nuclear Medicine 
Nutrition, concentrated substances 
Enteral infusion 3E0G36Z 
Parenteral (peripheral) infusion see Introduction 
of Nutritional Substance 
NUZYRA™ use Omadacycline Anti-infective 


O 


Obliteration see Destruction 
Obturator artery 

use Internal lliac Artery, Left 

use Internal Iliac Artery, Right 
Obturator lymph node use Lymphatic, Pelvis 
Obturator muscle 

use Hip Muscle, Left 

use Hip Muscle, Right 
Obturator nerve use Lumbar Plexus 
Obturator vein 

use Hypogastric Vein, Left 

use Hypogastric Vein, Right 
Obtuse margin use Heart, Left 
Occipital artery 

use External Carotid Artery, Left 

use External Carotid Artery, Right 
Occipital lobe use Cerebral Hemisphere 
Occipital lymph node 

use Lymphatic, Left Neck 

use Lymphatic, Right Neck 
Occipitofrontalis muscle use Facial Muscle 
Occlusion 

Ampulla of Vater OFLC 

Anus 8DLQ 

Aorta 
Abdominal 04L0 
Thoracic, Descending 92LW3DJ 


© Subterms under main terms may continue to next column or page 


Nonimaging Nuclear Medicine Probe — continued 


Non-tunneled central venous catheter use Infusion 


plantable Heart Assist System in Heart and Great 


Novation® Ceramic AHS°® (Articulation Hip System) 


Occlusion — continued 
Artery 


Anterior Tibial 
Left G4LQ 
Right @4LP 

Axillary 
Left 03L6 
Right 03L5 

Brachial 
Left @3L8 
Right @3L7 

Celiac 04L1 

Colic 
Left 04L7 
Middle 04L8 
Right 84L6 

Common Carotid 
Left 03U 
Right 03LH 

Common lliac 
Left @4LD 
Right 04LC 

External Carotid 
Left @3LN 
Right 3LM 

External lliac 
Left 04 
Right @4LH 

Face @3LR 

Femoral 
Left @4LL 
Right @4LK 

Foot 
Left d4LW 
Right 4LV 

Gastric 04L2 

Hand 
Left @3LF 
Right 83LD 

Hepatic 84L3 

Inferior Mesenteric 94LB 

Innominate @3L2 

Internal Carotid 
Left @3LL 
Right 03LK 

Internal Iliac 
Left O4LF 
Right @4LE 

Internal Mammary 
Left 3L1 
Right 03L0 

Intracranial 03LG 

Lower @4LY 

Peroneal 
Left @4LU 
Right @4LT 

Popliteal 
Left 04LN 
Right 04LM 

Posterior Tibial 
Left @4LS 
Right 4LR 

Pulmonary 
Left @2LR 
Right 82LQ 

Pulmonary Trunk @2LP 

Radial 
Left 03LC 
Right 03LB 

Renal 
Left O4LA 
Right 04L9 

Splenic 04L4 

Subclavian 
Left 03L4 
Right @3L3 

Superior Mesenteric 84L5 

Temporal 
Left O3LT 
Right @3LS 

Thyroid 
Left O3LV 
Right @3LU 

Ulnar 
Left @3LA 
Right 03L9 

Upper O3LY 

Vertebral 
Left @3LQ 


Occlusion 
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Occlusion 


Occlusion — continued 


Artery — continued 
Vertebral — continued 
Right @3LP 
Atrium, Left 02L7 
Bladder OTLB 
Bladder Neck @TLC 
Bronchus 
Lingula @BL9 
Lower Lobe 
Left @BLB 
Right 9BL6 
Main 
Left @BL7 
Right BL3 
Middle Lobe, Right @BL5 
Upper Lobe 
Left @BL8 
Right @BL4 
Carina @BL2 
Cecum @DLH 
Cisterna Chyli @7LL 
Colon 
Ascending @DLK 
Descending 8DLM 
Sigmoid DLN 
Transverse 9DLL 
Cord 
Bilateral @VLH 
Left @VLG 
Right @VLF 
Cul-de-sac GULF 
Duct 
Common Bile @FL9 
Cystic OFL8 
Hepatic 
Common @FL7 
Left @FL6 
Right OFL5 
Lacrimal 
Left O8LY 
Right @8LX 
Pancreatic @FLD 
Accessory OFLF 
Parotid 
Left @CLC 
Right 8CLB 
Duodenum @DL9 
Esophagogastric Junction @DL4 
Esophagus @DL5 
Lower @DL3 
Middle DL2 
Upper @DL1 
Fallopian Tube 
Left @UL6 
Right UL5 
Fallopian Tubes, Bilateral OUL7 
lleocecal Valve BDLC 
{leum @DLB 
Intestine 
Large ODLE 
Left @DLG 
Right @DLF 
Small 8DL8 
Jejunum @DLA 
Kidney Pelvis 
Left @TL4 
Right 8TL3 
Left atrial appendage (LAA) see Occlusion, Atrium, 
Left @2L7 
Lymphatic 
_ Aortic 67LD 
Axillary 
Left 07L6 
Right @7L5 
Head 87L0 
Inguinal 
Left @7LJ 
Right @7LH 
Internal Mammary 
Left 67L9 
Right 27L8 
Lower Extremity 
Left 87LG 
Right @7LF 
Mesenteric @7LB 
Neck 
Left 07L2 
Right 7L1 
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Occlusion — continued 
Lymphatic — continued 
Pelvis @7LC 
Thoracic Duct @7LK 
Thorax @7L7 
Upper Extremity 
Left 07L4 
Right 07L3 
Rectum SDLP 
Stomach @DL6 
Pylorus @DL7 
Trachea @BL1 
Ureter 
Left OTL7 
Right @TL6 
Urethra @TLD 
Vagina GULG 
Valve, Pulmonary 02LH 
Vas Deferens 
Bilateral @VLQ 
Left @VLP 
Right BVLN 
Vein 
Axillary 
Left @5L8 
Right @5L7 
Azygos 05L0 
Basilic 
Left @5LC 
Right @5LB 
Brachial 
Left @5LA 
Right 5L9 
Cephalic 
Left O5LF 
Right @5LD 
Colic @6L7 
Common lliac 
Left @6LD 
Right G6LC 
Esophageal @6L3 
External Iliac 
Left @6LG 
Right @6LF 
External Jugular 
Left 5LQ 
Right @5LP 
Face 
Left @5LV 
Right @5LT 
Femoral 
Left @6LN 
Right 6LM 
Foot 
Left G6LV 
Right O6LT 
Gastric @6L2 
Hand 
Left @S5LH 
Right @SLG 
Hemiazygos 9511 
Hepatic 06L4 
Hypogastric 
Left @6LJ 
Right @6LH 
Inferior Mesenteric 06L6 
Innominate 
Left @5L4 
Right 05L3 
Internal Jugular 
Left @SLN 
Right @5LM 
Intracranial OSLL 
Lower O6LY 
Portal 06L8 
Pulmonary 
Left @2LT 
Right @2LS 
Renal 
Left 6LB 
Right @6L9 
Saphenous 
Left 06LO 
Right @6LP 
Splenic @6L1 
Subclavian 
Left @5L6 
Right @5L5 


Superior Mesenteric 06L5 
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Occlusion — continued 
Vein — continued 
Upper O5LY 
Vertebral 
Left 5LS 
Right @5LR 
Vena Cava 
Inferior D6LO 
Superior O2LV 
Occlusion, REBOA (resuscitative endovascular 
balloon occlusion of the aorta) 
@2LW3D3 
PALO3DJ 
Occupational therapy see Activities of Daily Living 
Treatment, Rehabilitation F@8 
Odentectomy 
see Excision, Mouth and Throat CB 
see Resection, Mouth and Throat OCT 
Odontoid process use Cervical Vertebra 
Olecranonbursa 
use Elbow Bursa and Ligament, Left 
use Elbow Bursa and Ligament, Right 
Olecranon process 
use Ulna, Left 
use Ulna, Right 
Olfactory bulb use Olfactory Nerve 
Omadacycline Anti-infective XW9 
Omentectomy, omentumectomy 
see Excision, Gastrointestinal System SDB 
see Resection, Gastrointestinal System DT 
Omentofixation see Repair, Gastrointestinal System 
ODQ 
Omentoplasty 
see Repair, Gastrointestinal System 8DQ 
see Replacement, Gastrointestinal System 9DR 
see Supplement, Gastrointestinal System 8DU 
Omentorrhaphy see Repair, Gastrointestinal System 
DQ 
Omentotomy see Drainage, Gastrointestinal System 
OD9 
Omnilink Elite Vascular Balloon Expandable Stent 
System use Intraluminal Device 
Onychectomy 
see Excision, Skin and Breast HB 
see Resection, Skin and Breast HT 
Onychoplasty 
see Repair, Skin and Breast HQ 
see Replacement, Skin and Breast @HR 
Onychotomy see Drainage, Skin and Breast @H9 
Oophorectomy 
see Excision, Female Reproductive System @UB 
see Resection, Female Reproductive System OUT 
Oophoropexy 
see Repair, Female Reproductive System UQ 
see Reposition, Female Reproductive System US 
Oophoroplasty 
see Repair, Female Reproductive System @UQ 
see Supplement, Female Reproductive System @UU 
Oophororrhaphy see Repair, Female Reproductive 
System GUQ 
Oophorostomy see Drainage, Female Reproductive 
System @U9 
Oophorotomy 
see Division, Female Reproductive System @U8 
see Drainage, Female Reproductive System @U9 
Oophorrhaphy see Repair, Female Reproductive Sys- 
tem BUQ 
Open Pivot Aortic Valve Graft (AVG) use Synthetic 
Substitute 
Open Pivot (mechanical) Valve use Synthetic Substi- 
tute 
Ophthalmic artery use Intracranial Artery 
Ophthalmic nerve use Trigeminal Nerve 
Ophthalmic vein use Intracranial Vein 
Opponensplasty 
Tendon replacement see Replacement, Tendons 
OLR 
Tendon transfer see Transfer, Tendons OLX 
Optic chiasma use Optic Nerve 
Optic disc 
use Retina, Left 
use Retina, Right 
Optic foramen use Sphenoid Bone 
Optical coherence tomography, intravascular see 
_ Computerized Tomography (CT Scan) 
Optimizer™ Ill implantable pulse generator use 
Contractility Modulation Device in QJH 


WY Subterms under main terms may continue to next column ot page 
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Orbicularis oculi muscle 
use Upper Eyelid, Left 
use Upper Eyelid, Right 
Orbicularis oris muscle use Facial Muscle 
Orbital Atherectomy Technology X2C 
“he fascia use Subcutaneous Tissue and Fascia, 
ace 
Orbital portion of ethmoid bone 
use Orbit, Left 
use Orbit, Right 
Orbital portion of frontal bone 
use Orbit, Left 
use Orbit, Right 
Orbital portion of lacrimal bone 
use Orbit, Left 
use Orbit, Right 
Orbital portion of maxilla 
use Orbit, Left 
use Orbit, Right 
Orbital portion of palatine bone 
use Orbit, Left 
use Orbit, Right 
Orbital portion of sphenoid bone 
use Orbit, Left 
use Orbit, Right 
Orbital portion of zygomatic bone 
use Orbit, Left 
use Orbit, Right 
Orchectomy, orchidectomy, orchiectomy 
see Excision, Male Reproductive System @VB 
see Resection, Male Reproductive System OVT 
Orchidoplasty, orchioplasty 
see Repair, Male Reproductive System 9VQ 
see Replacement, Male Reproductive System @VR 
see Supplement, Male Reproductive System VU 
Orchidorrhaphy, orchiorrhaphy see Repair, Male 
Reproductive System 8VQ 
Orchidotomy, orchiotomy, orchotomy see Drainage, 
Male Reproductive System @V9 
Orchiopexy 
see Repair, Male Reproductive System VQ 
see Reposition, Male Reproductive System OVS 
Oropharyngeal airway (OPA) use intraluminal Device, 
Airway in Mouth and Throat 
Oropharynx use Pharynx 
Ossiculectomy 
see Excision, Ear, Nose, Sinus 9B 
see Resection, Ear, Nose, Sinus 99T 
Ossiculotomy see Drainage, Ear, Nose, Sinus 099 
Ostectomy 
see Excision, Head and Facial Bones ONB 
see Excision, Lower Bones 8QB 
see Excision, Upper Bones PB 
see Resection, Head and Facial Bones ONT 
see Resection, Lower Bones QT 
see Resection, Upper Bones OPT 
Osteoclasis 
see Division, Head and Facial Bones @N8 
see Division, Lower Bones 0Q8 
see Division, Upper Bones OP8 
Osteolysis 
see Release, Head and Facial Bones NN 
see Release, Lower Bones 0QN 
see Release, Upper Bones OPN 
Osteopathic Treatment 
Abdomen 7W99X 
Cervical 7W01X 
Extremity 
Lower 7WG6X 
Upper 7W87X 
Head 7WG0X 
Lumbar 7W03X 
Pelvis 7W5X 
Rib Cage 7W88X 
Sacrum 7W@4X 
Thoracic 7W82X 
Osteopexy 
see Repair, Head and Facial Bones @NQ 
see Repair, Lower Bones QQ 
see Repair, Upper Bones OPQ 
see Reposition, Head and Facial Bones ONS 
see Reposition, Lower Bones 8QS 
see Reposition, Upper Bones OPS 
Osteoplasty 
see Repair, Head and Facial Bones @NQ 
see Repair, Lower Bones QQ 


Osteoplasty — continued 
see Repair, Upper Bones @PQ 
see Replacement, Head and Facial Bones ONR 
see Replacement, Lower Bones QR 
see Replacement, Upper Bones @PR 
see Supplement, Head and Facial Bones @NU 
see Supplement, Lower Bones @QU 
see Supplement, Upper Bones OPU 
Osteorrhaphy 
see Repair, Head and Facial Bones @NQ 
see Repair, Lower Bones QQ 
see Repair, Upper Bones @PQ 
Osteotomy, ostotomy 
see Division, Head and Facial Bones ON8 
see Division, Lower Bones 8Q8 
see Division, Upper Bones @P8 
see Drainage, Head and Facial Bones @N9 
see Drainage, Lower Bones 0Q9 
see Drainage, Upper Bones 0P9 
Other Imaging 
Bile Duct and Gallbladder, Indocyanine Green Dye, 
Intraoperative BF53200 
Bile Duct, Indocyanine Green Dye, Intraoperative 
BF50200 
Extremity 
Lower BW5CZ1Z 
Upper BW5JZ1Z 
Gallbladder and Bile Duct, Indocyanine Green Dye, 
Intraoperative BF53200 
Gallbladder, Indocyanine Green Dye, Intraoperative 
BF52200 
Head and Neck BW59Z1Z 
Hepatobiliary System, All, Indocyanine Green Dye, 
Intraoperative BF5C200 ~ 
Liver and Spleen, Indocyanine Green Dye, Intraop- 
erative BF56200 
Liver, Indocyanine Green Dye, Intraoperative 
BF55200 
Neck and Head BW59Z1Z 
Pancreas, Indocyanine Green Dye, Intraoperative 
BF57200 
Spleen and Liver, Indocyanine Green Dye, Intraop- 
erative BF56200 
Trunk BW52Z1Z 
Other New Technology Therapeutic Substance 
XW 
Otic ganglion use Head and Neck Sympathetic Nerve 
OTL-191 use Hematopoietic Stem/Progenitor Cells, 
Genetically Modified 
Otoplasty 
see Repair, Ear, Nose, Sinus 9Q 
see Replacement, Ear, Nose, Sinus 09R 
see Supplement, Ear, Nose, Sinus 89U 
Otoscopy see Inspection, Ear, Nose, Sinus 09) 
Oval window 
use Middle Ear, Left 
use Middle Ear, Right 
Ovarian artery use Abdominal Aorta 
Ovarian ligament use Uterine Supporting Structure 
Ovariectomy 
see Excision, Female Reproductive System UB 
see Resection, Female Reproductive System OUT 
Ovariocentesis see Drainage, Female Reproductive 
System BU9 
Ovariopexy 
see Repair, Female Reproductive System 0UQ 
see Reposition, Female Reproductive System US 
Ovariotomy 
see Division, Female Reproductive System @U8 
see Drainage, Female Reproductive System 0U9 
Ovatio™ CRT-D use Cardiac Resynchronization Defibril- 
lator Pulse Generator in OJH 
Oversewing 
Gastrointestinal ulcer see Repair, Gastrointestinal 
System DQ 
Pleural bleb see Repair, Respiratory System OBQ 
Oviduct 
use Fallopian Tube, Left 
use Fallopian Tube, Right 
Oximetry, Fetal pulse 10H073Z 
OXINIUM use Synthetic Substitute, Oxidized Zirconium 
on Polyethylene in SR 
Oxygenation 
Extracorporeal membrane (ECMO) see Perfor- 
mance, Circulatory 5A15 
Hyperbaric see Assistance, Circulatory 5AQ5 
Supersaturated see Assistance, Circulatory 5A@5 
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Palatoglossal muscle 


P 


Pacemaker 
Dual Chamber 
Abdomen @JH8 
Chest @JH6 
Intracardiac 
Insertion of device in 
Atrium 
Left 02H7 
Right 02H6 
Vein, Coronary 02H4 
Ventricle 
Left @2HL 
Right @2HK 
Removal of device from, Heart @2PA 
Revision of device in, Heart 22WA 
Single Chamber 
Abdomen @JH8 
Chest QJH6 
Single Chamber Rate Responsive 
Abdomen @JH8 
Chest 0JH6 
Packing 
Abdominal Wall 2W43X5Z 
Anorectal 2Y43X5Z 
Arm 
Lower 
Left 2W4DX5Z 
Right 2W4CX5Z 
Upper 
Left 2W4BX5Z 
Right 2W4AX5Z 
Back 2W45X5Z 
Chest Wall 2W44X5Z 
Ear 2Y42X5Z 
Extremity 
Lower 
Left 2W4MX5Z 
Right 2W4LX5Z 
Upper 
Left 2W49X5Z 
Right 2W48X5Z 
Face 2W41X5Z 
Finger 
Left 2W4KX5Z 
Right 2W4)X5Z 
Foot 
Left 2W4TX5Z 
Right 2W4SX5Z 
Genital Tract, Female 2Y44X5Z 
Hand 
Left 2W4FX5Z 
Right 2W4EX5Z 
Head 2W40X5Z 
Inguinal Region 
Left 2W47X5Z 
Right 2W46X5Z 
Leg 
Lower 
Left 2W4RX5Z 
Right 2W4QX5Z 
Upper 
Left 2W4PX5Z 
Right 2W4NX5Z 
Mouth and Pharynx 2Y40X5Z 
Nasal 2Y41X5Z 
Neck 2W42X5Z 
Thumb 
Left 2W4HX5Z 
Right 2W4GX5Z 
Toe 
Left 2W4VX5Z 
Right 2W4UX5Z 
Urethra 2Y45X5Z 
Paclitaxel-eluting coronary stent use Intraluminal 
Device, Drug-eluting in Heart and Great Vessels 
Paclitaxel-eluting peripheral stent 
use Intraluminal Device, Drug-eluting in Lower 
Arteries 
use Intraluminal Device, Drug-eluting in Upper 
Arteries 
Palatine gland use Buccal Mucosa 
Palatine tonsil use Tonsils 
Palatine uvula use Uvula 
Palatoglossal muscle use Tongue, Palate, Pharynx 
Muscle 
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Palatopharyngeal muscle 


Palatopharyngeal muscle use Tongue, Palate, Phar- 
ynx Muscle 
Palatoplasty 
see Repair, Mouth and Throat CQ 
see Replacement, Mouth and Throat OCR 
see Supplement, Mouth and Throat CU 
Palatorrhaphy see Repair, Mouth and Throat CQ 
Palmar cutaneous nerve 
use Median Nerve 
use Radial Nerve 
Palmar (volar) digital vein 
use Hand Vein, Left 
use Hand Vein, Right 
Palmar fascia (aponeurosis) 
use Subcutaneous Tissue and Fascia, Left Hand 
use Subcutaneous Tissue and Fascia, Right Hand 
Palmar interosseous muscle 
use Hand Muscle, Left 
use Hand Muscle, Right 
Palmar (volar) metacarpal vein 
use Hand Vein, Left 
use Hand Vein, Right 
Palmar ulnocarpal ligament 
use Wrist Bursa and Ligament, Left 
use Wrist Bursa and Ligament, Right 
Palmaris longus muscle 
use Lower Arm and Wrist Muscle, Left 
use Lower Arm and Wrist Muscle, Right 
Pancreatectomy 
see Excision, Pancreas FBG 
see Resection, Pancreas OFTG 
Pancreatic artery use Splenic Artery 
Pancreatic plexus use Abdominal Sympathetic Nerve 
Pancreatic vein use Splenic Vein 
Pancreaticoduodenostomy see Bypass, Hepatobiliary 
System and Pancreas OF1 
Pancreaticosplenic lymph node use Lymphatic, 
Aortic 
Pancreatogram, endoscopic retrograde see Fluo- 
roscopy, Pancreatic Duct BF18 
Pancreatolithotomy see Extirpation, Pancreas FCG 
Pancreatotomy 
see Division, Pancreas F8G 
see Drainage, Pancreas @F9G 
Panniculectomy 
see Excision, Skin, Abdomen 9HB7 
see Excision, Subcutaneous Tissue and Fascia, Ab- 
domen GJB8 
Paraaortic lymph node use Lymphatic, Aortic 
Paracentesis 
Eye see Drainage, Eye 989 
Peritoneal Cavity see Drainage, Peritoneal Cavity 
9W9G 
Tympanum see Drainage, Ear, Nose, Sinus 099 
Pararectal lymph node use Lymphatic, Mesenteric 
Parasternal lymph node use Lymphatic, Thorax 
Parathyroidectomy 
see Excision, Endocrine System 8GB 
see Resection, Endocrine System OGT 
Paratracheal lymph node use Lymphatic, Thorax 
Paraurethral (Skene's) gland use Vestibular Gland 
Parenteral nutrition, total see Introduction of Nutri- 
tional Substance 
Parietal lobe use Cerebral Hemisphere 
Parotid lymph node use Lymphatic, Head 
Parotid plexus use Facial Nerve 
Parotidectomy 
see Excision, Mouth and Throat CB 
see Resection, Mouth and Throat OCT 
Pars flaccida 
use Tympanic Membrane, Left 
use Tympanic Membrane, Right 
Partial joint replacement 
Hip see Replacement, Lower Joints SR 
Knee see Replacement, Lower Joints @SR 
Shoulder see Replacement, Upper Joints ORR 
Partially absorbable mesh use Synthetic Substitute 
Patch, blood, spinal 3EQR3GC 
Patellapexy 
see Repair, Lower Bones QQ 
see Reposition, Lower Bones 0QS 
Patellaplasty 
see Repair, Lower Bones 8QQ 
see Replacement, Lower Bones QR 
see Supplement, Lower Bones QU 
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Patellar ligament 
use Knee Bursa and Ligament, Left 
use Knee Bursa and Ligament, Right 
Patellar tendon 
use Knee Tendon, Left 
use Knee Tendon, Right 
Patellectomy 
see Excision, Lower Bones 00B 
see Resection, Lower Bones QT 
Patellofemoral joint 
use Knee Joint, Left 
use Knee Joint, Left, Femoral Surface 
use Knee Joint, Right 
use Knee Joint, Right, Femoral Surface 
Pectineus muscle 
use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
Pectoral fascia use Subcutaneous Tissue and Fascia, 
Chest 
Pectoral (anterior) lymph node 
use Lymphatic Left, Axillary 
use Lymphatic Right, Axillary 
Pectoralis major muscle 
use Thorax Muscle, Left 
use Thorax Muscle, Right 
Pectoralis minor muscle 
use Thorax Muscle, Left 
use Thorax Muscle, Right 
Pedicle-based dynamic stabilization device 
use Spinal Stabilization Device, Pedicle-Based in 
OSH 
use Spinal Stabilization Device, Pedicle-Based in 
ORH 
PEEP (positive end expiratory pressure) see Assis- 
tance, Respiratory 5A09 
PEG (percutaneous endoscopic gastrostomy) 
ODH63UZ 
PEJ (percutaneous endoscopic jejunostomy) 
ODHA3UZ 
Pelvic splanchnic nerve 
use Abdominal Sympathetic Nerve 
use Sacral Sympathetic Nerve 
Penectomy 
see Excision, Male Reproductive System 8VB 
see Resection, Male Reproductive System OVT 
Penile urethra use Urethra 
Perceval sutureless valve use Zooplastic Tissue, Rapid 
Deployment Technique in New Technology 
Percutaneous endoscopic gastrojejunostomy 
(PEG/J) tube use Feeding Device in Gastrointesti- 
nal System 
Percutaneous endoscopic gastrostomy (PEG) tube 
use Feeding Device in Gastrointestinal System 
Percutaneous nephrostomy catheter use Drainage 
Device 
Percutaneous transluminal coronary angioplasty 
(PTCA) see Dilation, Heart and Great Vessels 027 
Performance 
Biliary 
Multiple, Filtration 5A1C60Z 
Single, Filtration 5A1C@0Z 
Cardiac 
Continuous 
Output 5A1221Z 
Pacing 5A1223Z 
Intermittent, Pacing 5A1213Z 
Single, Output, Manual 5A12012 
Circulatory 
Continuous 
Central Membrane 5A1522F 
Peripheral Veno-arterial Membrane 
5A1522G 
Peripheral Veno-venous Membrane 
5A1522H 
Intraoperative 
Central Membrane 5A15A2F 
Peripheral Veno-arterial Membrane 
5A15A2G 
Peripheral Veno-venous Membrane 
5A15A2H 
Respiratory 
24-96 Consecutive Hours, Ventilation 
5A1945Z 
Greater than 96 Consecutive Hours, Ventila- 
tion 5A1955Z 
Less than 24 Consecutive Hours, Ventilation 
5A1935Z 


ICD-10-PCS 202 


Performance — continued 
Respiratory — continued 
Single, Ventilation, Nonmechanical 5A19954 
Urinary 
Continuous, Greater than 18 hours per day, 
Filtration 5A1D90Z 
Intermittent, Less than 6 Hours Per Day, Fil- 
tration 5A1D79Z 
Prolonged Intermittent, 6-18 hours per day, 
Filtration 5A1D80Z 
Perfusion see Introduction of substance in or on 
Perfusion, donor organ 
Heart 6AB5@BZ 
Kidney(s) 6ABTOBZ 
Liver 6ABFOBZ 
Lung(s) 6ABBO@BZ 
Pericardiectomy 
see Excision, Pericardium 02BN 
see Resection, Pericardium 82TN 
Pericardiocentesis see Drainage, Pericardial Cavity 
OW9D 
Pericardiolysis see Release, Pericardium 82NN 
Pericardiophrenic artery 
use Internal Mammary Artery, Left 
use Internal Mammary Artery, Right 
Pericardioplasty 
see Repair, Pericardium 82QN 
see Replacement, Pericardium @2RN 
see Supplement, Pericardium 02UN 
Pericardiorrhaphy see Repair, Pericardium 92QN 
Pericardiostomy see Drainage, Pericardial Cavity 2W9D 
Pericardiotomy see Drainage, Pericardial Cavity 3W9D 
Perimetrium use Uterus 
Peripheral Intravascular Lithotripsy (Peripheral 
IVL) see Fragmentation 
Peripheral parenteral nutrition see Introduction of 
Nutritional Substance 
Peripherally inserted central catheter (PICC) use 
Infusion Device 
Peritoneal dialysis 3E1M39Z 
Peritoneocentesis 
see Drainage, Peritoneal Cavity 3W9G 
see Drainage, Peritoneum 8D9W 
Peritoneoplasty 
see Repair, Peritoneum SDQW 
see Replacement, Peritoneum ODRW 
see Supplement, Peritoneum @DUW 
Peritoneoscopy 0DJW4ZZ 
Peritoneotomy see Drainage, Peritoneum 8D9W 
Peritoneumectomy see Excision, Peritoneum @DBW 
Peroneus brevis muscle 
use Lower Leg Muscle, Left 
use Lower Leg Muscle, Right 
Peroneus longus muscle 
use Lower Leg Muscle, Left 
use Lower Leg Muscle, Right 
Pessary ring use Intraluminal Device, Pessary in Female 
Reproductive System 
PET scan see Positron Emission Tomographic (PET) 
Imaging 
Petrous part of temoporal bone 
use Temporal Bone, Left 
use Temporal Bone, Right 
Phacoemulsification, lens 
With IOL implant see Replacement, Eye 08R 
Without IOL implant see Extraction, Eye 08D 
Phalangectomy 
see Excision, Lower Bones 0QB 
see Excision, Upper Bones OPB 
see Resection, Lower Bones @QT 
see Resection, Upper Bones OPT 
Phallectomy 
see Excision, Penis OVBS 
see Resection, Penis @VTS 
Phalloplasty 
see Repair, Penis @VQS 
see Supplement, Penis OVUS 
Phallotomy see Drainage, Penis 0V9S 
Pharmacotherapy, for substance abuse 
Antabuse HZ93ZZZ 
Bupropion HZ97ZZZ 
Clonidine HZ96ZZZ 
Levo-alpha-acetyl-methadol (LAAM) HZ92ZZZ 
Methadone Maintenance HZ91ZZZ 
Naloxone HZ95ZZZ 
Naltrexone HZ94ZZZ 
Nicotine Replacement HZ9@ZZZ 
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Pharmacotherapy, for substance abuse — 
continued 
Psychiatric Medication HZ98ZZZ 
Replacement Medication, Other HZ99ZZZ 
Pharyngeal constrictor muscle use Tongue, Palate, 
Pharynx Muscle 
Pharyngeal plexus use Vagus Nerve 
Pharyngeal recess use Nasopharynx 
Pharyngeal tonsil use Adenoids 
Pharyngogram see Fluoroscopy, Pharynix B91G 
Pharyngoplasty 
see Repair, Mouth and Throat 0CQ 
see Replacement, Mouth and Throat CR 
see Supplement, Mouth and Throat @CU 
Pharyngorrhaphy see Repair, Mouth and Throat 8CQ 
Pharyngotomy see Drainage, Mouth and Throat 0C9 
Pharyngotympanic tube 
use Eustachian Tube, Left 
use Eustachian Tube, Right 
Pheresis 
Erythrocytes 6A55 
Leukocytes 6A55 
Plasma 6A55 
Platelets 6A55 
Stem Cells 
Cord Blood 6A55 
Hematopoietic 6A55 
Phlebectomy 
see Excision, Lower Veins 96B 
see Excision, Upper Veins 05B 
see Extraction, Lower Veins 06D 
see Extraction, Upper Veins 05D 
Phlebography 
see Plain Radiography, Veins B50 
Impedance 4A84X51 
Phleborrhaphy 
see Repair, Lower Veins 86Q 
see Repair, Upper Veins 5Q 
Phlebotomy 
see Drainage, Lower Veins 069 
see Drainage, Upper Veins 059 
Photocoagulation 
For Destruction see Destruction 
For Repair see Repair 
Photopheresis, therapeutic see Phototherapy, Circu- 
latory 6A65 
Phototherapy 
Circulatory 6A65 
Skin 6A68 
Ultraviolet light see Ultraviolet Light Therapy, 
Physiological Systems 6A8 
Phrenectomy, phrenoneurectomy see Excision, 
Nerve, Phrenic 91B2 
Phrenemphraxis see Destruction, Nerve, Phrenic 0152 
Phrenic nerve stimulator generator use Stimulator 
Generator in Subcutaneous Tissue and Fascia 
Phrenic nerve stimulator lead use Diaphragmatic 
Pacemaker Lead in Respiratory System 
Phreniclasis see Destruction, Nerve, Phrenic 0152 
Phrenicoexeresis see Extraction, Nerve, Phrenic @1D2 
Phrenicotomy see Division, Nerve, Phrenic 0182 
Phrenicotripsy see Destruction, Nerve, Phrenic 0152 
Phrenoplasty 
see Repair, Respiratory System OBQ 
see Supplement, Respiratory System @BU 
Phrenotomy see Drainage, Respiratory System OB9 
Physiatry see Motor Treatment, Rehabilitation F07 
Physical medicine see Motor Treatment, Rehabilitation 
FQ7 
Physical therapy see Motor Treatment, Rehabilitation 
FO7 
PHYSIOMESH™ Flexible Composite Mesh use Syn- 
thetic Substitute 
Pia mater, intracranial use Cerebral Meninges 
Pia mater, spinal use Spinal Meninges 
Pinealectomy 
see Excision, Pineal Body 8GB1 
see Resection, Pineal Body 9GT1 
Pinealoscopy 9GJ14ZZ 
Pinealotomy see Drainage, Pineal Body 8G91 
Pinna 
use External Ear, Bilateral 
use External Ear, Left 
use External Ear, Right 
Pipeline™ (Flex) embolization device use Intralumi- 
nal Device, Flow Diverter in 03V 
Piriform recess (sinus) Use Pharynx 


Piriformis muscle 
use Hip Muscle, Left 
use Hip Muscle, Right 
PIRRT (Prolonged intermittent renal replacement 
therapy) 5A1D80Z 
Pisiform bone 
use Carpal, Left 
use Carpal, Right 
Pisohamate ligament 
use Hand Bursa and Ligament, Left 
use Hand Bursa and Ligament, Right 
Pisometacarpal ligament 
use Hand Bursa and Ligament, Left 
use Hand Bursa and Ligament, Right 
Pituitectomy 
see Excision, Gland, Pituitary @GBO 
see Resection, Gland, Pituitary GTO 
Plain film radiology see Plain Radiography 
Plain Radiography 
Abdomen BW00ZZZ 
Abdomen and Pelvis BW@1ZZZ 
Abdominal Lymphatic 
Bilateral B701 
Unilateral B700 
Airway, Upper BBODZZZ 
Ankle 
Left BQOH 
Right BQ@G 
Aorta 
Abdominal B40 
Thoracic B300 
Thoraco-Abdominal B3@P 
re and Bilateral Lower Extremity Arteries B40D 
Arc 
Bilateral BN@DZZZ 
Left BNOCZZZ 
Right BN@BZZZ 
Arm 
Left BPOFZZZ 
Right BPOEZZZ 
Artery 
Brachiocephalic-Subclavian, Right B3@1 
Bronchial B3@L 
Bypass Graft, Other B20F 
Cervico-Cerebral Arch B38Q 
Common Carotid 
Bilateral B305 
Left B34 
Right B303 
Coronary 
Bypass Graft 
Multiple B203 
Single B202 
Multiple B201 
Single B20 
External Carotid 
Bilateral B38C 
Left B30B 
Right B309 
Hepatic B42 
Inferior Mesenteric B405 
Intercostal B30L 
Internal Carotid 
Bilateral B308 
Left B307 
Right B386 
Internal Mammary Bypass Graft 
Left B208 
Right B207 
Intra-Abdominal, Other B49B 
Intracranial B30R 
Lower Extremity 
Bilateral and Aorta B48D 
Left B40G 
Right B4F 
Lower, Other B4@J 
Lumbar B499 
Pelvic B40C 
Pulmonary 
Left B30T 
Right B30S 
Renal 
Bilateral B408 
Left B407 
Right B406 
Transplant B40M 
Spinal B30M 
Splenic B403 


W Subterms under main terms may continue to next column or page 


Plain Radiography — continued 


Artery — continued 
Subclavian, Left B302 
Superior Mesenteric B404 
Upper Extremity 

Bilateral B30K 

Left B30) 

Right B30H 
Upper, Other B30N 
Vertebral 

Bilateral B30G 

Left B30F 

Right B30D 

Bile Duct BFOO 

Bile Duct and Gallbladder BFQ3 

Bladder BTOO 
Kidney and Ureter BT04 

Bladder and Urethra BTOB 

Bone 
Facial BNO5ZZZ 
Nasal BN@4ZZZ 

Bones, Long, All BWOBZZZ 

Breast 
Bilateral BHO2ZZZ 
Left BH@1ZZZ 
Right BHOOZZZ 

Calcaneus 
Left BQBKZZZ 
Right BQQJZZZ 

Chest BW@3ZZZ 

Clavicle 
Left BPO5ZZZ 
Right BP@4ZZZ 

Coccyx BROFZZZ 

Corpora Cavernosa BVO 

Dialysis Fistula B3OW 

Dialysis Shunt B5@W 

Disc 
Cervical BR@1 
Lumbar BR@3 
Thoracic BR@2 

Duct 
Lacrimal 

Bilateral B802 
Left B801 
Right B80 
Mammary 
Multiple 
Left BH@6 
Right BH@5 
Single 
Left BHO4 
Right BH@3 

Elbow 
Left BP@H 
Right BP@G 

Epididymis 
Left BV@2 
Right BV@1 

Extremity 
Lower BW@CZZZ 
Upper BW@JZZZ 

Eye 
Bilateral B807ZZZ 
Left B806ZZZ 
Right B8@5ZZZ 

Facet Joint 
Cervical BRO4 
Lumbar BRO@6 
Thoracic BR@5 

Fallopian Tube 
Bilateral BU@2 
Left BU@1 
Right BUG 

Fallopian Tube and Uterus BU®8 

Femur 
Left, Densitometry BQ04ZZ1 
Right, Densitometry BQ03ZZ1 

Finger 
Left BP@SZZZ 
Right BPORZZZ 

Foot 
Left BQSMZZZ 
Right BQOLZZZ 

Forearm 
Left BP@KZZZ 
Right BPQJZZZ 

Gallbladder and Bile Duct BF@3 


Plain Radiography 
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Plain Radiography 
Plain Radiography — continued Plain Radiography — continued Plain Radiography — continued 
Gland Orbit — continued Vein — continued 
Parotid Right BN@1ZZZ Upper Extremity 
Bilateral B906 Oropharynx BO@FZZZ Bilateral BSOP 
Left B95 Patella Left BSN 
Right B904 Left BQQWZZZ Right B50M 
Salivary Right BQBVZZZ Vena Cava 
Bilateral B90D Pelvis BROCZZZ Inferior B509 
Left B9@C Pelvis and Abdomen BW01ZZZ Superior B598 
Right B9@B Prostate BVO3 Whole Body BWO@KZZZ 
Submandibular Retroperitoneal Lymphatic Infant BWOMZZZ 
Bilateral B99 Bilateral B701 Whole Skeleton BW9LZZZ 
Left B908 Unilateral B70 Wrist 
Right B907 Ribs Left BPOM 
Hand Left BPOYZZZ Right BP@L 
Left BPOPZZZ Right BP@XZZZ : Planar Nuclear Medicine Imaging 
Right BPONZZZ Sacrum BROFZZZ Abdomen CW19 
Heart Scapula Abdomen and Chest CW14 
Left B205 Left BPO7ZZZ Abdomen and Pelvis CW11 
Right B204 Right BP@6ZZZ Anatomical Region, Other CW1ZZZZ 
Right and Left B206 Shoulder Anatomical Regions, Multiple CW1YYZZ 
Hepatobiliary System, All BFOC Left BPG9 Bladder and Ureters CT1H 
Hip Right BP@8 Bladder, Kidneys and Ureters CT13 
Left BQ01 Sinus Blood C713 
Densitometry BQ@1ZZ1 ~ Intracranial B52 Bone Marrow C719 
Right BOG Paranasal B902ZZZ Brain C019 
Densitometry BQO0ZZ1 Skull BN@GZZZ Breast CH1YYZZ 
Humerus Spinal Cord BOGB Bilateral CH12 
Left BPOBZZZ Spine _ Left CH11 
Right BPZAZZZ Cervical, Densitometry BROOZZ1 Right CH10 
lleal Diversion Loop BT@C Lumbar, Densitometry BRG9ZZ1 Bronchi and Lungs CB12 
Intracranial Sinus B502 Thoracic, Densitometry BR@7ZZ1 Central Nervous System CO1YYZZ 
Joint Whole, Densitometry BROGZZ1 Cerebrospinal Fluid C015 
Acromioclavicular, Bilateral BPO3ZZZ Sternum BROHZZZ Chest CW13 
Finger Teeth Chest and Abdomen CW14 
Left BPOD All BN@JZZZ Chest and Neck CW16 
Right BPOC Multiple BN@HZZZ Digestive System CD1YYZZ 
Foot Testicle Ducts, Lacrimal, Bilateral C819 
Left BQBY Left BVG6 Ear, Nose, Mouth and Throat C91YYZZ 
Right BQ@X Right BVO5 Endocrine System CG1YYZZ 
Hand Toe Extremity 
Left BP@D Left BQGQZZZ Lower CW1D 
Right BPOC Right BQBPZZZ Bilateral CP1F 
Lumbosacral BROBZZZ Tooth, Single BNSGZZZ Left CP1D 
Sacroiliac BROD Tracheobronchial Tree Right CP1C 
Sternoclavicular Bilateral BBO9YZZ Upper CW1M 
Bilateral BPO2ZZZ Left BBO8YZZ Bilateral CP1B 
Left BPQ1ZZZ Right BBO7YZZ Left CP19 
Right BP@OZZZ Ureter Right CP18 
- Temporomandibular Bilateral BTO8 Eye C81YYZZ 
Bilateral BN@9 Kidney and Bladder BT94 Gallbladder CF14 
— Left BN@8 Left BTO7 Gastrointestinal Tract CD17 
oe Right BNO7 Right BTG6 Upper CD15 
Thoracolumbar BRO8ZZZ Urethra BT@5 Gland 
— Toe Urethra and Bladder BT@B Adrenal, Bilateral CG14 
— Left BQZY Uterus BUG6 Parathyroid CG11 
— Right BQ@X Uterus and Fallopian Tube BU@8 Thyroid CG12 
= Kidney Vagina BUG9 Glands, Salivary, Bilateral C91B 
—_ Bilateral BTO3 Vasa Vasorum BV@8 Head and Neck CW1B 
: = Left BT02 Vein Heart C21YYZZ 
= Right BT@1 Cerebellar B501 Right and Left C216 
— Ureter and Bladder BT04 Cerebral B51 Hepatobiliary System, All CF1C 
= Knee Epidural B500 Hepatobiliary System and Pancreas CF1YYZZ 
s. Left BQ08 Jugular Kidneys, Ureters and Bladder C113 
= Right BQG7 Bilateral B505 Liver CF15 
oo Leg Left B504 Liver and Spleen CF16 
S Left BQOFZZZ Right B503 Lungs and Bronchi CB12 
oS Right BQ@DZZZ Lower Extremity Lymphatics 
a Lymphatic Bilateral B50D Head C71) 
Ss. Head B704 Left B50C Head and Neck C715 
= Lower Extremity Right B50B Lower Extremity C71P 
= Bilateral B70B Other B50V Neck C71K 
5 Left B769 Pelvic (Iliac) Pelvic C71D 
ie Right B708 Left B50G Trunk C71M 
BS Neck B704 Right B5QF Upper Chest C71L 
a. § Pelvic B7OC ; Pelvic (Iliac) Bilateral B5@H Upper Extremity C71N 
a f : Upper Extremity Portal B5OT Lymphatics and Hematologic System C71YYZZ 
oe Bilateral B707 Pulmonary Musculoskeletal System 
: = Left B706 Bilateral B5@S All CP1Z 
a Right B705 Left B5OR Other CP1YYZZ 
8 Mandible BN@6ZZZ Right B5Q Myocardium C21G 
a Mastoid B9BHZZZ Renal Neck and Chest CW16 
2 pasopgaryns BOOFZZZ + ei B50L Neck and Head CW1B 
Ss ptic Foramina eft BS0K Pancreas and Hepatobiliary S 
ps Left B804ZZZ Right B50) Pelvic Region cw Dae hatha 
& Right B803ZZZ ae Ms B5OT Pelvis CP16 
rbi ubclavian Pelvis and Ab 
Bilateral BN@3ZZZ Left B507 — Pelvis and spneehias 
Left BN@2ZZZ Right B506 Reproductive System, Male CV1YYZZ 
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»Janar Nuclear Medicine Imaging — continued 


Respiratory System CB1YYZZ 
Skin CH1YYZZ 
Skull CP11 
Spine CP15 
Spine and Pelvis CP17 
Spleen C712 
Spleen and Liver CF16 
Subcutaneous Tissue CH1YYZZ 
Testicles, Bilateral CV19 
Thorax CP 14 
Ureters and Bladder CT1H 
Ureters, Kidneys and Bladder CT13 
Urinary System CT1YYZZ 
Veins C51YYZZ 
Central C51R 
Lower Extremity 
Bilateral C51D 
Left C51C 
Right C51B 
Upper Extremity 
Bilateral C51Q 
Left C51P 
Right C51N 
Whole Body CW1N 
>lantar digital vein 
use Foot Vein, Left 
use Foot Vein, Right 
>lantar fascia (aponeurosis) 
use Subcutaneous Tissue and Fascia, Left Foot 


use Subcutaneous Tissue and Fascia, Right Foot 


>|antar metatarsal vein 
use Foot Vein, Left 
use Foot Vein, Right 
>lantar venous arch 
use Foot Vein, Left 
use Foot Vein, Right 
?laque Radiation 
Abdomen DWY3FZZ 
Adrenal Gland DGY2FZZ 
Anus DDY8FZZ 
Bile Ducts DFY2FZZ 
Bladder DTY2FZZ 
Bone Marrow D7Y@FZZ 
Bone, Other DPYCFZZ 
Brain DOYOFZZ 
Brain Stem D@Y1FZZ 
Breast 
Left DMY@FZZ 
Right DMY1FZZ 
Bronchus DBY1FZZ 
Cervix DUY1FZZ 
Chest DWY2FZZ 
Chest Wall DBY7FZZ 
Colon DDY5FZZ 
Diaphragm DBY8FZZ 
Duodenum DDY2FZZ 
Ear DOY@FZZ 
Esophagus DDY@FZZ 
Eye D8YOFZZ 
Femur DPY9FZZ 
Fibula DPYBFZZ 
Gallbladder DFY1FZZ 
Gland 
Adrenal DGY2FZZ 
Parathyroid DGY4FZZ 
Pituitary DGY@FZZ 
Thyroid DGY5FZZ 
Glands, Salivary D9Y6FZZ 
Head and Neck DWY1FZZ 
Hemibody DWY4FZZ 
Humerus DPY6FZZ 
lleum DDY4FZZ 
Jejunum DDY3FZZ 
Kidney DTY@FZZ 
Larynx D9YBFZZ 
Liver DFYOFZZ 
Lung DBY2FZZ 
Lymphatics 
Abdomen D7Y6FZZ 
Axillary D7Y4FZZ 
Inguinal D7Y8FZZ 
Neck D7Y3FZZ 
Pelvis D7Y7FZZ 
Thorax D7Y5FZZ 
Mandible DPY3FZZ 
Maxilla DPY2FZZ 
Mediastinum DBY6FZZ 


Plaque Radiation — continued 
Mouth D9Y4FZZ 
Nasopharynx D9YDFZZ 
Neck and Head DWY1FZZ 
Nerve, Peripheral DOY7FZZ 
Nose D9Y1FZZ 
Ovary DUY@FZZ 
Palate 
Hard D9Y8FZZ 
Soft DOY9FZZ 
Pancreas DFY3FZZ 
Parathyroid Gland DGY4FZZ 
Pelvic Bones DPY8FZZ 
Pelvic Region DWY6FZZ 
Pharynx D9YCFZZ 
Pineal Body DGY1FZZ 
Pituitary Gland DGYOFZZ 
Pleura DBYSFZZ 
Prostate DVYOFZZ 
Radius DPY7FZZ 
Rectum DDY7FZZ 
Rib DPYSFZZ 
Sinuses D9Y7FZZ 
Skin 
Abdomen DHY8FZZ 
Arm DHY4FZZ 
Back DHY7FZZ 
Buttock DHY9FZZ 
Chest DHY6FZZ 
Face DHY2FZZ 
Foot DHYCFZZ 
Hand DHY5FZZ 
Leg DHYBFZZ 
Neck DHY3FZZ 
Skull DPYOFZZ 
Spinal Cord D@Y6FZZ 
Spleen D7Y2FZZ 
Sternum DPY4FZZ 
Stomach DDY1FZZ 
Testis DVY1FZZ 
Thymus D7Y1FZZ 
Thyroid Gland DGY5FZZ 
Tibia DPYBFZZ 
Tongue D9Y5FZZ 
Trachea DBY@FZZ 
Ulna DPY7FZZ 
Ureter DTY1FZZ 
Urethra DTY3FZZ 
Uterus DUY2FZZ 
Whole Body DWY5FZZ 
Plasmapheresis, therapeutic see Pheresis, Physiolog- 
ical Systems 6A5 
Plateletpheresis, therapeutic see Pheresis, Physiolog- 
ical Systems 6A5 
Platysma muscle 
use Neck Muscle, Left 
use Neck Muscle, Right 
Plazomicin Anti-infective XW@ 
Pleurectomy 
see Excision, Respiratory System 9BB 
see Resection, Respiratory System OBT 
Pleurocentesis see Drainage, Anatomical Regions, 
General OW9 
Pleurodesis, pleurosclerosis 
Chemical injection see Introduction of Substance 
in or on, Pleural Cavity 3EOL 
Surgical see Destruction, Respiratory System OB5 
Pleurolysis see Release, Respiratory System BN 
Pleuroscopy 0BJQ4ZZ 
Pleurotomy see Drainage, Respiratory System 9B9 
Plica semilunaris 
use Conjunctiva, Left 
use Conjunctiva, Right 
Plication see Restriction 
Pneumectomy 
see Excision, Respiratory System OBB 
see Resection, Respiratory System OBT 
Pneumocentesis see Drainage, Respiratory System 
OB9 
Pneumogastric nerve use Vagus Nerve 
Pneumolysis see Release, Respiratory System OBN 
Pneumonectomy see Resection, Respiratory System 
OBT 
Pneumonolysis see Release, Respiratory System OBN 
Pneumonopexy 
see Repair, Respiratory System @BQ 
see Reposition, Respiratory System BS 


© Subterms under main terms may continue to next column or page 


Posterior tibial recurrent artery 


da Bes, Nanay see Repair, Respiratory System 
i) 
Pneumonotomy see Drainage, Respiratory System 0B9 
Pneumotaxic center use Pons 
Pneumotomy see Drainage, Respiratory System 0B9 
Pollicization see Transfer, Anatomical Regions, Upper 
Extremities OXX 
Polyethylene socket use Synthetic Substitute, 
Polyethylene in SR 
Polymethylmethacrylate (PMMA) use Synthetic 
Substitute 
Polypectomy, gastrointestinal see Excision, Gastroin- 
testinal System @DB 
Polypropylene mesh use Synthetic Substitute 
Polysomnogram 4A1ZXQZ 
Pontine tegmentum use Pons 
Popliteal ligament 
use Knee Bursa and Ligament, Left 
use Knee Bursa and Ligament, Right 
Popliteal lymph node 
use Lymphatic, Left Lower Extremity 
use Lymphatic, Right Lower Extremity 
Popliteal vein 
use Femoral Vein, Left 
use Femoral Vein, Right 
Popliteus muscle 
use Lower Leg Muscle, Left 
use Lower Leg Muscle, Right 
Porcine (bioprosthetic) valve use Zooplastic Tissue 
in Heart and Great Vessels 
Positive Blood Culture Fluorescence Hybridization 
for Organism Identification, Concentration 
and Susceptibility XXE5XN6 
Positive end expiratory pressure see Performance, 
Respiratory 5A19 
Positron Emission Tomographic (PET) Imaging 
Brain C030 
Bronchi and Lungs CB32 
Central Nervous System CO3YYZZ 
Heart C23YYZZ 
Lungs and Bronchi CB32 
Myocardium C23G 
Respiratory System CB3YYZZ 
Whole Body CW3NYZZ 
Positron emission tomography see Positron Emission 
Tomographic (PET) Imaging 
Postauricular (mastoid) lymph node 
use Lymphatic, Left Neck 
use Lymphatic, Right Neck 
Postcava use Inferior Vena Cava 
Posterior auricular artery 
use External Carotid Artery, Left 
use External Carotid Artery, Right 
Posterior auricular nerve use Facial Nerve 
Posterior auricular vein 
use External Jugular Vein, Left 
use External Jugular Vein, Right 
Posterior cerebral artery use Intracranial Artery 
Posterior chamber 
use Eye, Left 
use Eye, Right 
Posterior circumflex humeral artery 
use Axillary Artery, Left 
use Axillary Artery, Right 
Posterior communicating artery use Intracranial 
Artery 
Posterior cruciate ligament (PCL) 
use Knee Bursa and Ligament, Left 
use Knee Bursa and Ligament, Right 
Posterior facial (retromandibular) vein 
use Face Vein, Left 
use Face Vein, Right 
Posterior femoral cutaneous nerve use Sacral Plexus 
Posterior inferior cerebellar artery (PICA) use In- 
tracranial Artery 
Posterior interosseous nerve use Radial Nerve 
Posterior labial nerve use Pudendal Nerve 
Posterior (subscapular) lymph node 
use Lymphatic, Left Axillary 
use Lymphatic, Right Axillary 
Posterior scrotal nerve use Pudendal Nerve 
Posterior spinal artery 
use Vertebral Artery, Left 
use Vertebral Artery, Right 
Posterior tibial recurrent artery 
use Anterior Tibial Artery, Left 
use Anterior Tibial Artery, Right 
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Posterior ulnar recurrent artery 


Posterior ulnar recurrent artery 
use Ulnar Artery, Left 
use Ulnar Artery, Right 
Posterior vagal trunk use Vagus Nerve 
PPN (peripheral parenteral nutrition) see Introduc- 
tion of Nutritional Substance 
Preauricular lymph node use Lymphatic, Head 
Precava use Superior Vena Cava 
PRECICE intramedullary limb lengthening system 
use Internal Fixation Device, Intramedullary Limb 
Lengthening in OPH 
use Internal Fixation Device, Intramedullary Limb 
Lengthening in 9QH 
Prepatellar bursa 
use Knee Bursa and Ligament, Left 
use Knee Bursa and Ligament, Right 
Preputiotomy see Drainage, Male Reproductive System 
Ovo 
Pressure support ventilation see Performance, Res- 
piratory 5A19 
PRESTIGE? Cervical Disc use Synthetic Substitute 
Pretracheal fascia 
use Subcutaneous Tissue and Fascia, Left Neck 
use Subcutaneous Tissue and Fascia, Right Neck 
Prevertebral fascia 
use Subcutaneous Tissue and Fascia, Left Neck 
use Subcutaneous Tissue and Fascia, Right Neck 
PrimeAdvanced neurostimulator (SureScan) (MRI 
Safe) use Stimulator Generator, Multiple Array in 
QJH 
Princeps pollicis artery 
use Hand Artery, Left 
use Hand Artery, Right 
Probing, duct 
Diagnostic see Inspection 
Dilation see Dilation 
PROCEED™ Ventral Patch use Synthetic Substitute 
Procerus muscle use Facial Muscle 
Proctectomy 
see Excision, Rectum DBP 
see Resection, Rectum DTP 
Proctoclysis see Introduction of substance in or on, 
Gastrointestinal Tract, Lower 3E@H 
Proctocolectomy 
see Excision, Gastrointestinal System @DB 
see Resection, Gastrointestinal System ODT 
Proctocolpoplasty 
see Repair, Gastrointestinal System DQ 
see Supplement, Gastrointestinal System @DU 
Proctoperineoplasty 
see Repair, Gastrointestinal System DQ 
see Supplement, Gastrointestinal System DU 
Proctoperineorrhaphy see Repair, Gastrointestinal 
System DQ 
Proctopexy 
see Repair, Rectum @DQP 
see Reposition, Rectum ODSP 
Proctoplasty 
see Repair, Rectum @DQP 
see Supplement, Rectum @DUP 
Proctorrhaphy see Repair, Rectum ODQP 
Proctoscopy 0DJD8ZZ 
Proctosigmoidectomy 
see Excision, Gastrointestinal System @DB 
see Resection, Gastrointestinal System @DT 
Proctosigmoidoscopy 9DJD8ZZ 
Proctostomy see Drainage, Rectum 8D9P 
Proctotomy see Drainage, Rectum @D9P 
Prodisc-C use Synthetic Substitute 
Prodisc-L use Synthetic Substitute 
Production, atrial septal defect see Excision, Septum, 
Atrial 02B5 
Profunda brachii 
use Brachial Artery, Left 
use Brachial Artery, Right 
Profunda femoris (deep femoral) vein 
use Femoral Vein, Left 
use Femoral Vein, Right 
PROLENE Polypropylene Hernia System (PHS) use 
Synthetic Substitute 
Prolonged intermittent renal replacement therapy 
(PIRRT) 5A1D80Z 
Pronator quadratus muscle 
use Lower Arm and Wrist Muscle, Left 
use Lower Arm and Wrist Muscle, Right 


Pronator teres muscle 
use Lower Arm and Wrist Muscle, Left 
use Lower Arm and Wrist Muscle, Right 
Prostatectomy 
see Excision, Prostate 0VBO 
see Resection, Prostate OVTO 
Prostatic urethra use Urethra 
Prostatomy, prostatotomy see Drainage, Prostate 
OV90 
Protecta XT CRT-D use Cardiac Resynchronization 
Defibrillator Pulse Generator in @JH 
Protecta XT DR (XT VR) use Defibrillator Generator in 
OJH 
Protégé® RX Carotid Stent System use Intraluminal 
Device 
Proximal radioulnar joint 
use Elbow Joint, Left 
use Elbow Joint, Right 
Psoas muscle 
use Hip Muscle, Left 
use Hip Muscle, Right 
PSV (pressure support ventilation) see Performance, 
Respiratory 5A19 
Psychoanalysis GZ54ZZZ 
Psychological Tests 
Cognitive Status GZ14ZZZ 
Developmental GZ18ZZZ 
Intellectual and Psychoeducational GZ12ZZZ 
Neurobehavioral Status GZ14ZZZ 
Neuropsychological GZ13ZZZ 
Personality and Behavioral GZ11ZZZ 
Psychotherapy 
Family, Mental Health Services GZ72ZZZ 
Group GZHZZZZ 
Mental Health Services GZHZZZZ 
Individual 
see Psychotherapy, Individual, Mental Health 
Services 
for substance abuse 
12-Step HZ53ZZZ 
Behavioral HZ51ZZZ 
Cognitive HZ58ZZZ 
Cognitive-Behavioral HZ52ZZZ 
Confrontational HZ58ZZZ 
Interactive HZ55ZZZ 
Interpersonal HZ54ZZZ 
Motivational Enhancement HZ57ZZZ 
Psychoanalysis HZ5BZZZ 
Psychodynamic HZ5CZZZ 
Psychoeducation HZ56ZZZ 
Psychophysiological HZ5DZZZ 
Supportive HZ59ZZZ 
Mental Health Services 
Behavioral GZ51ZZZ 
Cognitive GZ52ZZZ 
Cognitive-Behavioral GZ58ZZZ 
Interactive GZ50ZZZ 
Interpersonal GZ53ZZZ 
Psychoanalysis GZ54ZZZ 
Psychodynamic GZ55ZZZ 
Psychophysiological GZ59ZZZ 
Supportive GZ56ZZZ 
PTCA (percutaneous transluminal coronary angio- 
plasty) see Dilation, Heart and Great Vessels 027 
Pterygoid muscle use Head Muscle 
Pterygoid process use Sphenoid Bone 
Pterygopalatine (sphenopalatine) ganglion use 
Head and Neck Sympathetic Nerve 
Pubis 
use Pelvic Bone, Left 
use Pelvic Bone, Right 
Pubofemoral ligament 
use Hip Bursa and Ligament, Left 
use Hip Bursa and Ligament, Right 
Pudendal nerve use Sacral Plexus 
Pull-through, laparoscopic-assisted transanal 
see Excision, Gastrointestinal System @DB 
see Resection, Gastrointestinal System ODT 
Pull-through, rectal see Resection, Rectum @DTP 
Pulmoaortic canal use Pulmonary Artery, Left 
Pulmonary annulus use Pulmonary Valve 
Pulmonary artery wedge monitoring see Monitor- 
ing, Arterial 4A13 
Pulmonary plexus 
use Thoracic Sympathetic Nerve 
use Vagus Nerve 
Pulmonic valve use Pulmonary Valve 
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Pulpectomy see Excision, Mouth and Throat OCB 
Pulverization see Fragmentation 
Pulvinar use Thalamus 
Pump reservoir use Infusion Device, Pump in Subcuta- 
neous Tissue and Fascia 

Punch biopsy see Excision with qualifier Diagnostic 
Puncture see Drainage 
Puncture, lumbar see Drainage, Spinal Canal 89U 
Pyelography 

see Fluoroscopy, Urinary System BT1 

see Plain Radiography, Urinary System BT@ 
Pyeloileostomy, urinary diversion see Bypass, Uri- 

nary System 871 

Pyeloplasty 

see Repair, Urinary System @TQ 

see Replacement, Urinary System OTR 

see Supplement, Urinary System 8TU 
Pyeloplasty, dismembered see Repair, Kidney Pelvis 
Pyelorrhaphy see Repair, Urinary System 0TQ 
Pyeloscopy 01J58ZZ 
Pyelostomy 

see Bypass, Urinary System OT1 

see Drainage, Urinary System 819 
Pyelotomy see Drainage, Urinary System 019 
Pylorectomy 

see Excision, Stomach, Pylorus 8DB7 

see Resection, Stomach, Pylorus 8DT7 
Pyloric antrum use Stomach, Pylorus 
Pyloric canal use Stomach, Pylorus 
Pyloric sphincter use Stomach, Pylorus 
Pylorodiosis see Dilation, Stomach, Pylorus 8D77 
Pylorogastrectomy 

see Excision, Gastrointestinal System ODB 

see Resection, Gastrointestinal System DT 
Pyloroplasty 

see Repair, Stomach, Pylorus 8DQ7 

see Supplement, Stomach, Pylorus @DU7 
Pyloroscopy 9DJ68ZZ 
Pylorotomy see Drainage, Stomach, Pylorus 8D97 
Pyramidalis muscle 

use Abdomen Muscle, Left 

use Abdomen Muscle, Right 


Q 


Quadrangular cartilage use Nasal Septum 
Quadrant resection of breast see Excision, Skin and 
Breast GHB 
Quadrate lobe use Liver 
Quadratus femoris muscle 
use Hip Muscle, Left 
use Hip Muscle, Right 
Quadratus lumborum muscle 
use Trunk Muscle, Left 
use Trunk Muscle, Right 
Quadratus plantae muscle 
use Foot Muscle, Left 
use Foot Muscle, Right 
Quadriceps (femoris) 
use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
Quarantine 8EQZXY6 


Radial collateral carpal ligament 
use Wrist Bursa and Ligament, Left 
use Wrist Bursa and Ligament, Right 

Radial collateral ligament 
use Elbow Bursa and Ligament, Left 
use Elbow Bursa and Ligament, Right 

Radial notch 
use Ulna, Left 
use Ulna, Right 

Radial recurrent artery 
use Radial Artery, Left 
use Radial Artery, Right 

Radial vein 
use Brachial Vein, Left 
use Brachial Vein, Right 

Radialis indicis 
use Hand Artery, Left 
use Hand Artery, Right 

Radiation Therapy 
see Beam Radiation 
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tadiation Therapy — continued 


see Brachytherapy 
see Stereotactic Radiosurgery 


tadiation treatment see Radiation Therapy 


Radiocarpal joint 
use Wrist Joint, Left 
use Wrist Joint, Right 
Radiocarpal ligament 


use Wrist Bursa and Ligament, Left 

use Wrist Bursa and Ligament, Right 
Radiography see Plain Radiography 
Radiology, analog see Plain Radiography 
Radiology, diagnostic see Imaging, Diagnostic 


Radioulnar ligament 


use Wrist Bursa and Ligament, Left 
use Wrist Bursa and Ligament, Right 
Range of motion testing see Motor Function Assess- 


ment, Rehabilitation F01 


REALIZE® Adjustable Gastric Band use Extraluminal 


Device 
Reattachment 
Abdominal Wall OWMFOZZ 
Ampulla of Vater @FMC 
Ankle Region 
Left BYMLOZZ 
Right BYMK@ZZ 
Arm 
Lower 
Left OXMFOZZ 
Right OBXMDOZZ 
Upper 
Left BXM9@ZZ 
Right @XM80ZZ 
Axilla 
Left OXM50ZZ 
Right @BXM40ZZ 
Back 
Lower BWMLOZZ 
Upper BWMKOZZ 
Bladder @TMB 
Bladder Neck @TMC 
Breast 
Bilateral GBHMVXZZ 
Left @HMUXZZ 
Right BHMTXZZ 
Bronchus 
Lingula BBM90ZZ 
Lower Lobe 
Left BBMBOZZ 
Right BBM68ZZ 
Main 
Left BBM7@ZZ 
Right BBM38ZZ 


Middle Lobe, Right BBM58ZZ 


Upper Lobe 

Left BBM80ZZ 

Right @BM40ZZ 

Bursa and Ligament 

Abdomen 

Left @MMJ 

Right MMH 
Ankle 

Left @MMR 

Right BMMQ 
Elbow 

Left @MM4 

Right ZMM3 
Foot 

Left OMMT 

Right @MMS 
Hand 

Left OMM8 

Right @MM7 
Head and Neck MMO 
Hip 

Left @MMM 

Right @MML 
Knee 

Left @MMP 

Right @MMN 
Lower Extremity 

Left OMMW 

Right MMV 
Perineum SMMK 
Rib(s) @MMG 
Shoulder 

Left @MM2 

Right MM1 


Reattachment — continued 


Bursa and Ligament — continued 
Spine 
Lower 8MMD 
Upper @MMC 
Sternum OMMF 
Upper Extremity 
Left OMMB 
Right OMM9 
Wrist 
Left OMM6 
Right OMM5 
Buttock 
Left OYM10ZZ 
Right BYM@OZZ 
Carina @BM20ZZ 
Cecum 8DMH 
Cervix BUMC 
Chest Wall O@WM80ZZ 
Clitoris BUMJXZZ 
Colon 
Ascending ODMK 
Descending 2DMM 
Sigmoid DMN 
Transverse BDML 
Cord 
Bilateral OVMH 
Left BVMG 
Right OVMF 
Cul-de-sac QUMF 
Diaphragm @BMTOZZ 
Duct 
Common Bile @FM9 
Cystic OFM8 
Hepatic 
Common OFM7 
Left OFM6 
Right @FM5 
Pancreatic BFMD 
Accessory OFMF 
Duodenum 8DM9 
Ear 
Left 9M1XZZ 
Right B9MOXZZ 
Elbow Region 
Left OXMCOZZ 
Right BXMBOZZ 
Esophagus 8DM5 
Extremity 
Lower 
Left BYMBOZZ 
Right BYM90ZZ 
Upper 
Left BXM7OZZ 
Right BXM60ZZ 
Eyelid 
Lower 
Left BBMRXZZ 
Right BBMQXZZ 
Upper 
Left 8MPXZZ 
Right BBMNXZZ 
Face )WM20ZZ 
Fallopian Tube 
Left BUM6 
Right BUM5 
Fallopian Tubes, Bilateral @UM7 
Femoral Region 
Left BYM80ZZ 
Right BYM70ZZ 
Finger 
Index 7 
Left OXMPOZZ 
Right BXMNOZZ 
Little 
Left OXMWOZZ 
Right BXMVOZZ 
Middle 
Left OXMROZZ 
Right BXMQ@ZZ 
Ring 
Left OXMT@ZZ 
Right BXMS@ZZ 
Foot 
Left BYMN@ZZ 
Right BYMM@ZZ 
Forequarter 
Left OXM10ZZ 
Right OXMOOZZ 


© Subterms under main terms may continue to next column or page 


Reattachment — continued 


Gallbladder OFM4 
Gland 
Left 3GM2 
Right GM3 
Hand 
Left OXMKOZZ 
Right SXMJOZZ 
Hindquarter 
Bilateral OYM40ZZ 
Left BYM30ZZ 
Right BYM20ZZ 
Hymen 8UMK 
lleum @DMB 
Inguinal Region 
Left BYM60ZZ 
Right BYM50ZZ 
Intestine 
Large 8DME 
Left DMG 
Right @DMF 
Small DM8 
Jaw 
Lower @WM5@ZZ — 
Upper BWM40ZZ 
Jejunum DMA 
Kidney 
Left OTM1 
Right @TMO 
Kidney Pelvis 
Left 6TM4 
Right TM3 
Kidneys, Bilateral @TM2 
Knee Region 
Left BYMG@ZZ 
Right BYMFOZZ 
Leg 
Lower 
Left BYMJOZZ 
Right BYMH@ZZ 
Upper 
Left BYMD@ZZ 
Right BYMC@ZZ 
Lip 
Lower 8CM16ZZ 
Upper SCM@OZZ 
Liver OFM@ 
Left Lobe @FM2 
Right Lobe @FM1 
Lung 
Left BBMLOZZ 
Lower Lobe 
Left OBMJOZZ 
Right BBMFOZZ 
Middle Lobe, Right @BMD@ZZ 
Right BBMKGZZ 
Upper Lobe 
Left BBMGOZZ 
Right BBMCOZZ 
Lung Lingula @BMH@ZZ 
Muscle 
Abdomen 
Left KML 
Right OBKMK 
Facial @KM1 
Foot 
Left @KMW 
Right @KMV 
Hand 
Left @KMD 
Right BKMC 
Head OKMO 
Hip 
Left @KMP 
Right @KMN 
Lower Arm and Wrist 
Left @KMB 
Right @KM9 
Lower Leg 
Left OKMT 
Right @KMS 
Neck 
Left @KM3 
Right @KM2 
Perineum SKMM 
Shoulder 
Left @BKM6 
Right KM5 
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Reattachment 


Reattachment — continued 
Muscle — continued 
Thorax 
Left OKMJ 
Right @KMH 
Tongue, Palate, Pharynx 2KM4 
Trunk 
Left @KMG 
Right @KMF 
Upper Arm 
Left @KM8 
Right OBKM7 
Upper Leg 
Left @KMR 
Right BKMQ 
Nasal Mucosa and Soft Tissue B9MKXZZ 
Neck @WM60ZZ 
Nipple 
Left GHMXXZZ 
Right BHMWXZZ 
Ovary 
Bilateral @UM2 
Left QUM1 
Right GUM@ 
Palate, Soft @CM3@ZZ 
Pancreas SFMG 
Parathyroid Gland 8GMR 
Inferior 
Left @GMP 
Right OGMN 
Multiple 8GMQ 
Superior 
Left OGMM 
Right OGML 
Penis @VMSXZZ 
Perineum 
Female O2WMN@ZZ 
Male B2WMM@ZZ 
Rectum @DMP 
Scrotum OVM5XZZ 
Shoulder Region 
Left OXM3@ZZ 
Right @XM2GZZ 
Skin 
Abdomen @HM7XZZ 
Back @HM6XZZ 
Buttock @HM8XZZ 
Chest GHM5XZZ 
Ear 
Left @HM3XZZ 
Right @HM2XZZ 
Face @HM1XZZ 
Foot 
Left GHMNXZZ 
Right GHMMXZZ 
Hand 
Left GHMGXZZ 
Right QHMFXZZ 
Inguinal GHMAXZZ 
Lower Arm 
Left @HMEXZZ 
Right BHMDXZZ 
Lower Leg 
Left GHMLXZZ 
Right GHMKXZZ 
Neck @HM4XZZ 
Perineum @HM9XZZ 
Scalp DHMOXZZ 
Upper Arm 
Left GHMCXZZ 
Right GHMBXZZ 
Upper Leg 
Left GHMJXZZ 
Right @HMHXZZ 
Stomach 9DM6 
Tendon 
Abdomen 
Left OLMG 
Right OLMF 
Ankle 
Left LMT 
Right @LMS 
Foot 
Left 6LMW. 
Right BLMV 
Hand 
Left @LM8 
Right @LM7 
Head and Neck @LM@ 
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Reattachment — continued 
Tendon — continued 
Hip 
Left OLMK 
Right LMJ 
Knee 
Left @LMR 
Right BLMQ 
Lower Arm and Wrist 
Left OLM6 
Right @LM5 
Lower Leg 
Left @LMP 
Right @LMN 
Perineum @LMH 
Shoulder 
Left O@LM2 
Right @LM1 
Thorax 
Left @LMD 
Right LMC 
Trunk 
Left OLMB 
Right ZLM9 
~ Upper Arm 
Left @LM4 
Right OLM3 
Upper Leg 
Left OLMM 
Right @LML 
Testis 
Bilateral OVMC 
Left O@VMB 
Right BVM9 
Thumb 
Left OXMM@ZZ 
Right OXMLOZZ 
Thyroid Gland 
Left Lobe ZGMG 
Right Lobe @GMH 
Toe 
Ist 
Left BDYMQ@ZZ 
Right BYMP@ZZ 
2nd 
Left BY MS@ZZ 
Right BYMROZZ 
3rd 
Left GY MU@ZZ 
Right BYMTOZZ 
4th 
Left OYMW@ZZ 
Right BYMVOZZ 
5th 
Left OYMY@ZZ 
Right BYMX@ZZ 
Tongue 8@CM70ZZ 
Tooth 
Lower OCMX 
Upper @CMW 
Trachea @BM10ZZ 
Tunica Vaginalis 
Left @VM7 
Right OVM6 
Ureter 
Left OTM7 
Right @TM6 
Ureters, Bilateral OTM8 
Urethra @TMD 
Uterine Supporting Structure BUM4 
Uterus @UM9 
Uvula @CMNOZZ 
Vagina BUMG 
Vulva BUMMXZZ 
Wrist Region 
Left OXMHOZZ 
Right @XMGOZZ 
REBOA (resuscitative endovascular balloon occlu- 
sion of the aorta) 
O2LW3D) 
@4L03DJ 
Rebound HRD? (Hernia Repair Device) use Synthetic 
Substitute 
RECELL® cell suspension autograft see Replacement, 
Skin and Breast @HR 
Recession 
see Repair 
see Reposition 
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Reclosure, disrupted abdominal wall @WQFXZZ 
Reconstruction 
see Repair 
see Replacement 
see Supplement 
Rectectomy 
see Excision, Rectum @DBP 
see Resection, Rectum ODTP 
Rectocele repair see Repair, Subcutaneous Tissue and 
Fascia, Pelvic Region 9JQC 
Rectopexy 
see Repair, Gastrointestinal System @DQ 
see Reposition, Gastrointestinal System @DS 
Rectoplasty 
see Repair, Gastrointestinal System 8DQ 
see Supplement, Gastrointestinal System @DU 
Rectorrhaphy see Repair, Gastrointestinal System DQ 
Rectoscopy 9DJD8ZZ 
Rectosigmoid junction use Sigmoid Colon 
Rectosigmoidectomy 
see Excision, Gastrointestinal System ODB 
see Resection, Gastrointestinal System ODT 
Rectostomy see Drainage, Rectum @D9P 
Rectotomy see Drainage, Rectum @D9P 
Rectus abdominis muscle 
use Abdomen Muscle, Left 
use Abdomen Muscle, Right 
Rectus femoris muscle 
use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
Recurrent laryngeal nerve use Vagus Nerve 
Reduction 
Dislocation see Reposition 
Fracture see Reposition 
Intussusception, intestinal see Reposition, Gastroin- 
testinal System 9DS 
Mammoplasty see Excision, Skin and Breast SHB 
Prolapse see Reposition 
Torsion see Reposition 
Volvulus, gastrointestinal see Reposition, Gastroin- 
testinal System DS 
Refusion see Fusion 
Rehabilitation 
» see Activities of Daily Living Assessment, Rehabili- 
tation F@2 
see Activities of Daily Living Treatment, Rehabilita- 
tion F08 
see Caregiver Training, Rehabilitation FOF 
see Cochlear Implant Treatment, Rehabilitation 
FOB 
see Device Fitting, Rehabilitation FOD 
see Hearing Treatment, Rehabilitation FO9 
see Motor Function Assessment, Rehabilitation 
FO1 
see Motor Treatment, Rehabilitation FO7 
see Speech Assessment, Rehabilitation Fad 
see Speech Treatment, Rehabilitation F@6 
see Vestibular Treatment, Rehabilitation FOC 
Reimplantation 
see Reattachment 
see Reposition ~ 
see Transfer 
Reinforcement 
see Repair 
see Supplement 
Relaxation, scar tissue see Release 
Release 
Acetabulum 
Left @QN5 
Right GQN4 
Adenoids OCNQ 
Ampulla of Vater OFNC 
Anal Sphincter DNR 
Anterior Chamber 
Left @8N33ZZ 
Right 08N23ZZ 
Anus @DNQ 
Aorta 
Abdominal 84N@ 
Thoracic 
Ascending/Arch @2NX 
Descending 2NW 
Aortic Body GND 
Appendix @DNJ 
Artery 
Anterior Tibial 
Left Z4NQ 


 Subterms under main terms may continue to next column or pag: 
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Release — continued 
Artery — continued 

Anterior Tibial — continued 

Right @4NP 
Axillary 

Left @3N6 

Right @3N5 
Brachial 

Left 03N8 

Right @3N7 
Celiac 04N1 
Colic 

Left @4N7 

Middle @4N8 

Right 04N6 
Common Carotid 

Left @3NJ 

Right @3NH 
Common lliac 

Left Z4ND 

Right G4NC 
Coronary 

Four or More Arteries 02N3 

One Artery 2NO 

Three Arteries 02N2 

Two Arteries 2N1 
External Carotid 

Left @3NN 

Right 03NM 
External Iliac 

Left 4NJ 

Right 4NH 
Face @3NR 
Femoral 

Left @4NL 

Right 4NK 
Foot 

Left 04NW 

Right O4NV 
Gastric @4N2 
Hand 

Left @3NF 

Right 83ND 
Hepatic 04N3 
Inferior Mesenteric 4NB 
Innominate 63N2 
Internal Carotid 

Left @3NL 

Right 3NK 
Internal Iliac 

Left @4NF 

Right @4NE 
Internal Mammary 

Left 03N1 

Right 3NG 
Intracranial @3NG 
Lower 04NY 
Peroneal 

Left @4NU 

Right 84NT 
Popliteal 

Left @4NN 

Right Z4NM 
Posterior Tibial 

Left @4NS 

Right 84NR 
Pulmonary 

Left @2NR 

Right 2NQ 
Pulmonary Trunk @2NP 
Radial 

Left @3NC 

Right 93NB 
Renal 

Left d4NA 

Right 84N9 
Splenic 84N4 
Subclavian 

Left @3N4 

Right 03N3 
Superior Mesenteric 04N5 
Temporal 

Left @3NT 

Right 83NS 
Thyroid 

Left @3NV 

Right 83NU 
Ulnar 

Left @3NA 


Release — continued 
Artery — continued 
Ulnar — continued 
Right @3N9 
Upper @3NY 
Vertebral 
Left @3NQ 
Right @3NP 
Atrium 
Left Q2N7 
Right @2N6 
Auditory Ossicle 
Left Q9NA 
Right @9N9 
Basal Ganglia @@N8 
Bladder OTNB 
Bladder Neck @TNC 
Bone 
Ethmoid 
Left BNNG 
Right ONNF 
Frontal @NN1 
Hyoid ONNX 
Lacrimal 
Left ONNJ 
Right @NNH 
Nasal @NNB 
Occipital ONN7 
Palatine 
Left ONNL 
Right @NNK 
Parietal 
Left @NN4 
Right @NN3 
Pelvic 
Left QN3 
Right BQN2 
Sphenoid @NNC 
Temporal 
Left ONN6 
Right @NN5 
Zygomatic 
Left ONNN 
Right O(NNM 
Brain BONO 
Breast 
Bilateral GHNV 
Left @HNU 
Right GHNT 
Bronchus 
Lingula @BN9 
Lower Lobe 
Left @BNB 
Right BN6 
Main 
Left OBN7 
Right BN3 


Middle Lobe, Right @BN5 


Upper Lobe 
Left @BN8 
Right OBN4 
Buccal Mucosa 8CN4 
Bursa and Ligament 
Abdomen 
Left OMNJ 
Right MNH 
Ankle 
Left OMNR 
Right ZMNQ 
Elbow 
Left @MN4 
Right OMN3 
Foot 
Left @MNT 
Right @MNS 
Hand 
Left OMN8& 
Right OMN7 
Head and Neck MNO 
Hip 
Left OMNM 
Right OMNL 
Knee 
Left OMNP 
Right OMNN 
Lower Extremity 
Left @MNW 
Right OMNV 
Perineum @MNK 
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Release — continued 


Bursa and Ligament — continued 
Rib(s) @MNG 
Shoulder 
Left BMN2 
Right OMN1 
Spine 
Lower MND 
Upper OMNC 
Sternum O@MNF 
Upper Extremity 
Left OMNB 
Right @MN9 
Wrist 
Left BMN6 
Right @MN5 
Carina @BN2 
Carotid Bodies, Bilateral @GN8 
Carotid Body 
Left BGN6 
Right @GN7 
Carpal 
Left OPNN 
Right BPNM 
Cecum @DNH 
Cerebellum @ONC 
Cerebral Hemisphere 0ON7 
Cerebral Meninges GON1 
Cerebral Ventricle B2N6 
Cervix @UNC 
Chordae Tendineae 82N9 
Choroid 
Left @8NB 
Right 8NA 
Cisterna Chyli @7NL 
Clavicle 
Left PNB 
Right @PN9 
Clitoris @UNJ 
Coccygeal Glomus SGNB 
Coccyx @QNS 
Colon 
Ascending @DNK 
Descending ZDNM 
Sigmoid BDNN 
Transverse @DNL 
Conduction Mechanism 02N8 
Conjunctiva 
Left @8NTXZZ 
Right @8NSXZZ 
Cord 
Bilateral @VNH 
Left @VNG 
Right OVNF 
Cornea 
Left @8N9XZZ 
Right O8N8XZZ 
Cul-de-sac BUNF 
Diaphragm OBNT 
Disc 
Cervical Vertebral @RN3 
Cervicothoracic Vertebral @RN5S 
Lumbar Vertebral @SN2 
Lumbosacral @SN4 
Thoracic Vertebral @RNO 
Thoracolumbar Vertebral @RNB 
Duct 
Common Bile @FN9 
Cystic FN8 
Hepatic 
Common @FN7 
Left @FN6 
Right FNS 
Lacrimal 
Left B8NY 
Right 8NX 
Pancreatic OFND 
Accessory OFNF 
Parotid 
Left @CNC 
Right SCNB 
Duodenum @DN9 
Dura Mater ON2 
Ear 
External 
Left G9N1 
Right BONO 
External Auditory Canal 
Left G9N4 


Release 
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Release 


Release — continued 
Ear — continued 
External Auditory Canal — continued 
Right G9N3 
Inner 
Left ONE 
Right OND 
Middle 
Left G9N6 
Right 9N5 
Epididymis 
Bilateral @VNL 
Left OVNK 
Right VNJ 
Epiglottis CNR 
Esophagogastric Junction QDN4 
Esophagus ODN5 
Lower @DN3 
Middle DN2 
Upper 8DN1 
Eustachian Tube 
Left GONG 
Right OONF 
Eye 
Left @8N1XZZ 
Right S8BNOXZZ 
Eyelid 
Lower 
Left O8NR 
Right @8NQ 
Upper 
Left O8NP 
Right @8NN 
Fallopian Tube 
Left GUN6 
Right GUN5 
Fallopian Tubes, Bilateral GUN7 
Femoral Shaft 
Left @QN9 
Right ZQN8 
Femur 
Lower 
Left QQNC 
Right QNB 
Upper 
Left GQN7 
Right GQN6 
Fibula 
Left QQNK 
Right ZQNJ 
Finger Nail OHNQXZZ 
Gallbladder OFN4 
Gingiva 
Lower @CN6 
Upper @CN5 
Gland 
Adrenal 
Bilateral OGN4 
Left BGN2 
Right @GN3 
Lacrimal 
Left O8NW 
Right 8NV 
Minor Salivary OCNJ 
Parotid 
Left OCN9 
Right @CN8 
Pituitary OGNO 
Sublingual 
Left OCNF 
Right @CND 
Submaxillary 
Left OCNH 
Right CNG 
Vestibular QUNL 
Glenoid Cavity 
Left OPN8 
Right @PN7 
Glomus Jugulare @GNC 
Humeral Head 
Left @PND 
Right OPNC 
Humeral Shaft 
Left PNG 
Right @PNF 
Hymen OUNK 
Hypothalamus OONA 
lleocecal Valve DNC 
lleum DNB 
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Release — continued 
Intestine 
Large @DNE 
Left ODNG 
Right DNF 
Small BDN8 
lris 
Left @8ND3ZZ 
Right @8NC3ZZ 
Jejunum DNA 
Joint 
Acromioclavicular 
Left ORNH 
Right RNG 
Ankle 
Left OSNG 
Right OSNF 
Carpal 
Left ORNR 
Right BRNQ 
Carpometacarpal 
Left ORNT 
Right ORNS 


Cervical Vertebral ORN1 
~ Cervicothoracic Vertebral @RN4 


Coccygeal OSN6 
Elbow 
Left BRNM 
Right @RNL 
Finger Phalangeal 
Left ORNX 
Right RNW 
Hip 
Left SNB 
Right @SN9 
Knee 
Left @SND 
Right SNC 


Lumbar Vertebral OSN@ 


Lumbosacral @SN3 


Metacarpophalangeal 


Left @RNV 
Right ORNU 


Metatarsal-Phalangeal 


Left OSNN 
Right OSNM 


Occipital-cervical BRNO 
Sacrococcygeal OSN5 


Sacroiliac 
Left OSN8 
Right OSN7 
Shoulder 
Left ORNK 
Right RNJ 
Sternoclavicular 
Left ORNF 
Right ORNE 
Tarsal 
Left OSNJ 
Right @SNH 
Tarsometatarsal 
Left OSNL 
Right SNK 


Temporomandibular 


Left ORND 
Right ORNC 


Thoracic Vertebral ORN6 
Thoracolumbar Vertebral ORNA 


Toe Phalangeal 
Left @SNQ 
Right @SNP 
Wrist 
Left ORNP 
Right ORNN 
Kidney 
Left OTN1 
Right OTNO 
Kidney Pelvis 
Left OTN4 
Right @TN3 
Larynx OCNS 
Lens 
Left @8NK3ZZ 
Right O8NJ3ZZ 
Lip 
Lower OCN1 
Upper 8CN@ 
Liver OFN@ 
Left Lobe O@FN2 
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Release — continued 
Liver — continued 
Right Lobe OFN1 
Lung 
Bilateral OBNM 
Left @BNL 
Lower Lobe 
Left @BNJ 
Right BNF 
Middle Lobe, Right BND 
Right SBNK 
Upper Lobe 
Left BBNG 
Right BNC 
Lung Lingula @BNH 
Lymphatic 
Aortic 87ND 
Axillary 
Left 67N6 
Right 87N5 
Head 07NO 
Inguinal 
Left @7NJ 
Right 87NH 
Internal Mammary 
Left @7N9 
Right 07N8 
Lower Extremity 
Left @7NG 
Right O7NF 
Mesenteric 7NB 
Neck 
Left @7N2 
Right @7N1 
Pelvis @7NC 
Thoracic Duct @7NK 
Thorax @7N7 
Upper Extremity 
Left 07N4 
Right 97N3 
Mandible 
Left ONNV 
Right NNT 
Maxilla @NNR 
Medulla Oblongata 82ND 
Mesentery ODNV 
Metacarpal 
Left @PNQ 
Right @PNP 
Metatarsal 
Left @QNP 
Right BQNN 
Muscle 
Abdomen 
Left O@KNL 
Right OKNK 
Extraocular 
Left 8NM 
Right O8NL 
Facial @KN1 
Foot 
Left OKNW_ 
Right OKNV 
Hand 
Left O@KND 
Right OKNC 
Head OKN@ 
Hip 
Left @KNP 
Right OKNN 
Lower Arm and Wrist 
Left OKNB 
Right OKN9 
Lower Leg 
Left OKNT 
Right OKNS 
Neck 
Left OKN3 
Right @KN2 
Papillary @2ND 
Perineum @KNM 
Shoulder 
Left OKN6 
Right OKN5 
Thorax 
Left OKNJ 
Right @KNH 
Tongue, Palate, Pharynx @KN4 


WY Subterms under main terms may continue to next column 07 page 
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Release — continued 
Muscle — continued 
Trunk 
Left OKNG 
Right OKNF 
Upper Arm 
Left OKN8 
Right OKN7 
Upper Leg 
Left OKNR 
Right OKNQ 
Myocardial Bridge see Release, Artery, Coronary 
Nasal Mucosa and Soft Tissue O9NK 
Nasopharynx 09NN 
Nerve 
Abdominal Sympathetic 01NM 
Abducens 0@NL 
Accessory NR 
Acoustic @@NN 
Brachial Plexus @1N3 
Cervical @1N1 
Cervical Plexus 01NO 
Facial OONM 
Femoral @1ND 
Glossopharyngeal @@NP 
Head and Neck Sympathetic 01NK 
Hypoglossal @ONS 
Lumbar 01NB 
Lumbar Plexus 01N9 
Lumbar Sympathetic 01NN 
Lumbosacral Plexus @1NA 
Median 01N5 
Oculomotor @ONH 
Olfactory OONF 
Optic ONG 
Peroneal 01NH 
Phrenic 01N2 
Pudendal @1NC 
Radial 01N6 
Sacral @1NR 
Sacral Plexus @1NQ 
Sacral Sympathetic 1NP 
Sciatic 91NF 
Thoracic 01N8 
Thoracic Sympathetic 01NL 
Tibial @1NG 
Trigeminal GONK 
Trochlear @ONJ 
Ulnar 01N4 
Vagus 8ONQ 
Nipple 
Left BHNX 
Right BHNW 
Omentum @DNU 
Orbit 
Left BNNQ 
Right @NNP 
Ovary 
Bilateral @UN2 
Left @UN1 
Right BUND 
Palate 
Hard @CN2 
Soft @CN3 
Pancreas OFNG 
Para-aortic Body @GN9 
Paraganglion Extremity OGNF 
Parathyroid Gland OGNR 
Inferior 
Left @GNP 
Right BGNN 
Multiple ZGNQ 
Superior 
Left GNM 
Right @GNL 
Patella 
Left GQNF 
Right @QND 
Penis OVNS 
Pericardium @2NN 
Peritoneum ODNW 
Phalanx 
Finger 
Left @PNV 
Right PNT 
Thumb 
Left @PNS 
Right @PNR 


Release — continued 


Phalanx — continued 
Toe 
Left @QNR 
Right GQNQ 
Pharynx @CNM 
Pineal Body 8GN1 
Pleura 
Left OBNP 
Right OBNN 
Pons O@NB 
Prepuce OVNT 
Prostate BVNO 
Radius 
Left OPNJ 
Right @PNH 
Rectum ODNP 
Retina 
Left O8NF3ZZ 
Right @8NE3ZZ 
Retinal Vessel 
Left @8NH3ZZ 
Right O8NG3ZZ 
Ribs 
1to2@PN1 
3 or More OPN2 
Sacrum @QN1 
Scapula 
Left OPN6 
Right @PNS 
Sclera 
Left @8N7XZZ 
Right @8N6XZZ 
Scrotum @VN5 
Septum 
Atrial @2N5 
Nasal G9NM 
Ventricular 22NM 
Sinus 
Accessory @9NP 
Ethmoid 
Left BONV 
Right GONU 
Frontal 
Left GONT 
Right G9NS 
Mastoid 
Left ONC 
Right 9NB 
Maxillary 
Left D9NR 
Right INQ 
Sphenoid 
Left Q9NX 
Right BINW 
Skin 


Abdomen @HN7XZZ 


Back BHN6XZZ 
Buttock @HN8XZZ 
Chest @HN5XZZ 
Ear 

Left OHN3XZZ 

Right @HN2XZZ 
Face @HN1XZZ 
Foot 

Left BHNNXZZ 

Right BHNMXZZ 
Hand 

Left DHNGXZZ 

Right @HNFXZZ 
Inguinal BHNAXZZ 
Lower Arm 

Left OHNEXZZ 

Right @HNDXZZ 
Lower Leg 

Left BHNLXZZ 

Right @HNKXZZ 
Neck @HN4XZZ 
Perineum @HN9XZZ 
Scalp @HNOXZZ 
Upper Arm 

Left OHNCXZZ 

Right @HNBXZZ 
Upper Leg 

Left @HNJXZZ 

Right @HNHXZZ 

Spinal Cord 

Cervical @BNW 
Lumbar ONY 


© Subterms under main terms may continue to next column or page 


Release — continued 


Spinal Cord — continued 


Thoracic @ONX 


Spinal Meninges @ONT 


Spleen @7NP 

Sternum @PNO 

Stomach @DN6 
Pylorus @DN7 


Subcutaneous Tissue and Fascia 


Abdomen @JN8 
Back QJN7 
Buttock QJN9 
Chest GJN6 
Face @JN1 
Foot 
Left @JNR 
Right ZJNQ 
Hand 
Left JNK 
Right JNJ 
Lower Arm 
Left @JNH 
Right @JNG 
Lower Leg 
Left QJNP 
Right JINN 
Neck 
Left QJN5 
Right @JN4 


Pelvic Region GJNC 


Perineum QJNB 
Scalp JNO 
Upper Arm 
Left QJNF 
Right @JND 
Upper Leg 
Left ZJNM 
Right @JNL 
Tarsal 
Left QQNM 
Right @QNL 
Tendon 
Abdomen 
Left @LNG 
Right @LNF 
Ankle 
Left @LNT 
Right @LNS 
Foot 
Left OLNW 
Right BLNV 
Hand 
Left @LN8 
Right @LN7 


Head and Neck @LN@ 


Hip 
Left @LNK 
Right OLNJ 
Knee 
Left @LNR 
Right @LNQ 


Lower Arm and Wrist 


Left @LN6 
Right OLN5 
Lower Leg 
Left @LNP 
Right OLNN 
Perineum @LNH 
Shoulder 
Left @LN2 
Right @LN1 
Thorax 
Left @LND 
Right OLNC 
Trunk 
Left @LNB 
Right OLN9 
Upper Arm 
Left @LN4 
Right @LN3 
Upper Leg 
Left 6LNM 
Right @LNL 
Testis 
Bilateral BVNC 
Left OVNB 
Right @VN9 
Thalamus 9ON9 
Thymus 07NM 


Release 
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Release 


Release — continued 
Thyroid Gland @GNK 
Left Lobe @GNG 
Right Lobe @GNH 
Tibia 
Left @QNH 
Right @QNG 
Toe Nail @HNRXZZ 
Tongue @CN7 
Tonsils @CNP 
Tooth 
Lower OCNX 
Upper @CNW 
Trachea OBN1 
Tunica Vaginalis 
Left OVN7 
Right OVN6 
Turbinate, Nasal ONL 
Tympanic Membrane 
Left Z9N8 
Right 09N7 
Ulna 
Left @PNL 
Right OPNK 
Ureter 
Left @TN7 
Right OTN6 
Urethra @TND 
Uterine Supporting Structure BUN4 
Uterus @UN9 
Uvula @CNN 
Vagina SUNG 
Valve 
Aortic @2NF 
Mitral @2NG 
Pulmonary 02NH 
Tricuspid 2NJ 
Vas Deferens 
Bilateral @VNO 
Left OVNP 
Right BVNN 
Vein 
Axillary 
Left @5N8 
Right 95N7 
Azygos 05N® 
Basilic 
Left @5NC 
Right O5NB 
Brachial 
Left SNA 
Right @5N9 
Cephalic 
Left OSNF 
Right SND 
Colic G6N7 
Common lliac 
Left G6ND 
Right G6NC 
Coronary 02N4 
Esophageal 86N3 
External Iliac 
Left G6NG 
Right @6NF 
External Jugular 
Left SNQ 
Right SNP 
Face 
Left OSNV 
Right @5NT 
Femoral 
Left 6NN 
Right G6NM 
Foot 
Left G6NV 
Right 6NT 
Gastric @6N2 
Hand 
Left SNH 
Right @5NG 
Hemiazygos @5N1 
Hepatic 06N4 
Hypogastric 
Left O6NJ 
Right @6NH 
Inferior Mesenteric G6N6 
Innominate 
Left O5N4 
Right O5N3 
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Release — continued 
Vein — continued 
Internal Jugular 
Left OSNN 
Right SNM 
Intracranial @SNL 
Lower O6NY 
Portal G6N8 
Pulmonary 
Left @2NT 
Right @2NS 
Renal 
Left G6NB 
Right 96N9 
Saphenous 
Left G6NQ 
Right 6NP 
Splenic B6N1 
Subclavian 
Left OSN6 
Right 5N5 
Superior Mesenteric G6N5 
Upper OSNY 
Vertebral 
Left @5NS 
Right SNR 
Vena Cava 
Inferior G6NO 
Superior @2NV 
Ventricle 
Left @2NL 
Right @2NK 
Vertebra 
Cervical @PN3 
Lumbar ONO 
Thoracic @PN4 
Vesicle 
Bilateral @VN3 
Left @VN2 
Right OVN1 
Vitreous 
Left @8N53ZZ 
Right 08N43ZZ 
Vocal Cord 
Left CNV 
Right CNT 
Vulva GUNM 
Relocation see Reposition 
Removal 
Abdominal Wall 2W53X 
Anorectal 2Y53X5Z 
Arm 
Lower 
Left 2W5DX 
Right 2W5CX 
Upper 
Left 2W5BX 
Right 2W5AX 
Back 2W55X 
Chest Wall 2W54X 
Ear 2Y52X5Z 
Extremity 
Lower 
Left 2W5MX 
Right 2W5LX 
Upper 
Left 2W59X 
Right 2W58X 
Face 2W51X 
Finger 
Left 2W5KX 
Right 2W5JX 
Foot 
Left 2W5TX 
Right 2W5SX 
Genital Tract, Female 2Y54X5Z 
Hand 
Left 2W5FX 
Right 2W5EX 
Head 2W50X 
Inguinal Region 
Left 2W57X 
Right 2W56X 
Leg 
Lower 
Left 2W5RX 
Right 2W5QX 
Upper 
Left 2W5PX 
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Removal — continued 
Leg — continued 
Upper — continued 
Right 2W5NX 
Mouth and Pharynx 2Y5@X5Z 
Nasal 2Y51X5Z 
Neck 2W52X 
Thumb 
Left 2W5HX 
Right 2W5GX 
Toe 
Left 2W5VX 
Right 2W5UX 
Urethra 2Y55X5Z 
Removal of device from 
Abdominal Wall @WPF 
Acetabulum 
Left @QP5 
Right QP4 
Anal Sphincter DPR 
Anus @DPQ 
Artery 
Lower @4PY 
Upper O3PY 
Back 
Lower @WPL 
Upper SWPK 
Bladder TPB 
Bone . 
Facial @NPW 
Lower OQPY 
Nasal NPB 
Pelvic 
Left BQP3 
Right QP2 
Upper OPPY 
Bone Marrow @7PT 
Brain OPO 
Breast 
Left @HPU 
Right HPT 
Bursa and Ligament 
Lower @MPY 
Upper @MPX 
Carpal 
Left @PPN 
Right BPPM 
Cavity, Cranial BWP 1 
Cerebral Ventricle @@P6 
Chest Wall @WP8 
Cisterna Chyli @7PL 
Clavicle 
Left OPPB 
Right @PP9 
Coccyx BQPS 
Diaphragm OBPT 
Disc 
Cervical Vertebral ORP3 
Cervicothoracic Vertebral ORP5S 
Lumbar Vertebral @SP2 
Lumbosacral @SP4 
Thoracic Vertebral ORP9 
Thoracolumbar Vertebral @RPB 
Duct 
Hepatobiliary OFPB 
Pancreatic O@FPD 
Ear 
Inner 
Left O9PJ 
Right 09PD 
Left @9PJ 
Right 9PH 
Epididymis and Spermatic Cord @VPM 
Esophagus ODP5 
Extremity 
Lower 
Left BYPB 
Right GYP9 
Upper 
Left OXP7 
Right OXP6 
Eye 
Left O8P1 
Right 08P@ 
Face @WP2 
Fallopian Tube @UP8 
Femoral Shaft 
Left @QP9 
Right GQP8 


Y Subterms under main terms may continue to next column or page 
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emoval of device fro ] Renal segment 
gor m — continued Repoval of device from — continued Removal of device from — continued 
oder we 7 igi Radius 
Le 
ie ae cao 
Upper Stefhoclavicular ese et 
Left 0OP7 copper ma wu Tract Ane 
i roperito 
ae BQP6 : gone ORPE Ribs LW tra 
arsa 1to2 
LefHOPK Left 0s 3 or More OPP2 
Finger Nail GHPOX elle eecrang BOP I 
Balisiider oFpa Tarsometatarsal Scapula 
BE ctdtestinal Tract OWPP a Sie Pi aie 
Genitouri T i OW alas ne dae 
a nary Tract OWPR Temporomandibular Scrotum and Tunica Vaginalis VP8 
os ae Left ORPD Sinus O9PY 
: . OGP5 Right RPC Skin @HPPX 
=! taal Thoracic Vertebral @RP6 Skull @NP@ 
cat ary Thoracolumbar Vertebral ORPA Spinal Canal @@PU 
alivary OCPA Toe Phalangeal Spinal Cord OOPV 
Glenoid Cavity Left @SPO Spleen O7PP 
wes Right OSPP Sternum OPPO 
Wrist Stomach @DP6 
ie Se @2PY Left RPP Subcutaneous Tissue and Fascia 
Bead aed Right @RPN Head and Neck @JPS 
a DPA Kidney OTP5 Lower Extremity JPW 
ea Larynx @CPS Trunk @JPT 
Humeral Head Lens Upper Extremity @JPV 
Left OPPD Left @8PK3 Tarsal 
Right PPC Right 08PJ3 Left @QPM 
Humeral Shaft Liver GFP Right QPL 
Left OPPG Lung Tendon 
Right OPPF Left OBPL Lower OLPY 
Intestinal Tract Right OBPK Upper @LPX 
Lower DPD Lymphatic @7PN Testis OVPD 
Upper @DP@ Thoracic Duct @7PK Thymus 87PM 
Jaw Mediastinum @WPC Thyroid Gland @GPK 
Lower 8WP5 Mesentery DPV Tibia 
Upper OWP4 Metacarpal Left @QPH 
Joint : ; Left @PPQ Right GQPG 
—.. Right OPPP Toe Nail OHPRX 
e Metatarsal Trachea OBP1 
Right RPG Left QPP Tracheobronchial Tree OBPO 
Ankle Right GQPN Tympanic Membrane 
Left OSPG Mouth and Throat @CPY Left G9P8 
Right OSPF Muscle Right 29P7 
Carpal Extraocular Ulna 
Left @RPR Left 8PM Left @PPL 
Right BRPQ Right O8PL Right PPK 
oo Lower OKPY Ureter TPO 
e Upper OKPX Urethra @TPD 
Right ORPS Nasal Mucosa and Soft Tissue @9PK Uterus and Cervix @UPD 
Cervical Vertebral ORP1 Neck OWP6 Vagina and Cul-de-sac BUPH 
Cervicothoracic Vertebral RP4 Nerve Vas Deferens OVPR 
Coccygeal OSP6 Cranial OOPE Vein 
Elbow Peripheral 01PY Azygos 05P0 
Left ORPM Omentum @DPU Innominate 
Right @RPL Ovary @UP3 Left @5P4 
Finger Phalangeal Pancreas OFPG Right 05P3 
Left ORPX Parathyroid Gland GPR Lower 06PY 
Right ORPW Patella Upper O5PY 
Hip Left @QPF Vertebra 
Left SPB Right BQPD Cervical OPP3 
Acetabular Surface OSPE Pelvic Cavity @WPJ Lumbar 0QPO 
Femoral Surface @SPS Penis @VPS Thoracic @PP4 
Right @SP9 Pericardial Cavity @WPD Vulva @UPM 
Acetabular Surface @SPA Perineum Renal calyx 
Femoral Surface OSPR Female OWPN use Kidney 
Knee Male @WPM use Kidney, Left 
Left @SPD Peritoneal Cavity @WPG use Kidney, Right 


Femoral Surface @SPU 
Tibial Surface SPW 
Right @SPC 
Femoral Surface OSPT 
Tibial Surface SPV 
Lumbar Vertebral @SPO 
Lumbosacral @SP3 


Metacarpophalangeal Right OPPR : 
Left ORPV Toe Fee kihey, Lee 
Right ORPU Left OQPR use Kidney, Right 
Metatarsal-Phalangeal Right QPQ yse Kidneys, Bilateral 
| eae | ee oe Renal dialysis see Performance, Urinary 5A1D 
Occi eeeefvical ORPO Pleural Cavity Renal nerve use Abdominal Sympathetic Nerve 
B sad Be ecciaeal GSP5 Left OWPB Renal plexus use Abdominal Sympathetic Nerve 
Sacroiliac Right @WP9 Renal sqgmasiy 
Left @SP8 Products of Conception 10P0 ae 1 ae Left 
Right OSP7 Prostate and Seminal Vesicles @VP4 Use Kidney, Le 
use Kidney, Right 


Peritoneum @DPW 
Phalanx 
Finger 
Left OPPV 
Right OPPT 
Thumb 
Left OPPS 


7 Subterms under main terms may continue to next column or page 


use Kidneys, Bilateral 
Renal capsule 

use Kidney 

use Kidney, Left 

use Kidney, Right 

use Kidneys, Bilateral 
Renal cortex 
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Renal segment 


Renal segment — continued 
use Kidneys, Bilateral 
Renal segmental artery 
use Renal Artery, Left 
use Renal Artery, Right 
Reopening, operative site 
Control of bleeding see Control bleeding in 
Inspection only see Inspection 
Repair 
Abdominal Wall OWQF 
Acetabulum 
Left 8QQ5 
Right 2QQ4 
Adenoids 8CQQ 
Ampulla of Vater FOC 
Anal Sphincter DQR 
Ankle Region 
Left YQL 
Right BYQK 
Anterior Chamber 
Left 8Q33ZZ 
Right 8Q23ZZ 
Anus 8DQQ 
Aorta ; 
Abdominal 0400 
Thoracic 
Ascending/Arch 82QX 
Descending 62QW 
Aortic Body 8GQD 
Appendix @DQJ 
Arm 
Lower 
Left OXOF 
Right @XQD 
Upper 
Left @XQ9 
Right XQ8 
Artery 
Anterior Tibial 
Left 2400 
Right 24QP 
Axillary 
Left 0306 
Right @305 
Brachial 
Left 0308 
Right 8307 
Celiac 04Q1 
Colic 
Left 0407 
Middle 9408 
Right 8406 
Common Carotid 
Left 03QJ 
Right 23QH 
Common lliac 
Left 24QD 
Right 4QC 
Coronary 
Four or More Arteries 02203 
One Artery 8200 
Three Arteries 0202 
Two Arteries 6201 
External Carotid 
Left 030N 
Right 830M 
External lliac 
Left 040) 
Right 4QH 
Face @3QR 
Femoral 
Left @4QL 
Right 24QK 
Foot 
Left d4QW 
Right 4QV 
Gastric 0402 
Hand 
Left 030F 
Right 83QD 
Hepatic 8403 
Inferior Mesenteric 40B 
Innominate 03Q2 
Internal Carotid 
Left 030L 
Right 03QK 
Internal Iliac 
Left 040F 
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Repair — continued 
Artery — continued 
Internal lliac — continued 
Right @4QE 
Internal Mammary 
Left 03Q1 
Right 0300 
Intracranial 03QG 
Lower @4QY 
Peroneal 
Left 4QU 
Right 04QT 
Popliteal 
Left 040N 
Right 44QM 
Posterior Tibial 
Left 4QS 
Right 04QR 
Pulmonary 
Left @2QR 
Right 2QQ 
Pulmonary Trunk @2QP 
Radial 
Left 030C 
Right 3QB 
Renal 
Left 240A 
Right 409 
Splenic 84Q4 
Subclavian 
Left 304 
Right 2303 
Superior Mesenteric 84Q5 
Temporal 
Left @30T 
Right 23QS 
Thyroid 
Left 030V 
Right 3QU 
Ulnar 
Left @3QA 
Right 83Q9 
Upper 03QY 
Vertebral 
Left 23QQ 
Right ®3QP 
Atrium 
Left 2Q7 
Right 0206 
Auditory Ossicle 
Left 9QA 
Right 2909 
Axilla 
Left @XQ5 
Right @XQ4 
Back 
Lower @WQL 
Upper @WQK 
Basal Ganglia 6808 
Bladder TQB 
Bladder Neck @TQC 
Bone 
Ethmoid 
Left ONQG 
Right NQF 
Frontal @NQ1 
Hyoid ONQX 
Lacrimal 
Left ONQJ 
Right @NQH 
Nasal BNQB 
Occipital @NQ7 
Palatine 
Left @NQL 
Right ONQK 
Parietal 
Left ONQ4 
Right @NQ3 
Pelvic 
Left 6QQ3 
Right GQQ2 
Sphenoid ONQC 
Temporal 
Left ONQ6 
Right @NQ5 
Zygomatic 
Left ONQN 
Right ZNQM 
Brain 06Q0 
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Repair — continued 


Breast 
Bilateral GHOV 
Left @HQU 
Right GHQOT 
Supernumerary BHOY 
Bronchus 
Lingula @BQ9 
Lower Lobe 
Left @BQB 
Right BQ6 
Main 
Left @BQ7 
Right BQ3 
Middle Lobe, Right BQ5 
Upper Lobe 
Left BBQ8 
Right BQ4 
Buccal Mucosa 8CQ4 
Bursa and Ligament 
Abdomen 
Left @MQJ 
Right @MQH 
Ankle 
Left @MQR 
Right @MQQ 
Elbow 
Left @MQ4 
Right ZMQ3 
Foot 
Left BMQT 
Right BMQS 
Hand 
Left @MQ8 
Right ZMQ7 
Head and Neck @MQ@ 
Hip 
Left @MQM 
Right OMQL 
Knee 
Left @MQP 
Right @MQN 
Lower Extremity 
Left BMQW 
Right BMQV 
Perineum @MQK 
Rib(s) @MQG 
Shoulder 
Left @MQ2 
Right @MQ1 
Spine 
Lower BMQD 
Upper BMQC 
Sternum @MQF 
Upper Extremity 
Left @MQB 
Right BMQ9 
Wrist 
Left @MQ6 
Right OMQ5 
Buttock 
Left @YQ1 .. 
Right BYQ0 
Carina @BQ2 
Carotid Bodies, Bilateral @GQ8 
Carotid Body 
Left @GQ6 
Right @GQ7 
Carpal 
Left @PQN 
Right @PQM 
Cecum @DQH 
Cerebellum @0QC 
Cerebral Hemisphere 00Q7 
Cerebral Meninges 00Q1 
Cerebral Ventricle 006 
Cervix @BUQC 
Chest Wall OBWQ8 
Chordae Tendineae 0209 
Choroid 
Left @8QB 
Right @8QA 
Cisterna Chyli @7QL 
Clavicle 
Left @PQB 
Right @PQ9 
Clitoris @UQJ 
Coccygeal Glomus GQB 
Coccyx 8QQS 


W Subterms under main terms may continue to next column or pag 
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epair — continued 
Colon 
Ascending 8DQK 
Descending 2DQM 
Sigmoid BDQN 
Transverse BDQL 
Conduction Mechanism 8208 
Conjunctiva 
Left @8QTXZZ 
Right @8QSXZZ 
Cord 
Bilateral @VQH 
Left @VQG 
Right OVQF 
Cornea 
Left @8Q9XZZ 
Right @8Q8XZZ 
Cul-de-sac @UQF 
Diaphragm @BQT 
Disc 
Cervical Vertebral @RQ3 
Cervicothoracic Vertebral @RQ5 
Lumbar Vertebral 0SQ2 
Lumbosacral 0SQ4 
Thoracic Vertebral @RQ9 
Thoracolumbar Vertebral ORQB 
Duct 
Common Bile @FQ9 
Cystic OFQ8 
Hepatic 
Common @FQ7 
Left @FQ6 
Right @FQ5 
Lacrimal 
Left B8QY 
Right 8QX 
Pancreatic @FQD 
Accessory OFQF 
Parotid 
Left BCQC 
Right @CQB 
Duodenum 8DQ9 
Dura Mater 00Q2 
Ear 
External 
Bilateral 69Q2 
Left 89Q1 
Right 8900 
External Auditory Canal 
Left 69Q4 
Right 89Q3 
Inner 
Left @9QE 
Right 9QD 
Middle 
Left 29Q6 
Right 69Q5 
Elbow Region 
Left @XQC 
Right @XQB 
Epididymis 
Bilateral BVQL 
Left @BVOQK 
Right VQ) 
Epiglottis @CQR 
Esophagogastric Junction @DQ4 
Esophagus 8DQ5 
Lower DQ3 
Middle @DQ2 
Upper 0DQ1 
Eustachian Tube 
Left @9QG 
Right 9QF 
Extremity 
Lower 
Left YQB 
Right YQ9 
Upper 
Left @XQ7 
Right 8XQ6 
Eye 
Left @8Q1XZZ 
Right O8QGXZZ 
Eyelid 
Lower 
Left @8OR 
Right 8QQ 
_ Upper 
Left @8QP 


Repair — continued 
Eyelid — continued 
Upper — continued 
Right @8QN 
Face #WQ2 
Fallopian Tube 
Left QUQ6 
Right @UQ5 
Fallopian Tubes, Bilateral @UQ7 
Femoral Region 
Bilateral OYQE 
Left BYQ8 
Right BYQ7 
Femoral Shaft 
Left QQ9 
Right QQ8 
Femur 
Lower 
Left BQQC 
Right GQQB 
Upper 
Left 6QQ7 
Right 6QQ6 
Fibula 
Left @QQK 
Right QQ) 
Finger 
Index 
Left OXQP 
Right OXQN 
Little 
Left OXQW 
Right OXQV 
Middle 
Left OXQR 
Right @XQQ 
Ring 
Left @XQT 
Right OXQS 
Finger Nail @HQQXZZ 


Floor of mouth see Repair, Oral Cavity and Throat 


OWQ3 
Foot 
Left BYON 
Right BYQM 
Gallbladder FQ4 
Gingiva 
Lower 8CQ6 
Upper 8CQ5 
Gland 
Adrenal 
Bilateral GQ4 
Left @GQ2 
Right 0GQ3 
Lacrimal 
Left B8QW 
Right G8QV 
Minor Salivary @CQJ 
Parotid 
Left @CQ9 
Right 8CQ8 
Pituitary OGQO 
Sublingual 
Left @CQF 
Right @CQD 
Submaxillary 
Left @CQH 
Right @CQG 
Vestibular BUQL 
Glenoid Cavity 
Left @PQ8 
Right @PG7 
Glomus Jugulare @GQC 
Hand 
Left @XQK 
Right OXQJ 
Head ®@WQ@ 
Heart 020A 
Left 220C 
Right 02QB 
Humeral Head 
Left @PQD 
Right PQC 
Humeral Shaft 
Left @PQG 
Right OPQF 
Hymen @UQK 
Hypothalamus 800A 
lleocecal Valve BDQC 


y Subterms under main terms may continue to next column or page 


Repair — continued 
lleum @DQB 
Inguinal Region 
Bilateral QYOA 
Left GYQ6 
Right BYQ5 
Intestine 
Large @DQE 
Left @DQG 
Right @DQF 
Small @DQ8 
Iris 
Left 8QD3ZZ 
Right @8QC3ZZ 
Jaw 
Lower @WQ5 
Upper @WOQ4 
Jejunum @DQA 
Joint 
Acromioclavicular 
Left @RQH 
Right GROG 
Ankle 
Left BSQG 
Right @SQF 
Carpal 
Left @ROR 
Right ZRQQ 
Carpometacarpal 
Left ROT 
Right BROS 
Cervical Vertebral @RQ1 
Cervicothoracic Vertebral @RQ4 
Coccygeal SQ6 
Elbow 
Left GRQM 
Right @RQL 
Finger Phalangeal 
Left OROX 
Right BRQW 
Hip 
Left @SQB 
Right @SQ9 
Knee 
Left @SQD 
Right SQC 
Lumbar Vertebral 0SQ@ 
Lumbosacral @SQ3 
Metacarpophalangeal 
Left GROV 
Right GRQU 
Metatarsal-Phalangeal 
Left OSQN 
Right SQM 
Occipital-cervical ORQ@ 
Sacrococcygeal @SQ5 
Sacroiliac 
Left SQ8 
Right @SQ7 
Shoulder 
Left ORQK 
Right @RQJ 
Sternoclavicular 
Left GROF 
Right @RQE 
Tarsal 
Left @SQU) 
Right @SQH 
Tarsometatarsal 
Left @SQL 
Right @SQK 
Temporomandibular 
Left @RQD 
Right @RQC 
Thoracic Vertebral @RQ6 
Thoracolumbar Vertebral (RQA 
Toe Phalangeal 
Left @SQQ 
Right @SQP 
Wrist 
Left @ROP 
Right RON 
Kidney 
Left @TQ1 
Right OTQ 
Kidney Pelvis 
Left 8TQ4 
Right 0TQ3 
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Repair — continued 
Knee Region 
Left BYQG 
Right OYQF 
Larynx @CQS 
Leg 
Lower 
Left GYQJ 
Right YQH 
Upper 
Left BYQD 
Right GYQC 
Lens 
Left @8QK3ZZ 
Right 88QJ3ZZ 
Lip 
Lower 8CQ1 
Upper CQB 
Liver OFQG 
Left Lobe @FQ2 
Right Lobe 0FQ1 
Lung 
Bilateral BBQM 
Left @BQL 
Lower Lobe 
Left @BQJ 
Right @BQF 
Middle Lobe, Right @BQD 
Right BQK 
Upper Lobe 
Left BBQG 
Right ZBQC 
Lung Lingula @BQH 
Lymphatic 
Aortic 87QD 
Axillary 
Left 07Q6 
Right 87Q5 
Head 0708 
Inguinal 
Left 7QJ) 
Right 70H 
Internal Mammary 
Left 0709 
Right 0708 
Lower Extremity 
Left 70G 
Right 07QF 
Mesenteric 97QB 
Neck 
Left 67Q2 
Right 7Q1 
Pelvis @7QC 
Thoracic Duct @7QK 
Thorax 07Q7 
Upper Extremity 
Left 0704 
Right 87Q3 
Mandible 
Left ONOV 
Right ONQT 
Maxilla @NQR 
Mediastinum @WQC 
Medulla Oblongata 8QD 
Mesentery BDQV 
Metacarpal 
Left BPQQ 
Right @PQP 
Metatarsal 
Left @QQP 
Right ZQQN 
Muscle 
Abdomen 
Left @KQL 
Right OKQK 
Extraocular 
Left 08QM 
Right @8QL 
Facial @KQ1 
Foot 
Left BKQW 
Right ZKQV 
Hand 
Left @KQD 
Right OKQC 
Head @KQG 
Hip 
Left O@KQP 
Right SKQN 
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Repair — continued 
Muscle — continued 
Lower Arm and Wrist 
Left @KQB 
Right @KQ9 
Lower Leg 
Left OKQT 
Right @KQS 
Neck 
Left @KQ3 
Right GKQ2 
Papillary 82QD 
Perineum 9KQM 
Shoulder 
Left @KQ6 
Right @KQ5 
Thorax 
Left @KQJ 
Right @KQH 
Tongue, Palate, Pharynx KQ4 
Trunk 
Left @KQG 
Right SKQF 
Upper Arm 
Left @KQ8 
Right SKQ7 
Upper Leg 
Left O@KQR 
Right @KQQ 
Nasal Mucosa and Soft Tissue 29QK 
Nasopharynx 29QN 
Neck @WQ6 
Nerve 
Abdominal Sympathetic 21QM 
Abducens @9QL 
Accessory QR 
Acoustic @GQN 
Brachial Plexus 8103 
Cervical 101 
Cervical Plexus 8100 
Facial QM 
Femoral 10D 
Glossopharyngeal QP 
Head and Neck Sympathetic 01QK 
Hypoglossal BOS 
Lumbar 01QB 
Lumbar Plexus 0109 
Lumbar Sympathetic 01QN 
Lumbosacral Plexus 010A 
Median 0105 
Oculomotor @GQH 
Olfactory QBQF 
Optic 00QG 
Peroneal 81QH 
Phrenic 01Q2 
Pudendal 810C 
Radial 0106 
Sacral 91QR 
Sacral Plexus 01QQ 
Sacral Sympathetic 01QP 
Sciatic @1QF 
Thoracic 8108 
Thoracic Sympathetic 01QL 
Tibial @1QG 
Trigeminal 2BQK 
Trochlear @@QJ) 
Ulnar 8104 
Vagus 00QQ 
Nipple 
Left GHOX 
Right GHQW 
Omentum @DQU 
Oral Cavity and Throat @WQ3 
Orbit 
Left @NQQ 
Right ONQP 
Ovary 
Bilateral OUQ2 
Left @UQ1 
Right GUQ@ 
Palate 
Hard 6CQ2 
Soft 6CQ3 
Pancreas FOG 
Para-aortic Body 0GQ9 
Paraganglion Extremity ®GOQF 
Parathyroid Gland @GQR 
Inferior 
Left @GQP 
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Repair — continued 
Parathyroid Gland — continued 
Inferior — continued 
Right BGQN 
Multiple ZGQQ 
Superior 
Left GGQM 
Right @GQL 
Patella 
Left QQQF 
Right @QQD 
Penis BVQS 
Pericardium 62QN 
Perineum 
Female 8WQN 
Male 2WQM 
Peritoneum 6DQW 
Phalanx 
Finger 
Left BPQV 
Right PQT 
Thumb 
Left PQS 
Right POR 


Right ZQQQ 
Pharynx @CQM 
Pineal Body GQ1 
Pleura 

Left @BQP 

Right BBQN 
Pons @8QB 
Prepuce 8VQT 
Products of Conception 19QG 
Prostate BVQG 
Radius 

Left PQ) 

Right BPQH 
Rectum @DQP 
Retina 

Left @8QF3ZZ 

Right O8QE3ZZ 
Retinal Vessel 

Left 8QH3ZZ 

Right 08QG3ZZ 
Ribs 

1to 2 OPQ1 

3 or More BPQ2 
Sacrum @QQ1 
Scapula 

Left @PQ6 

Right @PQS 
Sclera 

Left @8Q7XZZ 

Right O8Q6XZZ 
Scrotum @VQ5 
Septum 

Atrial 0205 

Nasal 69QM 

Ventricular 22QM 
Shoulder Region 

Left @XQ3 

Right OXQ2 
Sinus 

Accessory 89QP 

Ethmoid 

Left @9QV 

Right @9QU 

Frontal 

Left 69QT 

Right 09QS 

Mastoid 

Left 69QC 

Right @9QB 

Maxillary 

Left @9QR 

Right 9QQ 

Sphenoid 

Left 9QX 

Right B9QW 
Skin 

Abdomen @HQ7XZZ 

Back @HQ6XZZ 

Buttock @HQ8XZZ 

Chest GHQ5XZZ 

Ear 

Left GHQ3XZZ 

Right @HQ2XZZ 


‘ Subterms under main terms may continue to next column or pao 
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‘epair — continued 
Skin — continued 
Face @HQ1XZZ 
Foot 
Left OHONXZZ 
Right BHQMXZZ 
Hand 
Left GHQGXZZ 
Right GHQFXZZ 
Inguinal GHQAXZZ 
Lower Arm 
Left @HQEXZZ 
Right BHQDXZZ 
Lower Leg 
Left BHQLXZZ 
Right OHQKXZZ 
Neck @HQ4XZZ 
Perineum @HQ9XZZ 
Scalp GHQOXZZ 
Upper Arm 
Left BHQCXZZ 
Right GHQBXZZ 
Upper Leg 
Left OHQJXZZ 
Right @HQHXZZ 
Skull GNQO 
Spinal Cord 
Cervical @@QW 
Lumbar 00QY 
Thoracic @BOQX 
Spinal Meninges 88QT 
Spleen @7QP 
Sternum @PQ0 
Stomach 8DQ6 
Pylorus @DQ7 
Subcutaneous Tissue and Fascia 
Abdomen @JQ8 
Back 0JQ7 
Buttock @JQ9 
Chest 0JQ6 
Face 0JQ1 
Foot 
Left JOR 
Right 2JQQ 
Hand 
Left JQK 
Right @JQJ 
Lower Arm 
Left @JQH 
Right GJQG 
Lower Leg 
Left QJQP 
Right QJQN 
Neck 
Left @JQ5 
Right 0JQ4 
Pelvic Region QJQC 
Perineum @JQB 
Scalp 8JQG 
Upper Arm 
Left QJQF 
Right @JQD 
Upper Leg 
Left ZJQM 
Right @JQL 
Tarsal 
Left ZQQM 
Right @QQL 
Tendon 
Abdomen 
Left @LQG 
Right @LOF 
Ankle 
Left @LQT 
Right @LQS 
Foot 
Left BLOW 
Right SLQV 
Hand 
Left LQ8 
Right @LQ7 
Head and Neck @LQd 
Hip 
Left GLOK 
Right @LQJ 
Knee 
Left @LQR 
Right BLQQ 


Repair — continued 
Tendon — continued 
Lower Arm and Wrist 
Left OLQ6 
Right @LQ5 
Lower Leg 
Left @LOP 
Right @LON 
Perineum @LQH 
Shoulder 
Left @LQ2 
Right @LQ1 
Thorax 
Left @LOD 
Right OLQC 
Trunk 
Left OLOB 
Right @LQ9 
Upper Arm 
Left @LQ4 
Right @LQ3 
Upper Leg 
Left BLQM 
Right @LQL 
Testis 
Bilateral OVQC 
Left @VQB 
Right BVQ9 
Thalamus 00Q9 
Thumb 
Left OXQM 
Right @XQL 
Thymus 07QM 
Thyroid Gland @GQK 
Left Lobe 8GQG 
Right Lobe 8GQH 
Thyroid Gland Isthmus @GQJ 
Tibia 
Left @QQH 
Right 6QQG 
Toe 
1st 
Left BYQQ 
Right BYQP 
2nd 
Left BYQS 
Right BYQR 
3rd 
Left BYQU 
Right BYQT 
Ath 
Left BYQW 
Right BYQV 
5th 
Left BYQY 
Right BYQX 
Toe Nail @HQRXZZ 
Tongue 9CQ7 
Tonsils @CQP 
Tooth 
Lower 8@CQX 
Upper 6CQW 
Trachea @BQ1 
Tunica Vaginalis 
Left @VQ7 
Right BVQ6 
Turbinate, Nasal 09QL 
Tympanic Membrane 
Left 09Q8 
Right 69Q7 
Ulna 
Left @PQL 
Right OPQK 
Ureter 
Left TQ7 
Right 6TQ6 
Urethra @TQD 
Uterine Supporting Structure OUQ4 
Uterus @UQ9 
Uvula @CQN 
Vagina @UQG 
Valve 
Aortic @2QF 
Mitral @2QG 
Pulmonary 82QH 
Tricuspid @2QJ 
Vas Deferens 
Bilateral BVQQ 
Left @VQP 


” Subterms under main terms may continue to next column or page 
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Repair — continued 
Vas Deferens — continued 
Right BVQN 
Vein 
Axillary 
Left 0508 
Right @5Q7 
Azygos 0500 
Basilic 
Left @50C 
Right 50B 
Brachial 
Left SOA 
Right 8509 
Cephalic 
Left O5OQF 
Right 05QD 
Colic 6Q7 
Common lliac 
Left 60D 
Right G6QC 
Coronary 0204 
Esophageal 0603 
External Iliac 
Left 6QG 
Right @6QF 
External Jugular 
Left 65QQ 
Right 5QP 
Face 
Left G5OV 
Right O5QT 
Femoral 
Left 6QN 
Right 86QM 
Foot 
Left Z6QV 
Right 6QT 
Gastric G6Q2 
Hand 
Left 65QH 
Right 250G 
Hemiazygos 05Q1 
Hepatic 8604 
Hypogastric 
Left 26QJ) 
Right Z6QH 
Inferior Mesenteric 606 
Innominate 
Left 504 
Right 0503 
Internal Jugular 
Left @5QN 
Right 25QM 
Intracranial @5QL 
Lower 06QY 
Portal 608 
Pulmonary 
Left 22QT 
Right 02QS 
Renal 
Left 26QB 
Right 2609 
Saphenous 
Left 26QQ 
Right G6QP 
Splenic 96Q1 
Subclavian 
Left 506 
Right 95Q5 
Superior Mesenteric 86Q5 
Upper 05QY 
Vertebral 
Left 50S 
Right 25QR 
Vena Cava 
Inferior 26Q0 
Superior 2QV 
Ventricle 
Left @2QL 
Right 2QK 
Vertebra 
Cervical @PQ3 
Lumbar 0QQ0 
Thoracic @PQ4 
Vesicle 
Bilateral VQ3 
Left @VQ2 
Right @VQ1 
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Repair — continued 
Vitreous 
Left @8Q53ZZ 
Right 08Q43ZZ 
Vocal Cord 
Left @CQV 
Right SCQT 
Vulva GUQM 
Wrist Region 
Left @XQH 
Right 2XQG 
Repair, obstetric laceration, periurethral QUQMXZZ 
Replacement 
Acetabulum 
Left @QR5 
Right GQR4 
Ampulla of Vater @FRC 
Anal Sphincter 8DRR 
Aorta 
Abdominal ®4R0 
Thoracic 
Ascending/Arch 02RX 
Descending 82RW 
Artery 
Anterior Tibial 
Left @4RO 
Right @4RP 
Axillary 
Left @3R6 
Right 03R5 
Brachial 
Left 03R8 
Right @3R7 
Celiac @4R1 
Colic 
Left @4R7 
Middle @4R8 
Right 04R6 
Common Carotid 
Left @3RJ 
Right 03RH 
Common lliac 
Left @4RD 
Right 04RC 
External Carotid 
Left @3RN 
Right 03RM 
External Iliac 
Left @4RJ 
Right 4RH 
Face 03RR 
Femoral 
Left @4RL 
Right O4RK 
Foot 
Left @4RW 
Right @4RV 
Gastric @4R2 
Hand 
Left @3RF 
Right 23RD 
Hepatic 04R3 
Inferior Mesenteric G4RB 
Innominate @3R2 
Internal Carotid 
Left @3RL 
Right @3RK 
Internal Iliac 
Left @4RF 
Right O4RE 
Internal Mammary 
Left @3R1 
Right @3RO 
Intracranial @3RG 
Lower @4RY 
Peroneal 
Left @4RU 
Right @4RT 
Popliteal 
Left O4RN 
Right 04RM 
Posterior Tibial 
Left @4RS 
Right @4RR 
Pulmonary 
Left @2RR 
Right 82RQ 
Pulmonary Trunk @2RP 
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Replacement — continued 
Artery — continued 
Radial 
Left @3RC 
Right 03RB 
Renal 
Left @4RA 
Right 84R9 
Splenic 84R4 
Subclavian 
Left @3R4 
Right 03R3 
Superior Mesenteric 04R5 
Temporal 
Left @3RT 
Right 83RS 
Thyroid 
Left @3RV 
Right @3RU 
Ulnar 
Left @3RA 
Right 23R9 
Upper @3RY 
Vertebral 
Left @3RQ 
Right 03RP 
Atrium 
Left @2R7 
Right @2R6 
Auditory Ossicle 
Left ZORA 
Right @9R9O 
Bladder @TRB 
Bladder Neck @TRC 
Bone 
Ethmoid 
Left @NRG 
Right ONRF 
Frontal @NR1 
Hyoid @NRX 
Lacrimal 
Left ONRJ 
Right @NRH 
Nasal ONRB 
Occipital @NR7 
Palatine 
Left @NRL 
Right NRK 
Parietal 
Left @NR4 
Right ONR3 
Pelvic 
Left GQR3 
Right @QR2 
Sphenoid ONRC 
Temporal 
Left @NR6 
Right @NR5 
Zygomatic 
Left @NRN 
Right BNRM 
Breast 
Bilateral @HRV 
Left @HRU 
Right @HRT 
Bronchus 
Lingula @BR9 
Lower Lobe 
Left @BRB 
Right @BR6 
Main 
Left OBR7 
Right OBR3 
Middle Lobe, Right @BR5 
Upper Lobe 
Left @BR8 
Right @BR4 
Buccal Mucosa @CR4 
Bursa and Ligament 
Abdomen 
Left OMRJ 
Right @MRH 
Ankle 
Left OMRR 
Right @MRQ 
Elbow 
Left @MR4 
Right @MR3 
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Replacement — continued 


Bursa and Ligament — continued 
Foot 
Left @MRT 
Right @MRS 
Hand 
Left @MR8 
Right SMR7 
Head and Neck @MRO 
Hip 
Left @MRM 
Right MRL 
Knee 
Left @MRP 
Right BMRN 
Lower Extremity 
Left @MRW 
Right BMRV 
Perineum MRK 
Rib(s) SMRG 
Shoulder 
Left @MR2 
Right @MR1 
Spine 
Lower MRD 
Upper MRC 
Sternum @MRF 
Upper Extremity 
Left BMRB 
Right SMR9 
Wrist 
Left OMR6 
Right ZMR5 
Carina @BR2 
Carpal 
Left @PRN 
Right @PRM 
Cerebral Meninges 99R1 
Cerebral Ventricle GOR6 
Chordae Tendineae 82R9 
Choroid 
Left @8RB 
Right 8RA 
Clavicle 
Left @PRB 
Right OPR9 
Coccyx QRS 
Conjunctiva 
Left @8RTX 
Right @8RSX 
Cornea 
Left @8R9 
Right @8R8 
Diaphragm BRT 
Disc 
Cervical Vertebral ORR30 
Cervicothoracic Vertebral @RR5@ 
Lumbar Vertebral @SR20 
Lumbosacral @SR40 
Thoracic Vertebral ORR9O 
Thoracolumbar Vertebral ORRBO 
Duct a 
Common Bile @FR9 
CysticOFR8 
Hepatic 
Common @FR7 
Left OFR6 
Right @FR5S 
Lacrimal 
Left @8RY 
Right @8RX 
Pancreatic @FRD 
Accessory OFRF 
Parotid 
Left @CRC 
Right @CRB 
Dura Mater 0OR2 
Ear 
External 
Bilateral @9R2 
Left G9R1 
Right @9RO 
Inner 
Left OREO 
Right @9RDO 
Middle 
Left G9R60 
Right @9R5O 
Epiglottis @CRR 


W Subterms under main terms may continue to next column or pag 
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? Subterms under main terms may continue to next column or page 


‘eplacement tinued Repraee 
— conti i 
Esophagus ODR5 nie Reg agents aaa Reglaca@ent — baptiaued 
Eye ae uscle — continue 
Left @8R1 bat are Vpier tea 
Right Rd Right 0SR70 abete 
Eyelid Shdhider Right @KRQ 
lower Nasal Mucosa and Soft Tissue @9RK 
Left O8RR aie Nasopharynx @9RN 
€ ght @RRJ Nerve 
Right 28RQ Sternoclavicular 
Upper Left ORRFO As ee ate 
elie Right ORREO Acoustic BORN 
Femoral Shaft Lal OsRJO Cervical #11 
Left @ORO ak Facial ORM 
Right ZQR8 A sete il Bi abbtadiond 
Femur | pay Glossopharyngeal @@RP 
Loner Right OSRKO hyigesips=al BORS 
Left @QRC Temporomandibular Mell i mB 
Right @QRB Left @RRDO a ae shed 
Upper Right @RRCO fe cit tail 
Left GQR7 Thoracic Vertebral @RR6@ Optic QBRG 
Fibul pont BQR6 Le al Vertebral @RRAG Peroneal @1RH 
oe Phalangeal Phrenic @1R2 
Left @QRK Left @SRQO Pudendal 01RC 
Right @QRJ Right OSRP@ Radial 01R6 
Finger Nail @HRQX Wrist sad O1RR 
Gingiva Left @RRPO Sciatic 1 RF 
Lower @CR6 Right ORRNO Thoracic 81R8 
Upper @CR5 Kidney Pelvis Tibial 01RG 
Glenoid Cavity Left OTR4 Trigeminal ORK 
Left OPR8 Right OTR3 Trochlear O0R) 
Right OPR7 Larynx @CRS Ulnar 01R4 
Hair OHRSX Lens Va 
gus 8BRQ 
Humeral Head Left O8RK30Z Nipple 
Left @PRD Right @8RJ30Z Left GHRX 
Right OPRC Lip Right GHRW 
Humeral Shaft Lower @CR1 / Omentum @DRU 
Left PRG Upper OCRO Orbit 
é, Right OPRF Mandible Left @NRQ 
ris Left @NRV Right ONR 
Left @8RD3 Right @NRT Biate . 
Right O8RC3 Maxilla ONRR Hard @CR2 
Joint Mesentery @DRV Soft OCR3 
Acromioclavicular Metacarpal Patella 
Left @RRHO Left @PRQ Left QRF 
Right SRRGO Right OPRP Right @QRD 
Ankle Metatarsal Pericardium 82RN 
Left SRG Left @QRP Peritoneum @DRW 
Right @SRF Right BQRN Phalanx 
Carpal Muscle Finger 
Left ORRR@ Abdomen Left OPRV 
Right ORRQG Left @KRL Right @PRT 
Carpometacarpal Right @KRK Thumb 
Left ORRTO Facial OKR1 Left @PRS 
Right RRS Foot Right @PRR 
Cervical Vertebral ORR19 Left KRW Toe 
Cervicothoracic Vertebral BRR4G Right OKRV Left QRR 
Coccygeal @SR60 Hand Right GQRQ 
Elbow Left 6KRD Pharynx CRM 
Left BRRMS Right OKRC Radius 
Right ORRL@ Head OKRO Left OPRJ 
Finger Phalangeal Hip Right @PRH 
Left ORRXO Left @KRP Retinal Vessel 
Right BRRWO Right OKRN Left @8RH3 
Hip Lower Arm and Wrist Right O8RG3 
Left OSRB Left @KRB Ribs 
Acetabular Surface SRE Right KR9 1 to 2@PR1 
Femoral Surface SRS Lower Leg 3 or More @PR2 
Right @SR9 Left OKRT Sacrum @QR1 
Acetabular Surface OSRA Right @KRS Scapula 
Femoral Surface SRR Neck Left @PR6 
Knee Left ORR3 Right @PRS 
Left SRD Right OKR2 Sclera ma 
Femoral Surface @SRU Papillary 22RD Left @8R7X Ss 
Tibial Surface BSRW Perineum @KRM Right @8R6X Ee 
Right @SRC Shoulder Septum ay 
Femoral Surface OSRT Left @KR6 Atrial @2R5 3 
Tibial Surface SRV Right @KR5 Nasal 89RM o 
Lumbar Vertebral OSROO Thorax Ventricular @2RM s 
Lumbosacral @SR30 Left OKRJ Skin 
Metacarpophalangeal Right @KRH Abdomen OHR7 | 
Left ORRVO Tongue, Palate, Pharynx @KR4 Back @HR6 ees 
Right @RRUO Trunk Buttock @HR8 s 
Metatarsal-Phalangeal Left OKRG Chest OHR5 — 
Left @SRN@ Right OKRF Ear a 
Right OSRMO Upper Arm Left OHR3 2 
Occipital-cervical BRRBO Left OKR8 Right OHR2 3 
Sacrococcygeal OSR50 Right OKR7 Face OHR1 5 
oe 
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Replacement — continued 
Vein — continued 


Replacement — continued 
Tendon — continued 


Replacement — continued 


Skin — continued 


Foot Shoulder Hepatic 06R4 
Left @HRN Left @LR2 Hypogastric 
Right BHRM Right SLR1 Left @6RJ 
Hand Thorax Right 96RH 
Left OHRG Left @LRD Inferior Mesenteric 66R6 
Right @HRF Right @LRC Innominate 
Inguinal HRA Trunk Left O5R4 
Lower Arm Left @LRB Right O5R3 
Left @HRE Right OLR9 Internal Jugular 
Right @HRD Upper Arm Left @5RN 
Lower Leg Left OLR4 Right 65RM 
Left @HRL Right @LR3 Intracranial SRL 
Right @HRK Upper Leg Lower @6RY 
Neck @HR4 Left @LRM Portal G6R8 
Perineum OHR9 Right @LRL Pulmonary 
Scalp OHR@ Testis Left @2RT 
Upper Arm Bilateral OBVRCOJZ Right 22RS 
Left BHRC Left BVRBOJZ Renal 
Right HRB Right BVROGJZ Left Z6RB 
Upper Leg Thumb Right @6R9 
Left OHRJ Left OXRM Saphenous 
Right @HRH Right @XRL Left Z6RQ 
Skin Substitute, Porcine Liver Derived XHRPXL2 Tibia Right @6RP 
Skull ONRO Left @QRH Splenic G6R1 
Spinal Meninges OORT Right GQRG Subclavian 
Sternum @PRO Toe Nail HRRX Left O5R6 
Subcutaneous Tissue and Fascia Tongue @CR7 Right @5R5 
Abdomen JR8 Tooth Superior Mesenteric 6R5 
Back QJR7 Lower SCRX Upper O5RY 
Buttock QJR9 Upper CRW. Vertebral 
Chest GJR6 Trachea @BR1 Left @5RS 
Face @JR1 Turbinate, Nasal 9RL Right @5RR 
Foot Tympanic Membrane Vena Cava 
Left @JRR Left OR8 Inferior G6RB 
Right ZJRQ Right 9R7 Superior @2RV 
Hand Ulna Ventricle 
Left @JRK Left @PRL Left @2RL 
Right @JRJ Right @PRK Right @2RK 
Lower Arm Ureter Vertebra 
Left @JRH Left @TR7 Cervical @PR3 
Right @JRG Right @TR6 Lumbar @QRO 
Lower Leg Urethra @TRD Thoracic OPR4 
Left QJRP Uvula CRN Vitreous 
Right GJRN Valve Left @8R53 
Neck Aortic 62RF Right 98R43 
Left @JR5 Mitral @2RG Vocal Cord 
Right QJR4 Pulmonary 02RH Left O@CRV 
Pelvic Region QJRC Tricuspid @2R) Right @CRT 
Perineum @JRB Vein Zooplastic Tissue, Rapid Deployment Technique 
Scalp GJRO Axillary X2RF 
Upper Arm Left O5R8 Replacement, hip 
Left OJRF Right @5R7 Partial or total see Replacement, Lower Joints @SR 
Right 2JRD Azygos 05RG Resurfacing only see Supplement, Lower Joints 
Upper Leg Basilic OSU 
Left 0JRM Left @SRC Replantation see Reposition 
Right OJRL Right @5RB Replantation, scalp see Reattachment, Skin, Scalp 
Tarsal Brachial OHMO 
Left BQRM Left OSRA Reposition 
Right BQRL Right @5R9 Acetabulum 
Tendon Cephalic Left 0QS5 
Abdomen Left OSRF Right 6QS4 
| aes Right @5RD Ampulla of Vater OFSC 
Right @LRF Colic @6R7 Anus @DSQ 
Ane Common lliac Aorta 
eft B Left 6RD i 
Right OLRS Right @6RC fg he 
Foot Esophageal 06R3 Ascending/Arch @2SX@ZZ 
Left OLRW External Iliac Descending 02SW@ZZ 
Right OLRV Left @6RG Artery 4 
Hand Right O6RF Anterior Tibial 
Left LR8 External Jugular Left 04SQ 
S Right @LR7 Left @5RQ Right 04SP 
= Head and Neck OLR@ Right OSRP Axdty 
wa Hip Face Left 0356 
ro) Left @LRK Left OSRV Right 0355 
eZ Knee Femoral Left 0358 
ea Left O6RN Right 0357 
iL pon Bio Right 6RM Celiac 0451 
e Lower Arm and Wrist Foot Colt 
£ Right OLR5 Right O6RT Middle 0458 
y Lower Leg Gastric B6R2 
wy Left OLRP Hail Right 0456 
& 3 Common Carotid 
2 Right @LRN Left @5RH Left 035) 
CT Perineum @LRH Right @5RG Fc ht 03SH 
ce Hemiazygos @5R1 : 
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Reposition — continued 
Artery — continued 
Common lliac 

Left 04SD 
Right 04SC 
Coronary 


One Artery 82500ZZ 
Two Arteries 02510ZZ 


External Carotid 
Left 03SN 
Right 03SM 

External Iliac 
Left 04S) 
Right @4SH 

Face 03SR 

Femoral 
Left 04SL 
Right 84SK 

Foot 
Left @4SW 
Right 84SV 

Gastric 0482 

Hand 
Left 03SF 
Right @3SD 

Hepatic 483 


Inferior Mesenteric 04SB 


Innominate 0352 
Internal Carotid 
Left @3SL 
Right 03SK 
Internal Iliac 
Left 04SF 
Right @4SE 
Internal Mammary 
Left 0351 
Right 035d 
Intracranial 03SG 
Lower O4SY 
Peroneal 
Left 04SU 
Right 04ST 
Popliteal 
Left 4SN 
Right 4SM 
Posterior Tibial 
Left 04SS 
Right 04SR 
Pulmonary 
Left O2SROZZ 
Right 82SQGZZ 


Pulmonary Trunk @2SP@ZZ 


Radial 
Left 03SC 
Right 93SB 
Renal 
Left 04SA 
Right 0459 
Splenic 8454 
Subclavian 
Left 03S4 
Right 03S3 


Superior Mesenteric 8455 


Temporal 
Left @3ST 
Right 03SS 
Thyroid 
Left @3SV 
Right @3SU 
Ulnar 
Left @3SA 
Right 0389 
Upper @3SY 
Vertebral 
Left 03SQ 
Right @3SP 
Auditory Ossicle 
Left 9SA 
Right 989 
Bladder OTSB 
Bladder Neck @TSC 
Bone 
Ethmoid 
Left @NSG 
Right NSF 
Frontal @NS1 
Hyoid @NSX 
Lacrimal 
Left @NSJ 


Reposition — continued 
Bone — continued 
Lacrimal — continued 
Right @NSH 
Nasal @NSB 
Occipital @NS7 
Palatine 
Left ONSL 
Right ONSK 
Parietal 
Left ONS4 
Right @NS3 
Pelvic 
Left 0QS3 
Right @QS2 
Sphenoid ONSC 
Temporal 
Left ONS6 
Right @NS5 
Zygomatic 
Left ONSN 
Right @NSM 
Breast 
Bilateral OHSV@ZZ 
Left QHSUGZZ 
Right @HST@ZZ 
Bronchus 
Lingula OBS90ZZ 
Lower Lobe 
Left O@BSBOZZ 
Right @BS60ZZ 
Main 
Left @BS70ZZ 
Right 0BS30ZZ 
Middle Lobe, Right @BS50ZZ 
Upper Lobe 
Left OBS80ZZ 
Right OBS49ZZ 
Bursa and Ligament 
Abdomen 
Left @MSJ 
Right @MSH 
Ankle 
Left OMSR 
Right @MSQ 
Elbow 
Left @MS4 
Right @MS3 
Foot 
Left @MST 
Right OMSS 
Hand 
Left OMS8 
Right @MS7 
Head and Neck @MS@ 
Hip 
Left @MSM 
Right @MSL 
Knee 
Left @MSP 
Right @MSN 
Lower Extremity 
Left OMSW 
Right BMSV 
Perineum OMSK 
Rib(s) @MSG 
Shoulder 
Left @MS2 
Right @MS1 
Spine 
Lower @MSD 
Upper MSC 
Sternum OMSF 
Upper Extremity 
Left @MSB 
Right MS9 
Wrist 
Left OMS6 
Right OMS5 
Carina @BS20ZZ 
Carpal 
Left OPSN 
Right PSM 
Cecum @DSH 
Cervix USC 
Clavicle 
Left @PSB 
Right @PS9 
Coccyx 0QSS 


© Subterms under main terms may continue to next column or page 


Reposition — continued 
Colon 
Ascending DSK 
Descending DSM 
Sigmoid DSN 
Transverse ODSL 
Cord 
Bilateral @VSH 
Left @VSG 
Right OVSF 
Cul-de-sac @USF 
Diaphragm OBSTOZZ 
Duct 
Common Bile @FS9 
Cystic OFS8 
Hepatic 
Common @FS7 
Left OFS6 
Right @FS5 
Lacrimal 
Left O8SY 
Right @8SX 
Pancreatic @FSD 
Accessory OFSF 
Parotid 
Left @CSC 
Right CSB 
Duodenum @DS9 
Ear 
Bilateral 09S2 
Left 9S1 
Right 9S0 
Epiglottis @CSR 
Esophagus DS5 
Eustachian Tube 
Left 9SG 
Right @9SF 
Eyelid 
Lower 
Left 8SR 
Right 88SQ 
Upper 
Left 8SP 
Right @8SN 
Fallopian Tube 
Left OUS6 
Right @US5 


Fallopian Tubes, Bilateral OUS7 


Femoral Shaft 
Left 2QS9 
Right GQS8 

Femur 
Lower 

Left QSC 

Right ZQSB 
Upper 

Left 6QS7 

Right 8QS6 

Fibula 
Left @QSK 
Right @QSJ 

Gallbladder @FS4 

Gland 
Adrenal 

Left @GS2 

Right 8GS3 
Lacrimal 

Left O8SW 

Right @8SV 

Glenoid Cavity 
Left @PS8 
Right @PS7 

Hair @HSSXZZ 

Humeral Head 
Left @PSD 
Right @PSC 

Humeral Shaft 
Left @PSG 
Right @PSF 

lleum @DSB 

Intestine 
Large ODSE 
Small @DS8 

Iris 
Left @8SD3ZZ 
Right 8SC3ZZ 

Jejunum @DSA 


Reposition 
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Reposition ICD-10-PCS 202’ 


Reposition — continued Reposition — continued Reposition — continued 
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Joint Lung Lingula @BSHO@ZZ Nipple 
Acromioclavicular Mandible Left QHSXXZZ 
Left @RSH Left @NSV Right OHSWXZZ 
Right ORSG Right NST Orbit 
Ankle Maxilla @NSR Left ONSQ 
Left @SSG Metacarpal Right NSP 
Right OSSF Left @PSQ Ovary 
Carpal Right OPSP Bilateral OUS2 
Left ORSR Metatarsal Left OUS1 
Right ORSQ Left @QSP Right USO 
Carpometacarpal Right QSN Palate 
Left ORST Muscle Hard @CS2 
Right @RSS Abdomen Soft BCS3 
Cervical Vertebral ORS1 Left @KSL Pancreas @FSG 
Cervicothoracic Vertebral @RS4 Right @KSK Parathyroid Gland @GSR 
Coccygeal 0SS6 Extraocular Inferior 
Elbow Left 28SM Left @GSP 
Left ORSM Right 08SL Right @GSN 
Right @RSL Facial @KS1 Multiple @GSQ 
Finger Phalangeal Foot Superior 
Left RSX Left BKSW Left 6GSM 
Right ORSW Right @KSV Right @GSL 
Hip Hand Patella 
Left @SSB ~ Left @KSD Left BQSF 
Right 0SS9 Right OKSC Right ZQSD 
Knee Head 8KSO Phalanx 
Left SSD Hip Finger 
Right OSSC Left @KSP Left OPSV 
Lumbar Vertebral 0SS0 Right KSN Right OPST 
Lumbosacral 0SS3 Lower Arm and Wrist Thumb 
Metacarpophalangeal Left OKSB Left OPSS 
Left RSV Right @KS9 Right OPSR 
Right ORSU Lower Leg Toe 
Metatarsal-Phalangeal Left @KST Left BQSR 
Left OSSN Right @KSS Right ZQSQ 
Right SSM Neck Products of Conception 1080 
Occipital-cervical ORS Left OKS3 Ectopic 1982 
Sacrococcygeal 8SS5 Right @KS2 Radius 
Sacroiliac Perineum OKSM Left OPSJ 
Left 0SS8 Shoulder Right OPSH 
Right @SS7 Left OKS6 Rectum ODSP 
Shoulder , Right @KS5 Retinal Vessel 
Left ORSK Thorax Left @8SH3ZZ 
Right ORSJ Left BKSJ Right 8SG3ZZ 
Sternoclavicular Right @KSH Ribs 
Left @RSF Tongue, Palate, Pharynx @KS4 1 to 2 OPS1 
Right @RSE Trunk 3 or More OPS2 
Tarsal Left @KSG Sacrum @QS1 
Left @SSJ Right OKSF Scapula 
Right @SSH Upper Arm Left OPS6 
Tarsometatarsal Left @KS8 Right @PS5 
Left @SSL Right OKS7 Septum, Nasal 09SM 
Right @SSK Upper Leg Sesamoid Bone(s) 1st Toe 
Temporomandibular Left OKSR see Reposition, Metatarsal, Left @QSP 
Left ORSD Right KSQ see Reposition, Metatarsal, Right @QSN 
Right ORSC Nasal Mucosa and Soft Tissue @9SK Skull ONSO 
Thoracic Vertebral ORS6 Nerve Spinal Cord 
Thoracolumbar Vertebral RSA Abducens @@SL Cervical O@SW 
Toe Phalangeal Accessory 0@SR Lumbar OOSY 
Left @SSQ Acoustic @0SN Thoracic OSX 
Right @SSP Brachial Plexus 01S3 Spleen @7SP@ZZ. 
Wrist Cervical 01S1 Sternum OPS 
Left @RSP Cervical Plexus 61S0 Stomach ODS6 
Right @RSN Facial OSM Tarsal 
Kidney Femoral 01SD Left @QSM 
Left OTS1 Glossopharyngeal @SP Right QSL 
Right OTS Hypoglossal 0@SS Tendon 
Kidney Pelvis Lumbar @1SB Abdomen 
Left @TS4 Lumbar Plexus 01S9 Left OLSG 
Right 0TS3 Lumbosacral Plexus 01SA Right OLSF 
Kidneys, Bilateral OTS2 Median @1S5 Ankle 
Lens Oculomotor @@SH Left OLST 
Left @8SK3ZZ Olfactory OOSF Right LSS 
e Right 08SJ3ZZ Optic 80SG Foot 
2 Lip Peroneal 01SH Left OLSW 
= Lower OCS1 Phrenic 0182 Right @LSV 
3S Upper 8CSO Pudendal 01SC Hand 
2. Liver OFSO Radial 01S6 Left OLS8 
a Lung Sacral 01SR Right OLS7 
Left OBSLOZZ Sacral Plexus 01SQ Head and Neck OLS@ 
| Love! ile ves Sciatic 01SF Hip 
e e Thoracic 01S8 
2 Right OBSFOZZ Tibial 61SG Bae 7 
4 Middle Lobe, Right @BSD@ZZ Trigeminal OOSK Knee 
3 Right @BSKOZZ Trochlear 00S) Left OLSR 
a2 Upper Lobe Ulnar @1S4 Right @LSQ 
oe he eae Vagus 00SQ Lower Arm and Wrist 
Right @BSCOZZ Left OLS6 


'Y Subterms under main terms may continue to next column or page 
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Reposition — continued 
Tendon — continued 
Lower Arm and Wrist — continued 
Right @LS5 
Lower Leg 
Left LSP 
Right OLSN 
Perineum @LSH 
Shoulder 
Left @LS2 
Right OLS1 
Thorax 
Left @LSD 
Right OLSC 
Trunk 
Left @LSB 
Right @LS9 
Upper Arm 
Left @LS4 
Right OLS3 
Upper Leg 
Left OLSM 
Right OLSL 
Testis 
Bilateral @VSC 
Left VSB 
Right @VS9 
Thymus @7SM@ZZ 
Thyroid Gland 
Left Lobe @GSG 
Right Lobe 8GSH 
Tibia 
Left @QSH 
_ Right BQSG 
Tongue 0CS7 
Tooth 
Lower @CSX 
Upper 8CSW 
Trachea @BS19ZZ 
Turbinate, Nasal @9SL 
Tympanic Membrane 
Left 09S8 
Right 0987 
Ulna 
Left @PSL 
Right OPSK 
Ureter 
Left @TS7 
Right TS6 
Ureters, Bilateral 8TS8 
Urethra @TSD 
Uterine Supporting Structure 8US4 
Uterus @US9 
Uvula @CSN 
Vagina 9USG 
Vein 
Axillary 
Left 05S8 
Right 05S7 
Azygos 05S0 
Basilic 
Left @5SC 
Right @5SB 
Brachial 
Left @5SA 
Right 0589 
Cephalic 
Left @5SF 
Right 95SD 
Colic 0687 
Common lliac 
Left 6SD 
Right 86SC 
Esophageal 06$3 
External Iliac 
Left 86SG 
Right @6SF 
External Jugular 
Left @5SQ 
Right @5SP 
Face 
Left @5SV 
Right @5ST 
Femoral 
Left 6SN 
Right 6SM 
Foot 
Left G6SV 
Right @6ST 


Reposition — continued 


Vein — continued 
Gastric 8682 
Hand 
Left O5SH 
Right 05SG 
Hemiazygos 0551 
Hepatic 0654 
Hypogastric 
Left 06SJ 
Right @6SH 
Inferior Mesenteric 06S6 
Innominate 
Left 0584 
Right 0583 
Internal Jugular 
Left OSSN 
Right @5SM 
Intracranial OSSL 
Lower O6SY 
Portal 86S8 
Pulmonary 
Left O2STOZZ 
Right 82SS0ZZ 
Renal 
Left 06SB 
Right 06S9 
Saphenous 
Left 06SQ 
Right @6SP 
Splenic 0651 
Subclavian 
Left 0556 
Right 0555 
Superior Mesenteric 0685 
Upper @5SY 
Vertebral 
Left @5SS 
Right @5SR 
Vena Cava 
Inferior B65 
Superior 82SV@ZZ 
Vertebra 
Cervical OPS3 
Magnetically Controlled Growth Rod(s) 
XNS3 
Lumbar 8QS@ 
Magnetically Controlled Growth Rod(s) 
XNSO 
Thoracic OPS4 
Magnetically Controlled Growth Rod(s) 
XNS4 
Vocal Cord 
Left CSV 
Right CST 


Resection 


Acetabulum 
Left QQT50ZZ 
Right BQT40ZZ 
Adenoids 8CTQ 
Ampulla of Vater OFTC 
Anal Sphincter @DTR 
Anus @DTQ 
Aortic Body 8GTD 
Appendix @DTJ 
Auditory Ossicle 
Left 09TA 
Right @9T9 
Bladder OTTB 
Bladder Neck @TTC 
Bone . 
Ethmoid 
Left ONTGOZZ 
Right ONTFOZZ 
Frontal @NT10ZZ 
Hyoid ONTXOZZ 
Lacrimal 
Left @NTJOZZ 
Right ONTHOZZ 
Nasal @NTBOZZ 
Occipital ONT7OZZ 
Palatine 
Left ONTLOZZ 
Right ONTKOZZ 
Parietal 
Left ONT40ZZ 
Right ONT30ZZ 
Pelvic 
Left GQT30ZZ 


© Subterms under main terms may continue to next column or page 


Resection — continued 
Bone — continued 
Pelvic — continued 
Right @QT20ZZ 
Sphenoid @NTCOZZ 
Temporal 
Left NT60ZZ 
Right ONT5@ZZ 
Zygomatic 
Left ODNTN@ZZ 
Right ONTM@ZZ 
Breast 
Bilateral OHTVOZZ 
Left GHTU@ZZ 
Right @HTTOZZ 
Supernumerary BHTYOZZ 
Bronchus 
Lingula @BT9 
Lower Lobe 
Left OBTB 
Right @BT6 
Main 
Left OBT7 
Right @BT3 
Middle Lobe, Right @BT5 
Upper Lobe 
Left @BT8 
Right 0BT4 
Bursa and Ligament 
Abdomen 
Left OMTJ 
Right @MTH 
Ankle 
Left @MTR 
Right @MTQ 
Elbow 
Left @MT4 
Right @MT3 
Foot 
Left OMTT 
Right OMTS 
Hand 
Left @MT8 
Right @MT7 
Head and Neck @MT@ 
Hip 
Left @MTM 
Right @MTL 
Knee 
Left @MTP 
Right MTN 
Lower Extremity 
Left OMTW 
Right OMTV 
Perineum OMTK 
Rib(s) BMTG 
Shoulder 
Left @MT2 
Right @MT1 
Spine 
Lower OMTD 
Upper OMTC 
Sternum @MTF 
Upper Extremity 
Left @MTB 
Right OMT9 
Wrist 
Left OMT6 
Right @MT5 
Carina @BT2 
Carotid Bodies, Bilateral @GT8 
Carotid Body 
Left @GT6 
Right OGT7 
Carpal 
Left @PTN@ZZ 
Right @PTM@ZZ 
Cecum @DTH 
Cerebral Hemisphere 017 
Cervix @UTC 
Chordae Tendineae 8219 
Cisterna Chyli @7TL 
Clavicle 
Left O@PTB@ZZ 
Right @PT9GZZ 
Clitoris @UTJ 
Coccygeal Glomus 8GTB 
Coccyx BQTSOZZ 


Resection 
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Resection 


Resection — continued 


Colon 
Ascending @DTK 
Descending DTM 
Sigmoid DTN 
Transverse @DTL 
Conduction Mechanism 0278 
Cord 
Bilateral @VTH 
Left QVTG 
Right OVTF 
Cornea 
Left @8T9XZZ 
Right @8T8XZZ 
Cul-de-sac @UTF 
Diaphragm OBTT 
Disc 
Cervical Vertebral @RT30ZZ 


Cervicothoracic Vertebral ORT50ZZ 


Lumbar Vertebral @ST20ZZ 
Lumbosacral 0ST40ZZ 
Thoracic Vertebral @RT9OZZ° 


Thoracolumbar Vertebral @RTBOZZ 


Duct 
Common Bile OFT9 
Cystic OFT8 
Hepatic 
Common OFT7 
Left OFT6 
Right @FT5 
Lacrimal 
Left O8TY 
Right O8TX 
Pancreatic @FTD 
Accessory OFTF 
Parotid 
Left @CTCOZZ 
Right CTBOZZ 
Duodenum 8DT9 
Ear 
External 
Left 0971 
Right 89TO 
Inner 
Left Q9TE 
Right 89TD 
Middle 
Left 09T6 
Right 9T5 
Epididymis 
Bilateral OVTL 
Left OVTK 
Right VTJ 
Epiglottis @CTR 
Esophagogastric Junction @DT4 
Esophagus @DT5 
Lower @DT3 
Middle @DT2 
Upper 8DT1 
Eustachian Tube 
Left 9TG 
Right @9TF 
Eye 
Left @8T1XZZ 
Right O8TOXZZ 
Eyelid 
Lower 
Left @8TR 
Right 08TQ 
Upper 
Left O8TP 
Right @8TN 
Fallopian Tube 
Left SUT6 
Right @UT5 
Fallopian Tubes, Bilateral @UT7 
Femoral Shaft 
Left GQT9@ZZ 
Right GQT8@ZZ 
Femur 
Lower 
Left QQTCOZZ 
Right BQTBOZZ 
Upper 
Left BQT70ZZ 
Right BQT60ZZ 
Fibula 
Left @QTKOZZ 
Right GQTJOZZ 
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Resection — continued 
Finger Nail @HTOXZZ 
Gallbladder OFT4 
Gland 

Adrenal 
Bilateral @GT4 
Left @GT2 
Right @GT3 
Lacrimal 
Left 8TW 
Right O8TV 
Minor Salivary OCTJOZZ 
Parotid 
Left @CT9BZZ 
Right OCT80ZZ 
Pituitary GTO 
Sublingual 
Left O@CTFOZZ 
Right SCTD@ZZ 
Submaxillary 
Left @CTHOZZ 
Right DCTGBZZ 
Vestibular @UTL 
Glenoid Cavity 
Left OPT8@ZZ 
Right @PT7ZZ 
Glomus Jugulare @GTC 
Humeral Head 
Left @PTD@ZZ 
Right @PTC@ZZ 
Humeral Shaft 
Left @PTG@ZZ 
Right OPTFOZZ 
Hymen OUTK 
lleocecal Valve DTC 
lleum @DTB 
Intestine 
Large @DTE 
Left ODTG 
Right ODTF 
Small @DT8 
Iris 
Left @8TD3ZZ 
Right @8TC3ZZ 
Jejunum ODTA 
Joint 
Acromioclavicular 
Left @RTHOZZ 
Right @RTGOZZ 
Ankle 
Left @STGOZZ 
Right @STFOZZ 
Carpal 
Left @RTROZZ 
Right @RTQWZZ 
Carpometacarpal 
Left @RTTOZZ 
Right ORTSOZZ 


Cervicothoracic Vertebral ORT40ZZ 


Coccygeal OST60ZZ 
Elbow 

Left @RTMGZZ 

Right @RTLOZZ 
Finger Phalangeal 

Left @RTXOZZ 

Right ORTWOZZ 
Hip 

Left OSTBOZZ 

Right ST9OZZ 
Knee 

Left OSTD@ZZ 

Right @STCOZZ 
Metacarpophalangeal 

Left ORTVOZZ 

Right ORTUGZZ 
Metatarsal-Phalangeal 

Left @STNOZZ 

Right OSTMOZZ 
Sacrococcygeal OST50ZZ 
Sacroiliac 

Left @ST80ZZ 

Right @ST70ZZ 
Shoulder 

Left ORTKOZZ 

Right ORTJOZZ 
Sternoclavicular 

Left @RTFOZZ 

Right ORTEOZZ 
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Resection — continued 
Joint — continued 
Tarsal 
Left @STJOZZ 
Right OSTHOZZ 
Tarsometatarsal 
Left OSTLOZZ 
Right STKOZZ 
Temporomandibular 
Left ORTD@ZZ 
Right ORTCOZZ 
Toe Phalangeal 
Left DSTQGZZ 
Right STPOZZ 
Wrist 
Left ORTPOZZ 
Right ORTNGZZ 
Kidney 
Left OTT1 
Right TTS 
Kidney Pelvis 
Left OTT4 
Right OTT3 
Kidneys, Bilateral OTT2 
Larynx @CTS 
Lens 
Left @8TK3ZZ 
Right @8TJ3ZZ 
Ep a 
Lower 8CT1 
Upper OCTO 
Liver OFTO 
Left Lobe OFT2 
Right Lobe GFT1 
Lung 
Bilateral BTM 
Left @BTL 
Lower Lobe 
Left @BTJ 
Right OBTF 
Middle Lobe, Right @BTD 
Right OBTK 
Upper Lobe 
Left BTG 
Right @BTC 
Lung Lingula @BTH 
Lymphatic 
Aortic 87TD 
Axillary 
Left 07T6 
Right 07T5 
Head 07710 
Inguinal 
Left 07TJ 
Right 7TH 
Internal Mammary 
Left 07T9 
Right @7T8 
Lower Extremity 
Left 87TG 
Right 07TF 
Mesenteric 07TB 
Neck 
Left 07T2 
Right 0771 
Pelvis @7TC 
Thoracic Duct @7TK 
Thorax 0717 
Upper Extremity 
Left 07T4 
Right 07T3 
Mandible 
Left ONTVOZZ 
Right ONTTOZZ 
Maxilla ONTROZZ 
Metacarpal 
Left OPTQGZZ 
Right @PTPOZZ 
Metatarsal 
Left QQTPO@ZZ 
Right @QTNO@ZZ 
Muscle 
Abdomen 
Left OKTL 
Right OKTK 
Extraocular 
Left 8TM 
Right @8TL 
Facial OKT1 


 Subterms under main terms may continue to next column or paar 
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ssection — continued 
Muscle — continued 
Foot 
Left OKTW 
Right @KTV 
Hand 
Left @KTD 
Right OKTC 
Head @KTO 
Hip 
Left OKTP 
Right OKTN 
Lower Arm and Wrist 
Left OKTB 
Right OKT9 
Lower Leg 
Left OKTT 
Right OKTS 
Neck 
Left @KT3 
Right OKT2 
Papillary @22TD 
Perineum KTM 
Shoulder 
Left OKT6 
Right @KTS 
Thorax 
Left @KTJ 
Right 9KTH 
Tongue, Palate, Pharynx @KT4 
Trunk 
Left @KTG 
Right OKTF 
Upper Arm 
Left OKT8 
Right OKT7 
Upper Leg 
Left @KTR 
Right KTQ 
Nasal Mucosa and Soft Tissue @9TK 
Nasopharynx 9TN 
Nipple 
Left BHTXXZZ 
Right BHTWXZZ 
Omentum @DTU 
Orbit 
Left ODNTQGZZ 
Right @NTPOZZ 
Ovary 
Bilateral @UT2 
Left @UT1 
Right GUT 
Palate 
Hard @CT2 
_ Soft @CT3 
Pancreas @FTG 
Para-aortic Body GT9 
Paraganglion Extremity OGTF 
Parathyroid Gland OGTR 
Inferior 
Left @GTP 
Right @GTN 
Multiple GTQ 
_ Superior 
Left @GTM 
Right @GTL 
Patella 
_ Left @QTFOZZ 
Right BQTDSZZ 
Penis @VTS 
Pericardium @21N 
Phalanx 
Finger 
Left @PTV@ZZ 
Right @PTTOZZ 
~ Thumb 
Left OPTSOZZ 
Right @PTROZZ 
Toe 
Left BQTROZZ 
Right @QTQ0ZZ 
Pharynx OCTM 
-ineal Body @GT1 
repuce OVTT 


savin scomemrornte 
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fe 


>roducts of Conception, Ectopic 10T2 


os OVTO 
Radius 

Left @PTJOZZ 
Right @PTHOZZ 


Resection — continued 
Rectum @DTP 
Ribs 
1 to 2 @PT10ZZ 
3 or More OPT20ZZ 
Scapula 
Left @PT60ZZ 
Right @PTS@ZZ 
Scrotum OVT5 
Septum 
Atrial 0275 
Nasal G9TM 
Ventricular 22TM 
Sinus 
Accessory 09TP 
Ethmoid 
Left G9TV 
Right @9TU 
Frontal 
Left Q9TT 
Right @9TS 
Mastoid 
Left G9TC 
Right 09TB 
Maxillary 
Left @9TR 
Right 9TQ 
Sphenoid 
Left 9TX 
Right O9TW 
Spleen @7TP 
Sternum OPT@@ZZ 
Stomach @DT6 
Pylorus @DT7 
Tarsal 
Left @QTM@ZZ 
Right BQTL@ZZ 
Tendon 
Abdomen 
Left @LTG 
Right @LTF 
Ankle 
Left @LTT 
Right @LTS 
Foot 
Left OLTW 
Right OLTV 
Hand 
Left @LT8 
Right OLT7 
Head and Neck OLTO 
Hip 
Left OLTK 
Right OLTJ 
Knee 
Left OLTR 
Right @LTQ 
Lower Arm and Wrist 
Left @LT6 
Right LTS 
Lower Leg 
Left @LTP 
Right @LTN 
Perineum @LTH 
Shoulder 
Left OLT2 
Right OLT1 
Thorax 
Left @LTD 
Right @LTC 
Trunk | 
Left @LTB 
Right @LT9 
Upper Arm 
Left @LT4 
Right @LT3 
Upper Leg 
Left OLTM 
Right @LTL 
Testis 
Bilateral OVTC 
Left OVTB 
Right OVT9 
Thymus 87TM 
Thyroid Gland @GTK 
Left Lobe @GTG 
Right Lobe @GTH 
Thyroid Gland Isthmus OGTJ 


’ Subterms under main terms may continue to next column or page 


Restriction 


Resection — continued 
Tibia 
Left @QTHOZZ 
Right BQTG@ZZ 
Toe Nail O@HTRXZZ 
Tongue 8CT7 
Tonsils @CTP 
Tooth 
Lower OCTXOZ 
Upper 8CTWOZ 
Trachea OBT1 
Tunica Vaginalis 
Left OVT7 
Right OVT6 
Turbinate, Nasal Q9TL 
Tympanic Membrane 
Left 29T8 
Right 0977 
UlIna 
Left @PTLOZZ 
Right @PTKOZZ 
Ureter 
Left OTT7 
Right @TT6 
Urethra @TTD 
Uterine Supporting Structure @UT4 
Uterus @UT9 
Uvula @CTN 
Vagina @UTG 
Valve, Pulmonary 82TH 
Vas Deferens 
Bilateral BVTQ 
Left @VTP 
Right @VTN 
Vesicle 
Bilateral @VT3 
Left @VT2 
Right @VT1 
Vitreous 
Left @8T53ZZ 
Right 88143ZZ 
Vocal Cord 
Left @CTV 
Right @CTT 
Vulva @UTM 
Resection, Left ventricular outflow tract obstruc- 
tion (LVOT) see Dilation, Ventricle, Left @27L 
Resection, Subaortic membrane (Left ventricular 
outflow tract obstruction) see Dilation, Ventri- 
cle, Left @27L 
Restoration, Cardiac, Single, Rhythm 5A2264Z 
RestoreAdvanced neurostimulator (SureScan) (MRI 
Safe) use Stimulator Generator, Multiple Array 
Rechargeable in QJH 
RestoreSensor neurostimulator (SureScan) (MRI 
Safe) use Stimulator Generator, Multiple Array 
Rechargeable in JH 
RestoreUltra neurostimulator (SureScan) (MRI 
Safe) use Stimulator Generator, Multiple Array 
Rechargeable in JH 
Restriction 
Ampulla of Vater @FVC 
Anus 8DVQ 
Aorta 
Abdominal 04V0 
Intraluminal Device, Branched or Fenes- 
trated 04V0 
Thoracic 
Ascending/Arch, Intraluminal Device, 
Branched or Fenestrated 82VX 
Descending, Intraluminal Device, 
Branched or Fenestrated @2VW 
Artery 
Anterior Tibial 
Left d4VQ 
Right @4VP 
Axillary 
Left 03V6 
Right 03V5 
Brachial 
Left 03V8 
Right 03V7 
Celiac 04V1 
Colic 
Left 04V7 
Middle 04V8 
Right 4V6 
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—— oti tinued Restriction — continued 
Restriction — continued Restriction — continu j BM ued 
Artery — continued Bronchus — continued Brachial 
; Lobe — continued 
Common Carotid Upper a Left O5VA 
Left 03V) _ Right 6 Right 05V9 
Right 03VH Carina @BV2 Cephalic 
Common lliac Cecum @DVH Left OSVF 
Left @4VD Pe Right O5VD 
Baht ave | a el Colic 96V7 
External Carotid ; Coramon iliac 
Left 03VN Ascending at Left g6VD 
Right 03VM aa epee Right @6VC 
External Iliac Siggoid 8 DVL Esophageal 06V3 
Left 04V) fe Y Aa External Iliac 
Right 04VH Left VG 
Face aye Se OFV9 Right O6VF 
Femoral ne External Jugular 
Left 04VL Hepatic a Left 5VO 
| aba ee Right 05VP 
Foot Left OFV6 Fade 
Left 24VW Right OFV5 left a5 
Right @4VV Lacrimal Right OSV 
Gastric 04V2 Left O8VY Ferticral 
Hand ees Left O6VN 
Left 03VF Pancreatic OFVD Right 06VM 
Right @3VD Accessory OFVF Fodt 
Hepatic 04V3 Parotid er gevw 
Inferior Mesenteric 84VB Left @CVC Right 06VT 
Innominate 03V2 Right OCVB Be Pee 
Internal Carotid Duodenum 9DV9 Had 
Left @3VL Esophagogastric Junction @DV4 eu, 
Right @3VK Esophagus @DV5 Right 05VG 
Internal Iliac Lower 8DV3 Hemiazygos 0SV1 
| el te eee Hepatic 06V4 
Right @4VE Upper ODV1 ty pbacstric 
Internal Mammary Heart @2VA M fey 
Left 03V1 lleocecal Valve BDVC Right O6VH 
| ee oe Inferior Mesenteric 86V6 
Intracranial 03VG Intestine elnduste 
Lower 4VY Large @DVE nosy 
it aan abate Right 05V3 
| aa ea intel Jugular 
Right O4VT Small @DV8 feos 4 
Popliteal Jejunum @DVA Right SVM 
| heer ee See intdhcrania! O5VL 
Right 04VM Left OTV4 a oy 
Posterior Tibial Right OTV3 Por ‘aes 
Left 04S Lymphatic ok 
Right 04VR Aortic 07VD u bee 
Pulmonary Axillary FE DVS 
Left @2VR Left 07V6 5 e 
Right 62VQ Right 07V5 | End 
Pulmonary Trunk 02VP Head 07V0 a eee 
Radial Inguinal : a 
Left @3VC Left O7VJ aH aie 
Right 03VB Right 07VH e - ae 
Renal Internal Mammary b i : 
Left 4VA Left 07V9 Sp Bic 06 
Right 04V9 Right 97V8 Subclavian 
ose teat” ae 
i e 
7 bey Right 07VF Superior Mesenteric @6V5 
Right 03V3 Mesenteric 87VB Upper O5VY. 
Superior Mesenteric 04V5 Neck Vertebral 
Temporal Left @7V2 Left O5VS 
Left @3VT Right 07V1 Right @5VR 
Right 03VS Pelvis 97VC Vena Cava 
Thyroid Thoracic Duct 87VK Inferior G6VO 
Left @3VV Thorax 07V7 Superior 02VV 
Right @3VU Upper Extremity Resurfacing Device 
Ulnar Left O7V4 Removal of device from 
Left 03VA Right 07V3 Left @SPBOBZ 
Right 83V9 Rectum @DVP Right OSP9OBZ 
Upper 03VY Stomach @DV6 Revision of device in 
& Vertebral Pylorus @DV7 Left OSWBOBZ 
Ss Left @3VQ Trachea @BV1 Right @SW9OBZ 
Oo) Right 03VP Ureter Supplement 
= Bladder OTVB Left @1V7 Left OSUBQBZ 
a Bladder Neck @TVC Right OTV6 Acetabular Surface @SUE@BZ 
3 Bronchus Urethra OTVD Femoral Surface OSUSOBZ 
o Lingula @BV9 Valve, Mitral 02VG Right @SU9GBZ 
ce Lower Lobe Vein Acetabular Surface OSUAQBZ 
| Left @BVB Axillary _ Femoral Surface @SUROBZ 
Right BV6 Left O5V8 Resuscitation 
5 Main Right @5V7 Cardiopulmonary see Assistance, Cardiac 5AG2 
_ Left OBV7 Azygos @5V0 Cardioversion 5A2204Z ‘ 
oo Right OBV3 Basilic Defibrillation 5A2204Z 
=] Middle Lobe, Right @BV5 Left @5VC Endotracheal intubation see Insertion of device in, 
be Upper Lobe Right 05VB Trachea OBH1 
ce Left OBV8 


External chest compression 5A12012 
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esuscitation — continued 
Pulmonary 5A19054 
esuscitative endovascular balloon occlusion of 
the aorta (REBOA) 
@2LW3DJ 
@4L03DJ 
esuture, Heart valve prosthesis see Revision of 
device in, Heart and Great Vessels 02W 
etained placenta, manual removal see Extraction, 
Products of Conception, Retained 10D1 
etraining 
Cardiac see Motor Treatment, Rehabilitation FO7 
Vocational see Activities of Daily Living Treatment, 
Rehabilitation F@8 
etrogasserian rhizotomy see Division, Nerve, 
Trigeminal 008K 
etroperitoneal cavity use Retroperitoneum 
etroperitoneal lymph node use Lymphatic, Aortic 
etroperitoneal space use Retroperitoneum 
etropharyngeal lymph node 
use Lymphatic, Left Neck 
use Lymphatic, Right Neck 
etropubic space use Pelvic Cavity 
‘eveal (LINQ) (DX) (XT) use Monitoring Device 
everse total shoulder replacement see Replace- 
ment, Upper Joints ORR 
leverse® Shoulder Prosthesis use Synthetic Substi- 
tute, Reverse Ball and Socket in ORR 
evision 
Correcting a portion of existing device see Revision 
of device in 
Removal of device without replacement see Re- 
moval of device from 
Replacement of existing device 
see Removal of device from 
see Root operation to place new device, e.g., 
Insertion, Replacement, Supplement 
‘evision of device in 
Abdominal Wall @2WWF 
Acetabulum 
Left @QW5 
Right BQW4 
Anal Sphincter @DWR 
Anus 2DWQ 
Artery 
Lower 04WY 
Upper 03WY 
Auditory Ossicle 
Left OWA 
Right 09W9 
Back 
Lower BWWL 
Upper 2WWK 
Bladder @TWB 
Bone 
Facial ONWW 
Lower BQWY 
Nasal B(NWB 
Pelvic 
Left BQW3 
Right @QW2 
Upper @PWY 
Bone Marrow 87WT 
Brain OW 
Breast 
Left BHWU 
Right GHWT 
Bursa and Ligament 
Lower BMWY 
Upper OMWX 
Carpal 
Left @PWN 
Right BPWM 
Cavity, Cranial OWW1 
Cerebral Ventricle 80W6 
Chest Wall BWW8 
Cisterna Chyli @7WL 
Clavicle 
Left OPWB 
_ Right PW9 
Coccyx BQWS 
Diaphragm @BWT 
Disc 
Cervical Vertebral @RW3 
 Cervicothoracic Vertebral @RW5 
Lumbar Vertebral SW2 
~ Lumbosacral OSW4 
_ Thoracic Vertebral @RW9 


Revision of device in — continued 
Disc — continued 


Thoracolumbar Vertebral RWB 


Duct 
Hepatobiliary @FWB 
Pancreatic @FWD 
Ear 
Inner 
Left GOWE 
Right @9WD 
Left B9WJ 
Right @9WH 


Epididymis and Spermatic Cord @VWM 


Esophagus ODW5 
Extremity 
Lower 
Left BYWB 
Right BYW9 
Upper 
Left @XW7 
Right @XW6 
Eye 
Left @8W1 
Right 28Wo 
Face @=WW2 
Fallopian Tube BUW8 
Femoral Shaft 
Left GQW9 
Right GQW8 
Femur 
Lower 
Left @QWC 
Right GQWB 
Upper 
Left @QW7 
Right ZQW6 
Fibula 
Left @QWK 
Right BQWJ 
Finger Nail GHWQX 
Gallbladder @FW4 
Gastrointestinal Tract @WWP 
Genitourinary Tract 2WWR 
Gland 
Adrenal @GW5 
Endocrine @GWS 
Pituitary OGWd 
Salivary @CWA 
Glenoid Cavity 
Left @PW8 
Right @PW7 
Great Vessel B2WY 
Hair BHWSX 
Head @WWO 
Heart @2WA 
Humeral Head 
Left @PWD 
Right @PWC 
Humeral Shaft 
Left BPWG 
Right @PWF 
Intestinal Tract 
Lower BDWD 
Upper 2DWO 
Intestine 
Large DDWE 
Small DDW8 
Jaw 
Lower BWW5 
Upper OWW4 
Joint f 
Acromioclavicular 
Left @RWH 
Right BRWG 
Ankle 
Left OSWG 
Right OSWF 
Carpal 
Left ORWR 
Right BRWQ 
Carpometacarpal 
Left ORWT 
Right RWS 
Cervical Vertebral @RW1 
Cervicothoracic Vertebral @RW4 
Coccygeal @SW6 
Elbow 
Left GRWM 
Right ORWL 
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Joint — continued 
Finger Phalangeal 
Left BRWX 
Right ORWW 
Hip 
Left SWB 
Acetabular Surface @SWE 
Femoral Surface @SWS 
Right SW9 
Acetabular Surface @SWA 
Femoral Surface OSWR 
Knee 
Left 8SWD 
Femoral Surface @SWU 
Tibial Surface OSWW. 
Right BSWC 
Femoral Surface @SWT 
Tibial Surface BSWV 
Lumbar Vertebral SW 
Lumbosacral OSW3 
Metacarpophalangeal 
Left BRWV 
Right @RWU 
Metatarsal-Phalangeal 
Left SWN 
Right BSWM 
Occipital-cervical ORWG 
Sacrococcygeal @SW5 
Sacroiliac 
Left SW8 
Right @SW7 
Shoulder 
Left ORWK 
Right ORWJ 
Sternoclavicular 
Left ORWF 
Right ORWE 
Tarsal 
Left @SWJ 
Right OSWH 
Tarsometatarsal 
Left @SWL 
Right BSWK 
Temporomandibular 
Left BRWD 
Right ORWC 
Thoracic Vertebral BRW6 
Thoracolumbar Vertebral BRWA 
Toe Phalangeal 
Left BSWQ 
Right @SWP 
Wrist 
Left ORWP 
Right BRWN 
Kidney 8TW5 
Larynx @CWS 
Lens 
Left @8WK 
Right 8WJ 
Liver OFWO 
Lung 
Left @BWL 
Right @BWK 
Lymphatic 67WN 
Thoracic Duct @7WK 
Mediastinum @WWC 
Mesentery QDWV 
Metacarpal 
Left @PWQ 
Right @PWP 
Metatarsal 
Left GQWP 
Right BQWN 
Mouth and Throat @CWY 
Muscle 
Extraocular 
Left @83WM 
Right G8WL 
Lower @KWY 
Upper @KWX 
Nasal Mucosa and Soft Tissue Q9WK 
Neck BWW6 
Nerve 
Cranial @OWE 
Peripheral 01 WY 
Omentum @DWU 
Ovary QUW3 
Pancreas OFWG 
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ice in — 
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Revision of device in — continued 


bade 


Parathyroid Gland 8GWR 
Patella 
Left QQWF 
Right QQWD 
Pelvic Cavity BWWJ 
Penis @VWS 
Pericardial Cavity OWWD 
Perineum 
Female 3WWN 
Male 2WWM 
Peritoneal Cavity 2WWG 
Peritoneum @DWW 
Phalanx 
Finger 
Left PWV 
Right OPWT 
Thumb 
Left @PWS 
Right @PWR 
Toe 
Left @QWR 
Right GQWQ 
Pineal Body ZGW1 
Pleura BBWQ 
Pleural Cavity 
Left @WWB 
Right BWWw9 
Prostate and Seminal Vesicles 6BVW4 
Radius 
Left OPWJ 
Right BPWH 
Respiratory Tract ZWWQ 
Retroperitoneum ZWWH 
Ribs 
1 to 2 OPW1 
3 or More BPW2 
Sacrum GQW1 
Scapula 
Left @PW6 
Right @PW5 
Scrotum and Tunica Vaginalis BVW8 
Septum 
Atrial @2W5 
Ventricular 22WM 
Sinus GOWY 
Skin GHWPX 
Skull BNWO 
Spinal Canal @6WU 
Spinal Cord OBWV 
Spleen 7WP 
Sternum SPW 
Stomach DW6 
Subcutaneous Tissue and Fascia 
Head and Neck @JWS 
Lower Extremity J WW 
Trunk @JWT 
Upper Extremity QJWV 
Tarsal 
Left QQWM 
Right @QWL 
Tendon 
Lower @LWY 
Upper @LWX 
Testis BVWD 
Thymus 67WM 
Thyroid Gland @GWK 
Tibia 
Left @QWH 
Right BQWG 
Toe Nail GHWRX 
Trachea OBW1 
Tracheobronchial Tree ZBWO 
Tympanic Membrane 
Left B9W8 
Right G9W7 
Ulna 
Left @PWL 
Right @PWK 
Ureter @TW9 
Urethra TWD 
Uterus and Cervix SUWD 
Vagina and Cul-de-sac QUWH 
Valve 
Aortic @2WF 
Mitral @2WG 
Pulmonary 02WH 
Tricuspid @2WJ 


Revision of device in — continued 
Vein 
Azygos 85W9 
Innominate 
Left 5W4 
Right @5W3 
Lower 6WY 
Upper OSWY 
Vertebra 
Cervical OPW3 
Lumbar GQW9O 
Thoracic @PW4 
Vulva ZUWM 
Revo MRI™ SureScan® pacemaker use Pacemaker, 
Dual Chamber in QJH 
rhBMP-2 use Recombinant Bone Morphogenetic Pro- 
tein 
Rheos® System device use Stimulator Generator in 
Subcutaneous Tissue and Fascia 
Rheos® System lead use Stimulator Lead in Upper Ar- 
teries 
Rhinopharynx use Nasopharynx 
Rhinoplasty 
see Alteration, Nasal Mucosa and Soft Tissue 99K 
see Repair, Nasal Mucosa and Soft Tissue 89QK 
see Replacement, Nasal Mucosa and Soft Tissue 
BORK 
see Supplement, Nasal Mucosa and Soft Tissue 
O9UK 
Rhinorrhaphy see Repair, Nasal Mucosa and Soft Tissue 
690K 
Rhinoscopy 89JKXZZ 
Rhizotomy 
see Division, Central Nervous System and Cranial 
Nerves 098 
see Division, Peripheral Nervous System 18 
Rhomboid major muscle 
use Trunk Muscle, Left 
use Trunk Muscle, Right 
Rhomboid minor muscle 
use Trunk Muscle, Left 
use Trunk Muscle, Right 
Rhythm electrocardiogram see Measurement, Cardiac 
4AG2 
Rhytidectomy see Alteration, Face 2W92 
Right ascending lumbar vein use Azygos Vein 
Right atrioventricular valve use Tricuspid Valve 
Right auricular appendix use Atrium, Right 
Right colic vein use Colic Vein 
Right coronary sulcus use Heart, Right 
Right gastric artery use Gastric Artery 
Right gastroepiploic vein use Superior Mesenteric 
Vein 
Right inferior phrenic vein use Inferior Vena Cava 
Right inferior pulmonary vein use Pulmonary Vein, 
Right 
Right jugular trunk use Lymphatic, Right Neck 
Right lateral ventricle use Cerebral Ventricle 
Right lymphatic duct use Lymphatic, Right Neck 
Right ovarian vein use Inferior Vena Cava 
Right second lumbar vein use Inferior Vena Cava 
Right subclavian trunk use Lymphatic, Right Neck 
Right subcostal vein use Azygos Vein 
Right el oe pulmonary vein use Pulmonary Vein, 
Right 
Right suprarenal vein use Inferior Vena Cava 
Right testicular vein use Inferior Vena Cava 
Rima glottidis use Larynx 
Risorius muscle use Facial Muscle 
RNS System lead use Neurostimulator Lead in Central 
Nervous System and Cranial Nerves 
RNS system neurostimulator generator use Neu- 
rostimulator Generator in Head and Facial Bones 
Robotic Assisted Procedure 
Extremity 
Lower 8E@Y 
Upper 8EOX 
Head and Neck Region 8E@9 
Trunk Region 8EOW 
Robotic Waterjet Ablation, Destruction, Prostate 
XV508A4 
Rotation of fetal head 
Forceps 18S07ZZ 
Manual 18S0XZZ 
Round ligament of uterus use Uterine Supporting 
Structure 


ICD-10-PCS 202 


Round window 
use Inner Ear, Left 
use Inner Ear, Right 
Roux-en-Y operation 
see Bypass, Gastrointestinal System 9D1 
see Bypass, Hepatobiliary System and Pancreas 
OF1 
Rupture 
Adhesions see Release 
Fluid collection see Drainage 
Ruxolitinib XWZDXT5 


Sacral ganglion use Sacral Sympathetic Nerve 
Sacral lymph node use Lymphatic, Pelvis 
Sacral nerve modulation (SNM) lead use Stimulator 
Lead in Urinary System 
Sacral neuromodulation lead use Stimulator Lead in 
Urinary System 
Sacral splanchnic nerve use Sacral Sympathetic Nerve 
Sacrectomy see Excision, Lower Bones 0QB 
Sacrococcygeal ligament use Lower Spine Bursa and 
Ligament 
Sacrococcygeal symphysis use Sacrococcygeal Joint 
Sacroiliac ligament use Lower Spine Bursa and Liga- 
ment 
Sacrospinous ligament use Lower Spine Bursa and 
Ligament 
Sacrotuberous ligament use Lower Spine Bursa and 
* Ligament 
Salpingectomy 
see Excision, Female Reproductive System SUB 
see Resection, Female Reproductive System OUT 
Salpingolysis see Release, Female Reproductive System 
GUN 
Salpingopexy 
see Repair, Female Reproductive System UQ 
see Reposition, Female Reproductive System US 
Salpingopharyngeus muscle use Tongue, Palate, 
Pharynx Muscle 
Salpingoplasty 
see Repair, Female Reproductive System UQ 
see Supplement, Female Reproductive System @UU 
Salpingorrhaphy see Repair, Female Reproductive 
System GUQ 
Salpingoscopy 9UJ88ZZ 
Salpingostomy see Drainage, Female Reproductive 
System @U9 
Salpingotomy see Drainage, Female Reproductive 
System ®U9 
Salpinx 
use Fallopian Tube, Left 
use Fallopian Tube, Right 
Saphenous nerve use Femoral Nerve 
SAPIEN transcatheter aortic valve use Zooplastic 
Tissue in Heart and Great Vessels 
Sartorius muscle 
use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
SAVAL below-the-knee (BTK) drug-eluting stent 
system 
use Intraluminal Device, Sustained Release Drug- 
eluting in New Technology 
use Intraluminal Device, Sustained Release Drug- 
eluting, Two in New Technology 
use Intraluminal Device, Sustained Release Drug- 
eluting, Three in New Technology 
use Intraluminal Device, Sustained Release Drug- 
eluting, Four or More in New Technology 
Scalene muscle 
use Neck Muscle, Left 
use Neck Muscle, Right 
Scan 
Computerized Tomography (CT) see Computerized 
Tomography (CT Scan) 
Radioisotope see Planar Nuclear Medicine Imaging 
Scaphoid bone 
use Carpal, Left 
use Carpal, Right 
Scapholunate ligament 
use Wrist Bursa and Ligament, Left 
use Wrist Bursa and Ligament, Right 
Scaphotrapezium ligament 
use Hand Bursa and Ligament, Left 


Vas Deferens @VWR use Hand Bursa and Ligament, Right 


114 


W Subterms under main terms may continue to next column or pag 


|CD-10-PCS 2021 


Scapulectomy 
see Excision, Upper Bones OPB 
see Resection, Upper Bones OPT 
Scapulopexy 
see Repair, Upper Bones @PQ 
see Reposition, Upper Bones OPS 
Scarpa's (vestibular) ganglion use Acoustic Nerve 
Sclerectomy see Excision, Eye 08B 
Sclerotherapy, mechanical see Destruction 
sclerotherapy, via injection of sclerosing agent 
see Introduction, Destructive Agent 
Sclerotomy see Drainage, Eye 089 
Scrotectomy 
see Excision, Male Reproductive System 0VB 
see Resection, Male Reproductive System OVT 
Scrotoplasty 
see Repair, Male Reproductive System 0VQ 
see Supplement, Male Reproductive System @VU 
Scrotorrhaphy see Repair, Male Reproductive System 
GVQ 
Scrototomy see Drainage, Male Reproductive System 
OVv9 
Sebaceous gland use Skin 
Second cranial nerve use Optic Nerve 
Section, cesarean see Extraction, Pregnancy 10D 
Secura (DR) (VR) use Defibrillator Generator in QJH 
Sella turcica use Sphenoid Bone 
Semicircular canal 
use Inner Ear, Left 
use Inner Ear, Right 
Semimembranosus muscle 
use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
Semitendinosus muscle 
use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
Sentinel™ Cerebral Protection System (CPS) 
X2A5312 
Seprafilm use Adhesion Barrier 
Septal cartilage use Nasal Septum 
Septectomy 
see Excision, Ear, Nose, Sinus 09B 
see Excision, Heart and Great Vessels 02B 
see Resection, Ear, Nose, Sinus 09T 
see Resection, Heart and Great Vessels 02T 
Septoplasty 
see Repair, Ear, Nose, Sinus 89Q 
see Repair, Heart and Great Vessels 2Q 
see Replacement, Ear, Nose, Sinus 09R 
see Replacement, Heart and Great Vessels 82R 
see Reposition, Ear, Nose, Sinus 09S 
see Supplement, Ear, Nose, Sinus 89U 
see Supplement, Heart and Great Vessels 02U 
Septostomy, balloon atrial 0216327 
Septotomy see Drainage, Ear, Nose, Sinus 099 
Sequestrectomy, bone see Extirpation 
Serratus anterior muscle 
use Thorax Muscle, Left 
use Thorax Muscle, Right 
Serratus posterior muscle 
use Trunk Muscle, Left 
use Trunk Muscle, Right 
Seventh cranial nerve use Facial Nerve 
Shapshot_NIR 8E02XDZ 
Sheffield hybrid external fixator 
use External Fixation Device, Hybrid in @PH 
use External Fixation Device, Hybrid in @PS 
use External Fixation Device, Hybrid in @QH 
use External Fixation Device, Hybrid in 8QS 
sheffield ring external fixator 
use External Fixation Device, Ring in OPH 
use External Fixation Device, Ring in @PS 
use External Fixation Device, Ring in @QH 
use External Fixation Device, Ring in QS 
shirodkar cervical cerclage QUVC7ZZ 
Shock Wave Therapy, Musculoskeletal 6A93 
Shockwave Intravascular Lithotripsy (Shockwave 
IVL) see Fragmentation 
short gastric artery use Splenic Artery 
shortening 
see Excision 
see Repair 
see Reposition 
shunt creation see Bypass 
jialoadenectomy 
Complete see Resection, Mouth and Throat OCT 


Sialoadenectomy — continued 
Partial see Excision, Mouth and Throat 0CB 
Sialodochoplasty 
see Repair, Mouth and Throat CQ 
see Replacement, Mouth and Throat OCR 
see Supplement, Mouth and Throat @CU 
Sialoectomy 
see Excision, Mouth and Throat OCB 
see Resection, Mouth and Throat @CT 
Sialography see Plain Radiography, Ear, Nose, Mouth 
and Throat B90 
Sialolithotomy see Extirpation, Mouth and Throat 8CC 
S-ICD™ lead use Subcutaneous Defibrillator Lead in 
Subcutaneous Tissue and Fascia 
Sigmoid artery use Inferior Mesenteric Artery 
Sigmoid flexure use Sigmoid Colon 
Sigmoid vein use Inferior Mesenteric Vein 
Sigmoidectomy 
see Excision, Gastrointestinal System ODB 
see Resection, Gastrointestinal System ODT 
Sigmoidorrhaphy see Repair, Gastrointestinal System 
9DQ 
Sigmoidoscopy 8DJD8ZZ 
Sigmoidotomy see Drainage, Gastrointestinal System 
@D9 
Single lead pacemaker (atrium) (ventricle) use 
Pacemaker, Single Chamber in QJH 
Single lead rate responsive pacemaker (atrium) 
(ventricle) use Pacemaker, Single Chamber Rate 
Responsive in QJH 
Sinoatrial node use Conduction Mechanism 
Sinogram 
Abdominal Wall see Fluoroscopy, Abdomen and 
Pelvis BW11 
Chest Wall see Plain Radiography, Chest BW@3 
Retroperitoneum see Fluoroscopy, Abdomen and 
Pelvis BW11 
Sinus venosus use Atrium, Right 
Sinusectomy 
see Excision, Ear, Nose, Sinus 09B 
see Resection, Ear, Nose, Sinus 89T 
Sinusoscopy 99JY4ZZ 
Sinusotomy see Drainage, Ear, Nose, Sinus 699 
Sirolimus-eluting coronary stent use Intraluminal 
Device, Drug-eluting in Heart and Great Vessels 
Sixth cranial nerve use Abducens Nerve 
Size reduction, breast see Excision, Skin and Breast 
OHB 
SJM Biocor® Stented Valve System use Zooplastic 
Tissue in Heart and Great Vessels 
Skene's (paraurethral) gland use Vestibular Gland 
Skin Substitute, Porcine Liver Derived, Replace- 
ment XHRPXL2 
Sling 
Fascial, orbicularis muscle (mouth) see Supple- 
ment, Muscle, Facial @KU1 
Levator muscle, for urethral suspension see Repo- 
sition, Bladder Neck OTSC 
Pubococcygeal, for urethral suspension see Repo- 
sition, Bladder Neck TSC 
Rectum see Reposition, Rectum @DSP 
Small bowel series see Fluoroscopy, Bowel, Small BD13 
Small saphenous vein 
use Saphenous Vein, Left 
use Saphenous Vein, Right 
Snapshot_NIR 8E@2XDZ 
Snaring, polyp, colon see Excision, Gastrointestinal 
System @DB 
Solar (celiac) plexus use Abdominal Sympathetic 
Nerve - 
Soleus muscle 
use Lower Leg Muscle, Left 
use Lower Leg Muscle, Right 
Soliris® use Eculizumab 
Spacer 
Insertion of device in 
Disc 
Lumbar Vertebral OSH2 
Lumbosacral 0SH4 
Joint 
Acromioclavicular 
Left @RHH 
Right ORHG 
Ankle 
Left @SHG 
Right OSHF 


© Subterms under main terms may continue to next column or page 


Spacer — continued 
Insertion of device in — continued 
Joint — continued 
Carpal 
Left @RHR 
Right @RHQ 
Carpometacarpal 
Left @RHT 
Right @RHS 
Cervical Vertebral @RH1 
Cervicothoracic Vertebral ORH4 
Coccygeal OSH6 
Elbow 
Left @RHM 
Right @RHL 
Finger Phalangeal 
Left @RHX 
Right @RHW 
Hip 
Left @SHB 
Right @SH9 
Knee 
Left @SHD 
Right SHC 
Lumbar Vertebral @SH@ 
Lumbosacral @SH3 
Metacarpophalangeal 
Left @RHV 
Right @RHU 
Metatarsal-Phalangeal 
Left OSHN 
Right BSHM 
Occipital-cervical RHO 
Sacrococcygeal @SH5 
Sacroiliac 
Left @SH8 
Right @SH7 
Shoulder 
Left @RHK 
Right @RHJ 
Sternoclavicular 
Left @RHF 
Right ORHE 
Tarsal 
Left @SHJ 
Right @SHH 
Tarsometatarsal 
Left @SHL 
Right OSHK 
Temporomandibular 
Left @RHD 
Right RHC 
Thoracic Vertebral @RH6 
Thoracolumbar Vertebral (RHA 
Toe Phalangeal 
Left BSHQ 
Right OSHP 
Wrist 
Left @RHP 
Right ORHN 
Removal of device from 
Acromioclavicular 
Left @RPH 
Right RPG 
Ankle 
Left @SPG 
Right OSPF 
Carpal 
Left ORPR 
Right BRPQ 
Carpometacarpal 
Left @RPT 
Right ORPS 
Cervical Vertebral @RP1 
Cervicothoracic Vertebral @RP4 
Coccygeal OSP6 
Elbow 
Left RPM 
Right @RPL 
Finger Phalangeal 
Left @RPX 
Right @RPW 
Hip 
Left @SPB 
Right @SP9 
Knee 
Left @SPD 
Right @SPC 
Lumbar Vertebral SPO 
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Spacer — continued 


Removal of device from — continued 


Lumbosacral @SP3 
Metacarpophalangeal 

Left ORPV 

Right @RPU 
Metatarsal-Phalangeal 

Left SPN 

Right @SPM 
Occipital-cervical @RPO 
Sacrococcygeal @SP5 
Sacroiliac 

Left OSP8 

Right @SP7 
Shoulder 

Left ORPK 

Right @RPJ 
Sternoclavicular 

Left ORPF 

Right ORPE 
Tarsal 

Left @SPJ 

Right @SPH 
Tarsometatarsal 

Left @SPL 

Right @SPK 
Temporomandibular 

Left ORPD 

Right RPC 
Thoracic Vertebral ORP6 
Thoracolumbar Vertebral @RPA 
Toe Phalangeal 

Left @SPQ 

Right @SPP 
Wrist 

Left @RPP 

Right @RPN 

Revision of device in 

Acromioclavicular 

Left ORWH 

Right ORWG 
Ankle 

Left @SWG 

Right OSWF 
Carpal 

Left BRWR 

Right BRWQ 
Carpometacarpal 

Left ORWT 

Right ORWS 
Cervical Vertebral @RW1 
Cervicothoracic Vertebral @RW4 
Coccygeal OSW6 
Elbow 

Left BRWM 

Right ORWL 
Finger Phalangeal 

Left ORWX 

Right GRWW 
Hip 

Left @SWB 

Right 2Sw9 
Knee 

Left @SWD 

Right @SWC 
Lumbar Vertebral SW 
Lumbosacral OSW3 
Metacarpophalangeal 

Left ORWV 

Right GRWU 
Metatarsal-Phalangeal 

Left OSWN 

Right BSWM 
Occipital-cervical ORWO 
Sacrococcygeal @SW5 
Sacroiliac 

Left OSW8 

Right @SW7 
Shoulder 

Left BRWK 

Right @RWJ 
Sternoclavicular 

Left ORWF 

Right @RWE 
Tarsal 

Left @SWJ 

Right @SWH 
Tarsometatarsal 

Left OSWL 
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Spacer — continued 
Revision of device in — continued 
Tarsometatarsal — continued 
Right BSWK 
Temporomandibular 
Left @RWD 
Right BRWC 
Thoracic Vertebral BRW6 
Thoracolumbar Vertebral BRWA 
Toe Phalangeal 
Left GSWQ 
Right OSWP 
Wrist 
Left ORWP 
Right GRWN . 
Spacer, Articulating (Antibiotic) use Articulating 
Spacer in Lower Joints 
Spacer, Static (Antibiotic) use Spacer in Lower Joints 
Spectroscopy 
Intravascular Near Infrared 8E023DZ 
Near Infrared see Physiological Systems and 
Anatomical Regions 8Ed 
Speech Assessment F0d 
Speech therapy see Speech Treatment, Rehabilitation 
FO6 
Speech Treatment Fd6 
Sphenoidectomy 
see Excision, Ear, Nose, Sinus 9B 
see Excision, Head and Facial Bones NB 
see Resection, Ear, Nose, Sinus 09T 
see Resection, Head and Facial Bones ONT 
Sphenoidotomy see Drainage, Ear, Nose, Sinus 099 
Sphenomandibular ligament use Head and Neck 
Bursa and Ligament 
Sphenopalatine (pterygopalatine) ganglion use 
Head and Neck Sympathetic Nerve 
Sphincterorrhaphy, anal see Repair, Anal Sphincter 
@DQR 
Sphincterotomy, anal 
see Division, Anal Sphincter @D8R 
see Drainage, Anal Sphincter 0D9R 
Spinal cord neurostimulator lead use Neurostimula- 
tor Lead in Central Nervous System and Cranial 
Nerves 
Spinal growth rods, magnetically controlled use 
Magnetically Controlled Growth Rod(s) in New 
Technology 
Spinal nerve, cervical use Cervical Nerve 
Spinal nerve, lumbar use Lumbar Nerve 
Spinal nerve, sacral use Sacral Nerve 
Spinal nerve, thoracic use Thoracic Nerve 
Spinal Stabilization Device 
Facet Replacement 
Cervical Vertebral @RH1 
Cervicothoracic Vertebral @RH4 
Lumbar Vertebral OSHO 
Lumbosacral @SH3 
Occipital-cervical RHO 
Thoracic Vertebral ORH6 
Thoracolumbar Vertebral BRHA 
Interspinous Process 
Cervical Vertebral @RH1 
Cervicothoracic Vertebral ORH4 
Lumbar Vertebral @SHO 
Lumbosacral @SH3 
Occipital-cervical ORHO 
Thoracic Vertebral ORH6 
Thoracolumbar Vertebral ORHA 
Pedicle-Based 
Cervical Vertebral @RH1 
Cervicothoracic Vertebral ORH4 
Lumbar Vertebral @SH@ 
Lumbosacral @SH3 
Occipital-cervical RHO 
Thoracic Vertebral ORH6 
Thoracolumbar Vertebral RHA 
SpineJack® system use Synthetic Substitute, Mechan- 
ically Expandable (Paired) in New Technology 
Spinous process 
use Cervical Vertebra 
use Lumbar Vertebra 
use Thoracic Vertebra 
Spiral ganglion use Acoustic Nerve 
Spiration IBV™ Valve System use intraluminal Device 
Endobronchial Valve in Respiratory System 
Splenectomy 
see Excision, Lymphatic and Hemic Systems 07B 
see Resection, Lymphatic and Hemic Systems 07T 


' 


Splenic flexure use Transverse Colon 
Splenic plexus use Abdominal Sympathetic Nerve 
Splenius capitis muscle use Head Muscle 
Splenius cervicis muscle 
use Neck Muscle, Left 
use Neck Muscle, Right 
Splenolysis see Release, Lymphatic and Hemic Systems 
O7N 
Splenopexy 
see Repair, Lymphatic and Hemic Systems 87Q 
see Reposition, Lymphatic and Hemic Systems 07S 
Splenoplasty see Repair, Lymphatic and Hemic Systems 
07Q 
Splenorrhaphy see Repair, Lymphatic and Hemic Sys- 
tems 07Q 
Splenotomy see Drainage, Lymphatic and Hemic Sys- 
tems 979 
Splinting, musculoskeletal see Immobilization, 
Anatomical Regions 2W3 
SPRAVATO™ use Esketamine Hydrochloride 
SPY PINPOINT fluorescence imaging system 
see Monitoring, Physiological Systems 4A1 
see Other Imaging, Hepatobiliary System and 
Pancreas BF5 
SPY system intraoperative fluorescence cholan- 
giography see Other Imaging, Hepatobiliary 
System and Pancreas BF5 
SPY system intravascular fluorescence angiogra- 
phy see Monitoring, Physiological Systems 4A1 
Stapedectomy 
see Excision, Ear, Nose, Sinus 9B 
see Resection, Ear, Nose, Sinus @9T 
Stapediolysis see Release, Ear, Nose, Sinus 89N 
Stapedioplasty 
see Repair, Ear, Nose, Sinus 89Q 
see Replacement, Ear, Nose, Sinus @9R 
see Supplement, Ear, Nose, Sinus 09U 
Stapedotomy see Drainage, Ear, Nose, Sinus 999 
Stapes 
use Auditory Ossicle, Left 
use Auditory Ossicle, Right 
Static Spacer (Antibiotic) use Spacer in Lower Joints 
STELARA® use Other New Technology Therapeutic 
Substance 
Stellate ganglion use Head and Neck Sympathetic 
Nerve 
Stem cell transplant see Transfusion, Circulatory 302 
Stensen's duct 
use Parotid Duct, Left 
use Parotid Duct, Right 
Stent, intraluminal (cardiovascular) (gastrointesti- 
nal) (hepatobiliary) (urinary) use Intraluminal 
Device 
Stent retriever thrombectomy see Extirpation, Upper 
Arteries 03C 
Stented tissue valve use Zooplastic Tissue in Heart 
and Great Vessels 
Stereotactic Radiosurgery 
Abdomen DW23 
Adrenal Gland DG22 
Bile Ducts DF22~ 
Bladder DT22 
Bone Marrow D720 
Brain D820 
Brain Stem DQ21 
Breast 
Left DM20 
Right DM21 
Bronchus DB21 
Cervix DU21 
Chest DW22 
Chest Wall DB27 
Colon DD25 
Diaphragm DB28 
Duodenum DD22 
Ear D920 
Esophagus DD20 
Eye D820 
Gallbladder DF21 
Gamma Beam 
Abdomen DW23JZZ 
Adrenal Gland DG22JZZ 
Bile Ducts DF22JZZ 
Bladder DT22JZZ 
Bone Marrow D720JZZ 
Brain DO20JZZ 
Brain Stem D@21JZZ 
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Stereotactic Radiosurgery — continued 


Gamma Beam — continued 
Breast 
Left DM20JZZ 
Right DM21JZZ 
Bronchus DB21JZZ 
Cervix DU21JZZ 
Chest DW22JZZ 
Chest Wall DB27JZZ 
Colon DD25JZZ 
Diaphragm DB28)ZZ 
Duodenum DD225ZZ 
Ear D926JZZ 
Esophagus DD20JZZ 
Eye D820)ZZ 
Gallbladder DF21JZZ 
Gland 
Adrenal DG22JZZ 
Parathyroid DG24JZZ 
Pituitary DG20JZZ 
Thyroid DG25JZZ 
Glands, Salivary D926JZZ 
Head and Neck DW21JZZ 
lleum DD24JZZ 
Jejunum DD23JZZ 
Kidney DT2@JZZ 
Larynx D92BJZZ 
Liver DF2QJZZ 
Lung DB22J5ZZ 
Lymphatics 
Abdomen D726JZZ 
Axillary D724JZZ 
Inguinal D728JZZ 
Neck D723JZZ 
Pelvis D727JZZ 
Thorax D725JZZ 
Mediastinum DB26JZZ 
Mouth D924JZZ 
Nasopharynx D92DJZZ 
Neck and Head DW21JZZ 
Nerve, Peripheral D@27JZZ 
Nose D921JZZ 
Ovary DU20JZZ 
Palate 
Hard D928JZZ 
Soft D929JZZ 
Pancreas DF23JZZ 
Parathyroid Gland DG24JZZ 
Pelvic Region DW26JZZ 
Pharynx D92CJZZ 
Pineal Body DG21JZZ 
Pituitary Gland DG20JZZ 
Pleura DB25JZZ 
Prostate DV20JZZ 
Rectum DD27JZZ 
Sinuses D927JZZ 
Spinal Cord D@26JZZ 
Spleen D7225ZZ 
Stomach DD21JZZ 
Testis DV21JZZ 
Thymus D721JZZ 
Thyroid Gland DG25JZZ 
Tongue D925JZZ 
Trachea DB20JZZ 
Ureter DT21JZZ 
Urethra DT23JZZ 
Uterus DU22JZZ 
Gland 
Adrenal DG22 
Parathyroid DG24 
Pituitary DG20 
Thyroid DG25 
Glands, Salivary D926 
Head and Neck DW21 
lleum DD24 
Jejunum DD23 
Kidney DT20 
Larynx D92B 
Liver DF20 
Lung DB22 
Lymphatics 
_ Abdomen D726 
Axillary D724 
— Inguinal D728 
Neck D723 
Pelvis D727 
Thorax D725 
Mediastinum DB26 
Mouth D924 


Stereotactic Radiosurgery — continued 
Nasopharynx D92D 
Neck and Head DW21 
Nerve, Peripheral D027 
Nose D921 
Other Photon 
Abdomen DW23DZZ 
Adrenal Gland DG22DZZ 
Bile Ducts DF22DZZ 
Bladder DT22DZZ 
Bone Marrow D720DZZ 
Brain D@20DZZ 
Brain Stem D@21DZZ 
Breast 
Left DM2@DZZ 
Right DM21DZZ 
Bronchus DB21DZZ 
Cervix DU21DZZ 
Chest DW22DZZ 
Chest Wall DB27DZZ 
Colon DD25DZZ 
Diaphragm DB28DZZ 
Duodenum DD22DZZ 
Ear D920DZZ 
Esophagus DD20DZZ 
Eye D820DZZ 
Gallbladder DF21DZZ 
Gland 
Adrenal DG22DZZ 
Parathyroid DG24DZZ 
Pituitary DG20DZZ 
Thyroid DG25DZZ 
Glands, Salivary D926DZZ 
Head and Neck DW21DZZ 
lleum DD24DZZ 
Jejunum DD23DZZ 
Kidney DT2@DZZ 
Larynx D92BDZZ 
Liver DF2@DZZ 
Lung DB22DZZ 
Lymphatics 
Abdomen D726DZZ 
Axillary D724DZZ 
Inguinal D728DZZ 
Neck D723DZZ 
Pelvis D727DZZ 
Thorax D725DZZ 
Mediastinum DB26DZZ 
Mouth D924DZZ 
Nasopharynx D92DDZZ 
Neck and Head DW21DZZ 
Nerve, Peripheral D@27DZZ 
Nose D921DZZ 
Ovary DU2@DZZ 
Palate 
Hard D928DZZ 
Soft D929DZZ 
Pancreas DF23DZZ 
Parathyroid Gland DG24DZZ 
Pelvic Region DW26DZZ 
Pharynx D92CDZZ 
Pineal Body DG21DZZ 
Pituitary Gland DG2@DZZ 
Pleura DB25DZZ 
Prostate DV20DZZ 
Rectum DD27DZZ 
Sinuses D927DZZ 
Spinal Cord DO26DZZ 
Spleen D722DZZ 
Stomach DD21DZZ 
Testis DV21DZZ 
Thymus D721DZZ 
Thyroid Gland DG25DZZ 
Tongue D925DZZ 
Trachea DB20DZZ 
Ureter DT21DZZ 
Urethra DT23DZZ 
Uterus DU22DZZ 
Ovary DU20 
Palate 
Hard D928 
Soft D929 
Pancreas DF23 
Parathyroid Gland DG24 
Particulate 
Abdomen DW23HZZ 
Adrenal Gland DG22HZZ 
Bile Ducts DF22HZZ 
Bladder DT22HZZ 
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Stereotactic Radiosurgery 


Stereotactic Radiosurgery — continued 
Particulate — continued 
Bone Marrow D72@HZZ 
Brain D@2@HZZ 
Brain Stem D@21HZZ 
Breast 
Left DM2@HZZ 
Right DM21HZZ 
Bronchus DB21HZZ 
Cervix DU21HZZ 
Chest DW22HZZ 
Chest Wall DB27HZZ 
Colon DD25HZZ 
Diaphragm DB28HZZ 
Duodenum DD22HZZ 
Ear D920HZZ 
Esophagus DD20HZZ 
Eye D82@HZZ 
Gallbladder DF21HZZ 
Gland 
Adrenal DG22HZZ 
Parathyroid DG24HZZ 
Pituitary DG20HZZ 
Thyroid DG25HZZ 
Glands, Salivary D926HZZ 
Head and Neck DW21HZZ 
lleum DD24HZZ 
Jejunum DD23HZZ 
Kidney DT2@HZZ 
Larynx D92BHZZ 
Liver DF2QHZZ 
Lung DB22HZZ 
Lymphatics 
Abdomen D726HZZ 
Axillary D724HZZ 
Inguinal D728HZZ 
Neck D723HZZ 
Pelvis D727HZZ 
Thorax D725HZZ 
Mediastinum DB26HZZ 
Mouth D924HZZ 
Nasopharynx D92DHZZ 
Neck and Head DW21HZZ 
Nerve, Peripheral D@27HZZ 
Nose D921HZZ 
Ovary DU2@HZZ 
Palate 
Hard D928HZZ 
Soft D929HZZ 
Pancreas DF23HZZ 
Parathyroid Gland DG24HZZ 
Pelvic Region DW26HZZ 
Pharynx D92CHZZ 
Pineal Body DG21HZZ 
Pituitary Gland DG20HZZ 
Pleura DB25HZZ 
Prostate DV20HZZ 
Rectum DD27HZZ 
Sinuses D927HZZ 
Spinal Cord DO26HZZ 
Spleen D722HZZ 
Stomach DD21HZZ 
Testis DV21HZZ 
Thymus D721HZZ 
Thyroid Gland DG25HZZ 
Tongue D925HZZ 
Trachea DB20HZZ 
Ureter DT21HZZ 
Urethra DT23HZZ 
Uterus DU22HZZ 
Pelvic Region DW26 
Pharynx D92C 
Pineal Body DG21 
Pituitary Gland DG20 
Pleura DB25 
Prostate DV20 
Rectum DD27 
Sinuses D927 
Spinal Cord D026 
Spleen D722 
Stomach DD21 
Testis DV21 
Thymus D721 
Thyroid Gland DG25 
Tongue D925 
Trachea DB20 
Ureter DT21 
Urethra DT23 
Uterus DU22 
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igamen 


: Sternoclavicular | 


Sternoclavicular ligament 


Sternoclavicular ligament 
use Shoulder Bursa and Ligament, Left 
use Shoulder Bursa and Ligament, Right 
Sternocleidomastoid artery 
use Thyroid Artery, Left 
use Thyroid Artery, Right 
Sternocleidomastoid muscle 
use Neck Muscle, Left 
use Neck Muscle, Right 
Sternocostal ligament use Sternum Bursa and Liga- 
ment 
Sternotomy 
see Division, Sternum @P80 
see Drainage, Sternum @P90 
Stimulation, cardiac 
Cardioversion 5A2204Z 
Electrophysiologic testing see Measurement, Car- 
diac 4A@2 
Stimulator Generator 
Insertion of device in 
Abdomen @JH8 
Back @JH7 
Chest QJH6 
Multiple Array 
Abdomen @JH8 
Back QJH7 
Chest QJH6 
Multiple Array Rechargeable 
Abdomen @JH8 
Back @JH7 
Chest @JH6 
Removal of device from, Subcutaneous Tissue and 
Fascia, Trunk @JPT 
Revision of device in, Subcutaneous Tissue and 
Fascia, Trunk @JWT 
Single Array 
Abdomen @JH8 
Back @JH7 
Chest @JH6 
Single Array Rechargeable 
Abdomen @JH8 
Back @JH7 
Chest OJH6 
Stimulator Lead 
Insertion of device in 
Anal Sphincter DHR 
Artery 
Left @3HL 
Right @3HK 
Bladder @THB 
Muscle 
Lower @KHY 
Upper @KHX 
Stomach @DH6 
Ureter @TH9 
Removal of device from 
Anal Sphincter DPR 
Artery, Upper @3PY 
Bladder @TPB 
Muscle 
Lower OKPY 
Upper OKPX 
Stomach @DP6 
Ureter @TP9 
Revision of device in 
Anal Sphincter @DWR 
Artery, Upper 03WY 
Bladder @TWB 
Muscle 
Lower @KWY 
Upper OKWX 
Stomach DW6 
Ureter @TW9 
Stoma 
Excision 
Abdominal Wall @WBFXZ2 
Neck @WB6XZ2 
Repair 
Abdominal Wall BWOFXZ2 
Neck @6WQ6XZ2 
Stomatoplasty 
see Repair, Mouth and Throat CQ 
see Replacement, Mouth and Throat OCR 
see Supplement, Mouth and Throat OCU 
Stomatorrhaphy see Repair, Mouth and Throat CQ 
Stratos LV use Cardiac Resynchronization Pacemaker 
Pulse Generator in @JH 
Stress test 4AQ2XM4, 4A12XM4 


Stripping see Extraction 
Study 
Electrophysiologic stimulation, cardiac see Mea- 
surement, Cardiac 4A02 
Ocular motility 4A97X7Z 
Pulmonary airway flow measurement see Measure- 
ment, Respiratory 4A99 
Visual acuity 4A®7XOZ 
Styloglossus muscle use Tongue, Palate, Pharynx 
Muscle 
Stylomandibular ligament use Head and Neck Bursa 
and Ligament 
Stylopharyngeus muscle use Tongue, Palate, Pharynx 
Muscle 
Subacromial bursa : 
use Shoulder Bursa and Ligament, Left 
use Shoulder Bursa and Ligament, Right 
Subaortic (common iliac) lymph node use Lymphat- 
ic, Pelvis 
Subarachnoid space, spinal use Spinal Canal 
Subclavicular (apical) lymph node 
use Lymphatic, Left Axillary 
use Lymphatic, Right Axillary 
Subclavius muscle 
use Thorax Muscle, Left 
use Thorax Muscle, Right 
Subclavius nerve use Brachial Plexus 
Subcostal artery use Upper Artery 
Subcostal muscle 
use Thorax Muscle, Left 
use Thorax Muscle, Right 
Subcostal nerve use Thoracic Nerve 
Subcutaneous Defibrillator Lead 
Insertion of device in, Subcutaneous Tissue and 
Fascia, Chest @JH6 
Removal of device from, Subcutaneous Tissue and 
Fascia, Trunk @JPT 
Revision of device in, Subcutaneous Tissue and 
Fascia, Trunk JWT 
Subcutaneous injection reservoir, port use Vascular 
Access Device, Totally Implantable in Subcuta- 
neous Tissue and Fascia 
Subcutaneous injection reservoir, pump use Infu- 
sion Device, Pump in Subcutaneous Tissue and 
Fascia 
Subdermal progesterone implant use Contraceptive 
Device in Subcutaneous Tissue and Fascia 
Subdural space, spinal use Spinal Canal 
Submandibular ganglion 
use Facial Nerve 
use Head and Neck Sympathetic Nerve 
Submandibular gland 
use Submaxillary Gland, Left 
use Submaxillary Gland, Right 
Submandibular lymph node use Lymphatic, Head 
Submandibular space use Subcutaneous Tissue and 
Fascia, Face 
Submaxillary ganglion use Head and Neck Sympa- 
thetic Nerve 
Submaxillary lymph node use Lymphatic, Head 
Submental artery use Face Artery 
Submental lymph node use Lymphatic, Head 
Submucous (Meissner's) plexus use Abdominal 
Sympathetic Nerve 
Suboccipital nerve use Cervical Nerve 
Suboccipital venous plexus 
use Vertebral Vein, Left 
use Vertebral Vein, Right 
Subparotid lymph node use Lymphatic, Head 
Subscapular aponeurosis 
use Subcutaneous Tissue and Fascia, Left Upper 
Arm 
use Subcutaneous Tissue and Fascia, Right Upper 
Arm 
Subscapular artery 
use Axillary Artery, Left 
use Axillary Artery, Right 
Subscapular (posterior) lymph node 
use Lymphatic, Axillary, Left 
use Lymphatic, Axillary, Right 
Subscapularis muscle 
use Shoulder Muscle, Left 
use Shoulder Muscle, Right 
Substance Abuse Treatment 
Counseling 
Family, for substance abuse, Other Family 
Counseling HZ63ZZZ 


ICD-10-PCS 202 


Substance Abuse Treatment — continued 
Counseling — continued 
Group 
12-Step HZ43ZZZ 
Behavioral HZ41ZZZ 
Cognitive HZ49ZZZ 
Cognitive-Behavioral HZ42Z2ZZ 
Confrontational HZ48ZZZ 
Continuing Care HZ49ZZZ 
Infectious Disease 
Post-Test HZ4CZZZ 
Pre-Test HZ4CZZZ 
Interpersonal HZ44ZZZ 
Motivational Enhancement HZ47ZZZ 
Psychoeducation HZ46ZZZ 
Spiritual HZ4BZZZ 
Vocational HZ45ZZZ 
Individual 
12-Step HZ33ZZZ 
Behavioral HZ31ZZZ 
Cognitive HZ30ZZZ 
Cognitive-Behavioral HZ32Z2Z 
Confrontational HZ38ZZZ 
Continuing Care HZ39ZZZ 
Infectious Disease 
Post-Test HZ3CZZZ 
Pre-Test HZ3CZZZ 
Interpersonal HZ34ZZZ 
Motivational Enhancement HZ37ZZZ 
Psychoeducation HZ36ZZZ 
Spiritual HZ3BZZZ 
Vocational HZ35ZZZ 
Detoxification Services, for substance abuse 
HZ2ZZZZ 
Medication Management 
Antabuse HZ83ZZZ 
Bupropion HZ87ZZZ 
Clonidine HZ86ZZZ 
Levo-alpha-acetyl-methadol (LAAM) 
HZ82ZZZ 
Methadone Maintenance HZ81ZZZ 
Naloxone HZ85ZZZ 
Naltrexone HZ84ZZZ 
Nicotine Replacement HZ80ZZZ 
Other Replacement Medication HZ89ZZZ 
Psychiatric Medication HZ88ZZZ 
Pharmacotherapy 
Antabuse HZ93ZZZ 
Bupropion HZ97ZZZ 
Clonidine HZ96ZZZ 
Levo-alpha-acetyl-methadol (LAAM) 
HZ92ZZZ 
Methadone Maintenance HZ91ZZZ 
Naloxone HZ95ZZZ 
Naltrexone HZ94ZZZ 
Nicotine Replacement HZ98ZZZ 
Psychiatric Medication HZ98ZZZ 
Replacement Medication, Other HZ99ZZZ 
Psychotherapy 
12-Step HZ53ZZZ 
Behavioral HZ51ZZZ 
Cognitive HZ50ZZZ 
Cognitive-Behavioral HZ52ZZZ 
Confrontational HZ58ZZZ 
Interactive HZ55ZZZ 
Interpersonal HZ54ZZZ 
Motivational Enhancement HZ57ZZZ 
Psychoanalysis HZ5BZZZ 
Psychodynamic HZ5CZZZ 
Psychoeducation HZ56ZZZ 
Psychophysiological HZ5DZZZ 
Supportive HZ59ZZZ 
Substantia nigra use Basal Ganglia 
Subtalar (talocalcaneal) joint 
use Tarsal Joint, Left 
use Tarsal Joint, Right 
Subtalar ligament 
use Foot Bursa and Ligament, Left 
use Foot Bursa and Ligament, Right 
Subthalamic nucleus use Basal Ganglia 
Suction curettage (D&C), nonobstetric see Extrac- 
tion, Endometrium OUDB 
Suction curettage, obstetric post-delivery see Ex- 
traction, Products of Conception, Retained 18D1 
Superficial circumflex iliac vein 
use Saphenous Vein, Left 
use Saphenous Vein, Right 
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iperficial epigastric artery 
use Femoral Artery, Left 
use Femoral Artery, Right 
Jperficial epigastric vein 
use Saphenous Vein, Left 
use Saphenous Vein, Right 
uperficial Inferior Epigastric Artery Flap 
Replacement 
Bilateral BHRVO78 
Left @HRUG78 
Right OHRTO78 
Transfer 
Left @KXG 
Right @KXF 
uperficial palmar arch 
use Hand Artery, Left 
use Hand Artery, Right 
uperficial palmar venous arch 
use Hand Vein, Left 
use Hand Vein, Right 
uperficial temporal artery 
use Temporal Artery, Left 
use Temporal Artery, Right 
uperficial transverse perineal muscle use Perineum 
Muscle 
uperior cardiac nerve use Thoracic Sympathetic 
Nerve 
uperior cerebellar vein use Intracranial Vein 
uperior cerebral vein use Intracranial Vein 
uperior clunic (cluneal) nerve use Lumbar Nerve 
uperior epigastric artery 
use Internal Mammary Artery, Left 
use Internal Mammary Artery, Right 
uperior genicular artery 
use Popliteal Artery, Left 
use Popliteal Artery, Right 
uperior gluteal artery 
use Internal lliac Artery, Left 
use Internal Iliac Artery, Right 
uperior gluteal nerve use Lumbar Plexus 
uperior hypogastric plexus use Abdominal Sympa- 
thetic Nerve 
uperior labial artery use Face Artery 
uperior laryngeal artery 
use Thyroid Artery, Left 
use Thyroid Artery, Right 
uperior laryngeal nerve use Vagus Nerve 
uperior longitudinal muscle use Tongue, Palate, 
Pharynx Muscle 
uperior mesenteric ganglion use Abdominal Sym- 
pathetic Nerve 
uperior mesenteric lymph node use Lymphatic, 
Mesenteric 
uperior mesenteric plexus use Abdominal Sympa- 
thetic Nerve 
uperior oblique muscle 
use Extraocular Muscle, Left 
use Extraocular Muscle, Right 
uperior olivary nucleus use Pons 
uperior rectal artery use Inferior Mesenteric Artery 
uperior rectal vein use Inferior Mesenteric Vein 
uperior rectus muscle 
use Extraocular Muscle, Left 
use Extraocular Muscle, Right 
uperior tarsal plate 
use Upper Eyelid, Left 
use Upper Eyelid, Right 
uperior thoracic artery 
use Axillary Artery, Left 
use Axillary Artery, Right 
uperior thyroid artery 
use External Carotid Artery, Left 
use External Carotid Artery, Right 
use Thyroid Artery, Left 
use Thyroid Artery, Right 
uperior turbinate use Nasal Turbinate 
uperior ulnar collateral artery 
ie Brachial Artery, Left 
use Brachial Artery, Right 
ipersaturated Oxygen therapy 5A9512C, 5A9522C 
blement 
Abdominal Wall @WUF 
Acetabulum 
Left @QU5 
Right QU4 
Ampulla of Vater @FUC 
Anal Sphincter @DUR 
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Ankle Region 
Left @YUL 
Right BYUK 
Anus 8DUQ 
Aorta 
Abdominal ®4U@ 
Thoracic 
Ascending/Arch @2UX 
Descending 02UW 
Arm 
Lower 
Left OXUF 
Right @XUD 
Upper 
Left @XU9 
Right @XU8 
Artery 
Anterior Tibial 
Left 04UQ 
Right ®4UP 
Axillary 
Left 03U6 
Right 03U5 
Brachial 
Left 03U8 
Right @3U7 
Celiac 04U1 
Colic 
Left 04U7 
Middle 84U8 
Right 84U6 
Common Carotid 
Left @3UJ 
Right @3UH 
Common lliac 
Left 04UD 
Right 84UC 
Coronary 


Four or More Arteries @2U3 


One Artery 02U9 

Three Arteries 02U2 

Two Arteries @2U1 
External Carotid 

Left @3UN 

Right 83UM 
External Iliac 

Left 84UJ 

Right 04UH 
Face @3UR 
Femoral 

Left @4UL 

Right 84UK 
Foot 

Left @4UW 

Right @4UV 
Gastric 04U2 
Hand 

Left @3UF 

Right @3UD 
Hepatic 04U3 
Inferior Mesenteric 04UB 
Innominate 03U2 
Internal Carotid 

Left @3UL 

Right 03UK 
Internal Iliac 

Left @4UF 

Right @4UE 
Internal Mammary 

Left @3U1 

Right 03Ud 
Intracranial @3UG 
Lower @4UY 
Peroneal 

Left 64UU 

Right @4UT 
Popliteal 

Left @4UN 

Right 04UM 
Posterior Tibial 

Left @4US 

Right @4UR 
Pulmonary 

Left @2UR 

Right 22UQ 
Pulmonary Trunk 02UP 
Radial 

Left @3UC 
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Artery — continued 
Radial — continued 
Right 03UB 
Renal 
Left O4UA 
Right @4U9 
Splenic 04U4 
Subclavian 
Left @3U4 
Right 3U3 
Superior Mesenteric 84U5 
Temporal 
Left @3UT 
Right 03US 
Thyroid 
Left @3UV 
Right 03UU 
Ulnar 
Left @3UA 
Right 03U9 
Upper @3UY 
Vertebral 
Left @3UQ 
Right @3UP 
Atrium 
Left @2U7 
Right @2U6 
Auditory Ossicle 
Left 9UA 
Right 09U9 
Axilla 
Left @XU5 
Right @XU4 
Back 
Lower O®WUL 
Upper @WUK 
Bladder TUB 
Bladder Neck @TUC 
Bone 
Ethmoid 
Left @NUG 
Right ONUF 
Frontal @NU1 
Hyoid @NUX 
Lacrimal 
Left @NUJ 
Right NUH 
Nasal @NUB 
Occipital @NU7 
Palatine 
Left @NUL 
Right NUK 
Parietal 
Left @NU4 
Right BNU3 
Pelvic 
Left QU3 
Right @QU2 
Sphenoid BNUC 
Temporal 
Left @NU6 
Right NUS 
Zygomatic 
Left ONUN 
Right BNUM 
Breast 
Bilateral @HUV 
Left OHUU 
Right OHUT 
Bronchus 
Lingula @BU9 
Lower Lobe 
Left @BUB 
Right @BU6 
Main 
Left @BU7 
Right 0BU3 
Middle Lobe, Right @BU5 
Upper Lobe 
Left @BU8 
Right @BU4 
Buccal Mucosa 8CU4 
Bursa and Ligament 
Abdomen 
Left @MUJ 
Right Q@MUH 
Ankle 
Left OMUR 
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Supplement — continued 
Bursa and Ligament — continued 
Ankle — continued 
Right @MUQ 
Elbow 
Left OMU4 
Right @MU3 
Foot 
Left @MUT 
Right MUS 
Hand 
Left @MU8 
Right BMU7 
Head and Neck MUS 
Hip 
Left @MUM 
Right MUL 
Knee 
Left @MUP 
Right BMUN 
Lower Extremity 
Left @MUW 
Right @MUV 
Perineum @MUK 
Rib(s) @MUG 
Shoulder 
Left @MU2 
Right @MU1 
Spine 
Lower MUD 
Upper @MUC 
Sternum @MUF 
Upper Extremity 
Left @MUB 
Right BMU9 
Wrist 
Left @MU6 
Right @MU5 
Buttock 
Left @YU1 
Right GBYUG 
Carina @BU2 
Carpal 
Left PUN 
Right PUM 
Cecum @DUH 
Cerebral Meninges 99U1 
Cerebral Ventricle @@U6 
Chest Wall @WU8 
Chordae Tendineae @2U9 
Cisterna Chyli @7UL 
Clavicle 
Left @PUB 
Right @PU9 
Clitoris @UUJ 
Coccyx @QUS 
Colon 
Ascending DUK 
Descending DUM 
Sigmoid @DUN 
Transverse @DUL 
Cord 
Bilateral @VUH 
Left @VUG 
Right @VUF 
Cornea 
Left @8U9 
Right 88U8 
Cul-de-sac QUUF 
Diaphragm @BUT 
Disc 
Cervical Vertebral @RU3 
Cervicothoracic Vertebral @RUS 
Lumbar Vertebral @SU2 
Lumbosacral @SU4 
Thoracic Vertebral @RU9 
Thoracolumbar Vertebral BRUB 
Duct 
Common Bile @FU9 
Cystic @FU8 
Hepatic 
Common @FU7 
Left @FU6 
Right @FUS 
Lacrimal 
Left @8UY 
Right 8UX 
Pancreatic @FUD 
Accessory @FUF 
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Supplement — continued 
Duodenum gDU9 
Dura Mater 60U2 
Ear 

External 
Bilateral Q9U2 
Left 9U1 
Right 29US 
Inner 
Left Q9UE 
Right @9UD 
Middle 
Left 09U6 
Right 9U5 
Elbow Region 
Left OXUC 
Right OXUB 
Epididymis 
Bilateral OVUL 
Left OVUK 
Right OVUJ 
Epiglottis OCUR 
Esophagogastric Junction @DU4 
Esophagus @DU5 
_ Lower 9DU3 
Middle @DU2 
Upper @DU1 
Extremity 
Lower 
Left YUB 
Right BYU9 
Upper 
Left @XU7 
Right XU6 
Eye 
Left @8U1 
Right 8U 
Eyelid 
Lower 
Left @8UR 
Right @8UQ 
Upper 
Left @8UP 
Right Z8UN 
Face O™WU2 
Fallopian Tube 
Left @UU6 
Right BUU5 
Fallopian Tubes, Bilateral BUU7 
Femoral Region 
Bilateral QYUE 
Left OYU8 
Right 0YU7 
Femoral Shaft 
Left @QU9 
Right QU8 
Femur 
Lower 
Left @QUC 
Right QUB 
Upper 
Left QU7 
Right @QU6 
Fibula 
Left QQUK 
Right 8QUJ 
Finger 
Index 
Left @XUP 
Right XUN 
Little 
Left OXUW 
Right OXUV 
Middle 
Left OXUR 
Right @XUQ 
Ring 
Left OXUT 
Right @XUS 
Foot 
Left OYUN 
Right BYUM 
Gingiva 
Lower OCU6 
Upper @CU5 
Glenoid Cavity 
Left @PU8 
Right @PU7 
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Supplement — continued 
Hand 
Left @XUK 
Right BXUJ 
Head @“WUS 
Heart @2UA 
Humeral Head 
Left @PUD 
Right @PUC 
Humeral Shaft 
Left @PUG 
Right @PUF 
Hymen OUUK 
lleocecal Valve BDUC 
lleum DUB 
Inguinal Region 
Bilateral BYUA 
Left @YU6 
Right BYU5 
Intestine 
Large DUE 
Left BDUG 
Right @DUF 
Small @DU8 
Iris 
Left @8UD 
Right 8UC 
Jaw 
Lower @WU5 
Upper @WU4 
Jejunum @DUA 
Joint 
Acromioclavicular 
Left @RUH 
Right RUG 
Ankle 
Left @SUG 
Right @SUF 
Carpal 
Left @RUR 
Right ORUQ 
Carpometacarpal 
Left @RUT 
Right ORUS 
Cervical Vertebral @RU1 
Cervicothoracic Vertebral BRU4 
Coccygeal BSU6 
Elbow 
Left BRUM 
Right ORUL 
Finger Phalangeal 
Left ORUX 
Right @RUW 
Hip 
Left @SUB 
Acetabular Surface @SUE 
Femoral Surface @SUS 
Right @SU9 
Acetabular Surface @SUA 
Femoral Surface @SUR 
Knee 
Left SUD. 
Femoral Surface @BSUUQ9Z 
Tibial Surface OSUWO9Z 
Right OSUC 
Femoral Surface O@SUT@9Z 
Tibial Surface OSUVO9Z 
Lumbar Vertebral @SUO 
Lumbosacral @SU3 
Metacarpophalangeal 
Left @RUV 
Right @RUU 
Metatarsal-Phalangeal 
Left @SUN 
Right @SUM 
Occipital-cervical ORUO 
Sacrococcygeal @SUS5 
Sacroiliac 
Left SU8 
Right @SU7 
Shoulder 
Left @RUK 
Right ORUJ 
Sternoclavicular 
Left ORUF 
Right ORUE 
Tarsal 
Left @SUJ 
Right @SUH 
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upplement — continued 
Joint — continued 
Tarsometatarsal 
Left @SUL 
Right OSUK 
Temporomandibular 
Left @RUD 
Right @RUC 
Thoracic Vertebral @RU6 
Thoracolumbar Vertebral BRUA 
Toe Phalangeal 
Left @SUQ 
Right OSUP 
Wrist 
Left @RUP 
Right ORUN 
Kidney Pelvis 
Left @TU4 
Right @TU3 
Knee Region 
Left BYUG 
Right OYUF 
Larynx CUS 
Leg 
Lower 
Left OYUJ 
Right BYUH 
Upper 
Left BYUD 
Right BYUC 
Lip 
Lower @CU1 
Upper 8CUS 
Lymphatic 
Aortic @7UD 
Axillary 
Left @7U6 
Right @7U5 
Head 07UG 
Inguinal 
Left @7UJ 
Right @7UH 
Internal Mammary 
Left @7U9 
Right 07U8 
Lower Extremity 
Left @7UG 
Right @7UF 
Mesenteric 07UB 
Neck 
Left @7U2 
Right 07U1 
Pelvis @7UC 
Thoracic Duct 97UK 
Thorax @7U7 
Upper Extremity 
Left @7U4 
Right 7U3 
Mandible 
Left BNUV 
Right ONUT 
Maxilla ONUR 
Mediastinum @WUC 
Mesentery BDUV 
Metacarpal 
Left @PUQ 
Right @PUP 
Metatarsal 
Left @QUP 
Right @QUN 
Muscle 
Abdomen 
Left @KUL 
Right @KUK 
Extraocular 
Left @8UM 
Right @8UL 
Facial @KU1 
Foot 
Left @KUW 
Right BKUV 
Hand 
Left @KUD 
_ Right @BKUC 
_ Head @KUd 
Hip 
& Left @KUP 
Right OKUN 


Supplement — continued 
Muscle — continued 
Lower Arm and Wrist 
Left @KUB 
Right @KU9 
Lower Leg 
Left OKUT 
Right @KUS 
Neck 
Left OKU3 
Right @KU2 
Papillary 22UD 
Perineum @KUM 
Shoulder 
Left OKU6 
Right @KU5 
Thorax 
Left @KUJ 
Right @KUH 
Tongue, Palate, Pharynx @KU4 
Trunk 
. Left OKUG 
Right @KUF 
Upper Arm 
Left @KU8 
Right OKU7 
Upper Leg 
Left @KUR 
Right @KUQ 
Nasal Mucosa and Soft Tissue @9UK 
Nasopharynx 09UN 
Neck @WU6 
Nerve 
Abducens @@UL 
Accessory 00UR 
Acoustic @OUN 
Cervical 01U1 
Facial @OUM 
Femoral @1UD 
Glossopharyngeal OUP 
Hypoglossal @0US 
Lumbar 01UB 
Median @1U5 
Oculomotor @@UH 
Olfactory @OUF 
Optic BUG 
Peroneal 01UH 
Phrenic @1U2 
Pudendal @1UC 
Radial 1U6 
Sacral @1UR 
Sciatic @1UF 
Thoracic 01U8 
Tibial 1UG 
Trigeminal BBUK 
Trochlear 0OUJ 
Ulnar 01U4 
Vagus 80UQ 
Nipple 
Left BHUX 
Right GHUW 
Omentum 8DUU 
Orbit 
Left BNUQ 
Right ONUP 
Palate 
Hard @CU2 
Soft @CU3 
Patella 
Left QUF 
Right @QUD 
Penis @VUS 
Pericardium @2UN 
Perineum 
Female @WUN 
Male @WUM 
Peritoneum @DUW 
Phalanx 
Finger 
Left @PUV 
Right OPUT 
Thumb 
Left @PUS 
Right PUR 
Toe 
Left @QUR 
Right ZQUQ 
Pharynx CUM 
Prepuce @VUT 
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Radius 
Left @PUJ 
Right @PUH 
Rectum @DUP 
Retina 
Left @8UF 
Right @8UE 
Retinal Vessel 
Left @8UH 
Right 8UG 
Ribs 
1 to 2 @PU1 
3 or More @PU2 
Sacrum 0QU1 
Scapula 
Left @PU6 
Right @PU5 
Scrotum @VU5 
Septum 
Atrial @2U5 
Nasal @9UM 
Ventricular 02UM 
Shoulder Region 
Left @XU3 
Right @XU2 
Sinus 
Accessory 9UP 
Ethmoid 
Left G9UV 
Right G9UU 
Frontal 
Left @9UT 
Right G9US 
Mastoid 
Left G9UC 
Right 89UB 
Maxillary 
Left G9UR 
Right Z9UQ 
Sphenoid 
Left B9UX 
Right B9UW 
Skull BNUD 
Spinal Meninges QUT 
Sternum @PUO 
Stomach @DU6 
Pylorus 8DU7 
Subcutaneous Tissue and Fascia 
Abdomen @JU8 
Back @JU7 
Buttock @JU9 
Chest QJU6 
Face QJU1 
Foot 
Left QJUR 
Right 8JUQ 
Hand 
Left QJUK 
Right @JUJ 
Lower Arm 
Left QJUH 
Right @JUG 
Lower Leg 
Left QJUP 
Right @JUN 
Neck 
Left QJU5S 
Right @JU4 
Pelvic Region @JUC 
Perineum QJUB 
Scalp 0JUO 
Upper Arm 
Left QJUF 
Right @JUD 
Upper Leg 
Left QJUM 
Right @JUL 
Tarsal 
Left QQUM 
Right @QUL 
Tendon 
Abdomen 
Left @LUG 
Right @LUF 
Ankle 
Left OLUT 
Right @LUS 


121 


a. 
bp. 
| © 


@ 
= 
a 
 @ 
‘ 
= 
= 
Ss 
c 
Baa 
— 
= 
c=) 
= 
= 
= 
@ 
i 
t=) 
= 
ta 
a 
(TS 
ww 
& 
= 
@ 
[=< 
3 
wy 
= 
s 
wa 
i 
eae 
a 
Ph 


Supplement 


Supplement — continued 
Tendon — continued 
Foot 
Left BLUW 
Right LUV 
Hand 
Left @LU8 
Right @LU7 
Head and Neck @LU@ 
Hip 
Left OLUK 
Right 8LUJ 
Knee 
Left OLUR 
Right @LUQ 
Lower Arm and Wrist 
Left @LU6 
Right @LU5 
Lower Leg 
Left @LUP 
Right OLUN 
Perineum @LUH 
Shoulder 
Left @LU2 
Right @LU1 
Thorax 
Left @LUD 
Right @LUC 
Trunk 
Left @LUB 
Right @BLU9 
Upper Arm 
Left @LU4 
Right @LU3 
Upper Leg 
Left LUM 
Right @LUL 
Testis 
Bilateral @VUCO 
Left @VUBO 
Right BVU9G 
Thumb 
Left @XUM 
Right OXUL 
Tibia 
Left QQUH 
Right QUG 
Toe 
Ist 
Left BYUQ 
Right YUP 
2nd 
Left OYUS 
Right BYUR 
3rd 
Left BYUU 
Right GYUT 
4th 
Left GYUW 
Right @YUV 
5th 
Left OYUY 
Right BYUX 
Tongue 8CU7 
Trachea @BU1 
Tunica Vaginalis 
Left @VU7 
Right BVU6 
Turbinate, Nasal @9UL 
Tympanic Membrane 
Left 9U8 
Right 69U7 
Ulna 
Left @PUL 
Right @PUK 
Ureter 
Left @TU7 
Right @TU6 
Urethra @TUD 
Uterine Supporting Structure OUU4 
Uvula @CUN 
Vagina @UUG 
Valve 
Aortic @2UF 
Mitral @2UG 
Pulmonary @2UH 
Tricuspid @2UJ 
Vas Deferens 
Bilateral @VUQ 
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Supplement — continued 
Vas Deferens — continued 
Left @VUP 
Right BVUN 
Vein 
Axillary 
Left 65U8 
Right @5U7 
Azygos 05U9 
Basilic 
Left @5UC 
Right @5UB 
Brachial 
Left @5UA 
Right 25U9 
Cephalic 
Left OSUF 
Right 5UD 
Colic 06U7 
Common lliac 
Left @6UD 
Right 6UC 
Esophageal #6U3 
_ External Iliac 
Left G6UG 
Right Q6UF 
External Jugular 
Left 65UQ 
Right @5UP 
Face 
Left @5UV 
Right @5UT 
Femoral 
Left B6UN 
Right 66UM 
Foot 
Left G6UV 
Right G6UT 
Gastric @6U2 
Hand 
Left @5UH 
Right 5UG 
Hemiazygos @5U1 
Hepatic 06U4 
Hypogastric 
Left G6UJ 
Right @6UH 
Inferior Mesenteric Q6U6 
Innominate 
Left 05U4 
Right @5U3 
Internal Jugular 
Left SUN 
Right 65UM 
Intracranial @SUL 
Lower @6UY 
Portal 86U8 
Pulmonary 
Left @2UT 
Right @2US 
Renal 
Left @6UB 
Right @6U9 
Saphenous 
Left 6UQ 
Right @6UP 
Splenic 96U1 
Subclavian 
Left @5U6 
Right @5U5 
Superior Mesenteric 06U5 
Upper O5UY 
Vertebral 
Left @5US 
Right @5UR 
Vena Cava 
Inferior 06UG 
Superior 82UV 
Ventricle 
Left @2UL 
Right @2UK 
Vertebra 
Cervical OPU3 
Lumbar 8QU@ 
Mechanically Expandable (Paired) Syn- 
thetic Substitute XNU@356 
Thoracic @PU4 
Mechanically Expandable (Paired) Syn- 
thetic Substitute XNU4356 
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Supplement — continued 
Vesicle 
Bilateral BVU3 
Left @VU2 
Right @VU1 
Vocal Cord 
Left @CUV 
Right CUT 
Vulva BUUM 
Wrist Region 
Left @XUH 
Right QXUG 
Supraclavicular (Virchow's) lymph node 
use Lymphatic, Left Neck 
use Lymphatic, Right Neck 
Supraclavicular nerve use Cervical Plexus 
Suprahyoid lymph node use Lymphatic, Head 
Suprahyoid muscle 
use Neck Muscle, Left 
use Neck Muscle, Right 
Suprainguinal lymph node use Lymphatic, Pelvis 
Supraorbital vein 
use Face Vein, Left 
use Face Vein, Right 
Suprarenal gland 
use Adrenal Gland 
use Adrenal Gland, Bilateral 
use Adrenal Gland, Left 
use Adrenal Gland, Right 
Suprarenal plexus use Abdominal Sympathetic Nerve 
Suprascapular nerve use Brachial Plexus 
Supraspinatus fascia 
use Subcutaneous Tissue and Fascia, Left Upper 
Arm 
use Subcutaneous Tissue and Fascia, Right Upper 
Arm 
Supraspinatus muscle 
use Shoulder Muscle, Left 
use Shoulder Muscle, Right 
Supraspinous ligament 
use Lower Spine Bursa and Ligament 
use Upper Spine Bursa and Ligament 
Suprasternal notch use Sternum 
Supratrochlear lymph node 
use Lymphatic, Left Upper Extremity 
use Lymphatic, Right Upper Extremity 
Sural artery 
use Popliteal Artery, Left 
use Popliteal Artery, Right 
Surpass Streamline™ Flow Diverter use intraluminal 
Device, Flow Diverter in 03V 
Suspension 
Bladder Neck see Reposition, Bladder Neck TSC 
Kidney see Reposition, Urinary System @TS 
Urethra see Reposition, Urinary System OTS 
Urethrovesical see Reposition, Bladder Neck @TSC 
Uterus see Reposition, Uterus @US9 
Vagina see Reposition, Vagina BUSG 
Sustained Release Drug-eluting Intraluminal De- 
vice 
Dilation 
Anterior Tibial 
Left X27Q385 
Right X27P385 
Femoral 
Left X27J385 
Right X27H385 
Peroneal 
Left X27U385 
Right X27T385 
Popliteal 
Left Distal X27N385 
Left Proximal X27L385 
Right Distal X27M385 
Right Proximal X27K385 
Posterior Tibial 
Left X27S385 
Right X27R385 
Four or More 
Anterior Tibial 
Left X27Q3C5 
Right X27P3C5 
Femoral 
Left X27J3C5 
Right X27H3C5 
Peroneal 
Left X27U3C5 
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ustained Release Drug-eluting Intraluminal Device 
— continued 
Four or More — continued 
Peroneal — continued 
Right X27T3C5 
Popliteal 
Left Distal X27N3C5 
Left Proximal X27L3C5 
Right Distal X27M3C5 
Right Proximal X27K3C5 
Posterior Tibial 
Left X27S3C5 
Right X27R3C5 
Three 
Anterior Tibial 
Left X27Q3B5 
Right X27P3B5 
Femoral 
Left X27J3B5 
Right X27H3B5 
Peroneal 
Left X27U3B5 
Right X27T3B5 
Popliteal 
Left Distal X27N3B5 
Left Proximal X27L3B5 
Right Distal X27M3B5 
Right Proximal X27K3B5 
Posterior Tibial 
Left X27S3B5 
Right X27R3B5 
Two 
Anterior Tibial 
Left X27Q395 
Right X27P395 
Femoral 
Left X27J395 
Right X27H395 
Peroneal 
Left X27U395 
Right X27T395 
Popliteal 
Left Distal X27N395 
Left Proximal X27L395 
Right Distal X27M395 
Right Proximal X27K395 
Posterior Tibial 
Left X27S395 
Right X27R395 
juture 
Laceration repair see Repair 
Ligation see Occlusion 
uture Removal 
Extremity 
Lower 8EOYXY8 
Upper 8EOXXY8 
Head and Neck Region 8E@9XY8 
Trunk Region 8EGWXY8 
utureless valve, Perceval use Zooplastic Tissue, 
Rapid Deployment Technique in New Technology 
weat gland use Skin 
ympathectomy see Excision, Peripheral Nervous 
System 01B 
ynCardia Total Artificial Heart use Synthetic Substi- 
tute 
ynchra CRT-P use Cardiac Resynchronization Pace- 
maker Pulse Generator in @JH 
ynchroMed pump use Infusion Device, Pump in 
Subcutaneous Tissue and Fascia 
ynechiotomy, iris see Release, Eye 8N 
ynovectomy 
Lower joint see Excision, Lower Joints 9SB 
Upper joint see Excision, Upper Joints ORB 
ynthetic Human Angiotensin Il XWd 
ystemic Nuclear Medicine Therapy 
Abdomen CW798 
Anatomical Regions, Multiple CW7YYZZ 
Chest CW73 
Thyroid CW7G 
Whole Body CW7N 


T 


agraxofusp-erzs Antineoplastic XW9 
akedown 
Arteriovenous shunt see Removal of device from, 
Upper Arteries 03P 


Takedown — continued 
Arteriovenous shunt, with creation of new shunt 
see Bypass, Upper Arteries 031 
Stoma 
see Excision 
see Reposition 
Talent® Converter use Intraluminal Device 
Talent® Occluder use Intraluminal Device 
Talent® Stent Graft (abdominal) (thoracic) use In- 
traluminal Device 
Talocalcaneal (subtalar) joint 
use Tarsal Joint, Left 
use Tarsal Joint, Right 
Talocalcaneal ligament 
use Foot Bursa and Ligament, Left 
use Foot Bursa and Ligament, Right 
Talocalcaneonavicular joint 
use Tarsal Joint, Left 
use Tarsal Joint, Right 
Talocalcaneonavicular ligament 
use Foot Bursa and Ligament, Left 
use Foot Bursa and Ligament, Right 
Talocrural joint 
use Ankle Joint, Left 
use Joint, Ankle, Right 
Talofibular ligament 
use Ankle Bursa and Ligament, Left 
use Ankle Bursa and Ligament, Right 
Talus bone 
use Tarsal, Left 
use Tarsal, Right 
TandemHeart® System use Short-term External Heart 
Assist System in Heart and Great Vessels 
Tarsectomy 
see Excision, Lower Bones QB 
see Resection, Lower Bones @QT 
Tarsometatarsal ligament 
use Foot Bursa and Ligament, Left 
use Foot Bursa and Ligament, Right 
Tarsorrhaphy see Repair, Eye 08Q 
Tattooing 
Cornea 3EOCXMZ 
Skin see Introduction of substance in or on, Skin 
3E00 
TAXUS® Liberté® Paclitaxel-eluting Coronary Stent 
System use Intraluminal Device, Drug-eluting in 
Heart and Great Vessels 
TBNA (transbronchial needle aspiration) 
Fluid or gas see Drainage, Respiratory System @B9 
Tissue biopsy see Extraction, Respiratory System 
BD 
TECENTRIQ® use Atezolizumab Antineoplastic 
Telemetry 4A12X4Z 
Ambulatory 4A12X45 
Temperature gradient study 4AQZXKZ 
Temporal lobe use Cerebral Hemisphere 
Temporalis muscle use Head Muscle 
Temporoparietalis muscle use Head Muscle 
Tendolysis see Release, Tendons OLN 
Tendonectomy 
see Excision, Tendons @LB 
see Resection, Tendons OLT 
Tendonoplasty, tenoplasty 
see Repair, Tendons @LQ 
see Replacement, Tendons @LR 
see Supplement, Tendons @LU 
Tendorrhaphy see Repair, Tendons 0LQ 
Tendototomy 
see Division, Tendons OL8 
see Drainage, Tendons @L9 
Tenectomy, tenonectomy 
see Excision, Tendons @LB 
see Resection, Tendons @LT 
Tenolysis see Release, Tendons OLN 
Tenontorrhaphy see Repair, Tendons LQ 
Tenontotomy 
see Division, Tendons @L8 
see Drainage, Tendons OL9 
Tenorrhaphy see Repair, Tendons LQ 
Tenosynovectomy 
see Excision, Tendons @LB 
see Resection, Tendons @LT 
Tenotomy 
see Division, Tendons @L8 
see Drainage, Tendons @L9 
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Thrombectomy 


Tensor fasciae latae muscle 
use Hip Muscle, Left 
use Hip Muscle, Right ' 
Tensor veli palatini muscle use Tongue, Palate, 
Pharynx Muscle 
Tenth cranial nerve use Vagus Nerve 
Tentorium cerebelli use Dura Mater 
Teres major muscle 
use Shoulder Muscle, Left 
use Shoulder Muscle, Right 
Teres minor muscle 
use Shoulder Muscle, Left 
use Shoulder Muscle, Right 
Termination of pregnancy 
Aspiration curettage 18AQ7ZZ 
Dilation and curettage 19A@7ZZ 
Hysterotomy 10A@@ZZ 
Intra-amniotic injection 18A@3ZZ 
Laminaria 19A97ZW 
Vacuum 18A07Z6 
Testectomy 
see Excision, Male Reproductive System 0VB 
see Resection, Male Reproductive System OVT 
Testicular artery use Abdominal Aorta 
Testing 
Glaucoma 4AQ7XBZ 
Hearing see Hearing Assessment, Diagnostic Audi- 
ology F13 
Mental health see Psychological Tests 
Muscle function, electromyography (EMG) see 
Measurement, Musculoskeletal 4AQF 
Muscle function, manual see Motor Function As- 
sessment, Rehabilitation FQ1 
Neurophysiologic monitoring, intra-operative see 
Monitoring, Physiological Systems 4A1 
Range of motion see Motor Function Assessment, 
Rehabilitation FO1 
Vestibular function see Vestibular Assessment, Di- 
agnostic Audiology F15 
Thalamectomy see Excision, Thalamus 99B9 
Thalamotomy see Drainage, Thalamus 9099 
Thenar muscle 
use Hand Muscle, Left 
use Hand Muscle, Right 
Therapeutic Massage 
Musculoskeletal System 8EOKX1Z 
Reproductive System 
Prostate 8EOVX1C 
Rectum 8E9VX1D 
Therapeutic occlusion coil(s) use Intraluminal Device 
Thermography 4A9ZXKZ 
Thermotherapy, prostate see Destruction, Prostate 
OV50 
Third cranial nerve use Oculomotor Nerve 
Third occipital nerve use Cervical Nerve 
Third ventricle use Cerebral Ventricle 
Thoracectomy see Excision, Anatomical Regions, 
General 6WB 
Thoracentesis see Drainage, Anatomical Regions, 
General 8W9 
Thoracic aortic plexus use Thoracic Sympathetic Nerve 
Thoracic esophagus use Esophagus, Middle 
Thoracic facet joint use Thoracic Vertebral Joint 
Thoracic ganglion use Thoracic Sympathetic Nerve 
Thoracoacromial artery 
use Axillary Artery, Left 
use Axillary Artery, Right 
Thoracocentesis see Drainage, Anatomical Regions, 
General 8W9 
Thoracolumbar facet joint use Thoracolumbar Verte- 
bral Joint 
Thoracoplasty 
see Repair, Anatomical Regions, General @WQ 
see Supplement, Anatomical Regions, General OWU 
Thoracostomy, for lung collapse see Drainage, Res- 
piratory System @B9 
Thoracostomy tube use Drainage Device 
Thoracotomy see Drainage, Anatomical Regions, 
General 8W9 
Thoratec IVAD (Implantable Ventricular Assist 
Device) use Implantable Heart Assist System in 
Heart and Great Vessels 
Thoratec Paracorporeal Ventricular Assist Device 
use Short-term External Heart Assist System in 
Heart and Great Vessels 
Thrombectomy see Extirpation 
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Thrombolysis, Ultrasound assisted 


Thrombolysis, Ultrasound assisted see Fragmenta- 
tion, Artery 
Thymectomy 
see Excision, Lymphatic and Hemic Systems 87B 
see Resection, Lymphatic and Hemic Systems @7T 
Thymopexy 
see Repair, Lymphatic and Hemic Systems 07Q 
see Reposition, Lymphatic and Hemic Systems 975 
Thymus gland use Thymus 
Thyroarytenoid muscle 
use Neck Muscle, Left 
use Neck Muscle, Right 
Thyrocervical trunk 
use Thyroid Artery, Left 
use Thyroid Artery, Right 
Thyroid cartilage use Larynx 
Thyroidectomy 
see Excision, Endocrine System 89GB 
see Resection, Endocrine System @GT 
Thyroidorrhaphy see Repair, Endocrine System @GQ 
Thyroidoscopy 8GJK4ZZ 
Thyroidotomy see Drainage, Endocrine System 9G9 
Tibial insert use Liner in Lower Joints 
Tibialis anterior muscle 
use Lower Leg Muscle, Left 
use Lower Leg Muscle, Right 
Tibialis posterior muscle 
use Lower Leg Muscle, Left 
use Lower Leg Muscle, Right 
Tibiofemoral joint 
use Knee Joint, Left 
use Knee Joint, Right 
use Knee Joint, Tibial Surface, Left 
use Knee Joint, Tibial Surface, Right 
Tibioperoneal trunk 
use Popliteal Artery, Left 
use Popliteal Artery, Right 
Tisagenlecleucel use Engineered Autologous Chimeric 
Antigen Receptor T-cell Immunotherapy 
Tissue bank graft use Nonautologous Tissue Substitute 
Tissue expander (inflatable) (injectable) 
use Tissue Expander in Skin and Breast 
use Tissue Expander in Subcutaneous Tissue and 
Fascia 
Tissue Expander 
Insertion of device in 
Breast 
Bilateral BHHV 
Left @HHU 
Right @HHT 
Nipple 
Left GHHX 
Right BHHW 
Subcutaneous Tissue and Fascia 
Abdomen @JH8 
Back @JH7 
Buttock GJH9 
Chest 0JH6 
Face QJH1 
Foot 
Left QJHR 
Right 2JHQ 
Hand 
Left QJHK 
Right OJHJ 
Lower Arm 
Left @JHH 
Right 9JHG 
Lower Leg 
Left @JHP 
Right QJHN 
Neck 
Left @JH5 
Right QJH4 
Pelvic Region OJHC 
Perineum QJHB 
Scalp QJH@ 
Upper Arm 
Left @JHF 
Right @JHD 
Upper Leg 
Left GJHM 
Right QJHL 
Removal of device from 
Breast 
Left GHPU 
Right @HPT 
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Tissue Expander — continued 
Removal of device from — continued 
Subcutaneous Tissue and Fascia 
Head and Neck @JPS 
Lower Extremity @JPW 
Trunk @JPT 
Upper Extremity @JPV 
Revision of device in 
Breast 
Left SHWU 
Right GHWT 
Subcutaneous Tissue and Fascia 
Head and Neck @JWS 
Lower Extremity @JWW 
Trunk QJIWT 
Upper Extremity @JWV 
Tissue Plasminogen Activator (tPA) (r-tPA) use 
Other Thrombolytic 
Titanium Sternal Fixation System (TSFS) 
use Internal Fixation Device, Rigid Plate in @PS 
use Internal Fixation Device, Rigid Plate in @PH 
Tomographic (Tomo) Nuclear Medicine Imaging 
Abdomen CW20 
Abdomen and Chest CW24 
Abdomen and Pelvis CW21 
Anatomical Regions, Multiple CW2YYZZ 
Bladder, Kidneys and Ureters CT23 
Brain C020 
Breast CH2YYZZ 
Bilateral CH22 
Left CH21 
Right CH20 
Bronchi and Lungs CB22 « 
Central Nervous System C@2YYZZ 
Cerebrospinal Fluid C025 
Chest CW23 
Chest and Abdomen CW24 
Chest and Neck CW26 
Digestive System CD2YYZZ 
Endocrine System CG2YYZZ 
Extremity 
Lower CW2D 
Bilateral CP2F 
Left CP2D 
Right CP2C 
Upper CW2M 
Bilateral CP2B 
Left CP29 
Right CP28 
Gallbladder CF24 
Gastrointestinal Tract CD27 
Gland, Parathyroid CG21 
Head and Neck CW2B 
Heart C22YYZZ 
Right and Left C226 
Hepatobiliary System and Pancreas CF2YYZZ 
Kidneys, Ureters and Bladder CT23 
Liver CF25 
Liver and Spleen CF26 
Lungs and Bronchi CB22 
Lymphatics and Hematologic System C72YYZZ 
Musculoskeletal System, Other CP2YYZZ 
Myocardium C22G 
Neck and Chest CW26 
Neck and Head CW2B 
Pancreas and Hepatobiliary System CF2YYZZ 
Pelvic Region CW2J) 
Pelvis CP26 
Pelvis and Abdomen CW21 
Pelvis ana Spine CP27 
Respiratory System CB2YYZZ 
Skin CH2YYZZ 
Skull CP21 
Skull and Cervical Spine CP23 
Spine 
Cervical CP22 
Cervical and Skull CP23 
Lumbar CP2H 
Thoracic CP2G 
Thoracolumbar CP2J 
Spine and Pelvis CP27 
Spleen C722 
Spleen and Liver CF26 
Subcutaneous Tissue CH2YYZZ 
Thorax CP24 
Ureters, Kidneys and Bladder CT23 
Urinary System CT2YYZZ 
Tomography, computerized see Computerized To- 
mography (CT Scan) 
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Tongue, base of use Pharynx 
Tonometry 4A97XBZ 
Tonsillectomy 
see Excision, Mouth and Throat CB 
see Resection, Mouth and Throat OCT 
Tonsillotomy see Drainage, Mouth and Throat 6C9 
Total Anomalous Pulmonary Venous Return 
(TAPVR) repair 
see Bypass, Atrium, Left 8217 
see Bypass, Vena Cava, Superior 021V 
Total artificial (replacement) heart use Synthetic 
Substitute , 
Total parenteral nutrition (TPN) see Introduction of 
Nutritional Substance 
Trachectomy 
see Excision, Trachea OBB1 
see Resection, Trachea BT1 
Trachelectomy 
see Excision, Cervix GUBC 
see Resection, Cervix UTC 
Trachelopexy 
see Repair, Cervix BUQC 
see Reposition, Cervix USC 
Tracheloplasty see Repair, Cervix @UQC 
Trachelorrhaphy see Repair, Cervix SUQC 
Trachelotomy see Drainage, Cervix BU9C 
Tracheobronchial lymph node use Lymphatic, Thorax 
Tracheoesophageal fistulization 0B119D6 
Tracheolysis see Release, Respiratory System OBN 
Tracheoplasty 
see Repair, Respiratory System BQ 
see Supplement, Respiratory System OBU 
Tracheorrhaphy see Repair, Respiratory System BQ 
Tracheoscopy 9BJ18ZZ 
Tracheostomy see Bypass, Respiratory System 9B1 
Tracheostomy Device 
Bypass, Trachea 0B11 
Change device in, Trachea B21XFZ 
Removal of device from, Trachea @BP1 
Revision of device in, Trachea BW1 
Tracheostomy tube use Tracheostomy Device in Res- 
piratory System 
Tracheotomy see Drainage, Respiratory System OB9 
Traction 
Abdominal Wall 2W63X 
Arm 
Lower 
Left 2W6DX 
Right 2W6CX 
Upper 
Left 2W6BX 
Right 2W6AX 
Back 2W65X 
Chest Wall 2W64X 
Extremity 
Lower 
Left 2W6MX 
Right 2W6LX 
Upper 
Left 2W69X 
Right 2W68X 
Face 2W61X 
Finger 
Left 2W6KX 
Right 2W6JX 
Foot 
Left 2W6TX 
Right 2W6SX 
Hand 
Left 2W6FX 
Right 2W6EX 
Head 2W60X 
Inguinal Region 
Left 2W67X 
Right 2W66X 
Leg 
Lower 
Left 2W6RX 
Right 2W6QX 
Upper 
Left 2W6PX 
Right 2W6NX 
Neck 2W62X 
Thumb 
Left 2W6HX 
Right 2W6GX 
Toe 
Left 2W6VX 
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ction — continued 


Transfusion 


Transfer — continued 


Transfer — continued 


Jp ae ae — continued Stomach ODX6 
ctotomy see Division, Central Nervous System and he OKXP es ee As sieht 
4 me Nerves 608 ee Pe Back OJX7 
) and Wris 
use External Ear, Bilateral Left @KXB Pi pen 
use External Ear, Left Right OKX9 Face 0JX1 
use External Ear, Right Lower Leg Foot 
ing, caregiver see Caregiver Training Left O@KXT Left QJXR 
AM (transverse rectus abdominis myocuta- Right OKXS Right XQ 
neous) flap reconstruction Neck Hand 
Free see Replacement, Skin and Breast OHR Left OKX3 Left OJXK 
Pedicled see Transfer, Muscles OKX Right OKX2 Right @JXJ 
insdermal Glomerular Filtration Rate (GFR) Perineum OKXM Lower Arm 
_ Measurement System XT25XE5 Shoulder Left JXH 
insection see Division Left OKX6 Right @JXG 
insfer Right @KX5 Lower Leg 
Buccal Mucosa @CX4 Thorax Left QJXP 
Bursa and Ligament Left OKX) Right @JXN 
Abdomen Right OKXH Neck 
4 Left @MXJ Tongue, Palate, Pharynx @KX4 Left @JX5 
Right @MXH Trunk Right 0JX4 
Ankle Left @KXG Pelvic Region @JXC 
Left @MXR Right OKXF Perineum @JXB 
Right OMXQ Upper Arm Scalp 0X0 
~ Elbow Left OKX8 Upper Arm 
Left OMX4 Right OKX7 Left QJXF 
Right BMX3 Upper Leg Right 0JXD 
- Foot Left OKXR Upper Leg 
Left OMXT P Right OKXQ eft OJXM 
; erve Right @JXL 
re Le Abducens 0@XL Endoh 
Left OMX8 Accessory 88XR Abdomen 
= Right OMX7 Acoustic OOXN Left OLXG 
_ Head and Neck MX Cervical @1X1 Right OLXF 
_ Hip Facial O@XM Ankle 
Left @MXM Femoral @1XD Left @LXT 
Right OMXL Glossopharyngeal @0XP Right OLXS 
Knee Hypoglossal 80XS Foot 
Left MXP Lumbar 81XB Left @LXW 
~ Right OMXN Median @1X5 Right OLXV 
Lower Extremity Oculomotor @@XH Hand 
Left OMXW Olfactory BOXF Left OLX8 
~ Right OMXV Optic 80XG Right OLX7 
Perineum OMXK Peroneal 01XH Head and Neck OLX 
; Phrenic @1X2 Hi 
Rib(s) BMXG p p 
Shoulder udendal @1XC Left OLXK 
Right OMX1 iy i O1XF Knee 
Spine horacic 01X8 Left OLXR 
Lower @MXD Tibial 01XG Right OLXQ 
: Upper OMXC Trigeminal @OXK Lower Arm and Wrist 
sem OK uf ae 
: See? Vagus @0XO toMy leg 
3 Palate, Soft @CX3 Left OLXP 
eee oes Prepuce OVXT Right OLXN 
Left OMX6 Skin Perineum OLXH 
Right OMX5 Abdomen ®HX7XZZ Shoulder 
my Back OHX6XZZ Left OLX2 
re cane Buttock @HX8XZZ Right OLX1 

Right @XXNOZL mle Liars ome 
prong ie Left @HX3XZZ Right @LXC 
ae ie Right OHX2XZZ Trunk 
Ra Face @HX1XZZ Left OLXB 
i Foot ight : 
oS es Left OHXNXZZ Upper Arm 
’ 4 me Right OHXMXZZ Left aLX4 : 

q Hand 2 ight OLX3 oe 
i mene Left HXGXZZ Upper Leg . 
ia Right @HXFXZZ Left OLXM - 
pesclg Inguinal @HXAXZZ Right @LXL 
Abdomen Lower Arm Tongue 9CX7 o 
7 as Left OHXEXZZ Transfusion —, 
5 Right OKXK Right @HXDXZZ Immunotherapy see New Technology, Anatomical oo 
ee pociniat Lower Leg Regions XW2 5 
Se e8KM Left @HXLXZZ Products of Conception ye 
A oe Right OHXKXZZ Antihemophilic Factors 3027 = 
| Facial OKX1 Neck @HX4XZZ Blood | 
: Fog Perineum @HX9XZZ Platelets 3027 : 
Left oKXW Scalp GHXOXZZ Red Cells 3027 
B Right @KXV Upper Arm Frozen 3027 
) Hand Left OHXCXZZ White Cells 3027 
p  beft @KXD Right @HXBXZZ Whole 3027 
Right OKXC Upper Leg Factor IX 3027 
_ Head OKXO Left OHXJXZZ Fibrinogen 3027 
3 Right GHXHXZZ Globulin 3627 


Subterms under main terms may continue to next column or page 
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Transfusion 


Transfusion — continued 
Products of Conception — continued 
Plasma 
Fresh 3027 
Frozen 3027 
Plasma Cryoprecipitate 3027 
Serum Albumin 3027 
Vein 
4-Factor Prothrombin Complex Concentrate 
30280B1 
Central 
Antihemophilic Factors 3024 
Blood 
Platelets 3024 
Red Cells 3024 
Frozen 3024 
White Cells 3024 
Whole 3024 
Bone Marrow 3024 
Factor IX 3024 
Fibrinogen 3024 
Globulin 3824 
Hematopoietic Stem/Progenitor Cells 
(HSPC), Genetically Modified 
3024 
Plasma 
Fresh 3024 
Frozen 3024 
Plasma Cryoprecipitate 3024 
Serum Albumin 3824 
Stem Cells 
Cord Blood 3024 
Embryonic 3024 
Hematopoietic 3024 
T-cell Depleted Hematopoietic 
3024 
Peripheral 
Antihemophilic Factors 3023 
Blood 
Platelets 3023 
Red Cells 3023 
Frozen 3023 
White Cells 3023 
Whole 3023 
Bone Marrow 3923 
Factor IX 3023 
Fibrinogen 3023 
Globulin 3023 
Hematopoietic Stem/Progenitor Cells 
(HSPC), Genetically Modified 
3023 
Plasma 
Fresh 3623 
Frozen 3823 
Plasma Cryoprecipitate 3023 
Serum Albumin 3623 
Stem Cells 
Cord Blood 3823 
Embryonic 3023 
Hematopoietic 3023 
T-cell Depleted Hematopoietic 
3023 
Transplant see Transplantation 
Transplantation 
Bone marrow see Transfusion, Circulatory 302 
Esophagus ODY50Z 
Face BWY20Z 
Hand 
Left OXYKOZ 
Right @XYJOZ 
Heart @2YAQZ 
Hematopoietic cell see Transfusion, Circulatory 
302 
Intestine 
Large DYEOZ 
Small BDY80Z 
Kidney 
Left OTY16Z 
Right BTY9OZ 
Liver OFYGOZ 
Lung 
Bilateral BBYMOZ 
Left BBYLOZ 
Lower Lobe 
Left BYJOZ 
Right SBYFOZ 
Middle Lobe, Right @BYD@Z 
Right BBYKOZ 
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Transplantation — continued 
Lung — continued 
Upper Lobe 
Left @BYG@Z 
Right SBYCOZ 
Lung Lingula BBYHOZ 
Ovary 
Left DUY10Z 
Right BUYOOZ 
Pancreas OFYGOZ 
Penis BVYSOZ 
Products of Conception 10Y9 
Scrotum OVY59Z 
Spleen 7YPOZ 
Stem cell see Transfusion, Circulatory 302 
Stomach @DY60Z 
Thymus 87YM@Z 
Uterus BUY9OZ 
Transposition 
see Bypass 
see Reposition 
see Transfer 
Transversalis fascia use Subcutaneous Tissue and 
- Fascia, Trunk 
Transverse acetabular ligament 
use Hip Bursa and Ligament, Left 
use Hip Bursa and Ligament, Right 
Transverse (cutaneous) cervical nerve use Cervical 
Plexus 
Transverse facial artery 
use Temporal Artery, Left 
use Temporal Artery, Right 
Transverse foramen use Cervical Vertebra 
Transverse humeral ligament 
use Shoulder Bursa and Ligament, Left 
use Shoulder Bursa and Ligament, Right 
Transverse ligament of atlas use Head and Neck 
Bursa and Ligament 
Transverse process 
use Cervical Vertebra 
use Lumbar Vertebra 
use Thoracic Vertebra 
Transverse Rectus Abdominis Myocutaneous Flap 
Replacement 
Bilateral GHRVO76 
Left QHRUO76 
Right GHRTG76 
Transfer 
Left KXL 
Right OKXK 
Transverse scapular ligament 
use Shoulder Bursa and Ligament, Left 
use Shoulder Bursa and Ligament, Right 
Transverse thoracis muscle 
use Thorax Muscle, Left 
use Thorax Muscle, Right 
Transversospinalis muscle 
use Trunk Muscle, Left 
use Trunk Muscle, Right 
Transversus abdominis muscle 
use Abdomen Muscle, Left 
use Abdomen Muscle, Right 
Trapezium bone 
use Carpal, Left 
use Carpal, Right 
Trapezius muscle 
use Trunk Muscle, Left 
use Trunk Muscle, Right 
Trapezoid bone 
use Carpal, Left 
use Carpal, Right 
Triceps brachii muscle 
use Upper Arm Muscle, Left 
use Upper Arm Muscle, Right 
Tricuspid annulus use Tricuspid Valve 
Trifacial nerve use Trigeminal Nerve 
Trifecta™ Valve (aortic) use Zooplastic Tissue in Heart 
and Great Vessels 
Trigone of bladder use Bladder 
TriGuard 3™ CEPD (cerebral embolic protection 
device) X2A6325 
Trimming, excisional see Excision 
Triquetral bone 
use Carpal, Left 
use Carpal, Right 
Trochanteric bursa 
use Hip Bursa and Ligament, Left 
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Trochanteric bursa — continued 
use Hip Bursa and Ligament, Right 
TUMT (transurethral microwave thermotherapy 
of prostate) 9V507ZZ 
TUNA (transurethral needle ablation of prostate) 
OV507ZZ 
Tunneled central venous catheter use Vascular Ac- 
cess Device, Tunneled in Subcutaneous Tissue 
and Fascia 
Tunneled spinal (intrathecal) catheter use Infusion 
Device 
Turbinectomy 
see Excision, Ear, Nose, Sinus 9B 
see Resection, Ear, Nose, Sinus 09T 
Turbinoplasty 
see Repair, Ear, Nose, Sinus 9Q 
see Replacement, Ear, Nose, Sinus 99R 
see Supplement, Ear, Nose, Sinus 89U 
Turbinotomy 
see Division, Ear, Nose, Sinus 898 
see Drainage, Ear, Nose, Sinus 099 
TURP (transurethral resection of prostate) 9VB07ZZ 
see Excision, Prostate VB 
see Resection, Prostate VT 
Twelfth cranial nerve use Hypoglossal Nerve 
Two lead pacemaker use Pacemaker, Dual Chamber 
in OJH 
Tympanic cavity 
use Middle Ear, Left 
use Middle Ear, Right 
Tympanic nerve use Glossopharyngeal Nerve 
Tympanic part of temoporal bone 
use Temporal Bone, Left 
use Temporal Bone, Right 
Tympanogram see Hearing Assessment, Diagnostic 
Audiology F13 
Tympanoplasty 
see Repair, Ear, Nose, Sinus 9Q 
see Replacement, Ear, Nose, Sinus 89R 
see Supplement, Ear, Nose, Sinus @9U 
Tympanosympathectomy see Excision, Nerve, Head 
and Neck Sympathetic 01BK 
Tympanotomy see Drainage, Ear, Nose, Sinus 099 
TYRX Antibacterial Envelope use Anti-Infective Enve- 


lope 
U 


Ulnar collateral carpal ligament 
use Wrist Bursa and Ligament, Left 
use Wrist Bursa and Ligament, Right 
Ulnar collateral ligament 
use Elbow Bursa and Ligament, Left 
use Elbow Bursa and Ligament, Right 
Ulnar notch 
use Radius, Left 
use Radius, Right 
Ulnar vein 
use Brachial Vein, Left 
use Brachial Vein, Right 
Ultrafiltration 
Hemodialysis see Performance, Urinary 5A1D 
Therapeutic plasmapheresis see Pheresis, Circula- 
tory 6A55 
Ultraflex™ Precision Colonic Stent System use Intra- 
luminal Device 
ULTRAPRO Hernia System (UHS) use Synthetic Sub- 
stitute 
ULTRAPRO Partially Absorbable Lightweight Mesh 
use Synthetic Substitute 
ULTRAPRO Plug use Synthetic Substitute 
Ultrasonic osteogenic stimulator 
use Bone Growth Stimulator in Head and Facial 
Bones 
use Bone Growth Stimulator in Lower Bones 
use Bone Growth Stimulator in Upper Bones 
Ultrasonography 
Abdomen BW48ZZZ 
Abdomen and Pelvis BW41ZZZ 
Abdominal Wall BH49ZZZ 
Aorta 
Abdominal, Intravascular B440ZZ3 
Thoracic, Intravascular B340ZZ3 
Appendix BD48ZZZ 
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Itrasonography — continued 
Artery 
Brachiocephalic-Subclavian, Right, Intravas- 
cular B341ZZ3 
Celiacand Mesenteric, Intravascular B44KZZ3 
Common Carotid 
Bilateral, Intravascular B345ZZ3 
Left, Intravascular B344ZZ3 
Right, Intravascular B343ZZ3 
Coronary 
Multiple B241YZZ 
Intravascular B241ZZ3 
Transesophageal B241ZZ4 
Single B240YZZ 
Intravascular B240ZZ3 
Transesophageal B240ZZ4 
Femoral, Intravascular B44LZZ3 
Inferior Mesenteric, Intravascular B445ZZ3 
Internal Carotid 
Bilateral, Intravascular B348ZZ3 
Left, Intravascular B347ZZ3 
Right, Intravascular B346ZZ3 
Intra-Abdominal, Other, Intravascular 
B44BZZ3 
Intracranial, Intravascular B34RZZ3 
Lower Extremity 
Bilateral, Intravascular B44HZZ3 
Left, Intravascular B44GZZ3 
Right, Intravascular B44FZZ3 
Mesenteric and Celiac, Intravascular B44KZZ3 
Ophthalmic, Intravascular B34VZZ3 
Penile, Intravascular B44NZZ3 
Pulmonary 
Left, Intravascular B34TZZ3 
Right, Intravascular B34SZZ3 
Renal 
Bilateral, Intravascular B448ZZ3 
Left, Intravascular B447ZZ3 
Right, Intravascular B446ZZ3 
Subclavian, Left, Intravascular B342ZZ3 
Superior Mesenteric, Intravascular B444ZZ3 
Upper Extremity 
Bilateral, Intravascular B34KZZ3 
Left, Intravascular B34JZZ3 
Right, Intravascular B34HZZ3 
Bile Duct BF40ZZZ 
Bile Duct and Gallbladder BF43ZZZ 
Bladder BT40ZZZ 
and Kidney BT4JZZZ 
Brain BO40ZZZ 
Breast 
Bilateral BH42ZZZ 
Left BH41ZZZ 
Right BH49ZZZ 
Chest Wall BH4BZZZ 
Coccyx BR4FZZZ 
Connective Tissue 
Lower Extremity BL41ZZZ 
Upper Extremity BL40ZZZ 
Duodenum BD49ZZZ 
Elbow 
Left, Densitometry BP4HZZ1 
Right, Densitometry BP4GZZ1 
Esophagus BD41ZZZ 
Extremity 
Lower BH48ZZZ 
Upper BH47ZZZ 
Eye 
Bilateral B847ZZZ 
Left B846ZZZ 
Right B845ZZZ 
Fallopian Tube 
Bilateral BU42 
Left BU41 
Right BU49 
Fetal Umbilical Cord BY47ZZZ 
Fetus 
First Trimester, Multiple Gestation BY4BZZZ 
Second Trimester, Multiple Gestation 
BY4DZZZ 
Single 
First Trimester BY49ZZZ 
Second Trimester BY4CZZZ 
Third Trimester BY4FZZZ 
Third Trimester, Multiple Gestation BY4GZZZ 
Gallbladder BF42ZZZ 
Gallbladder and Bile Duct BF43ZZZ 
Gastrointestinal Tract BD47ZZZ 


Ultrasonography — continued 
Gland 
Adrenal 
Bilateral BG42ZZZ 
Left BG41ZZZ 
Right BG40ZZZ 
Parathyroid BG43ZZZ 
Thyroid BG44ZZZ 
Hand 
Left, Densitometry BP4PZZ1 
Right, Densitometry BP4NZZ1 
Head and Neck BH4CZZZ 
Heart 
Left B245YZZ 
Intravascular B245ZZ3 
Transesophageal B245ZZ4 
Pediatric B24DYZZ 
Intravascular B24DZZ3 
Transesophageal B24DZZ4 
Right B244YZZ 
Intravascular B244ZZ3 
Transesophageal B244ZZ4 
Right and Left B246YZZ 
Intravascular B246ZZ3 
Transesophageal B246ZZ4 
Heart with Aorta B24BYZZ 
Intravascular B24BZZ3 
Transesophageal B24BZZ4 
Hepatobiliary System, All BF4CZZZ 
Hip 
Bilateral BQ42ZZZ 
Left BQ41ZZZ 
Right BQ40ZZZ 
Kidney 
and Bladder BT4JZZZ 
Bilateral BT43ZZZ 
Left BT42ZZZ 
Right BT41ZZZ 
Transplant BT49ZZZ 
Knee 
Bilateral BQ49ZZZ 
Left BQ48ZZZ 
Right BQ47ZZZ 
Liver BF45ZZZ 
Liver and Spleen BF46ZZZ 
Mediastinum BB4CZZZ 
Neck BW4FZZZ 
Ovary 
Bilateral BU45 
Left BU44 
Right BU43 
Ovary and Uterus BU4C 
Pancreas BF47ZZZ 
Pelvic Region BW4GZZZ 
Pelvis and Abdomen BW41ZZZ 
Penis BV4BZZZ 
Pericardium B24CYZZ 
Intravascular B24CZZ3 
Transesophageal B24CZZ4 
Placenta BY48ZZZ 
Pleura BB4BZZZ 
Prostate and Seminal Vesicle BV49ZZZ 
Rectum BD4CZZZ 
Sacrum BR4FZZZ 
Scrotum BV44ZZZ 
Seminal Vesicle and Prostate BV49ZZZ 
Shoulder 
Left, Densitometry BP49ZZ1 
Right, Densitometry BP48ZZ1 
Spinal Cord BO4BZZZ 
Spine 4 
Cervical BR49ZZZ 
Lumbar BR49ZZZ 
Thoracic BR47ZZZ 
Spleen and Liver BF46ZZZ 
Stomach BD42ZZZ 
Tendon 
Lower Extremity BL43ZZZ 
Upper Extremity BL42ZZZ 
Ureter 
Bilateral BT48ZZZ 
Left BT47ZZZ 
Right BT46ZZZ 
Urethra BT45ZZZ 
Uterus BU46 
Uterus and Ovary BU4C 
Vein 
Jugular 
Left, Intravascular B544ZZ3 
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Ultrasonography — continued 
Vein — continued 
Jugular — continued 
Right, Intravascular B543ZZ3 
Lower Extremity 
Bilateral, Intravascular B54DZZ3 
Left, Intravascular B54CZZ3 
Right, Intravascular B54BZZ3 
Portal, Intravascular B54TZZ3 
Renal 
Bilateral, Intravascular B54LZZ3 
Left, Intravascular B54KZZ3 
Right, Intravascular B54JZZ3 
Spanchnic, Intravascular B54TZZ3 
Subclavian 
Left, Intravascular B547ZZ3 
Right, Intravascular B546ZZ3 
Upper Extremity 
Bilateral, Intravascular BS4PZZ3 
Left, Intravascular B54NZZ3 
Right, Intravascular B54MZZ3 
Vena Cava 
Inferior, Intravascular B549ZZ3 
Superior, Intravascular B548ZZ3 
Wrist 
Left, Densitometry BP4MZZ1 
Right, Densitometry BP4LZZ1 
Ultrasound bone healing system 
use Bone Growth Stimulator in Head and Facial 
Bones 
use Bone Growth Stimulator in Lower Bones 
use Bone Growth Stimulator in Upper Bones 
Ultrasound Therapy 
Heart 6A75 
No Qualifier 6A75 
Vessels 
Head and Neck 6A75 
Other 6A75 
Peripheral 6A75 
Ultraviolet Light Therapy, Skin 6A80 
Umbilical artery 
use Internal Iliac Artery, Left 
use Internal lliac Artery, Right 
use Lower Artery 
Uniplanar external fixator 
use External Fixation Device, Monoplanar in OPH 
use External Fixation Device, Monoplanar in OPS 
use External Fixation Device, Monoplanar in @QH 
use External Fixation Device, Monoplanar in QS 
Upper Gl series see Fluoroscopy, Gastrointestinal, Up- 
per BD15 
Ureteral orifice 
use Ureter 
use Ureter, Left 
use Ureter, Right 
use Ureters, Bilateral 
Ureterectomy 
see Excision, Urinary System OTB 
see Resection, Urinary System OTT 
Ureterocolostomy see Bypass, Urinary System 971 
Ureterocystostomy see Bypass, Urinary System 071 
Ureteroenterostomy see Bypass, Urinary System O11 
Ureteroileostomy see Bypass, Urinary System 9711 
Ureterolithotomy see Extirpation, Urinary System OTC 
Ureterolysis see Release, Urinary System OTN 
Ureteroneocystostomy 
see Bypass, Urinary System 0T1 
see Reposition, Urinary System @TS 
Ureteropelvic junction (UPJ) 
use Kidney Pelvis, Left 
use Kidney Pelvis, Right 
Ureteropexy 
see Repair, Urinary System TQ 
see Reposition, Urinary System OTS 
Ureteroplasty 
see Repair, Urinary System @TQ 
see Replacement, Urinary System OTR 
see Supplement, Urinary System @TU 
Ureteroplication see Restriction, Urinary System OTV 
Ureteropyelography see Fluoroscopy, Urinary System 
BT1 
Ureterorrhaphy see Repair, Urinary System 6TQ 
Ureteroscopy 91J98ZZ 
Ureterostomy 
see Bypass, Urinary System 011 
see Drainage, Urinary System OT9 
Ureterotomy see Drainage, Urinary System 019 
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Ureteroureterostomy 


Ureteroureterostomy see Bypass, Urinary System 011 
Ureterovesical orifice 
use Ureter 
use Ureter, Left 
use Ureter, Right 
use Ureters, Bilateral 
Urethral catheterization, indwelling 219B70Z 
Urethrectomy 
see Excision, Urethra TBD 
see Resection, Urethra OTTD 
Urethrolithotomy see Extirpation, Urethra @TCD 
Urethrolysis see Release, Urethra @TND 
Urethropexy 
see Repair, Urethra TQD 
see Reposition, Urethra @TSD 
Urethroplasty 
see Repair, Urethra ZTQD 
see Replacement, Urethra TRD 
see Supplement, Urethra @TUD 
Urethrorrhaphy see Repair, Urethra TQD 
Urethroscopy 0TJD8ZZ 
Urethrotomy see Drainage, Urethra @T9D 
Uridine Triacetate XWODX82 
Urinary incontinence stimuiator lead use Stimulator 
Lead in Urinary System 
Urography see Fluoroscopy, Urinary System BT1 
Ustekinumab use Other New Technology Therapeutic 
Substance 
Uterine Artery 
use Internal lliac Artery, Left 
use Internal Iliac Artery, Right 
Uterine artery embolization (UAE) see Occlusion, 
Lower Arteries 04L 
Uterine cornu use Uterus 
Uterine tube 
use Fallopian Tube, Left 
use Fallopian Tube, Right 
Uterine vein 
use Hypogastric Vein, Left 
use Hypogastric Vein, Right 
Uvulectomy 
see Excision, Uvula @CBN 
see Resection, Uvula 8CTN 
Uvulorrhaphy see Repair, Uvula @CQN 
Uvulotomy see Drainage, Uvula SCON 


Vv 


Vabomere™ use Meropenem-vaborbactam Anti-infec- 
tive 
Vaccination see Introduction of Serum, Toxoid, and 
Vaccine 
Vacuum extraction, obstetric 19D07Z6 
Vaginal artery 
use Internal lliac Artery, Left 
use Internal lliac Artery, Right 
Vaginal pessary use Intraluminal Device, Pessary in 
Female Reproductive System 
Vaginal vein 
use Hypogastric Vein, Left 
use Hypogastric Vein, Right 
Vaginectomy 
see Excision, Vagina QUBG 
see Resection, Vagina QUTG 
Vaginofixation 
see Repair, Vagina QUQG 
see Reposition, Vagina USG 
Vaginoplasty 
see Repair, Vagina {UQG 
see Supplement, Vagina QUUG 
Vaginorrhaphy see Repair, Vagina QUQG 
Vaginoscopy ®UJH8ZZ 
Vaginotomy see Drainage, Female Reproductive Sys- 
tem 8U9 
Vagotomy see Division, Nerve, Vagus 808Q 
Valiant Thoracic Stent Graft use Intraluminal Device 
Valvotomy, valvulotomy 
see Division, Heart and Great Vessels 028 
see Release, Heart and Great Vessels 02N 
Valvuloplasty 
see Repair, Heart and Great Vessels 02Q 
see Replacement, Heart and Great Vessels 02R 
see Supplement, Heart and Great Vessels 2U 
Valvuloplasty, Alfieri Stitch see Restriction, Valve, 
Mitral 022VG 
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Vascular Access Device 
Totally Implantable 
Insertion of device in 
Abdomen @JH8 
Chest QJH6 
Lower Arm 
Left QJHH 
Right QJHG 
Lower Leg 
Left @JHP 
Right QJHN 
Upper Arm 
Left QJHF 
Right @JHD 
Upper Leg 
Left QJHM 
Right QJHL 
Removal of device from 
Lower Extremity @JPW 
Trunk QJPT 
Upper Extremity QJPV 
Revision of device in 
Lower Extremity ZJWW. 
Trunk QJWT 
Upper Extremity QJWV 
Tunneled 
Insertion of device in 
Abdomen @JH8 
Chest QJH6 
Lower Arm 
Left @JHH 
Right QJHG 
Lower Leg 
Left @JHP 
Right GJHN 
Upper Arm 
Left @JHF 
Right @JHD 
Upper Leg 
Left QJHM 
Right @JHL 
Removal of device from 
Lower Extremity @JPW 
Trunk @JPT 
Upper Extremity @JPV 
Revision of device in 
Lower Extremity 2JWW 
Trunk QJWT 
Upper Extremity QJWV 
Vasectomy see Excision, Male Reproductive System 
OVB 
Vasography 
see Fluoroscopy, Male Reproductive System BV1 
see Plain Radiography, Male Reproductive System 
BVG 
Vasoligation see Occlusion, Male Reproductive System 
OVL 
Vasorrhaphy see Repair, Male Reproductive System 
0VQ 
Vasostomy see Bypass, Male Reproductive System OV1 
Vasotomy 
Drainage see Drainage, Male Reproductive System 
ovo 
With ligation see Occlusion, Male Reproductive 
System OVL 
Vasovasostomy see Repair, Male Reproductive System 
VQ 
Vastus intermedius muscle 
use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
Vastus lateralis muscle 
use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
Vastus medialis muscle 
use Upper Leg Muscle, Left 
use Upper Leg Muscle, Right 
VCG Rego cotdiogtaty) see Measurement, Cardiac 
4AG2 
Vectra® Vascular Access Graft use Vascular Access 
Device, Tunneled in Subcutaneous Tissue and 
Fascia 
Venclexta® use Venetoclax Antineoplastic 
Venectomy 
see Excision, Lower Veins 06B 
see Excision, Upper Veins 05B 
Venetoclax Antineoplastic XW@DXR5 
Venography 
see Fluoroscopy, Veins B51 
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Venography — continued 
see Plain Radiography, Veins B59 
Venorrhaphy 
see Repair, Lower Veins 6Q 
see Repair, Upper Veins 85Q 
Venotripsy 
see Occlusion, Lower Veins #6L 
see Occlusion, Upper Veins O5L 
Ventricular fold use Larynx 
Ventriculoatriostomy see Bypass, Central Nervous 
System and Cranial Nerves 901 
Ventriculocisternostomy see Bypass, Central Nervous 
System and Cranial Nerves 901 
Ventriculogram, cardiac 
Combined left and right heart see Fluoroscopy, 
Heart, Right and Left B216 
Left ventricle see Fluoroscopy, Heart, Left B215 
Right ventricle see Fluoroscopy, Heart, Right B214 
Ventriculopuncture, through previously implanted 
catheter 8C01X6J 
Ventriculoscopy 99)04ZZ 
Ventriculostomy 
External drainage see Drainage, Cerebral Ventricle 
8096 
Internal shunt see Bypass, Cerebral Ventricle 016 
Ventriculovenostomy see Bypass, Cerebral Ventricle 
0016 
Ventrio™ Hernia Patch use Synthetic Substitute 
VEP (visual evoked potential) 4A97X9Z 
Vermiform appendix use Appendix 
Vermilion border 
use Lower Lip 
use Upper Lip 
Versa use Pacemaker, Dual Chamber in QJH 
Version, obstetric 
External 18SO@XZZ 
Internal 19S@7ZZ 
Vertebral arch 
use Cervical Vertebra 
use Lumbar Vertebra 
use Thoracic Vertebra 
Vertebral body 
use Cervical Vertebra 
use Lumbar Vertebra 
use Thoracic Vertebra 
Vertebral canal use Spinal Canal 
Vertebral foramen 
use Cervical Vertebra 
use Lumbar Vertebra 
use Thoracic Vertebra 
Vertebral lamina 
use Cervical Vertebra 
use Lumbar Vertebra 
use Thoracic Vertebra 
Vertebral pedicle 
use Cervical Vertebra 
use Lumbar Vertebra 
use Thoracic Vertebra 
Vesical vein 
use Hypogastric Vein, Left 
use Hypogastric Vein, Right 
Vesicotomy see Drainage, Urinary System O19 
Vesiculectomy 
see Excision, Male Reproductive System 8VB 
see Resection, Male Reproductive System OVT 
Vesiculogram, seminal see Plain Radiography, Male 
Reproductive System BVO 
Vesiculotomy see Drainage, Male Reproductive System 
ova 
Vestibular Assessment F15Z 
Vestibular (Scarpa's) ganglion use Acoustic Nerve 
Vestibular nerve use Acoustic Nerve 
Vestibular Treatment FOC 
Vestibulocochlear nerve use Acoustic Nerve 
VH-IVUS (virtual histology intravascular ultra- 
sound) see Ultrasonography, Heart B24 
Virchow's (supraclavicular) lymph node 
use Lymphatic, Left Neck 
use Lymphatic, Right Neck 
vasa (Il) (DR) (VR) use Defibrillator Generator in 


Vistogard(R) use Uridine Triacetate 
Vitrectomy 

see Excision, Eye 08B 

see Resection, Eye @8T 
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itreous body 
use Vitreous, Left 
use Vitreous, Right 
iva (XT) (S) use Cardiac Resynchronization Defibrillator 
Pulse Generator in @JH 
ocal fold 
use Vocal Cord, Left 
use Vocal Cord, Right 
locational 
Assessment see Activities of Daily Living Assess- 
ment, Rehabilitation FO2 
_Retraining see Activities of Daily Living Treatment, 
Rehabilitation F08 
olar (palmar) digital vein 
use Hand Vein, Left 
use Hand Vein, Right 
folar (palmar) metacarpal vein 
use Hand Vein, Left 
use Hand Vein, Right 
fomer bone use Nasal Septum 
fomer of nasal septum use Nasal Bone 
foraxaze use Glucarpidase 
fulvectomy 
see Excision, Female Reproductive System OUB 
see Resection, Female Reproductive System OUT 
/-Wave Interatrial Shunt System use Synthetic 
Substitute 
[YXEOS™ use Cytarabine and Daunorubicin Liposome 


Antineoplastic 


NALLSTENT® Endoprosthesis use |Intraluminal Device 
Nashing see Irrigation 
NavelinQ EndoAVF system 

Radial Artery, Left 031C3ZF 

Radial Artery, Right 031B3ZF 

Ulnar Artery, Left 931A3ZF 


WavelinQ EndoAVF system — continued 
Ulnar Artery, Right 03193ZF 

Wedge resection, pulmonary see Excision, Respiratory 
System OBB 

Whole Blood Nucleic Acid-base Microbial Detection 
XXE5XM5 

Window see Drainage 

Wiring, dental 2W31X9Z 


X 


Xact Carotid Stent System use Intraluminal Device 
XENLETA™ use Lefamulin Anti-infective 
Xenograft use Zooplastic Tissue in Heart and Great 
Vessels 
XIENCE Everolimus Eluting Coronary Stent System 
use Intraluminal Device, Drug-eluting in Heart 
and Great Vessels 
Xiphoid process use Sternum 
XLIF® System use Interbody Fusion Device in Lower 
Joints 
XOSPATA® use Gilteritinib Antineoplastic 
X-ray see Plain Radiography 
X-STOP® Spacer 
use Spinal Stabilization Device, Interspinous Pro- 
cess in @RH 
use Spinal Stabilization Device, Interspinous Pro- 


cess in @SH 


Yoga Therapy 8EQZXY4 


Z 


Z-plasty, skin for scar contracture see Release, Skin 
and Breast HN 
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Zyvox 


Zenith AAA Endovascular Graft use Intraluminal 
Device 
Zenith® Fenestrated AAA Endovascular Graft 
use Intraluminal Device, Branched or Fenestrated, 
One or Two Arteries in 84V 
use Intraluminal Device, Branched or Fenestrated, 
Three or More Arteries in 04V 
Zenith Flex® AAA Endovascular Graft use Intralumi- 
nal Device 
Zenith® Renu™ AAA Ancillary Graft use Intraluminal 
Device 
Zenith TX2° TAA Endovascular Graft use Intraluminal 
Device 
ZERBAXA?® use Ceftolozane/Tazobactam Anti-infective 
Zilver® PTX® (paclitaxel) Drug-Eluting Peripheral 
Stent 
use Intraluminal Device, Drug-eluting in Lower 
Arteries 
use Intraluminal Device, Drug-eluting in Upper 
Arteries 
Zimmer® NexGen® LPS Mobile Bearing Knee use 
Synthetic Substitute 
Zimmer® NexGen® LPS-Flex Mobile Knee use Syn- 
thetic Substitute 
ZINPLAVA™ use Bezlotoxumab Monoclonal Antibody 
Zonule of Zinn 
use Lens, Left 
use Lens, Right 
Zooplastic Tissue, Rapid Deployment Technique, 
Replacement X2RF 
Zotarolimus-eluting Coronary Stent use Intraluminal 
Device, Drug-eluting in Heart and Great Vessels 
ZULRESSO™ use Brexanolone 
Zygomatic process of frontal bone use Frontal Bone 
Zygomatic process of temporal bone 
use Temporal Bone, Left 
use Temporal Bone, Right 
Zygomaticus muscle use Facial Muscle 
Zyvox use Oxazolidinones 
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ICD-10-PCS Tables 


Central Nervous System and Cranial Nerves 661-@0X 


Character Meanings 


This Character Meaning table is provided as a 


tables. It SHOULD NOT be used to build a PCS code. 


Operation-Character 3 


Body Part-Character 4 


Device-Character 6 


Qualifier-Character 7 


guide to assist the user in the identification of character members that may be found in this section of code 


Approach-Character 5 


Accessory Nerve 4 


Hypoglossal Nerve 


Spinal Meninges 


Spinal Canal 


Spinal Cord 


Cervical Spinal Cord 


[ss 
— 
ja 


Thoracic Spinal Cord 


1 Bypass 8 Brain am ® Open ® Drainage Device @ Nasopharynx 
2 Change [1 Cerebral Meninges 3. Percutaneous 1 Radioactive Element 1 Mastoid Sinus 
5 Destruction 2 Dura Mater 4 Percutaneous Endoscopic |2 Monitoring Device 2 Atrium 
7 Dilation 3 Epidural Space, Intracranial} X External 3 Infusion Device 3 Blood Vessel 
8 Division [4 Subdural Space, 4 Radioactive Element, 4 Pleural Cavity 
Intracranial Cesium-131 Collagen 
Implant 
9 Drainage 5 Subarachnoid Space, | 7 Autologous Tissue 5 Intestine 
Intracranial Substitute 
B_ Excision Cerebral Ventricle J Synthetic Substitute 6 Peritoneal Cavity 
C _ Extirpation Lr Cerebral Hemisphere K  Nonautologous Tissue 7 Urinary Tract 
Substitute 

D_ Extraction 8 Basal Ganglia M_ Neurostimulator Lead 8 Bone Marrow 
F Fragmentation ‘19 Thalamus Y Other Device 9 Fallopian Tube 
H Insertion A Hypothalamus Z_ No Device A Subgaleal Space 
J Inspection B- Pons B Cerebral Cisterns 
K Map at Cerebellum F Olfactory Nerve 
N_ Release D  Medulla Oblongata G Optic Nerve 
P Removal E Cranial Nerve H  Oculomotor Nerve 
Q_ Repair F Olfactory Nerve J Trochlear Nerve 
R Replacement G Optic Nerve K — Trigeminal Nerve 
S Reposition H  Oculomotor Nerve L  Abducens Nerve 
T Resection J Trochlear Nerve M_ Facial Nerve 
U Supplement K Trigeminal Nerve [N Acoustic Nerve 
W_ Revision L Abducens Nerve P _Glossopharyngeal Nerve 
X Transfer M_ Facial Nerve ow Vagus Nerve 

N Acoustic Nerve R Accessory Nerve 

P _Glossopharyngeal Nerve S  Hypoglossal Nerve 

Q_ Vagus Nerve X Diagnostic 

= Tk Z No Qualifier 
S 
1 
tu 

V 

W 

X 

v 


Lumbar Spinal Cord 


I 
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Central Nervous System and Cranial Nerves 


ICD-10-PCS 2021 


SENtralNervous systemand’Crantal Nerves ES eee 


AHA Coding Clinic for table 901 
2019, 4Q, 21-22 Cerebral ventricle bypass Qualifier 


2018, 4Q, 86 Placement of lumboatrial shunt 

2017, 4Q, 39-41 _ Dilation and bypass of cerebral ventricle 

2015, 20,9 Revision of ventriculoperitoneal (VP) shunt 

2013, 2, 36 Insertion of ventriculoperitoneal shunt with laparoscopic assistance 


AHA Coding Clinic for table 807 
2017, 4Q, 39-41 _ Dilation and bypass of cerebral ventricle 


AHA Coding Clinic for table 809 


2018, 4Q, 85 Externalization of lumboatrial shunt 

2017, 10,50 Failed lumbar puncture 

2015, 3Q, 10 Open evacuation of subdural hematoma 

2015, 3Q, 11 Percutaneous drainage of subdural hematoma 
2015, 3Q, 12 Subdural evacuation portal system (SEPS) placement 
2015, 3Q, 12 Placement of ventriculostomy catheter via burr hole 
2015, 2Q, 30 Drainage of syrinx 

2015, 1Q, 31 Intrathecal chemotherapy 

2014, 1,8 Diagnostic lumbar tap 

2014,10, 8 Lumbar drainage port aspiration 


AHA Coding Clinic for table 68B 


2017, 3Q, 17 Resection of schwannoma and placement of DuraGen and Lorenz 
cranial plating system 

2016, 2Q, 12 Resection of malignant neoplasm of infratemporal fossa 

2016, 2Q, 18 Amygdalohippocampectomy : 

2014, 4Q, 34 Resection of brain malignancy with implantation of 
chemotherapeutic wafer 

2014, 3Q, 24 Repair of lipomyelomeningocele and tethered cord 


AHA Coding Clinic for table 80C 


2019, 3Q,4 Evacuation of subdural hematoma and control of bleeding artery 

2019, 2Q, 36 Evacuation of hematoma using NICO Brainpath® technology 

2017, 4Q, 48 New and revised body part values - Extirpation spinal canal 

2016, 2Q, 29 Decompressive craniectomy with cryopreservation and storage 
of bone flap 

2015, 3Q, 10 Open evacuation of subdural hematoma 

2015, 3Q, 11 Percutaneous drainage of subdural hematoma 

2015, 3Q, 13 Evacuation of intracerebral hematoma 


AHA Coding Clinic for table 89D 
2015, 3Q 13 Nonexcisional debridement of cranial wound with removal and 
replacement of hardware 


AHA Coding Clinic for table 99H 


2020, 2Q, 15 Ommaya Reservoir with Ventricular Catheter Placement 

2020, 2Q, 16 Ommaya Reservoir Placement for Cerebrospinal Fluid Infusion Therapy 
2017, 4Q, 30-31 Radiotherapeutic brain implant 

2017, 3Q, 13 Implantation of bilateral neurostimulator electrodes 

2014, 3Q, 19 End of life replacement of Baclofen pump 


AHA Coding Clinic for table 99) 
2019, 2Q, 36 Evacuation of hematoma using NICO Brainpath® technology 
2017, 10,50 Failed lumbar puncture 


AHA Coding Clinic for table 6ON 


2019, 2Q, 19 Cervical spinal fusion, decompression and placement of interfacet 
stabilization device 

2019, 1Q, 28 Decompressive laminectomy of both spinal cord and nerve roots 

2018, 3Q, 30 Decompressive laminectomy (release of spinal cord versus release of spinal 
meninges) 

2017, 3Q, 10 Repair of Chiari malformation 

2017, 2Q, 23 Decompression of spinal cord and placement of instrumentation 

2016, 2Q, 29 Decompressive craniectomy with cryopreservation and storage of bone flap 

2015, 2Q, 20 Cervical laminoplasty 

2015, 2Q, 21 Multiple decompressive cervical laminectomies 

2015, 2Q, 34 Decompressive laminectomy 

2014, 3Q, 24 Repair of lipomyelomeningocele and tethered cord 


AHA Coding Clinic for table 90P 
2014, 3Q, 19 End of life replacement of Baclofen pump 


AHA Coding Clinic for table 69Q 
2014, 3,7 Hemi-cranioplasty for repair of cranial defect 
2013, 3Q,25 Fracture of frontal bone with repair and coagulation for hemostasis 


AHA Coding Clinic for table 86S 
2014, 4Q, 35 Reimplantation of buccal nerve 


AHA Coding Clinic for table 89U 


2018, 10,9 Craniectomy with DuraGaurd placement 

2017, 4Q, 62 Added and revised device values - Nerve substitutes 

2017, 3Q, 10 Repair of Chiari malformation 

2017, 3Q,17 Resection of schwannoma and placement of DuraGen and Lorenz cranial 
plating system 

2015, 4Q, 39 Dural patch graft 

2014, 3Q, 24 Repair of lipomyelomeningocele and tethered cord 


AHA Coding Clinic for table 69W 
2018, 4Q, 86 Placement of lumboatrial shunt 


See 
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Brain (cerebrum) @ 
Thalamus 9 


Fourth ventricle 6 


Cerebellum C 


Spinal cord V 


Medulla oblongata D 
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Cranial Nerves 


Accessory nerve (XI) R, 
Hypoglossal nerve (XIII) $ 
Vagus nerve (X) Q 


Glossopharyngeal nerve (IX) P 
Vestibulocochlear nerve (VIII) N 
Facial nerve (VII) M 

Abducens nerve (VI) L 
Trigeminal nerve (V) K 
Trochlear nerve (IV) J 

Pons B Oculomotor nerve (III) H 

Optic nerve (Il) G 
Olfactory bulb (I) F 
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001-002 Central Nervous System and Cranial Nerves 


® Medical and Surgical 
@ Central Nervous System and Cranial Nerves 
1 Bypass Definition: Altering the route of passage of the contents of a tubular body part 


ICD-10-PCS 2021 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, toa similar route and body part, or to an abnormal 


route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Body Part Approach Device 
Character 4 Character 5 Character 6 
6 Cerebral Ventricle ® Open 7 Autologous Tissue 
Aqueduct of Sylvius 3 Percutaneous Substitute 


Cerebral aqueduct (Sylvius) 4 Percutaneous Endoscopic |J Synthetic Substitute 
Choroid plexus K Nonautologous Tissue 
Ependyma Substitute 


Foramen of Monro (intraventricular) 
Fourth ventricle 

Interventricular foramen (Monro) 
Left lateral ventricle 

Right lateral ventricle 

Third ventricle 


— 


Qualifier 
Character 7 


Nasopharynx 
Mastoid Sinus 
Atrium 

Blood Vessel 
Pleural Cavity 
Intestine 


Urinary Tract 
Bone Marrow 
Subgaleal Space 
Cerebral Cisterns 


6 Cerebral Ventricle No Device 
Aqueduct of Sylvius 

Cerebral aqueduct (Sylvius) 

Choroid plexus 

Ependyma 

Foramen of Monro (intraventricular) 
Fourth ventricle 

Interventricular foramen (Monro) 
Left lateral ventricle 

Right lateral ventricle 

Third ventricle 


®@ Open Z 
3 Percutaneous 
4 Percutaneous Endoscopic 


i] 
1 
2 
3 
4 
5 
6 Peritoneal Cavity 
7 
8 
A 
B 
B 


Cerebral Cisterns 


U_ Spinal Canal ® Open 7 Autologous Tissue 
Epidural space, spinal 3 Percutaneous Substitute 

Extradural space, spinal 4 Percutaneous Endoscopic J Synthetic Substitute 
Subarachnoid space, spinal K Nonautologous Tissue 
Subdural space, spinal Substitute 


Vertebral canal 


Atrium 

Pleural Cavity 
Peritoneal Cavity 
Urinary Tract 
Fallopian Tube 


WON A AN 


Medical and Surgical 
Central Nervous System and Cranial Nerves 
Change 


NOQOQ 


cutting or puncturing the skin or amucous membrane 
Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part 
Character 4 


Device 
Character 6 


® Drainage Device 
Y Other Device 


Approach 
Character 5 


X External 


Brain 
Cerebrum 
Corpus callosum 
Encephalon 
E Cranial Nerve 
U_ Spinal Canal 
Epidural space, spinal 
Extradural space, spinal 
Subarachnoid space, spinal 
Subdural space, spinal 
Vertebral canal 


Non-OR All body part, approach, device, and qualifier values 


Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 


Qualifier 
Character 7 


Z_ No Qualifier 


ES Limited Coverage MS Noncovered Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR 
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9 Medical and Surgical 


9 Central Nervous System and Cranial Nerves 
Destruction 


5 


Limited Coverage E&Noncovered [ Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR 


Brain 

Cerebrum 

Corpus callosum 

Encephalon 

Cerebral Meninges 

Arachnoid mater, 
intracranial 

Leptomeninges, 
intracranial 

Pia mater, intracranial 

Dura Mater 

Diaphragma sellae 

Dura mater, intracranial 

Falx cerebri 

Tentorium cerebelli 

Cerebral Ventricle 

Aqueduct of Sylvius 

Cerebral aqueduct (Sylvius) 

Choroid plexus 

Ependyma 

Foramen of Monro 
(intraventricular) 

Fourth ventricle 

Interventricular foramen 
(Monro) 

Left lateral ventricle 

Right lateral ventricle 

Third ventricle 

Cerebral Hemisphere 

Frontal lobe 

Occipital lobe 

Parietal lobe 

Temporal lobe 

Basal Ganglia 

Basal nuclei 

Claustrum 

Corpus striatum 

Globus pallidus 

Substantia nigra 

Subthalamic nucleus 

Thalamus 

Epithalamus 

Geniculate nucleus 

Metathalamus 

Pulvinar 

Hypothalamus 

Mammillary body 

Pons 

Apneustic center 

Basis pontis 

Locus ceruleus 

Pneumotaxic center 

Pontine tegmentum 

Superior olivary nucleus 

Cerebellum 

Culmen 

Medulla Oblongata 

Myelencephalon 

Olfactory Nerve 

First cranial nerve 

Olfactory bulb 

Optic Nerve 

Optic chiasma 

Second cranial nerve 


<xs 


Central Nervous System and Cranial Nerves 


Ps St a ; 


Oculomotor Nerve 
Third cranial nerve 
Trochlear Nerve 
Fourth cranial nerve 
Trigeminal Nerve 
Fifth cranial nerve 
Gasserian ganglion 
Mandibular nerve 
Maxillary nerve 
Ophthalmic nerve 
Trifacial nerve 
Abducens Nerve 
Sixth cranial nerve 
Facial Nerve 
Chorda tympani 
Geniculate ganglion 
Greater superficial petrosal 
nerve 
Nerve to the stapedius 
Parotid plexus 
Posterior auricular nerve 
Seventh cranial nerve 
Submandibular ganglion 
Acoustic Nerve 
Cochlear nerve 
Eighth cranial nerve 
Scarpa's (vestibular) 
ganglion 
Spiral ganglion 
Vestibular (Scarpa's) 
ganglion 
Vestibular nerve 
Vestibulocochlear nerve 
Glossopharyngeal Nerve 
Carotid sinus nerve 
Ninth cranial nerve 
Tympanic nerve 
Vagus Nerve 
Anterior vagal trunk 
Pharyngeal plexus 
Pneumogastric nerve 
Posterior vagal trunk 
Pulmonary plexus 
Recurrent laryngeal nerve 
Superior laryngeal nerve 
Tenth cranial nerve 
Accessory Nerve 
Eleventh cranial nerve 
Hypoglossal Nerve 
Twelfth cranial nerve 
Spinal Meninges 
Arachnoid mater, spinal 
Denticulate (dentate) 
ligament 
Dura mater, spinal 
Filum terminale 
Leptomeninges, spinal 
Pia mater, spinal 
Cervical Spinal Cord 
Thoracic Spinal Cord 
Lumbar Spinal Cord 
Cauda equina 
Conus medullaris 


Non-OR 05[F,G,H,J,K,L,M,N,P,Q,R,S][0,3,4]ZZ 


Approach 
- . Covacters 
® Open 
3 Percutaneous 

4 Percutaneous Endoscopic 


Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out 


Device 
Character 6 


Z_ No Device 


Z_ No Qualifier 


ICD-10-PCS 2021 


995-905 


Qualifier 


Character 7 


New/Revised in GREEN 
135 


ry 
1 
= 
fas 
mE 
a 
= 
1) 
= 
< 
° 
© 
w“ 
wn 
“< 
“ 
aa 
1) 
3 
gy 
3 
a 
eo) 
aE 
i) 
3. 
— 
2 
© 
a 
< 
HJ 
~“ 


S90-S00 


4) 
@Y 
> 
Pe 
ic 
= 
& 
S 
© 
en 
UW 
GS 
=] 
© 
£ 
@ 
=) 
wv 
~~ 
VW 
wn 
=] 
o) 
> 
hen 
cy 
= 
© 
bea 
a 
¢ 
@ 
UW 


907-008 


097-908 


8 Medical and Surgical 
® Central Nervous System and Cranial Nerves 
7 Dilation 


Central Nervous System and Cranial Nerves 


Definition: Expanding an orifice or the lumen of a tubular body part 


ICD-10-PCS 2021 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


Body Part 


Character 4 


6 Cerebral Ventricle 
Aqueduct of Sylvius 


Cerebral aqueduct (Sylvius) 


Choroid plexus 
Ependyma 


Foramen of Monro (intraventricular) 


Fourth ventricle 


Interventricular foramen (Monro) 


Left lateral ventricle 
Right lateral ventricle 
Third ventricle 


® Medical and Surgical 
® Central Nervous System and Cranial Nerves 
Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 


Explanation: All or a portion of the body part is separated into two or more portions 


Approach Device 
Character 5 Character 6 


8 Division 
Body Part 
Character 4 
@ Brain N Acoustic Nerve 
Cerebrum Cochlear nerve 
Corpus callosum Eighth cranial nerve 
Encephalon - Scarpa's (vestibular) 
7 Cerebral Hemisphere ganglion 
Frontal lobe Spiral ganglion 
Occipital lobe Vestibular (Scarpa's) 
Parietal lobe ganglion 


Temporal lobe 

8 Basal Ganglia 
Basal nuclei 
Claustrum 
Corpus striatum 
Globus pallidus 
Substantia nigra 
Subthalamic nucleus 

F Olfactory Nerve 
First cranial nerve 
Olfactory bulb 

G Optic Nerve 
Optic chiasma 
Second cranial nerve 

H Oculomotor Nerve 
Third cranial nerve 

J Trochlear Nerve 
Fourth cranial nerve 

K_ Trigeminal Nerve 
Fifth cranial nerve 
Gasserian ganglion 
Mandibular nerve 
Maxillary nerve 
Ophthalmic nerve 
Trifacial nerve 

L Abducens Nerve 
Sixth cranial nerve 

M Facial Nerve 
Chorda tympani 
Geniculate ganglion 


Greater superficial petrosal 


nerve 

Nerve to the stapedius 
Parotid plexus 

Posterior auricular nerve 
Seventh cranial nerve 
Submandibular ganglion 


<x<=s 


Vestibular nerve 
Vestibulocochlear nerve 
Glossopharyngeal Nerve 
Carotid sinus nerve 
Ninth cranial nerve 
Tympanic nerve 

Vagus Nerve 

Anterior vagal trunk 
Pharyngeal plexus 
Pneumogastric nerve 
Posterior vagal trunk 
Pulmonary plexus 
Recurrent laryngeal nerve 
Superior laryngeal nerve 
Tenth cranial nerve 
Accessory Nerve 
Eleventh cranial nerve 
Hypoglossal Nerve 
Twelfth cranial nerve 
Cervical Spinal Cord 
Thoracic Spinal Cord 
Lumbar Spinal Cord 
Cauda equina 

Conus medullaris 


® Open 
3 Percutaneous 


4 Percutaneous Endoscopic 


® Open 
3 Percutaneous 


4 Percutaneous Endoscopic 


Approach 
Character 5 


Device 
Character 6 


Z No Device 


Z No Device 


Qualifier 
Character 7 


Z_ No Qualifier 


Qualifier 
Character 7 


Z_ No Qualifier 


EQ Limited Coverage EB Noncovered [# Combination Member HACassociated procedure CombinationOnly DRGNOR-OR Non-OR New/Revisedin GREEN 
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ICD-10-PCS 2021 Central Nervous System and Cranial Nerves 909-699 
9 Medical and Surgical 
8 Central Nervous System and Cranial Nerves 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 


® Brain 
Cerebrum 
Corpus callosum 
Encephalon 
1 Cerebral Meninges 
Arachnoid mater, 
intracranial 
Leptomeninges, 
intracranial 
Pia mater, intracranial 
2 Dura Mater 
Diaphragma sellae 
Dura mater, intracranial 
Falx cerebri 
Tentorium cerebelli 
3 Epidural Space, 
Intracranial 
Extradural space, 
intracranial 
4 Subdural Space, 
Intracranial 
5 Subarachnoid Space, 
Intracranial 
6 Cerebral Ventricle 
Aqueduct of Sylvius 
Cerebral aqueduct (Sylvius) 
Choroid plexus 
Ependyma 
Foramen of Monro 
(intraventricular) 
Fourth ventricle 
interventricular foramen 
(Monro) 
Left lateral ventricle 
Right lateral ventricle 
Third ventricle 
7 Cerebral Hemisphere 
Frontal lobe 
Occipital lobe 
Parietal lobe 
Temporal lobe 
8 Basal Ganglia 
Basal nuclei 
Claustrum 
Corpus striatum 
Globus pallidus 
Substantia nigra 
Subthalamic nucleus 
9 Thalamus 
Epithalamus 
Geniculate nucleus 
Metathalamus 
Pulvinar 
A Hypothalamus 
Mammillary body 
B Pons 
Apneustic center 
Basis pontis 
Locus ceruleus 
Pneumotaxic center 
Pontine tegmentum 
Superior olivary nucleus 
C Cerebellum 
Culmen 
D Medulla Oblongata 
Myelencephalon 
F Olfactory Nerve 
First cranial nerve 
Olfactory bulb 


Non-OR 909[T,W,X,Y]30Z 
Non-OR 909U([3,4]0Z 


Body Part Approach 
Character 4 : hecrcir 5 


<xs 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Device 
Character 6 


Optic Nerve ® Open 

Optic chiasma 3 Percutaneous 

Second cranial nerve 4 Percutaneous Endoscopic 

Oculomotor Nerve 

Third cranial nerve 

Trochlear Nerve 

Fourth cranial nerve 

Trigeminal Nerve 

Fifth cranial nerve 

Gasserian ganglion 

Mandibular nerve 

Maxillary nerve 

Ophthalmic nerve 

Trifacial nerve 

Abducens Nerve 

Sixth cranial nerve 

Facial Nerve 

Chorda tympani 

Geniculate ganglion 

Greater superficial petrosal 
nerve 

Nerve to the stapedius 

Parotid plexus 

Posterior auricular nerve 

Seventh cranial nerve 

Submandibular ganglion 

Acoustic Nerve 

Cochlear nerve 

Eighth cranial nerve 

Scarpa's (vestibular) ganglion 

Spiral ganglion 

Vestibular (Scarpa's) ganglion 

Vestibular nerve 

Vestibulocochlear nerve 

Glossopharyngeal Nerve 

Carotid sinus nerve 

Ninth cranial nerve 

Tympanic nerve 

Vagus Nerve 

Anterior vagal trunk 

Pharyngeal plexus 

Pneumogastric nerve 

Posterior vagal trunk 

Pulmonary plexus 

Recurrent laryngeal nerve 

Superior laryngeal nerve 

Tenth cranial nerve 

Accessory Nerve 

Eleventh cranial nerve 

Hypoglossal Nerve 

Twelfth cranial nerve 

Spinal Meninges 

Arachnoid mater, spinal 

Denticulate (dentate) 
ligament 

Dura mater, spinal 

Filum terminale 

Leptomeninges, spinal 

Pia mater, spinal 

Spinal Canal 

Epidural space, spinal 

Extradural space, spinal 

Subarachnoid space, spinal | . 

Subdural space, spinal 

Vertebral canal 

Cervical Spinal Cord 

Thoracic Spinal Cord 

Lumbar Spinal Cord 

Cauda equina 

Conus medullaris 


Qualifier 
Character 7 


® Drainage Device Z No Qualifier 


ICD-10-PCS 2021 
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ICD-10-PCS 2021 


989-009 Central Nervous System and Cranial Nerves 
® Medical and Surgical 909 Continued 
® Central Nervous System and Cranial Nerves 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Qualifier 


Hen Approach Device 
Cicer 4 Character 6 Character7 
Brain Optic Nerve ® Open Z NoDevice X Diagnostic 
Cerebrum Optic chiasma 3 Percutaneous Z No Qualifier 
Corpus callosum Second cranial nerve 4 Percutaneous Endoscopic 
Encephalon H Oculomotor Nerve 
1 Cerebral Meninges Third cranial nerve 
Arachnoid mater, J Trochlear Nerve 
intracranial Fourth cranial nerve 
Leptomeninges, K Trigeminal Nerve 
intracranial Fifth cranial nerve 
Pia mater, intracranial Gasserian ganglion 
2 Dura Mater Mandibular nerve 
Diaphragma sellae Maxillary nerve 
Dura mater, intracranial Ophthalmic nerve 
Falx cerebri Trifacial nerve 
Tentorium cerebelli L Abducens Nerve 
3 Epidural Space, Sixth cranial nerve 
Intracranial M Facial Nerve 
Extradural space, Chorda tympani 
intracranial Geniculate ganglion 
4 Subdural Space, Greater superficial petrosal 
Intracranial nerve 
5 Subarachnoid Space, Nerve to the stapedius 
Intracranial Parotid plexus 
6 Cerebral Ventricle Posterior auricular nerve 
Aqueduct of Sylvius Seventh cranial nerve 
Cerebral aqueduct (Sylvius) | Submandibular ganglion 
Choroid plexus N Acoustic Nerve 
Ependyma Cochlear nerve 
Foramen of Monro Eighth cranial nerve 
(intraventricular) Scarpa's (vestibular) ganglion 
Fourth ventricle Spiral ganglion 
Interventricular foramen Vestibular (Scarpa's) ganglion 
(Monro) Vestibular nerve 
Left lateral ventricle Vestibulocochlear nerve 
Right lateral ventricle P Glossopharyngeal Nerve 
Third ventricle Carotid sinus nerve 
7 Cerebral Hemisphere Ninth cranial nerve 
Frontal lobe Tympanic nerve 
Occipital lobe Q Vagus Nerve 
Parietal lobe Anterior vagal trunk 
Temporal lobe Pharyngeal plexus 
8 Basal Ganglia Pneumogastric nerve 
Basal nuclei Posterior vagal trunk 
Claustrum Pulmonary plexus 
Corpus striatum Recurrent laryngeal nerve 
Globus pallidus Superior laryngeal nerve 
Substantia nigra Tenth cranial nerve 
Subthalamic nucleus R_ Accessory Nerve 
9 Thalamus Eleventh cranial nerve 
Epithalamus S Hypoglossal Nerve 
Geniculate nucleus Twelfth cranial nerve 
Metathalamus T Spinal Meninges 
Pulvinar Arachnoid mater, spinal 
A Hypothalamus Denticulate (dentate) 
Mammillary body ligament 
B Pons Dura mater, spinal 
Apneustic center Filum terminale 
Basis pontis Leptomeninges, spinal 
Locus ceruleus Pia mater, spinal 
Pneumotaxic center U Spinal Canal 
Pontine tegmentum Epidural space, spinal 
Superior olivary nucleus Extradural space, spinal 
C Cerebellum Subarachnoid space, spinal 
Culmen Subdural space, spinal 
D Medulla Oblongata Vertebral canal 
Myelencephalon W Cervical Spinal Cord 
F Olfactory Nerve X_ Thoracic Spinal Cord 
First cranial nerve Y Lumbar Spinal Cord 
Olfactory bulb Cauda equina F 
SS a a ee OE RN 


Non-OR 909[0,1,2,3,4,5,6,7,8,9,A,B,C,D,F,G,H,J,K,L,M,N,P,Q,R,S][3,4]ZX 
Non-OR 969[T,W,X,Y]3Z[X,Z] 
Non-OR 909U[3,4]Z[X,Z] 
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ICD-10-PCS 2021 


ICD-10-PCS 2021 Central Nervous System and Cranial Nerves 99B-96B 
8 Medical and Surgical 
9 Central Nervous System and Cranial Nerves 
B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Body Part Approach Device Qualifier 
Brain Oculomotor Nerve ® Open Z_ No Device X Diagnostic 
Cerebrum Third cranial nerve 3 Percutaneous Z No Qualifier 
Corpus callosum J Trochlear Nerve 4 Percutaneous Endoscopic 
Encephalon Fourth cranial nerve 
1 Cerebral Meninges K Trigeminal Nerve 
Arachnoid mater, Fifth cranial nerve 
intracranial Gasserian ganglion 
Leptomeninges, Mandibular nerve 
intracranial Maxillary nerve 
Pia mater, intracranial Ophthalmic nerve 
2 Dura Mater Trifacial nerve 
Diaphragma sellae L Abducens Nerve 
Dura mater, intracranial Sixth cranial nerve 
Falx cerebri M Facial Nerve 
Tentorium cerebelli Chorda tympani 
6 Cerebral Ventricle Geniculate ganglion 
Aqueduct of Sylvius Greater superficial petrosal 
Cerebral aqueduct (Sylvius) nerve 
Choroid plexus Nerve to the stapedius 
Ependyma Parotid plexus 
Foramen of Monro Posterior auricular nerve 
(intraventricular) Seventh cranial nerve 
Fourth ventricle Submandibular ganglion 
Interventricular foramen \ Acoustic Nerve 
(Monro) Cochlear nerve 
Left lateral ventricle Eighth cranial nerve 
Right lateral ventricle Scarpa's (vestibular) 
Third ventricle ganglion 
7 Cerebral Hemisphere Spiral ganglion 
Frontal lobe Vestibular (Scarpa's) 
Occipital lobe ganglion 
Parietal lobe Vestibular nerve 
Temporal lobe Vestibulocochlear nerve 
8 Basal Ganglia P Glossopharyngeal Nerve 
Basal nuclei Carotid sinus nerve 
Claustrum Ninth cranial nerve 
Corpus striatum Tympanic nerve 
Globus pallidus Q Vagus Nerve 
Substantia nigra Anterior vagal trunk 
Subthalamic nucleus Pharyngeal plexus 
9 Thalamus Pneumogastric nerve 
Epithalamus Posterior vagal trunk 
Geniculate nucleus Pulmonary plexus 
Metathalamus Recurrent laryngeal nerve 
Pulvinar Superior laryngeal nerve 
A Hypothalamus Tenth cranial nerve 
Mammillary body R_ Accessory Nerve 
B Pons Eleventh cranial nerve 
Apneustic center S Hypoglossal Nerve 
Basis pontis Twelfth cranial nerve 
Locus ceruleus T Spinal Meninges 
Pneumotaxic center Arachnoid mater, spinal 
Pontine tegmentum Denticulate (dentate) 
Superior olivary nucleus ligament 
C Cerebellum Dura mater, spinal 
Culmen Filum terminale 
D Medulla Oblongata Leptomeninges, spinal 
Myelencephalon Pia mater, spinal 
F Olfactory Nerve W Cervical Spinal Cord 
First cranial nerve X Thoracic Spinal Cord 
Olfactory bulb Y Lumbar Spinal Cord 
G Optic Nerve Cauda equina 
Optic chiasma Conus medullaris 2 
Second cranial nerve 


Non-OR QB[F,G,H,J,K,L,M,N,P,Q,R,S][3,4]ZX 
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99C-G0C 


Central Nervous System and Cranial Nerves 


ICD-10-PCS 2021 


Central Nervous System and Cranial Nerves 


89C-G8C 

8 Medical and Surgical 
1) 

C_ Extirpation 


Definition: Taking or cutting out solid matter from a body part 


Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part 


Brain 
Cerebrum 
Corpus callosum 
Encephalon 
Cerebral Meninges 
Arachnoid mater, 
intracranial 
Leptomeninges, 
intracranial 
Pia mater, intracranial 
Dura Mater 
Diaphragma sellae 
Dura mater, intracranial 
Falx cerebri 
Tentorium cerebelli 
Epidural Space, 
Intracranial 
Extradural space, 
intracranial 
Subdural Space, 
Intracranial 
Subarachnoid Space, 
Intracranial 
Cerebral Ventricle 
Aqueduct of Sylvius 
Cerebral aqueduct (Sylvius) 
Choroid plexus 
Ependyma 
Foramen of Monro 
(intraventricular) 
Fourth ventricle 
Interventricular foramen 
(Monro) 
Left lateral ventricle 
Right lateral ventricle 
Third ventricle 
Cerebral Hemisphere 
Frontal lobe 
Occipital lobe 
Parietal lobe 
Temporal lobe 
Basal Ganglia 
Basal nuclei 
Claustrum 
Corpus striatum 
Globus pallidus 
Substantia nigra 
Subthalamic nucleus 
Thalamus 
Epithalamus 
Geniculate nucleus 
Metathalamus 
Pulvinar 
Hypothalamus 
Mammillary body 
Pons 
Apneustic center 
Basis pontis 
Locus ceruleus 
Pneumotaxic center 
Pontine tegmentum 
Superior olivary nucleus 
Cerebellum 
Culmen 
Medulla Oblongata 
Myelencephalon 
Olfactory Nerve 
First cranial nerve 
Olfactory bulb 


uv 


Character 4 


Optic Nerve 
Optic chiasma 
Second cranial nerve 
Oculomotor Nerve 
Third cranial nerve 
Trochlear Nerve 
Fourth cranial nerve 
Trigeminal Nerve 
Fifth cranial nerve 
Gasserian ganglion 
Mandibular nerve 
Maxillary nerve 
Ophthalmic nerve 
Trifacial nerve 
Abducens Nerve 
Sixth cranial nerve 
Facial Nerve 
Chorda tympani 
Geniculate ganglion 
Greater superficial petrosal 
nerve 
Nerve to the stapedius 
Parotid plexus 
Posterior auricular nerve 
Seventh cranial nerve 
Submandibular ganglion 
Acoustic Nerve 
Cochlear nerve 
Eighth cranial nerve 
Scarpa's (vestibular) 
ganglion 
Spiral ganglion 
Vestibular (Scarpa's) 
ganglion 
Vestibular nerve 
Vestibulocochlear nerve 
Glossopharyngeal Nerve 
Carotid sinus nerve 
Ninth cranial nerve 
Tympanic nerve 
Vagus Nerve 
Anterior vagal trunk 
Pharyngeal plexus 
Pneumogastric nerve 
Posterior vagal trunk 
Pulmonary plexus 
Recurrent laryngeal nerve 
Superior laryngeal nerve 
Tenth cranial nerve 
Accessory Nerve 
Eleventh cranial nerve 
Hypoglossal Nerve 
Twelfth cranial nerve 
Spinal Meninges 
Arachnoid mater, spinal 
Denticulate (dentate) 
ligament 
Dura mater, spinal 
Filum terminale 
Leptomeninges, spinal 
Pia mater, spinal 
Spinal Canal 
Cervical Spinal Cord 
Thoracic Spinal Cord 
Lumbar Spinal Cord 
Cauda equina 
Conus medullaris 


Approach 
Character 5 
@ Open 


3 Percutaneous 
4 Percutaneous Endoscopic 


Device . 
Character 6 


Z_ No Qualifier 


Z No Device 


Qualifier 
Character 7 


een 
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ICD-10-PCS 2021 


Central Nervous System and Cranial Nerves 09D-O0F 
9 Medical and Surgical 
9 Central Nervous System and Cranial Nerves 
D_ Extraction 


Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


i Body Part Approach Device Qualifier 
ft Character 4 | Character 5 Character 6 Character 7 
Cerebral Meninges Acoustic Nerve ® Open Z_ No Device Z No Qualifier 
Arachnoid mater, Cochlear nerve 3 Percutaneous 

intracranial Eighth cranial nerve 4 Percutaneous Endoscopic 
Leptomeninges, Scarpa's (vestibular) 
intracranial ganglion 
Pia mater, intracranial Spiral ganglion 
2 Dura Mater Vestibular (Scarpa's) 


“322 


Diaphragma sellae 

Dura mater, intracranial 

Falx cerebri 

Tentorium cerebelli 

Olfactory Nerve 

First cranial nerve 

Olfactory bulb 

Optic Nerve 

Optic chiasma 

Second cranial nerve 

Oculomotor Nerve 

Third cranial nerve 

Trochlear Nerve 

Fourth cranial nerve 

Trigeminal Nerve 

Fifth cranial nerve 

Gasserian ganglion 

Mandibular nerve 

Maxillary nerve 

Ophthalmic nerve 

Trifacial nerve 

Abducens Nerve 

Sixth cranial nerve 

Facial Nerve 

Chorda tympani 

Geniculate ganglion 

Greater superficial petrosal 
nerve 

Nerve to the stapedius 

Parotid plexus 

Posterior auricular nerve 

Seventh cranial nerve 

Submandibular ganglion 


Medical and Surgical 


ganglion 
Vestibular nerve 
Vestibulocochlear nerve 
Glossopharyngeal Nerve 
Carotid sinus nerve 
Ninth cranial nerve 
Tympanic nerve 
Vagus Nerve 
Anterior vagal trunk 
Pharyngeal plexus 
Pneumogastric nerve 
Posterior vagal trunk 
Pulmonary plexus 
Recurrent laryngeal nerve 
Superior laryngeal nerve 
Tenth cranial nerve 
Accessory Nerve 
Eleventh cranial nerve 
Hypoglossal Nerve 
Twelfth cranial nerve 
Spinal Meninges 
Arachnoid mater, spinal 
Denticulate (dentate) 

ligament 
Dura mater, spinal 
Filum terminale 
Leptomeninges, spinal 
Pia mater, spinal 


Central Nervous System and Cranial Nerves 
Fragmentation Definition: Breaking solid matter in a body part into pieces 
Explanation: Physical force (e.g., manual, ultrasonic) applied directly or indirectly is used to break the solid matter into pieces. The solid matter 
may be an abnormal byproduct of a biological function or a foreign body. The pieces of solid matter are not taken out. 
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roach Device Qualifier 
Gor’ chor? 
3 Epidural Space, Intracranial [Nc] @ Open Z No Device Z No Qualifier 
Extradural space, intracranial 3 Percutaneous 
4 Subdural Space, Intracranial Nc 4 Percutaneous Endoscopic 
5 Subarachnoid Space, Intracranial NC} X External 
6 Cerebral Ventricle {NC} 


Aqueduct of Sylvius 
Cerebral aqueduct (Sylvius) 
Choroid plexus 
Ependyma 
Foramen of Monro (intraventricular) 
Fourth ventricle 
Interventricular foramen (Monro) 
Left lateral ventricle 5 
Right lateral ventricle 
Third ventricle 

U_ Spinal Canal 
Epidural space, spinal 
Extradural space, spinal 
Subarachnoid space, spinal 
Subdural space, spinal 
Vertebral canal 


Non-OR Q0F(3,4,5,6]XZZ 
INC OOF[3,4,5,6)XZZ 
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ICD-10-PCS 2021 


OGH-O8K Central Nervous System and Cranial Nerves 


® Medical and Surgical 
6 Central Nervous System and Cranial Nerves 
H_ Insertion 


Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


take the place of a body part 
Approach Device 
Character 5 Character 6 


Explanation: None 


Body Part 
Character 4 


Qualifier 
Character 7 


® Brain @ Open 1 Radioactive Element Z_ No Qualifier 
Cerebrum 2 Monitoring Device 
Corpus callosum 3 Infusion Device 
Encephalon 4 Radioactive Element, 
Cesium-131 Collagen 
Implant 
Neurostimulator Lead 
Other Device 
ipa 5 
® Brain eal 3 Percutaneous Radioactive Element Z_ No Qualifier 
Cerebrum 4 Percutaneous Endoscopic Monitoring Device 
Corpus callosum Infusion Device 
Encephalon Neurostimulator Lead 


Other Device 
Radioactive Element 


‘TZ No Qualifier 


6. Cerebral Ventricle eal E Cranial Nerve 


Aqueduct of Sylvius 


Cerebral aqueduct (Sylvius) 


Choroid plexus 

Ependyma 

Foramen of Monro 
(intraventricular) 


Fourth ventricle Interventricular 


U_ Spinal Canal 
Epidural space, spinal 
Extradural space, spinal 
Subarachnoid space, 
spinal 
Subdural space, spinal 
Vertebral canal 


f])3 Percutaneous 


4 Percutaneous Endoscopic 


Monitoring Device 
Infusion Device 
Neurostimulator Lead 
Other Device 


<ZWnN=|<2WN=2|<2 


foramen (Monro) V_ Spinal Cord 
Left lateral ventricle 
Right lateral ventricle 
Third ventricle 
DRGNon-OR Q0H004Z See Appendix L for Procedure Combinations 
Non-OR OOH[E,U,V]32Z BBHOBMZ 
Non-OR OOH[E,U][3,4]YZ OBHO[3,4]MZ 
Non-OR OOH[U,V][0,3,4]3Z + OOH[6,E,U,V][9,3,4]MZ 


8 Medical and Surgical 
6 Central Nervous System and Cranial Nerves 
J Inspection 


Definition: Visually and/or manually exploring a body part 
Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 


through intervening body layers. 
Approach Device 
Character 5 Character 6 


Body Part 
Character 4 


Qualifier 
Character 7 


® Brain U_ Spinal Canal ® Open Z No Device Z_ No Qualifier 
Cerebrum Epidural space, spinal 3 Percutaneous 
Corpus callosum Extradural space, spinal 4 Percutaneous Endoscopic 
Encephalon Subarachnoid space, spinal 


Subdural space, spinal 
Vertebral canal 
V_ Spinal Cord 


G0J[G,E,U,V]3ZZ 


E Cranial Nerve 


Non-OR 


® Medical and Surgical 
§ Central Nervous System and Cranial Nerves 
K Map 


Definition: Locating the route of passage of electrical impulses and/or locating functional areas in a body part 
Explanation: Applicable only to the cardiac conduction mechanism and the central nervous system 


Body Part Approach Device 
Character 5 Character 6 


Character 4 
@ Open Z No Device 


Qualifier 
Character 7 


Z No Qualifier 


@ Brain Thalamus 


Cerebrum Epithalamus 3 Percutaneous 
Corpus callosum Geniculate nucleus 4 Percutaneous Endoscopic 
Encephalon Metathalamus 
7 Cerebral Hemisphere Pulvinar 
Frontal lobe A Hypothalamus 
Occipital lobe Mammillary body 
Parietal lobe B Pons 
Temporal lobe Apneustic center 
8 Basal Ganglia Basis pontis 
Basal nuclei Locus ceruleus 
Claustrum Pneumotaxic center 


Corpus striatum 

Globus pallidus 

Substantia nigra C 
Subthalamic nucleus 


Pontine tegmentum 
Superior olivary nucleus 
Cerebellum 

Culmen 

D Medulla Oblongata 
Myelencephalon 
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ICD-10-PCS 2021 


9 Medical and Surgical 


Central Nervous System and Cranial Nerves 
N_ Release 


Body Part 
Character4 © = 


Oculomotor Nerve 


Brain 


Cerebrum Third cranial nerve 

Corpus callosum J Trochlear Nerve 

Encephalon Fourth cranial nerve 

1 Cerebral Meninges K_ Trigeminal Nerve 

Arachnoid mater, Fifth cranial nerve 
intracranial Gasserian ganglion 

Leptomeninges, Mandibular nerve 
intracranial 


Maxillary nerve 
Ophthalmic nerve 
Trifacial nerve 


Pia mater, intracranial 
2 Dura Mater 


Diaphragma sellae , L Abducens Nerve 
Dura mater, intracranial Sixth cranial nerve 
Falx cerebri 


M Facial Nerve 

Chorda tympani 

Geniculate ganglion 

Greater superficial petrosal 
nerve 

Nerve to the stapedius 

Parotid plexus 

Posterior auricular nerve 

Seventh cranial nerve 

Submandibular ganglion 

Acoustic Nerve 

Cochlear nerve 

Eighth cranial nerve 

Scarpa's (vestibular) 
ganglion 

Spiral ganglion 


Tentorium cerebelli 
6 Cerebral Ventricle 
Aqueduct of Sylvius 
Cerebral aqueduct (Sylvius) 
Choroid plexus 
Ependyma 
Foramen of Monro 
(intraventricular) 
Fourth ventricle 
Interventricular foramen 
(Monro) 
Left lateral ventricle 
Right lateral ventricle 
Third ventricle 
7 Cerebral Hemisphere 


Frontal lobe Vestibular (Scarpa's) 

Occipital lobe ganglion 

Parietal lobe Vestibular nerve 

Temporal lobe Vestibulocochlear nerve 
8 Basal Ganglia P Glossopharyngeal Nerve 

Basal nuclei Carotid sinus nerve 

Claustrum Ninth cranial nerve 

Corpus striatum Tympanic nerve 

Globus pallidus Q Vagus Nerve 


Substantia nigra 
Subthalamic nucleus 
9 Thalamus 
Epithalamus 
Geniculate nucleus 
Metathalamus 


Anterior vagal trunk 
Pharyngeal plexus 
Pneumogastric nerve 
Posterior vagal trunk 
Pulmonary plexus 
Recurrent laryngeal nerve 


Pulvinar Superior laryngeal nerve 
A Hypothalamus Tenth cranial nerve 
Mammillary body R_ Accessory Nerve 
B Pons Eleventh cranial nerve 
Apneustic center S Hypoglossal Nerve 
Basis pontis Twelfth cranial nerve 
Locus ceruleus T Spinal Meninges 


Pneumotaxic center 
Pontine tegmentum 
Superior olivary nucleus 
C Cerebellum 
Culmen 
D Medulla Oblongata 
Myelencephalon 
F Olfactory Nerve 
First cranial nerve 
Olfactory bulb 
G Optic Nerve 
Optic chiasma 
Second cranial nerve 


Arachnoid mater, spinal 
Denticulate (dentate) 
ligament 
Dura mater, spinal 
Filum terminale 
Leptomeninges, spinal 
Pia mater, spinal 
Cervical Spinal Cord 
Thoracic Spinal Cord 
Lumbar Spinal Cord 
Cauda equina 
Conus medullaris 


<x<s 
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Explanation: Some of the restraining t 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Central Nervous System and Cranial Nerves 


Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
issue may be taken out but none of the body part is taken out 


| Approach . 


Device 
Character 6 


Z No Device 


O9N-OON 


Qualifier 
Character 7 


Z_ No Qualifier 
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0OP-99P 


90P-B0P Central Nervous System and Cranial Nerves ICD-10-PCS 2021 


Medical and Surgical 
Central Nervous System and Cranial Nerves 
Removal 


7802 


Definition: Taking out or off a device from a body part ‘ ade 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous eae procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for faking out a device is coded to the root opera F 


Body Part 
Character 4 


“Approach 
Character 5 


Device 
Character 6 


Qualifier 
Character 7 


Brain Open 6 Drainage Device Z_ No Qualifier 
Cerebrum 3 Percutaneous 2 Monitoring Device 
Corpus callosum 4 Percutaneous Endoscopic 3 Infusion Device 
Encephalon 7 Autologous Tissue 
V_ Spinal Cord Substitute 
J Synthetic Substitute 
K Nonautologous Tissue 
Substitute 
M Neurostimulator Lead 
Y Other Device 
6 Brain X External 6 Drainage Device Z No Qualifier 
Cerebrum 2 Monitoring Device 
Corpus callosum 3 Infusion Device 
Encephalon M_ Neurostimulator Lead 
V_ Spinal Cord 
6 Cerebral Ventricle ® Open ® Drainage Device Z No Qualifier 
Aqueduct of Sylvius 3 Percutaneous 2 Monitoring Device 
Cerebral aqueduct (Sylvius) 4 PercutaneousEndoscopic |3 Infusion Device 
Choroid plexus J Synthetic Substitute 
Ependyma : , M Neurostimulator Lead 
Foramen of Monro (intraventricular) Vi Other Device 
Fourth ventricle 
Interventricular foramen (Monro) 
Left lateral ventricle 
Right lateral ventricle 
Third ventricle 
U_ Spinal Canal 
Epidural space, spinal 
Extradural space, spinal 
Subarachnoid space, spinal 
Subdural space, spinal 
Vertebral canal 
6 Cerebral Ventricle X External ® Drainage Device Z_ No Qualifier 
Aqueduct of Sylvius 2 Monitoring Device 
Cerebral aqueduct (Sylvius) 3 Infusion Device 
Choroid plexus M Neurostimulator Lead 
Ependyma 
Foramen of Monro (intraventricular) 
Fourth ventricle 
Interventricular foramen (Monro) 
Left lateral ventricle 
Right lateral ventricle 
Third ventricle 
U_ Spinal Canal 
Epidural space, spinal 
Extradural space, spinal 
Subarachnoid space, spinal 
Subdural space, spinal 
Vertebral canal 
E Cranial Nerve ® Open ® Drainage Device = Z_ No Qualifier 
3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 3 Infusion Device 
7 Autologous Tissue 
Substitute 
M Neurostimulator Lead 
Y Other Device 
E Cranial Nerve X External ® Drainage Device Z_ No Qualifier 
2 Monitoring Device 
3 Infusion Device 
M Neurostimulator Lead 


Non-OR QOP[0,V]3[0,2,3]Z 
Non-OR 99P([9,V][3,4]YZ 
Non-OR Q0P[O,V]X (0, 2,3,M]Z 
Non-OR 9OP[6,U]3[0,2,3]Z 


Non-OR QOP[6,U][3,4]YZ 
Non-OR 96P[6,U]X[9,2,3,M]Z 
Non-OR 9OPE3[0,2,3]Z 
Non-OR 90PE[3,4]YZ 
Non-OR QOPEX(0,2,3,MJZ 
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ICD-10-PCS 2021 


Medical and Surgical 


Central Nervous System and Cranial Nerves 


9 Central Nervous System and Cranial Nerves 
Repair 


Q 


- 


1 


2 


6 


~ 


wo 


> 


na 


D 


ba | 


G 


Brain 
Cerebrum 
Corpus callosum 
Encephalon 
Cerebral Meninges 
Arachnoid mater, 
intracranial 
Leptomeninges, 
intracranial 
Pia mater, intracranial 
Dura Mater 
Diaphragma sellae 
Dura mater, intracranial 
Falx cerebri 
Tentorium cerebelli 
Cerebral Ventricle 
Aqueduct of Sylvius 
Cerebral aqueduct (Sylvius) 
Choroid plexus 
Ependyma 
Foramen of Monro 
(intraventricular) 
Fourth ventricle 
Interventricular foramen 
(Monro) 
Left lateral ventricle 
Right lateral ventricle 
Third ventricle 
Cerebral Hemisphere 
Frontal lobe 
Occipital lobe 
Parietal lobe 
Temporal lobe 
Basal Ganglia 
Basal nuclei 
Claustrum 
Corpus striatum 
Globus pallidus 
Substantia nigra 
Subthalamic nucleus 
Thalamus 
Epithalamus 
Geniculate nucleus 
Metathalamus 
Pulvinar 
Hypothalamus 
Mammillary body 
Pons 
Apneustic center 
Basis pontis 
Locus ceruleus 
Pneumotaxic center 
Pontine tegmentum 
Superior olivary nucleus 
Cerebellum 
Culmen 
Medulla Oblongata 
Myelencephalon 
Olfactory Nerve 
First cranial nerve 
Olfactory bulb 
Optic Nerve 


Body Part 
Character 4 


WwW 
X 


Oculomotor Nerve 
Third cranial nerve 
Trochlear Nerve 
Fourth cranial nerve 
Trigeminal Nerve 
Fifth cranial nerve 
Gasserian ganglion 
Mandibular nerve 
Maxillary nerve 
Ophthalmic nerve 
Trifacial nerve 
Abducens Nerve 
Sixth cranial nerve 
Facial Nerve 
Chorda tympani 
Geniculate ganglion 
Greater superficial petrosal 
nerve 
Nerve to the stapedius 
Parotid plexus 
Posterior auricular nerve 
Seventh cranial nerve 
Submandibular ganglion 
Acoustic Nerve 
Cochlear nerve 
Eighth cranial nerve 
Scarpa's (vestibular) 
ganglion 
Spiral ganglion 
Vestibular (Scarpa's) 
ganglion 
Vestibular nerve 
Vestibulocochlear nerve 
Glossopharyngeal Nerve 
Carotid sinus nerve 
Ninth cranial nerve 
Tympanic nerve 
Vagus Nerve 
Anterior vagal trunk 
Pharyngeal plexus 
Pneumogastric nerve 
Posterior vagal trunk 
Pulmonary plexus 
Recurrent laryngeal nerve 
Superior laryngeal nerve 
Tenth cranial nerve 
Accessory Nerve 
Eleventh cranial nerve 
Hypoglossal Nerve 
Twelfth cranial nerve 
Spinal Meninges 
Arachnoid mater, spinal 
Denticulate (dentate) 
ligament 
Dura mater, spinal 
Filum terminale 
Leptomeninges, spinal 
Pia mater, spinal 
Cervical Spinal Cord 
Thoracic Spinal Cord 
Lumbar Spinal Cord 
Cauda equina 


Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the met 


hod to accomplish the repair is not one of the other root operations 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


‘Approach 


Device 
Character 6 


Z No Device 


88Q-86Q 


Qualifier 
Character 7 


Z_ No Qualifier 


Optic chiasma Conus medullaris 
Second cranial nerve 


ES Limited Coverage [3 Noncovered [Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR 
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Medical and Surgical 
Central Nervous System and Cranial Nerves 
Replacement 


Central Nervous System and Cranial Nerves 


ICD-10-PCS 2021 


Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 


Body Part 
Character 4 


Cerebral Meninges 
Arachnoid mater, 
intracranial 
Leptomeninges, 
intracranial 
Pia mater, intracranial 
Dura Mater 
Diaphragma sellae 
Dura mater, intracranial 
Falx cerebri 
Tentorium cerebelli 
Cerebral Ventricle 
Aqueduct of Sylvius 
Cerebral aqueduct (Sylvius) 
Choroid plexus 
Ependyma 
Foramen of Monro 
(intraventricular) 
Fourth ventricle 
Interventricular foramen 
(Monro) 
Left lateral ventricle 
Right lateral ventricle 
Third ventricle 
Olfactory Nerve 
First cranial nerve 
Olfactory bulb 
Optic Nerve 
Optic chiasma 
Second cranial nerve 
Oculomotor Nerve 
Third cranial nerve 
Trochlear Nerve 
Fourth cranial nerve 
Trigeminal Nerve 
Fifth cranial nerve 
Gasserian ganglion 
Mandibular nerve 
Maxillary nerve 
Ophthalmic nerve 
Trifacial nerve 
Abducens Nerve 
Sixth cranial nerve 


M Facial Nerve 


Chorda tympani 
Geniculate ganglion 
Greater superficial petrosal 
nerve 
Nerve to the stapedius 
Parotid plexus 
Posterior auricular nerve 
Seventh cranial nerve 
Submandibular ganglion 
Acoustic Nerve 
Cochlear nerve 
Eighth cranial nerve 
Scarpa's (vestibular) 
ganglion 
Spiral ganglion 
Vestibular (Scarpa's) 
ganglion 
Vestibular nerve 
Vestibulocochlear nerve 
Glossopharyngeal Nerve 
Carotid sinus nerve 
Ninth cranial nerve 
Tympanic nerve 
Vagus Nerve 
Anterior vagal trunk 
Pharyngeal plexus 
Pneumogastric nerve 
Posterior vagal trunk 
Pulmonary plexus 
Recurrent laryngeal nerve 
Superior laryngeal nerve 
Tenth cranial nerve 
Accessory Nerve 
Eleventh cranial nerve 
Hypoglossal Nerve 
Twelfth cranial nerve 
Spinal Meninges 
Arachnoid mater, spinal 
Denticulate (dentate) 
ligament 
Dura mater, spinal 
Filum terminale 
Leptomeninges, spinal 
Pia mater, spinal 


the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


Approach Device 
Character 5 Character 6 


® Open 
4 Percutaneous Endoscopic 


Qualifier 
- Character 7 


Z_ No Qualifier 


Autologous Tissue 
Substitute 

Synthetic Substitute 
Nonautologous Tissue 
Substitute 
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New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 Central Nervous System and Cranial Nerves @9S-O8T la) 
1) 
8 Medical and Surgical A 
i] Central Nervous System and Cranial Nerves Ps} 
S Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part — 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning = 
correctly. The body part may or may not be cut out or off to be moved to the new location. © 
Body Part Approach Device Qualifier Ss 
Character 4 Character 5 Character 6 Character 7 = 
w 
Olfactory Nerve Acoustic Nerve @ Open Z No Device Z_ No Qualifier (7) 
First cranial nerve Cochlear nerve 3 Percutaneous = 
Olfactory bulb Eighth cranial nerve 4 Percutaneous Endoscopic * 
G Optic Nerve Scarpa's (vestibular) i) 
Optic chiasma ganglion 3 
Second cranial nerve Spiral ganglion » 
H Oculomotor Nerve Vestibular (Scarpa's) 3 
Third cranial nerve ganglion a. 
J Trochlear Nerve Vestibular nerve a 
Fourth cranial nerve Vestibulocochlear nerve Pj 
K Trigeminal Nerve P Glossopharyngeal Nerve s 
Fifthicranialnerve Carotid sinus nerve -Y) 
Gasserian ganglion Ninth cranial nerve = 
Mandibular nerve Tympanic nerve ry 
Maxillary nerve Q Vagus Nerve = 
Ophthalmic nerve Anterior vagal trunk ~ 
Trifacial nerve Pharyngeal plexus wv 
Lo )Abducens Nerve Pneumogastric nerve 
Sixth cranial nerve Posterior vagal trunk 
M Facial Nerve Puimonaty plexus 


Recurrent laryngeal nerve 
Superior laryngeal nerve 
Tenth cranial nerve 
Accessory Nerve 


Chorda tympani 
Geniculate ganglion 
Greater superficial petrosal 


nerve 
Nerve to the stapedius Eleventh cranial nerve 
Parotid plexus Hypoglossal Nerve 
Posterior auricular nerve Twelfth cranial nerve 


Cervical Spinal Cord 
Thoracic Spinal Cord 
Lumbar Spinal Cord 
Cauda equina 

Conus medullaris 


Seventh cranial nerve 
Submandibular ganglion 


<x<x 


® Medical and Surgical 
® Central Nervous System and Cranial Nerves 
T Resection Definition: Cutting out or off, without replacement, all of a body part 


Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


7 Cerebral Hemisphere @ Open Z No Device Z_ No Qualifier 


Frontal lobe 3 Percutaneous 
Occipital lobe 4 Percutaneous Endoscopic 
Parietal lobe 


Temporal lobe 


Limited Coverage BS Noncovered [Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR  New/Revised in 7s 
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99U-90U 


Central Nervous System and Cranial Nerves 


Central Nervous System and Cranial Nerves 


9GHU-68U 

8 Medical and Surgical 
) 

U Supplement 


BD Limited Coverage [ENoncovered EH Combination Member HACSRBGateUpROGUue Combination Only BRENOHOR WonOR 


148 


Definition: Putting in or on biological or synthetic materia 


Explanation: The biological material is non-living, or is living and from the sa : 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of th 


Body Part 


Cerebral Meninges 
Arachnoid mater, 
intracranial 
Leptomeninges, 
intracranial 
Pia mater, intracranial 
Dura Mater 
Diaphragma sellae 
Dura mater, intracranial 
Falx cerebri 
Tentorium cerebelli 
Cerebral Ventricle 
Aqueduct of Sylvius 
Cerebral aqueduct (Sylvius) 
Choroid plexus 
Ependyma 
Foramen of Monro 
(intraventricular) 
Fourth ventricle 
Interventricular foramen 
(Monro) 
Left lateral ventricle 
Right lateral ventricle 
Third ventricle 
Olfactory Nerve 
First cranial nerve 
Olfactory bulb 
Optic Nerve 
Optic chiasma 
Second cranial nerve 
Oculomotor Nerve 
Third cranial nerve 
Trochlear Nerve 
Fourth cranial nerve 
Trigeminal Nerve 
Fifth cranial nerve 
Gasserian ganglion 
Mandibular nerve 
Maxillary nerve 
Ophthalmic nerve 
Trifacial nerve 
Abducens Nerve 
Sixth cranial nerve 


Character 4 


M Facial Nerve 


Chorda tympani 
Geniculate ganglion 
Greater superficial petrosal 
nerve 
Nerve to the stapedius 
Parotid plexus 
Posterior auricular nerve 
Seventh cranial nerve 
Submandibular ganglion 
Acoustic Nerve 
Cochlear nerve 
Eighth cranial nerve 
Scarpa's (vestibular) 
ganglion 
Spiral ganglion 
Vestibular (Scarpa's) 
ganglion 
Vestibular nerve 
Vestibulocochlear nerve 
Glossopharyngeal Nerve 
Carotid sinus nerve 
Ninth cranial nerve 
Tympanic nerve 
Vagus Nerve 
Anterior vagal trunk 
Pharyngeal plexus 
Pneumogastric nerve 
Posterior vagal trunk 
Pulmonary plexus 
Recurrent laryngeal nerve 
Superior laryngeal nerve 
Tenth cranial nerve 
Accessory Nerve 
Eleventh cranial nerve 
Hypoglossal Nerve 
Twelfth cranial nerve 
Spinal Meninges 
Arachnoid mater, spinal 
Denticulate (dentate) 
ligament 
Dura mater, spinal 
Filum terminale 
Leptomeninges, spinal 
Pia mater, spinal 


Approach 
Character 5 


@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


7 Autologous Tissue 
Substitute 

J Synthetic Substitute 
Nonautologous Tissue 
Substitute 


ICD-10-PCS 2021 


| that physically reinforces and/or augments the function of a portion of a body part 


me individual. The body part may have been previously replaced, 
e replaced body part. 


Device 
Character 6 { 


Qualifier 
Character 7 


Z_ No Qualifier 


New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 Central Nervous System and Cranial Nerves 82W-99W R 
9 Medical and Surgical = 
7) Central Nervous System and Cranial Nerves = 
W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device oe 

Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as = 
a screw or pin 4 
= 
Body Part — Approach Device ifi r 
prea priv caer ¢ 
8 ae im ® Open ® Drainage Device Z No Qualifier A 
Corpus callosum 3 Percutaneous 2 Monitoring Device ‘$ 
Encephalon 4 Percutaneous Endoscopic 3 Infusion Device - 
V Spinal or Seog z 
J Synthetic Substitute 4 
K Nonautologous Tissue rs 
Substitute A 
M_ Neurostimulator Lead at 
ae Y Other Device S 
® Brain X External ® Drainage Device Z_ No Qualifier iy 
eS cor 2 Monitoring Device > 
Egaiion 3 Infusion Device © 
V_ Spinal Cord : eee eee = 
J Synthetic Substitute “a 
K Nonautologous Tissue 
Substitute 
M_ Neurostimulator Lead 
6 Cerebral Ventricle ® Open 8 Drainage Device Z_ No Qualifier 
Aqueduct of Sylvius 3 Percutaneous 2 Monitoring Device 
eas oe (Sylvius) 4 Percutaneous Endoscopic 3 Infusion Device 
tee sos J Synthetic Substitute 
Foramen of Monro (intraventricular) Mi Neurostmulatos Lead 
Fourth ventricle Y Other Device 
Interventricular foramen (Monro) 
Left lateral ventricle 
Right lateral ventricle 
Third ventricle 
U_ Spinal Canal 
Epidural space, spinal 
Extradural space, spinal 
Subarachnoid space, spinal 
Subdural space, spinal 
Vertebral canal 
6 Cerebral Ventricle “TX External @ Drainage Device Z No Qualifier 
Aqueduct of Sylvius 2 Monitoring Device 
Cerebral aqueduct (Sylvius) 3 Infusion Device 
Choroid plexus J Synthetic Substitute 
Ependyma : : M_ Neurostimulator Lead 
Foramen of Monro (intraventricular) 
Fourth ventricle 
Interventricular foramen (Monro) 
Left lateral ventricle 
Right lateral ventricle 
Third ventricle 
U_ Spinal Canal 
Epidural space, spinal 
Extradural space, spinal 
Subarachnoid space, spinal 
Subdural space, spinal 
Vertebral canal 
E Cranial Nerve ® Open ® Drainage Device Z_ No Qualifier 
3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 3 Infusion Device 
7 Autologous Tissue 
Substitute 
Neurostimulator Lead 


M 
Y Other Device 
2 
E Cranial Nerve X External @ Drainage Device Z_ No Qualifier 
2 
3 
7 


Monitoring Device 
Infusion Device 
Autologous Tissue 
Substitute 

M Neurostimulator Lead 


i 
Non-OR @OW([0,V][3,4]YZ 
Non-OR 90W(9,V]X([0,2,3,7,J,K,MJZ 
Non-OR @0W([6,U][3,4]YZ 
Non-OR @0W([6,U}X[0,2,3,J,MI]Z 
Non-OR @QWE[3,4]YZ 
Non-OR @OWEX(0,2,3,7,M]Z 


SESE 
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BOX-BOX Central Nervous System and Cranial Nerves ICD-10-PCS 2021 


6 Medical and Surgical 

® Central Nervous System and Cranial Nerves 

X Transfer Definition: Moving, without taking out, all or a portion of a bo 
Explanation: The body part transferred remains connected to its vascular and nervous supply 


dy part to another location to take over the function of all or a portion of a body part 


Body Part Approach Device Qualifier 
Charcter 4 Chavacter 5 Character 6 Character 7 
Olfactory Nerve ® Open Z No Device Olfactory Nerve 
First cranial nerve 4 Percutaneous Endoscopic Optic Nerve 


Oculomotor Nerve 
Trochlear Nerve 
Trigeminal Nerve 
Abducens Nerve 

Facial Nerve 

Acoustic Nerve 
Glossopharyngeal Nerve 
Vagus Nerve 

Accessory Nerve 
Hypoglossal Nerve 


Olfactory bulb 

G Optic Nerve 
Optic chiasma 
Second cranial nerve 

H Oculomotor Nerve 
Third cranial nerve 

J Trochlear Nerve 
Fourth cranial nerve 

K_ Trigeminal Nerve 
Fifth cranial nerve 
Gasserian ganglion 
Mandibular nerve 
Maxillary nerve 
Ophthalmic nerve 
Trifacial nerve 

L Abducens Nerve 
Sixth cranial nerve 

M Facial Nerve 
Chorda tympani 
Geniculate ganglion 
Greater superficial petrosal nerve 
Nerve to the stapedius 
Parotid plexus 
Posterior auricular nerve 
Seventh cranial nerve 
Submandibular ganglion 

N Acoustic Nerve 
Cochlear nerve 
Eighth cranial nerve 
Scarpa's (vestibular) ganglion 
Spiral ganglion 
Vestibular (Scarpa's) ganglion 
Vestibular nerve 
Vestibulocochlear nerve 

P Glossopharyngeal Nerve 
Carotid sinus nerve 
Ninth cranial nerve 
Tympanic nerve 

Q Vagus Nerve 
Anterior vagal trunk 
Pharyngeal plexus 
Pneumogastric nerve 
Posterior vagal trunk 
Pulmonary plexus 
Recurrent laryngeal nerve 
Superior laryngeal nerve 
Tenth cranial nerve 

R_ Accessory Nerve 
Eleventh cranial nerve 

S Hypoglossal Nerve 
Twelfth cranial nerve 
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ICD-10-PCS 2021 


Peripheral Nervous System 612-61X 
ee alate eee 
Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identification of chara in thi i 
cter members that may be found in this section of 
tables. It SHOULD NOT be used to build a PCS code. : ng one 


Peripheral Nervous System 


v 
© 
= 
Ss 
> 
© 
ay 
-s 
2 
@ 
= 
< 
° 
= 
wn 
wn 
< 
4] 
al 
© 
3 


ratio Body Part-Character 4 : Approach-Character 5 _|Device-Character6 Qualifier-Character 7 
2 Change 8 Cervical Plexus Open 1) Prainace Device 1 Cervical Nerve 
5 Destruction 1 Cervical Nerve Percutaneous ‘| 1 Radioactive Element ‘ea Phrenic Nerve 
8 Division Fi 2 Phrenic Nerve Percutaneous Endoscopic la Monitoring Device 4 Ulnar Nerve 
9 Drainage ‘eal Brachial Plexus External 7 Autologous Tissue Substitute | 5 Median Nerve 
B_ Excision 4 Ulnar Nerve M Neurostimulator Lead |6 Radial Nerve 
C Extirpation [5 Median Nerve oy Other Device 8 Thoracic Nerve 
D Extraction 6 Radial Nerve TZ. No Device B_ Lumbar Nerve 
H_ Insertion 8 Thoracic Nerve C Perineal Nerve 
J Inspection 9 Lumbar Plexus ae D Femoral Nerve 
N Release A Lumbosacral Plexus F Sciatic Nerve 
P Removal B Lumbar Nerve (ee G Tibial Nerve 
Q Repair C Pudendal Nerve H_ Peroneal Nerve 
R Replacement D Femoral Nerve X Diagnostic 
S_ Reposition F Sciatic Nerve Z_ No Qualifier 
U Supplement G Tibial Nerve ee 
W Revision H_ Peroneal Nerve 
X Transfer K Head and Neck Sympathetic Nerve 4 
L Thoracic Sympathetic Nerve C 
| M Abdominal Sympathetic Nerve 
N Lumbar Sympathetic Nerve 7 
P Sacral Sympathetic Nerve 
Q Sacral Plexus 
R_ Sacral Nerve 
Y Peripheral Nerve 
AHA Coding Clinic for table 81B AHA Coding Clinic for table 91Q 
2018, 2Q,22 Excision of synovial cyst 2019,3Q,32 Breast reconstruction with neurotization 
2017,2Q,19 Thoracic outlet decompression with sympathectomy AHA Coding Clinic for table 01U 
AHA Coding Clinic for table 61N 2019,3Q,32 Breast reconstruction with neurotization 
2019, 1Q,28 Decompressive laminectomy of both spinal cord and nerve roots 2017,4Q,62 Added and revised device values - Nerve substitutes 


2018,2Q,22 Excision of synovial cyst 

2017,2Q,19 Thoracic outlet decompression with sympathectomy 

2016, 2Q,16 Decompressive laminectomy/foraminotomy and lumbar discectomy 

2016,2Q,17 Removal of longitudinal ligament to decompress cervical nerve root 

2016, 20,23 Thoracic outlet syndrome and release of brachial plexus 

2015, 20,34 Decompressive laminectomy 

2014, 3Q,33 Radial fracture treatment with open reduction internal fixation, and 
release of carpal ligament 


Median and Ulnar Nerves 


Median nerve 5 Ulnar nerve 4 


Palmar branch 4 


Deep branch 4 


Superficial 
branch 4 
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Peripheral Nervous System 


Great auricular | Cervical plexus 8 
Lesser occiptial 


Greater occipital 
Suboccipital Cervical nerve 1 


3rd occipital 


: Ansa cervicalis aot ee 
Cervical plexus @ : nse oe, TS; 
Transverse cervical ne ; | 

— Gs 
i 
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Dorsal scapular 


L. phrenic 2 
Supraclavicular ® 
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First intercostal 
Subclavian ea 


Brachial plexus 3 Long thoracic (ei Gat 


N 
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TEEN 
Axillary KO ea8 
Musculocutaneous} | y YU cme Median 5 
Iic= 
\ /) (Ys SZ. Ulnar 4 
Hi Ney 3 
Intercostal nerves 8 eit SG Radial 6 
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LPS 
RG 
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Be 
NOY SS 
UL 
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\) NN Lumbar splanchnic N 
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Subcostal 8 Vie =i y = aes Genitofemoral 
a4 A ee ’ ; 
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hi AX \ \o jet llioinguinal Lumbar 
dT aN iN (—_ HE Obturator plexus 9 
) ACM a Lateral femoral cutaneous 
Sacral R ‘om A avi 129 


= Accessory obturator 
TAS Tt Superior gluteal 
yi <ul Inferior gluteal Q 


iN Zann 
Vielen ar Sacral splanchnic P | Sacral plexus 


vA 
PISA] 
di Lhe YA ) LAT Pelvic splanchnic P_ | and sacral 
Posterior ( ri 4 AN, Pudendal Q sympathetic nerves 
scrotal/labial C { / Bs \ | Hi Posterior femoral 
F ID IBY 
emora Uh Sei (\\ t cutaneous Q 
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Superficial peroneal H 


Deep peroneal H 
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ICD-10-PCS 2021 Peripheral Nervous System 012-615 


8 Medical and Surgical 
1 Peripheral Nervous System 


2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or amucous membrane 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Peripheral Nerve 


Z_ No Qualifier 


® Drainage Device 
Y Other Device 


Non-OR All body part, approach, device, and qualifier values 


8 Medical and Surgical 
1 Peripheral Nervous System Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 


5 Destruction Explanation: None of the body part is physically taken out 
Device 
Character 6 


Qualifier 


Character 4 Character 7 


Body Part Approach 
Character 5 


Cervical Plexus H_ Peroneal Nerve ® Open Z No Device Z No Qualifier 
Ansa cervicalis Common fibular nerve 3 Percutaneous 
Cutaneous (transverse) cervical nerve Common peroneal nerve 4 Percutaneous 
Great auricular nerve External popliteal nerve Endoscopic 
Lesser occipital nerve Lateral sural cutaneous nerve P 
Supraclavicular nerve K Head and Neck Sympathetic Nerve 
Transverse (cutaneous) cervical nerve Cavernous plexus 
1 Cervical Nerve Cervical ganglion 
Greater occipital nerve Ciliary ganglion 
Spinal nerve, cervical Internal carotid plexus 
Suboccipital nerve Otic ganglion 
Third occipital nerve Pterygopalatine (sphenopalatine) 
2 Phrenic Nerve ganglion 
Accessory phrenic nerve Sphenopalatine (pterygopalatine) 
3 Brachial Plexus ganglion 
Axillary nerve Stellate ganglion 
Dorsal scapular nerve Submandibular ganglion 
First intercostal nerve Submaxillary ganglion 
Long thoracic nerve L_ Thoracic Sympathetic Nerve 
Musculocutaneous nerve Cardiac plexus 
Subclavius nerve Esophageal plexus 
Suprascapular nerve Greater splanchnic nerve 
4 Ulnar Nerve Inferior cardiac nerve 
Cubital nerve Least splanchnic nerve 
5 Median Nerve Lesser splanchnic nerve 
Anterior interosseous nerve Middle cardiac nerve 
Palmar cutaneous nerve Pulmonary plexus 
6 Radial Nerve Superior cardiac nerve 
Dorsal digital nerve ee poten 
: oracic ganglion 
ae ene ane M Abdominal Sympathetic Nerve 
Posterior interosseous nerve Abdominal skin: plexus 
8 ThoracicNerve Auerbach s (myenteric) plexus 
Intercostal nerve Celiac (solar) plexus 
Intercostobrachial nerve Celiac ganglion 
Spinal nerve, thoracic Gastric plexus 
Subcostal nerve Hepatic plexus 
Inferior hypogastric plexus 


9 Lumbar Plexus 
Accessory obturator nerve 
Genitofemoral nerve 
lliohypogastric nerve 
llioinguinal nerve 
Lateral femoral cutaneous nerve 
Obturator nerve 
Superior gluteal nerve 
A_ Lumbosacral Plexus 
B_ Lumbar Nerve 
Lumbosacral trunk 
Spinal nerve, lumbar 
Superior clunic (cluneal) nerve 
C Pudendal Nerve 
Posterior labial nerve 


Inferior mesenteric ganglion 
Inferior mesenteric plexus 
Meissner's (submucous) plexus 
Myenteric (Auerbach's) plexus 
Pancreatic plexus 

Pelvic splanchnic nerve 

Renal nerve 

Renal plexus 

Solar (celiac) plexus 

Splenic plexus 

Submucous (Meissner's) plexus 
Superior hypogastric plexus 
Superior mesenteric ganglion 
Superior mesenteric plexus 
Suprarenal plexus 


Posterior scrotal nerve N_ Lumbar Sympathetic Nerve 
D Femoral Nerve Lumbar ganglion 
Anterior crural nerve Lumbar splanchnic nerve 
Saphenous nerve P Sacral Sympathetic Nerve 
F Sciatic Nerve Ganglion impar (ganglion of 
Ischiatic nerve Walther) 
G Tibial Nerve Pelvic splanchnic nerve 
Lateral plantar nerve Sacral ganglion 
Medial plantar nerve Sacral splanchnic nerve 
Medial popliteal nerve Q Sacral Plexus 
Medial sural cutaneous nerve inferior gluteal nerve 


Posterior femoral cutaneous nerve 
Pudendal nerve 
R_ Sacral Nerve 
Spinal nerve, sacral 


Non-OR 215[0,2,3,4,5,6,9,A,C,D,F,G,H,QU0,3,4]ZZ Non-OR 915[1,8,B,R]3ZZ 
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918-018 Peripheral Nervous System ICD-10-PCS 2021 


® Medical and Surgical 
1. Peripheral Nervous System 


i t 
8 Division Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body par 


Explanation: All or a portion of the body part is separated into two or more portions 
i Qualifier 
Body Part Approach Device wer 
Cherectut 4 Character 5 Character 6 Character 7 


Z No Device Z_ No Qualifier 


H_ Peroneal Nerve 


Cervical Plexus @® Open 
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Ansa cervicalis Common fibular nerve 3 Percutaneous 
Cutaneous (transverse) cervical Common peroneal nerve 4 Percutaneous Endoscopic 
nerve External popliteal nerve 
Great auricular nerve Lateral sural cutaneous nerve 
Lesser occipital nerve K Head and Neck Sympathetic 
Supraclavicular nerve Nerve 
Transverse (cutaneous) cervical Cavernous plexus 
nerve Cervical ganglion 
1 Cervical Nerve Ciliary ganglion 
Greater occipital nerve Internal carotid plexus 
Spinal nerve, cervical Otic ganglion 
Suboccipital nerve Pterygopalatine 
Third occipital nerve (sphenopalatine) ganglion 
2 Phrenic Nerve Sphenopalatine 
Accessory phrenic nerve (pterygopalatine) ganglion 
3 Brachial Plexus Stellate ganglion = 
Axillary nerve Submandibular ganglion 
Dorsal scapular nerve Submaxillary ganglion 
First intercostal nerve L_ Thoracic Sympathetic Nerve 
Long thoracic nerve Cardiac plexus 
Musculocutaneous nerve Esophageal plexus 
Subclavius nerve Greater splanchnic nerve 
Suprascapular nerve Inferior cardiac nerve 
4 Ulnar Nerve Least splanchnic nerve 
Cubital nerve Lesser splanchnic nerve 
5 Median Nerve Middle cardiac nerve 


Pulmonary plexus 
Superior cardiac nerve 
Thoracic aortic plexus 
Thoracic ganglion 

M Abdominal Sympathetic 
Nerve 
Abdominal aortic plexus 
Auerbach's (myenteric) plexus 
Celiac (solar) plexus 
Celiac ganglion 
Gastric plexus 
Hepatic plexus 
Inferior hypogastric plexus 
Inferior mesenteric ganglion 
Inferior mesenteric plexus 
Meissner's (submucous) plexus 
Myenteric (Auerbach's) plexus 
Pancreatic plexus 
Pelvic splanchnic nerve 


Anterior interosseous nerve 
Palmar cutaneous nerve 

6 Radial Nerve 
Dorsal digital nerve 
Musculospiral nerve 
Palmar cutaneous nerve 
Posterior interosseous nerve 

8 Thoracic Nerve 
Intercostal nerve 
Intercostobrachial nerve 
Spinal nerve, thoracic 
Subcostal nerve 

9 Lumbar Plexus 
Accessory obturator nerve 
Genitofemoral nerve 
lliohypogastric nerve 
llioinguinal nerve 
Lateral femoral cutaneous 


Wee Renal nerve 
Obturator nerve Renal plexus 
Superior gluteal nerve Solar (celiac) plexus 
A_ Lumbosacral Plexus Splenic plexus 
B Lumbar Nerve Submucous (Meissner's) plexus 
Lumbosacral trunk Superior hypogastric plexus 
Spinal nerve, lumbar Superior mesenteric ganglion 
Superior clunic (cluneal) nerve Superior mesenteric plexus 
C Pudendal Nerve Suprarenal plexus 
Posterior labial nerve N Lumbar Sympathetic Nerve 
Posterior scrotal nerve Lumbar ganglion 
D Femoral Nerve Lumbar splanchnic nerve 
Anterior crural nerve P Sacral Sympathetic Nerve 
Saphenous nerve Ganglion impar (ganglion of 
F Sciatic Nerve Walther) 
Ischiatic nerve Pelvic splanchnic nerve 
G Tibial Nerve Sacral ganglion 
Lateral plantar nerve Sacral splanchnic nerve 
Medial plantar nerve Q Sacral Plexus 
Medial popliteal nerve Inferior gluteal nerve 
Medial sural cutaneous nerve Posterior femoral cutaneous 
nerve 
Pudendal nerve 
R_ Sacral Nerve 
Spinal nerve, sacral 
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ICD-10-PCS 2021 


Peripheral Nervous System 919-919 


8 Medical and Surgical 
1 Peripheral Nervous System 
9 Drainage 


Definition: Taking or letting out fluids and/or gases froma body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 


® Drainage Device 


Cervical Plexus 
Ansa cervicalis 


H_ Peroneal Nerve 


® Open Z_ No Qualifier 


Cutaneous (transverse) cervical 
nerve 


Common fibular nerve 
Common peroneal nerve 
External popliteal nerve 


3 Percutaneous 
4 Percutaneous Endoscopic 


———— EE 


Great auricular nerve 
Lesser occipital nerve K 
Supraclavicular nerve 
Transverse (cutaneous) cervical 
nerve 
1 Cervical Nerve 
Greater occipital nerve 
Spinal nerve, cervical 
Suboccipital nerve 
Third occipital nerve 
2 Phrenic Nerve 
Accessory phrenic nerve 
3 Brachial Plexus 
Axillary nerve 
Dorsal scapular nerve 
First intercostal nerve L 
Long thoracic nerve 
Musculocutaneous nerve 
Subclavius nerve 
Suprascapular nerve 
4 Ulnar Nerve 
Cubital nerve 
5 Median Nerve 
Anterior interosseous nerve 
Palmar cutaneous nerve 
6 Radial Nerve 
Dorsal digital nerve 
Musculospiral nerve 
Palmar cutaneous nerve 
Posterior interosseous nerve 
8 Thoracic Nerve 
Intercostal nerve 
Intercostobrachial nerve 
Spinal nerve, thoracic 
Subcostal nerve 
9 Lumbar Plexus 
Accessory obturator nerve 
Genitofemoral nerve 
lliohypogastric nerve 
llioinguinal nerve 
Lateral femoral cutaneous 
nerve 
Obturator nerve 
Superior gluteal nerve 
A Lumbosacral Plexus 
B_ Lumbar Nerve 
Lumbosacral trunk 
Spinal nerve, lumbar 
Superior clunic (cluneal) nerve 
C Pudendal Nerve 
Posterior labial nerve N 
Posterior scrotal nerve 
D Femoral Nerve 
Anterior crural nerve P 
Saphenous nerve 
F Sciatic Nerve 
Ischiatic nerve 


Lateral sural cutaneous nerve 

Head and Neck Sympathetic 

Nerve 

Cavernous plexus 

Cervical ganglion 

Ciliary ganglion 

Internal carotid plexus 

Otic ganglion 

Pterygopalatine 
(sphenopalatine) ganglion 

Sphenopalatine 
(pterygopalatine) ganglion 

Stellate ganglion 

Submandibular ganglion 

Submaxillary ganglion 

Thoracic Sympathetic Nerve 

Cardiac plexus 

Esophageal plexus 

Greater splanchnic nerve 

Inferior cardiac nerve 

Least splanchnic nerve 

Lesser splanchnic nerve 

Middle cardiac nerve 

Pulmonary plexus 

Superior cardiac nerve 

Thoracic aortic plexus 

Thoracic ganglion 

M Abdominal Sympathetic 

Nerve 

Abdominal aortic plexus 

Auerbach's (myenteric) plexus 

Celiac (solar) plexus 

Celiac ganglion 

Gastric plexus 

Hepatic plexus 

Inferior hypogastric plexus 

Inferior mesenteric ganglion 

Inferior mesenteric plexus 

Meissner's (submucous) plexus 

Myenteric (Auerbach's) plexus 

Pancreatic plexus 

Pelvic splanchnic nerve 

Renal nerve 

Renal plexus 

Solar (celiac) plexus 

Splenic plexus 

Submucous (Meissner's) plexus 

Superior hypogastric plexus 

Superior mesenteric ganglion 

Superior mesenteric plexus 

Suprarenal plexus 

Lumbar Sympathetic Nerve 

Lumbar ganglion 

Lumbar splanchnic nerve 

Sacral Sympathetic Nerve 

Ganglion impar (ganglion of 
Walther) 

Pelvic splanchnic nerve 
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G Tibial Nerve Sacral ganglion 
Lateral plantar nerve Sacral splanchnic nerve 
Medial plantar nerve Q Sacral Plexus 


Inferior gluteal nerve 
Posterior femoral cutaneous 
nerve 
Pudendal nerve 
R_ Sacral Nerve 
Spinal nerve, sacral 


Non-OR 919[0,1,2,3,4,5,6,8,9,A,B,C,D,F,G,H,K,L,M,N,P,Q,R]30Z 


Medial popliteal nerve 
Medial sural cutaneous nerve 


919 Continued on next page 
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019-019 


019-819 


Peripheral Nervous System 


ICD-10-PCS 2021 
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Medical and Surgical 


Peripheral Nervous System 
Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Drainage 


019 Continued 


Body Part 


Cervical Plexus 

Ansa cervicalis 

Cutaneous (transverse) cervical 
nerve 

Great auricular nerve 

Lesser occipital nerve 

Supraclavicular nerve 

Transverse (cutaneous) cervical 
nerve 

Cervical Nerve 

Greater occipital nerve 

Spinal nerve, cervical 

Suboccipital nerve 

Third occipital nerve 

Phrenic Nerve 

Accessory phrenic nerve 

Brachial Plexus 

Axillary nerve 

Dorsal scapular nerve 

First intercostal nerve 

Long thoracic nerve 

Musculocutaneous nerve 

Subclavius nerve 

Suprascapular nerve 

Ulnar Nerve 

Cubital nerve 

Median Nerve 

Anterior interosseous nerve 

Palmar cutaneous nerve 

Radial Nerve 

Dorsal digital nerve 

Musculospiral nerve 

Palmar cutaneous nerve 

Posterior interosseous nerve 

Thoracic Nerve 

Intercostal nerve 

Intercostobrachial nerve 

Spinal nerve, thoracic 

Subcostal nerve 

Lumbar Plexus 

Accessory obturator nerve 

Genitofemoral nerve 

lliohypogastric nerve 

llioinguinal nerve 

Lateral femoral cutaneous 
nerve 

Obturator nerve 

Superior gluteal nerve 

Lumbosacral Plexus 

Lumbar Nerve 

Lumbosacral trunk 

Spinal nerve, lumbar 

Superior clunic (cluneal) nerve 

Pudendal Nerve 

Posterior labial nerve 

Posterior scrotal nerve 

Femoral Nerve 

Anterior crural nerve 

Saphenous nerve 

Sciatic Nerve 

Ischiatic nerve 

Tibial Nerve 

Lateral plantar nerve 

Medial plantar nerve 

Medial popliteal nerve 

Medial sural cutaneous nerve 


Character 4 
H_ Peroneal Nerve 


Non-OR §19[0,1,2,3,4,5,6,8,9,A,B,C,D,F,G,H,Q,R][3,4]ZX 


Common fibular nerve 

Common peroneal nerve 

External popliteal nerve 

Lateral sural cutaneous nerve 

Head and Neck Sympathetic 

Nerve 

Cavernous plexus 

Cervical ganglion 

Ciliary ganglion 

Internal carotid plexus 

Otic ganglion 

Pterygopalatine 
(sphenopalatine).ganglion 

Sphenopalatine 
(pterygopalatine) ganglion 

Stellate ganglion 

Submandibular ganglion 

Submaxillary ganglion 

Thoracic Sympathetic Nerve 

Cardiac plexus 

Esophageal plexus 

Greater splanchnic nerve 

Inferior cardiac nerve 

Least splanchnic nerve 

Lesser splanchnic nerve 

Middle cardiac nerve 

Pulmonary plexus 

Superior cardiac nerve 

Thoracic aortic plexus 

Thoracic ganglion 

Abdominal Sympathetic 

Nerve 

Abdominal aortic plexus 

Auerbach's (myenteric) plexus 

Celiac (solar) plexus 

Celiac ganglion 

Gastric plexus 

Hepatic plexus 

Inferior hypogastric plexus 

Inferior mesenteric ganglion 

Inferior mesenteric plexus 

Meissner's (submucous) plexus 

Myenteric (Auerbach's) plexus 

Pancreatic plexus 

Pelvic splanchnic nerve 

Renal nerve 

Renal plexus 

Solar (celiac) plexus 

Splenic plexus 

Submucous (Meissner's) plexus 

Superior hypogastric plexus 

Superior mesenteric ganglion 

Superior mesenteric plexus 

Suprarenal plexus 

Lumbar Sympathetic Nerve 

Lumbar ganglion 

Lumbar splanchnic nerve 

Sacral Sympathetic Nerve 

Ganglion impar (ganglion of 
Walther) 

Pelvic splanchnic nerve 

Sacral ganglion 

Sacral splanchnic nerve 

Sacral Plexus 

Inferior gluteal nerve 

Posterior femoral cutaneous 
nerve 

Pudendal nerve 

Sacral Nerve 

Spinal nerve, sacral 


Non-OR 919(0,1,2,3,4,5,6,8,9,A,B,C,D,F,G,H,K,L,M,N,P,Q,R]3ZZ 


Approach Device Qualifier 
Chavactek 5 Character 7 


X Diagnostic 
Z_ No Qualifier 


® Open Z No Device 
3 Percutaneous 


4 Percutaneous Endoscopic 
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ICD-10-PCS 2021 Peripheral Nervous System 61B-01B 
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8 Medical and Surgical 
1 Peripheral Nervous System 


U0 
1) 
oe 
i GS 
B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part D 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies Ps} 
a Approach Device 3 
characte Character 6 @ 
= d i ; : " ? - e 
Cervical Plexi Z No Device X Diagnostic < 
Ansa cervicalis Common fibular nerve 3 Percutaneous Z_ No Qualifier ° 
Cutaneous (transverse) cervical Common peroneal nerve 4 Percutaneous Endoscopic + 
nerve External popliteal nerve : a 
Great auricular nerve Lateral sural cutaneous nerve 2 
Lesser occipital nerve K Head and Neck Sympathetic pa 
Supraclavicular nerve Nerve ® 
Transverse (cutaneous) cervical Cavernous plexus 3 
nerve Cervical ganglion 
1 Cervical Nerve Ciliary ganglion 
Greater occipital nerve Internal carotid plexus 
Spinal nerve, cervical Otic ganglion 
Suboccipital nerve Pterygopalatine 
Third occipital nerve (sphenopalatine) ganglion 
2 Phrenic Nerve Sphenopalatine 
Accessory phrenic nerve (pterygopalatine) ganglion 
3 Brachial Plexus Stellate ganglion 
Axillary nerve Submandibular ganglion 
Dorsal scapular nerve Submaxillary ganglion 
First intercostal nerve L Thoracic Sympathetic 
Long thoracic nerve Nerve 
Musculocutaneous nerve Cardiac plexus 
Subclavius nerve Esophageal plexus 
Suprascapular nerve Greater splanchnic nerve 
4 UlnarNerve Inferior cardiac nerve 
Cubital nerve Least splanchnic nerve 
5 MedimNerne Lesser splanchnic nerve 


Anterior interosseous nerve ao cardiac nerve 
Palmar cutaneous nerve Pulmonary plexus 

6 HBainEMEne Superior cardiac nerve 
Dorsal digital nerve Thoracic aortic plexus 
Musculospiral nerve Thoracic ganglion ’ 
Palmar cutaneous nerve M Abdominal Sympathetic 
Posterior interosseous nerve pie eres le 

‘a cic u 

4 RRSEEEAE Auerbach's (myenteric) plexus 
Intercostobrachial nerve ce cena ga 
Spinal nerve, thoracic eg | g 
Subcostal nerve Gastric PreKus 

9 Lumbar Plexus hes roles 


. 5 Inferior hypogastric plexus 
ccessory obturator nerve Inferior mesenteric ganglion 
Genitofemoral nerve 


Inferior mesenteric plexus 


lliohypogastric nerve Meissner's (submucous) plexus 
ilioinguinal nerve Myenteric (Auerbach's) plexus 
Lateral femoral cutaneous Pancreatic plexus 
nerve Pelvic splanchnic nerve 
Obturator nerve RacabnenG 
Superior gluteal nerve Renal plexus 
A Lumbosacral Plexus Solar (celiac) plexus 
B_ Lumbar Nerve Splenic plexus 
Lumbosacral trunk Submucous (Meissner's) plexus 
Spinal nerve, lumbar Superior hypogastric plexus 
Superior clunic (cluneal) nerve Superior mesenteric ganglion 
C Pudendal Nerve Superior mesenteric plexus 
Posterior labial nerve Suprarenal plexus 
Posterior scrotal nerve N- Lumbar Sympathetic Nerve 
D Femoral Nerve Lumbar ganglion 
Anterior crural nerve Lumbar splanchnic nerve 
Saphenous nerve P Sacral Sympathetic Nerve 
F Sciatic Nerve Ganglion impar (ganglion of 
Ischiatic nerve Walther) 
G Tibial Nerve Pelvic splanchnic nerve hs 
Lateral plantar nerve Sacral ganglion: 
Medial plantar nerve Sacral splanchnic nerve 
Medial popliteal nerve Q Sacral Plexus 
Medial sural cutaneous nerve Inferior gluteal nerve 
Posterior femoral cutaneous 
nerve 


Pudendal nerve 


R_ Sacral Nerve 
Spinal nerve, sacral 


Non-OR 91B[,1,2,3,4,5,6,8,9,A,B,C,D,F,G,H,Q,R][3,4]ZX 
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01C-81C 


Peripheral Nervous System 


ICD-10-PCS 2021 


® Medical and Surgical 
1. Peripheral Nervous System 
C_ Extirpation 


Cervical Plexus 
Ansa cervicalis 
Cutaneous (transverse) cervical 
nerve 
Great auricular nerve 
Lesser occipital nerve 
Supraclavicular nerve 
Transverse (cutaneous) cervical 
nerve 
1 Cervical Nerve 
Greater occipital nerve 
Spinal nerve, cervical 
‘Suboccipital nerve 
Third occipital nerve 
2 Phrenic Nerve 
Accessory phrenic nerve 
3 Brachial Plexus 
Axillary nerve 
Dorsal scapular nerve 
First intercostal nerve 
Long thoracic nerve 
Musculocutaneous nerve 
Subclavius nerve 
Suprascapular nerve 
4 Ulnar Nerve 
Cubital nerve 
5 Median Nerve 
Anterior interosseous nerve 
Palmar cutaneous nerve 
6 Radial Nerve 
Dorsal digital nerve 
Musculospiral nerve 
Palmar cutaneous nerve 
Posterior interosseous nerve 
8 Thoracic Nerve 
Intercostal nerve 
Intercostobrachial nerve 
Spinal nerve, thoracic 
Subcostal nerve 
9 Lumbar Plexus 
Accessory obturator nerve 
Genitofemoral nerve 
lliohypogastric nerve 
llioinguinal nerve 
Lateral femoral cutaneous 
nerve 
Obturator nerve 
Superior gluteal nerve 
A Lumbosacral Plexus 
B_ Lumbar Nerve 
Lumbosacral trunk 
Spinal nerve, lumbar 
Superior clunic (cluneal) nerve 
C Pudendal Nerve 
Posterior labial nerve 
Posterior scrotal nerve 
D Femoral Nerve 


Anterior crural nerve P Sacral Sympathetic Nerve 


Saphenous nerve 
F Sciatic Nerve 
Ischiatic nerve 
G Tibial Nerve 
Lateral plantar nerve 
Medial plantar nerve 
Medial popliteal nerve 
Medial sural cutaneous nerve 


R Sacral Nerve 


158 


Q Sacral Plexus 


Definition: Taking or cutting out solid matter from a body part 


Explanation: The solid matter may be an abnormal byproduct of a 
the lumen of a tubular body part. The solid matter may or may not 


Body Part Approach 
Character 4 Character 5 


H_ Peroneal Nerve 
Common fibular nerve 
Common peroneal nerve 
External popliteal nerve 
Lateral sural cutaneous nerve 

K Head and Neck Sympathetic 
Nerve 
Cavernous plexus 
Cervical ganglion 
Ciliary ganglion 
Internal carotid plexus 
Otic ganglion 
Pterygopalatine 

(sphenopalatine) ganglion 
Sphenopalatine 

(pterygopalatine) ganglion 
Stellate ganglion 
Submandibular ganglion 
Submaxillary ganglion 

L_ Thoracic Sympathetic Nerve 
Cardiac plexus 
Esophageal plexus 
Greater splanchnic nerve 
Inferior cardiac nerve 
Least splanchnic nerve 
Lesser splanchnic nerve 
Middle cardiac nerve 
Pulmonary plexus 
Superior cardiac nerve 
Thoracic aortic plexus 
Thoracic ganglion 

M Abdominal Sympathetic 
Nerve 
Abdominal aortic plexus 
Auerbach's (myenteric) plexus 
Celiac (solar) plexus 
Celiac ganglion 
Gastric plexus 
Hepatic plexus 
Inferior hypogastric plexus 
Inferior mesenteric ganglion 
Inferior mesenteric plexus 
Meissner's (submucous) plexus 
Myenteric (Auerbach's) plexus 
Pancreatic plexus 
Pelvic splanchnic nerve 
Renal nerve 
Renal plexus 
Solar (celiac) plexus 
Splenic plexus 
Submucous (Meissner's) plexus 
Superior hypogastric plexus 
Superior mesenteric ganglion 
Superior mesenteric plexus 
Suprarenal plexus 

N Lumbar Sympathetic Nerve 
Lumbar ganglion 
Lumbar splanchnic nerve 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Ganglion impar (ganglion of 
Walther) 

Pelvic splanchnic nerve 

Sacral ganglion 

Sacral splanchnic nerve 


Inferior gluteal nerve 

Posterior femoral cutaneous 
nerve 

Pudendal nerve 


Spinal nerve, sacral 


Z NoDevice 


biological function or a foreign body; it may be imbedded in a body part orin 
have been previously broken into pieces. 


Device 
Character 6 


Qualifier 
Character 7 


Z_ No Qualifier 
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8 Medical and Surgical 
1 Peripheral Nervous System 


D_ Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 
Explanation: The qualifier DIAGNOSTIC i is used to identify extraction procedures that are ellie 


~ 
iu) 
ate 
a) 
a 
@ 
Py 
are s 7 ah Pita Reice e SEE yp 
ie eae Qualifier 
ae ___Character Pee. __Charact t _ | __CCharacter?7 
t) Cervical Plexus H Peroneal Nerve ® Open Z No Device Z No Qualifier < 
Ansa cervicalis Common fibular nerve 3 Percutaneous ° 
Cutaneous (transverse) cervical Common peroneal nerve 4 Percutaneous Endoscopic © 
nerve External popliteal nerve i - 
Great auricular nerve Lateral sural cutaneous nerve 2 
Lesser occipital nerve K_ Head and Neck Sympathetic p44 
Supraclavicular nerve Nerve . 
Transverse (cutaneous) cervical Cavernous plexus | 
nerve Cervical ganglion 
1 Cervical Nerve Ciliary ganglion 
Greater occipital nerve Internal carotid plexus 
Spinal nerve, cervical Otic ganglion 
Suboccipital nerve Pterygopalatine 
Third occipital nerve (sphenopalatine) ganglion 
2 Phrenic Nerve Sphenopalatine 
Accessory phrenic nerve (pterygopalatine) ganglion 
3 Brachial Plexus Stellate ganglion 
Axillary nerve Submandibular ganglion 
Dorsal scapular nerve Submaxillary ganglion 
First intercostal nerve L_ Thoracic Sympathetic Nerve 
Long thoracic nerve Cardiac plexus 
Musculocutaneous nerve Esophageal plexus 
Subclavius nerve Greater splanchnic nerve 
Suprascapular nerve Inferior cardiac nerve 
4 Ulnar Nerve Least splanchnic nerve 
Cubital nerve Lesser splanchnic nerve 
i ekiedian blarye Middle cardiac nerve 
Anterior interosseous nerve Pulmonary plexus 
Palmar cutaneous nerve Superior cardiac nerve 
6 Radia Neve Hoes sepa 
ere fo. M Abdominal Sympathetic Nerve 
Palmar cutaneous nerve Abdominal aortic plexus 


Auerbach's (myenteric) plexus 
Celiac (solar) plexus 

Celiac ganglion 

Gastric plexus 

Hepatic plexus 

Inferior hypogastric plexus 
Inferior mesenteric ganglion 
Inferior mesenteric plexus 
Meissner's (submucous) plexus 
Myenteric (Auerbach's) plexus 
Pancreatic plexus 

Pelvic splanchnic nerve 


Posterior interosseous nerve 
8 Thoracic Nerve 
Intercostal nerve 
Intercostobrachial nerve 
Spinal nerve, thoracic 
Subcostal nerve 
9 Lumbar Plexus 
Accessory obturator nerve 
Genitofemoral nerve 
lliohypogastric nerve 
llioinguinal nerve 
Lateral femoral cutaneous nerve 


Renal nerve 

Obturator nerve Renal plexus 
Superior gluteal nerve Solar (celiac) plexus 

A Lumbosacral Plexus Splenic plexus 

B_ Lumbar Nerve Submucous (Meissner's) plexus 
Lumbosacral trunk Superior hypogastric plexus 
Spinal nerve, lumbar Superior mesenteric ganglion 
Superior clunic (cluneal) nerve Superior mesenteric plexus 

C Pudendal Nerve] Suprarenal plexus 
Posterior labial nerve N Lumbar Sympathetic Nerve 
Posterior scrotal nerve Lumbar ganglion 

D Femoral Nerve Lumbar splanchnic nerve 
Anterior crural nerve P Sacral Sympathetic Nerve 
Saphenous nerve Ganglion impar (ganglion of 

F Sciatic Nerve Walther) 
Ischiatic nerve Pelvic splanchnic nerve 

G Tibial Nerve Sacral ganglion 
Lateral plantar nerve Sacral splanchnic nerve é 
Medial plantar nerve Q Sacral Plexus 
Medial popliteal nerve Inferior gluteal nerve 
Medial sural cutaneous nerve Posterior femoral cutaneous 

nerve 


Pudendal nerve 


R Sacral Nerve 
Spinal nerve, sacral 
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01H-01) Peripheral Nervous System ICD-10-PCS 2021 


6 Medical and Surgical 


1 Peripheral Nervous System : : A : 
H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


take the place of a body part 
Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


1 Radioactive Element Z_ No Qualifier 


2 Monitoring Device 
M Neurostimulator Lead 
Y Other Device 


®@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Y_ Peripheral Nerve 


Non-OR Q1HY([3,4]YZ See Appendix L for Procedure Combinations 
OTHY[O,3,4]MZ 


Medical and Surgical 

Peripheral Nervous System 

Inspection Definition: Visually and/or manually exploring a body part 
Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


Body Part Approach Device 
Character 4 Character 5 Character 6 
® Open Z No Device 
3 Percutaneous 
4 Percutaneous Endoscopic 


1] 
1 
J 


Qualifier 
Character 7 


Z_ No Qualifier 


Peripheral Nerve 


Non-OR 61JY3ZZ 
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ICD-10-PCS 2021 Peripheral Nervous System @1N-91N 
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6 Medical and Surgical 
1 Peripheral Nervous System 


N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Bp) 
© 
oe 
Ss 
7 
i) 
= 
: rT) 
_ _ Body Part — Approach Device Quali = 
ualifier 
ee 4 “oy as : sbi euia Character 4 j : BR Character es Character 6 Character 7 = 
® Cervical Plexus : H_ Peroneal Nerve ) Open Z No Device Z No Qualifier ; = 
sho cervicalis Common fibular nerve 3 Percutaneous = 
utaneous (transverse) cervical Common peroneal nerve 4 Percutaneous Endoscopic & 
nerve External popliteal nerve ) 
Great auricular nerve Lateral sural cutaneous nerve < 
Lesser occipital nerve K Head and Neck Sympathetic > 
Supraclavicular nerve Nerve © 
Transverse (cutaneous) cervical Cavernous plexus 3 
RINE Cervical ganglion 
1. Cervical Nerve Ciliary ganglion 
Greater occipital nerve Internal carotid plexus 
Spinal nerve, cervical Otic ganglion 
Suboccipital nerve Pterygopalatine 
Third occipital nerve (sphenopalatine) ganglion 
2 Phrenic Nerve Sphenopalatine 
Accessory phrenic nerve (pterygopalatine) ganglion 
3 Brachial Plexus Stellate ganglion 
Axillary nerve Submandibular ganglion 
Dorsal scapular nerve Submaxillary ganglion 
First intercostal nerve L_ Thoracic Sympathetic Nerve 
Long thoracic nerve Cardiac plexus 
Musculocutaneous nerve Esophageal plexus 
Subclavius nerve Greater splanchnic nerve 
Suprascapular nerve Inferior cardiac nerve 
4 Ulnar Nerve Least splanchnic nerve 
Cubital nerve Lesser splanchnic nerve 
5. Median Nerve Middle cardiac nerve 
Anterior interosseous nerve Pulmonary plexus 
Superior cardiac nerve 


Palmar cutaneous nerve Th fcoisrticesl 
6 iisdil Nene oracic aortic plexus 


Thoracic ganglion 

M Abdominal Sympathetic 
Nerve 
Abdominal aortic plexus 
Auerbach's (myenteric) plexus 
Celiac (solar) plexus 
Celiac ganglion 
Gastric plexus 
Hepatic plexus 
Inferior hypogastric plexus 
Inferior mesenteric ganglion 
Inferior mesenteric plexus 


Dorsal digital nerve 
Musculospiral nerve 
Palmar cutaneous nerve 
Posterior interosseous nerve 
8 Thoracic Nerve 
Intercostal nerve 
Intercostobrachial nerve 
Spinal nerve, thoracic 
Subcostal nerve 
9 Lumbar Plexus 
Accessory obturator nerve 


Genitofemoral nerve Meissner's (submucous) plexus 
lliohypogastric nerve Myenteric (Auerbach's) plexus 
llioinguinal nerve Pancreatic plexus 
Lateral femoral cutaneous nerve Pelvic splanchnic nerve 
Obturator nerve anal Nene 
Superior gluteal nerve Renal plexus 
A Lumbosacral Plexus Solar (celiac) plexus 
B_ Lumbar Nerve Splenic plexus 
Lumbosacral trunk Submucous (Meissner's) plexus 
Spinal nerve, lumbar Superior hypogastric plexus 
Superior clunic (cluneal) nerve Superior mesenteric ganglion 
C Pudendal Nerve Superior mesenteric plexus 
Posterior labial nerve Suprarenal plexus 
Posterior scrotal nerve N Lumbar Sympathetic Nerve 
D Femoral Nerve Lumbar ganglion 
Anterior crural nerve Lumbar splanchnic nerve 
Saphenous nerve P Sacral Sympathetic Nerve 
F Sciatic Nerve Ganglion impar (ganglion of 
Ischiatic nerve Walther) 
G Tibial Nerve Pelvic splanchnic nerve 
Lateral plantar nerve Sacral ganglion: 
Medial plantar nerve Sacral splanchnic nerve 
Medial popliteal nerve Q Sacral Plexus 
Medial sural cutaneous nerve Inferior gluteal nerve 
Posterior femoral cutaneous 
nerve 


Pudendal nerve 
R Sacral Nerve 
Spinal nerve, sacral 
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91P-91P 


01P-01P Peripheral Nervous System ICD-10-PCS 2021 


® Medical and Surgical 

1. Peripheral Nervous System 

P Removal Definition: Taking out or off a device from a body part 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


7 = Sea = ST le aera 


Drainage Device 
Monitoring Device 
Autologous Tissue Substitute 
Neurostimulator Lead 

Other Device 
Drainage Device 
Monitoring Device 
Neurostimulator Lead 


Y Nerv 
3 Percutaneous 
4 Percutaneous Endoscopic 


Y Peripheral Nerve Z No Qualifier 


Zvneoal<2z une 


Non-OR 01PY3{0,2]Z 
Non-OR 1PY(3,4]YZ 
Non-OR 01PYX(0,2,MIZ 
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ICD-10-PCS 2021 Peripheral Nervous System 91Q-91Q 


8 Medical and Surgical 
1 Peripheral Nervous System 


Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


pimpin ~ Body Part Device Qualifier ' 
Character 6 , _ Character7 


Bef =p ee . Character4 


Approach 
Character5 


o) 
© 
fan ba 
S 
> 
i) 
= 
= 
= 
® 
ye 
s 
=) 
= 
Ww 
4) 
< 
“A 
or 
© 
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® Cervical Plexus H_ Peroneal Nerve ®@ Open Z No Device Z_ No Qualifier 
Ansa cervicalis Common fibular nerve 3 Percutaneous 
Cutaneous (transverse) cervical Common peroneal nerve 4 Percutaneous Endoscopic 
nerve External popliteal nerve 
Great auricular nerve Lateral sural cutaneous nerve 
Lesser occipital nerve K Head and Neck Sympathetic 
Supraclavicular nerve Nerve 
Transverse (cutaneous) cervical Cavernous plexus 
nerve Cervical ganglion 
1. Cervical Nerve Ciliary ganglion 
Greater occipital nerve Internal carotid plexus 
Spinal nerve, cervical Otic ganglion 
Suboccipital nerve Pterygopalatine 
Third occipital nerve (sphenopalatine) ganglion 
2 Phrenic Nerve Sphenopalatine 
Accessory phrenic nerve (pterygopalatine) ganglion 
3 Brachial Plexus Stellate ganglion 
Axillary nerve Submandibular ganglion 
Dorsal scapular nerve Submaxillary ganglion 
First intercostal nerve L Thoracic Sympathetic Nerve 
Long thoracic nerve Cardiac plexus 
Musculocutaneous nerve Esophageal plexus 
Subclavius nerve Greater splanchnic nerve 
Suprascapular nerve Inferior cardiac nerve 
4 Ulnar Nerve Least splanchnic nerve 
Cubital nerve Lesser splanchnic nerve 
5 Median Nerve Middle cardiac nerve 
Anterior interosseous nerve Pulmonary plexus 
Palmar cutaneous nerve Superior cardiac nerve 
6 Radial Nerve Thoracic aortic plexus 
Dorsal digital nerve Thoracic ganglion 
Musculospiral nerve M Abdominal Sympathetic 
Palmar cutaneous nerve Nerve 
Posterior interosseous nerve Abdominal aortic plexus 
8 Thoracic Nerve Auerbach's (myenteric) plexus 
Intercostal nerve Celiac (solar) plexus 
Intercostobrachial nerve Celiac ganglion 
Spinal nerve, thoracic Gastric plexus 
Subcostal nerve Hepatic plexus 
9 Lumbar Plexus Inferior hypogastric plexus 
Accessory obturator nerve Inferior mesenteric ganglion 
Genitofemoral nerve Inferior mesenteric plexus 
lliohypogastric nerve Meissner's (submucous) plexus 
llioinguinal nerve Myenteric (Auerbach's) plexus 
Lateral femoral cutaneous Pancreatic plexus 
nerve Pelvic splanchnic nerve 
Obturator nerve Renal nerve 
Superior gluteal nerve Renal plexus 
A Lumbosacral Plexus Solar (celiac) plexus 
B_ Lumbar Nerve Splenic plexus 
Lumbosacral trunk Submucous (Meissner's) plexus 
Spinal nerve, lumbar Superior hypogastric plexus 
Superior clunic (cluneal) nerve Superior mesenteric ganglion 
C Pudendal Nerve Superior mesenteric plexus 
Posterior labial nerve Suprarenal plexus 
Posterior scrotal nerve N_ Lumbar Sympathetic Nerve 
D Femoral Nerve Lumbar ganglion 
Anterior crural nerve Lumbar splanchnic nerve 
Saphenous nerve P Sacral Sympathetic Nerve 
F Sciatic Nerve Ganglion impar (ganglion of 
Ischiatic nerve Walther) 
G Tibial Nerve Pelvic splanchnic nerve 
Lateral plantar nerve Sacral ganglion 
Medial plantar nerve Sacral splanchnic nerve 
Medial popliteal nerve Q Sacral Plexus 
Medial sural cutaneous nerve Inferior gluteal nerve 
| Posterior femoral cutaneous 
nerve 


Pudendal nerve 
R_ Sacral Nerve 
Spinal nerve, sacral 
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O1R-91R Peripheral Nervous System ICD-10-PCS 2021 


® Medical and Surgical 
1. Peripheral Nervous System 


Pee sig 
Cervical Nerve 
Greater occipital nerve 
Spinal nerve, cervical 
Suboccipital nerve 
Third occipital nerve 
2 Phrenic Nerve 
Accessory phrenic nerve 
4 Ulnar Nerve 
Cubital nerve 
5 Median Nerve 
Anterior interosseous nerve 
Palmar cutaneous nerve 
6 Radial Nerve 
Dorsal digital nerve 
Musculospiral nerve 
Palmar cutaneous nerve 
Posterior interosseous nerve 
8 Thoracic Nerve 
Intercostal nerve 
Intercostobrachial nerve 
Spinal nerve, thoracic 
Subcostal nerve 
B Lumbar Nerve 
Lumbosacral trunk 
Spinal nerve, lumbar 
Superior clunic (cluneal) nerve 
C Pudendal Nerve 
Posterior labial nerve 
Posterior scrotal nerve 
D Femoral Nerve 
Anterior crural nerve 
Saphenous nerve 
F Sciatic Nerve 
Ischiatic nerve 
G Tibial Nerve 
Lateral plantar nerve 
Medial plantar nerve 
Medial popliteal nerve 
Medial sural cutaneous nerve 
H Peroneal Nerve 
Common fibular nerve 
Common peroneal nerve 
External popliteal nerve 
Lateral sural cutaneous nerve 
R_ Sacral Nerve 
Spinal nerve, sacral 


: 7 gous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


4 Percutaneous Endoscopic 
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ICD-10-PCS 2021 Peripheral Nervous System 81S-61S 


8 Medical and Surgical 
1 Peripheral Nervous System 


S Reposition Definition: Moving to its normal location, or other suitable location, all ora portion of a body part 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Cervical Plexus Z_ No Device Z_ No Qualifier 
Ansa cervicalis 3 Percutaneous 

Cutaneous (transverse) cervical nerve | 4 Percutaneous Endoscopic 

Great auricular nerve 


Lesser occipital nerve 
Supraclavicular nerve 
Transverse (cutaneous) cervical nerve 
1. Cervical Nerve 
Greater occipital nerve 
Spinal nerve, cervical 
Suboccipital nerve 
Third occipital nerve 
2. Phrenic Nerve 
Accessory phrenic nerve 
3 Brachial Plexus 
Axillary nerve 
Dorsal scapular nerve 
First intercostal nerve 
Long thoracic nerve 
Musculocutaneous nerve 
Subclavius nerve 
Suprascapular nerve 
4 Ulnar Nerve 
Cubital nerve 
5 Median Nerve 
Anterior interosseous nerve 
Palmar cutaneous nerve 
6 Radial Nerve 
Dorsal digital nerve 
Musculospiral nerve 
Palmar cutaneous nerve 
Posterior interosseous nerve 
8 Thoracic Nerve 
intercostal nerve 
Intercostobrachial nerve 
Spinal nerve, thoracic 
Subcostal nerve 
9 Lumbar Plexus 
Accessory obturator nerve 
Genitofemoral nerve 
lliohypogastric nerve 
llioinguinal nerve 
Lateral femoral cutaneous nerve 
Obturator nerve 
Superior gluteal nerve 
A_ Lumbosacral Plexus 
B_ Lumbar Nerve 
Lumbosacral trunk 
Spinal nerve, lumbar 
Superior clunic (cluneal) nerve 
C Pudendal Nerve 
Posterior labial nerve 
Posterior scrotal nerve 
D Femoral Nerve 
Anterior crural nerve 
Saphenous nerve 
F Sciatic Nerve 
Ischiatic nerve 
G Tibial Nerve 
Lateral plantar nerve 
Medial plantar nerve A 
Medial popliteal nerve 
Medial sural cutaneous nerve 
H_ Peroneal Nerve 
Common fibular nerve 
Common peroneal nerve 
External popliteal nerve 
Lateral sural cutaneous nerve 
Q Sacral Plexus 
Inferior gluteal nerve 
Posterior femoral cutaneous nerve 
Pudendal nerve 
R_ Sacral Nerve 
Spinal nerve, sacral 
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91U-01W 


01U-91W Peripheral Nervous System ICD-10-PCS 2021 


® Medical and Surgical 

1 Peripheral Nervous System ‘ f 

U Saisplemanrt Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 
Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part Approach Device Qualifier 
Character Character 6 Character 7 


1 Cervical Nerve ® Open 7 Autologous Tissue Substitute Z No Qualifier 
Greater occipital nerve 3 Percutaneous J Synthetic Substitute 
Spinal nerve, cervical 4 Percutaneous Endoscopic K Nonautologous Tissue Substitute 
Suboccipital nerve 
Third occipital nerve 
2 Phrenic Nerve 
Accessory phrenic nerve 
4 Ulnar Nerve 
Cubital nerve 
5 Median Nerve 
Anterior interosseous nerve 
Palmar cutaneous nerve 
6 Radial Nerve 
Dorsal digital nerve 
Musculospiral nerve 
Palmar cutaneous nerve 
Posterior interosseous nerve 
8 Thoracic Nerve 
Intercostal nerve 
Intercostobrachial nerve 
Spinal nerve, thoracic 
Subcostal nerve 
B Lumbar Nerve 
Lumbosacral trunk 
Spinal nerve, lumbar 
Superior clunic (cluneal) nerve 
C Pudendal Nerve 
Posterior labial nerve 
Posterior scrotal nerve 
D Femoral Nerve 
Anterior crural nerve 
Saphenous nerve 
F Sciatic Nerve 
Ischiatic nerve 
G Tibial Nerve 
Lateral plantar nerve 
Medial plantar nerve 
Medial popliteal nerve 
Medial sural cutaneous nerve 
H Peroneal Nerve 
Common fibular nerve 
Common peroneal nerve 
External popliteal nerve 
Lateral sural cutaneous nerve 
R_ Sacral Nerve 
Spinal nerve, sacral 


Medical and Surgical 
Peripheral Nervous System 
Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


= 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Peripheral Nerve @ Open 
3 Percutaneous 


4 Percutaneous Endoscopic 


Drainage Device 

Monitoring Device 
Autologous Tissue Substitute 
Neurostimulator Lead 

Other Device 


Drainage Device 

Monitoring Device 
Autologous Tissue Substitute 
Neurostimulator Lead 


Z_ No Qualifier 


Peripheral Nerve X External 


Z_ No Qualifier 


ZSrNNO/<2NNOE 


Non-OR @1WY([3,4]YZ 
Non-OR 91WYX[Q,2,7,MJZ 
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ICD-10-PCS 2021 Peripheral Nervous System 01X-01X 


6 Medical and Surgical 
Peripheral Nervous System 
Transfer 


<= 


Definition: Moving, without taking out, all or a portion of a body part to another location to take over the function of all or a portion of a body part 
rdcoleas The body part transferred remains connected to its vascular and nervous supply 


ores ale ale — 
Wcrarecta | “Qualifier — 
a a ae j reuanta fy “g ¥ 


Z "No Devices 1 Cervical Nerve . 
2 Phrenic Nerve 
Spinal nerve, thoracic 


Z No Device 8 Thoracic Nerve 

Subcostal nerve 

B_ Lumbar Nerve Open Z_ No Device B_ Lumbar Nerve 
Lumbosacral trunk Percutaneous Endoscopic C Perineal Nerve 
Spinal nerve, lumbar 
Superior clunic (cluneal) nerve 

C Pudendal Nerve 
Posterior labial nerve 
Posterior scrotal nerve 


D Femoral Nerve Open Z No Device Femoral Nerve 
Anterior crural nerve Percutaneous Endoscopic 
Saphenous nerve 

F Sciatic Nerve 
Ischiatic nerve 

G Tibial Nerve 
Lateral plantar nerve 
Medial plantar nerve 
Medial popliteal nerve 
Medial sural cutaneous nerve 

H_ Peroneal Nerve 
Common fibular nerve 
Common peroneal nerve 
External popliteal nerve 
Lateral sural cutaneous nerve 


Cervical Nerve. 

Greater occipital nerve 
Spinal nerve, cervical 
Suboccipital nerve 
Third occipital nerve 

2 Phrenic Nerve 
Accessory phrenic nerve 


4 Percutaneous Endoscopic 


wia}shs snoAJan jesoydiied 


4 Ulnar Nerve Open 4 Ulnar Nerve 
Cubital nerve 4 Percutaneous Endoscopic 5 Median Nerve 
5 Median Nerve 6 Radial Nerve 


Anterior interosseous nerve 
Palmar cutaneous nerve 

6 Radial Nerve 
Dorsal digital nerve 
Musculospiral nerve 
Palmar cutaneous nerve 
Posterior interosseous nerve 


8 Thoracic Nerve 
Intercostal nerve 
Intercostobrachial nerve 


Open 
4 Percutaneous Endoscopic 


Sciatic Nerve 
Tibial Nerve 
Peroneal Nerve 
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ICD-10-PCS 2021 


Heart and Great Vessels 621-62Y 


Heart and Great Vessels 


Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 
tables. It SHOULD NOT be used to build a PCS code. 


Operation-Character 3 


Body Part-Character 4 


Approach-Character 5 


Device-Character 6 


Qualifier-Character 7 


1 Bypass ® Coronary Artery,One Artery |@ Open 9 Monitoring Device, Pressure 0 Allogeneic 
Sensor OR 
( Ultrasonic 
4 Creation fale i Coronary Artery, Two Arteries |3 Percutaneous 2 Monitoring Device 1 Syngeneic 
5 Destruction 2 Coronary Artery, Three 4 Percutaneous Endoscopic |3 Infusion Device 2 Zooplastic 
Arteries OR 
Common Atrioventricular Valve 
7 Dilation 3 Coronary Artery, Four or More |X External 4 Intraluminal Device, Drug-eluting|3 Coronary Artery 
Arteries 
8 Division 4 Coronary Vein 5 Intraluminal Device, Drug-eluting,|4 Coronary Vein 
Two 
B_ Excision 5 Atrial Septum 6 Intraluminal Device, Drug-eluting,|5 Coronary Circulation 
| Three 
C Extirpation [6 Atrium, Right 7 \ntraluminal Device, Drug-eluting,|6 Bifurcation 
Four or More OR 
OR Atrium, Right 
Autologous Tissue Substitute 
F Fragmentation 7 Atrium, Left 8 Zooplastic Tissue 7 Atrium, Left 
H_ Insertion 8 Conduction Mechanism 9 Autologous Venous Tissue 8 Internal Mammary, Right 
J Inspection 9 Chordae Tendineae A Autologous Arterial Tissue a Internal Mammary, Left 
K Map A Heart C Extraluminal Device A Innominate Artery 
L Occlusion B_ Heart, Right | D Intraluminal Device B Subclavian 
N Release C Heart, Left E Intraluminal Device, Two myo Thoracic Artery 
OR 
Intraluminal Device, Branched or 
Fenestrated, One or Two Arteries 
P Removal D Papillary Muscle F Intraluminal Device, Three D Carotid 
OR 
Intraluminal Device, Branched or 
Fenestrated, Three or More 
Arteries 
Q Repair F Aortic Valve G Intraluminal Device, Four or More|}E Atrioventricular Valve, Left 
R Replacement G Mitral Valve J Synthetic Substitute F Abdominal Artery 
OR 
Cardiac Lead, Pacemaker 
S Reposition H Pulmonary Valve K Nonautologous Tissue Substitute |G Atrioventricular Valve, Right 
OR OR 
Cardiac Lead, Defibrillator Axillary Artery 
T Resection J Tricuspid Valve M Cardiac Lead H_ Transapical 
OR 
Brachial Artery 
U Supplement K Ventricle, Right N_ Intracardiac Pacemaker J Truncal Valve 
OR 
Temporary 
OR 
Intraoperative 
V_ Restriction L Ventricle, Left Q Implantable Heart Assist System |K Left Atrial Appendage 
W Revision M Ventricular Septum R_ Short-term External Heart Assist |P Pulmonary Trunk 
System 
Y Transplantation N_ Pericardium T Intraluminal Device, Radioactive |Q Pulmonary Artery, Right 
‘|P. Pulmonary Trunk =a Y Other Device R Pulmonary Artery, Left 
[@ Pulmonary Artery, Right Z No Device S Pulmonary Vein, Right 
4 OR 
Biventricular 
R Pulmonary Artery, Left T Senpaaeld Left 
Ductus Arteriosus 
iS Pulmonary Vein, Right U Pulmonary Vein, Confluence 
Tt Pulmonary Vein, Left V_ Lower Extremity Artery 
V Superior Vena Cava Mee Aorta 
W Thoracic Aorta, Descending ir X Diagnostic 
X Thoracic Aorta, Ascending/ Z No Qualifier 
Arch 
ie 


Y Great Vessel 
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Heart and Great Vessels ; 


AHA Coding Clinic for table 62H : 


AHA Coding Clinic for table 621 


2019, 4Q, 23-24 


Coronary artery Body Part to root operation Insertion 


2020, 1Q, 24 Pulmonary artery unifocalization ‘on of left ventricular catheter 
2020, 10, 37 Bypass of ascending aorta to brachiocephalic artery 2019, 3Q, 19 Tee of pacemaker lead in Bundle of HIS 
otie s0/30 Fore nana areca de i ae io 54 een Pf left ventricular assist device with retention of outflow graft 
2019, 3Q, 30 Sie eee debranching of common carotid and ae Z rey Ineettion and removal of failed Watchman™ device 
ai -aortic balloon pump 
ee ee et ease ras her ei io ached to automatic implantable cardioverter defibrillator 
2018, 3,8 Coronary artery bypass graft surgery (revision versus total redo) 2018, 2Q, 19 ee ae sok a caeaseeeaes 
2018, 3Q, 26 Coronary artery bypass graft surgery with endarterectomy 2017,40,42-45 — Inser me  veviged device values - Vascular access reservoir 
2017, 4Q, 56 Added approach values - Percutaneous heart valve procedures 2017, 40, 63-64 Added andre Ai ere Ste es 
2017, 1Q, 19 Norwood Sano procedure 2017, 40,104 Placement of Watchman le sh, ab eae usingscaken 
2016, 4Q, 80-81 Thoracic aorta, ascending/arch and descending 2017, 3Q, 11 ae peripherally inserted centra g 
2016, 40, 82-83 Coronary artery, number of arteries € : 
2016, 4Q, 102-109 Correction of congenital heart defects 2017, 2Q, 24 Tennets catheter vers Peet implantable catheter 
2016, 4Q, 144 Repair of atrial septal defect and anomalous pulmonary venous return 2017, 2Q, 26 Sauer un See 
2016, 4Q, 145 Modified Warden procedure for repair of septal defect and right partial 2017, 1Q, 10-11 External eart assist de he tebe a 
anomalous pulmonary venous return 2016, 4Q, 80-81 Thoracic aorta, ascending/arch and descending 
2016, 1Q, 27 Aortocoronary bypass graft utilizing Y-graft 2016, 4Q, wh ba sal te Lee ea am 
2015,4Q, 22,24 Congenital heart corrective procedures 2016, 4Q, 137- eart assis ; ; 
2015, 3Q, 16 Revision of previous truncus arteriosus surgery with ventricle to 2016, 20,15 Removal and replacement of tunneled De catheter 
pulmonary artery conduit 2015, 4Q, 14 New Section X codes——-New Technology procedures 
2014, 3Q,3 Blalock-Taussig shunt procedure 2015, 4Q, 26-31 Vascular access devices 
2014, 30,8 Coronary artery bypass graft utilizing internal mammary as pedicle 2015, 3Q, 35 Swan Ganz catheterization 
graft r 2015, 2Q, 31 Leadless pacemaker insertion ; 
2014, 3Q, 20 MAZE procedure performed with coronary artery bypass graft 2015, 2Q, 33 Totally implantable central venous pee pire 
2014, 3Q, 29 Fontan completion procedure stage II 2013, 3Q,18 Placement of peripherally inserted central catheter ( ) 
2014, 3Q, 30 Creation of conduit from right ventricle to pulmonary aitery AHA Coding Clinic for table 02J 
2014, 1Q, 10 Repair of thoracic aortic aneurysm & coronary artery bypass graft 2015, 30,9 Failed attempt to treat coronary artery occlusion 
2013, 2Q 37 Coronary artery release performed during coronary artery bypass graft 


AHA Coding Clinic for table 924 
2016, 4Q, 101 Root operation Creation 
2016, 4Q, 102-109 Correction of congenital heart defects 


AHA Coding Clinic for table 925 


AHA Coding Clinic for table 92K 


2020, 10, 32 


Ablation convergent procedure (catheter-based and thoracoscopic 
ablations) 


AHA Coding Clinic for table 82L 


‘ ' 2018, 4Q, 94 Insertion and removal of failed Watchman™ device 
2020, 1Q, 32 Ablation convergent procedure (catheter-based and thoracoscopic 2017, 40,31 Resuscitative endovascular balloon occlusion of the aorta 
ablations) : 2017, 40, 33-34 Occlusion/ligation of pulmonary trunk & right pulmonary artery 
2018, 3Q,27 Alcohol septal ablation : 2016, 4Q, 102-109 Correction of congenital heart defects 
2016, 4Q, 80-81 Thoracic Bane ascending/arch and descending 2016, 2Q, 26 Embolization of pulmonary arteriovenous fistula 
ae A aN his ee tl ebiagon 2015, 4Q, 23 Congenital heart corrective procedures 
2016, 2Q, 17 Photodynamic therapy for treatment of malignant mesothelioma 2014, 20. 20 MAZE proceduieipegommed Witucoreteiy 356 ea 
2014, 4Q, 47 Catheter ablation of peripulmonary veins AHA Coding Clinic for table 82N 
2014, 3Q, 19 Ablation of ventricular tachycardia with Impella® support 2019, 2Q, 13 Unroofing of anomalous coronary artery 
2014, 3Q, 20 MAZE procedure performed with coronary artery bypass graft 2019, 2Q, 20 Pericardiectomy for constrictive pericarditis 
2013, 2Q, 38 Catheter ablation to treat atrial fibrillation 2017, 4Q,35 Release of myocardial bridge 
AHA Coding Clinic for table 027 Soeay 80-81 Thoracic aorta, ascending/arch and descending 
2018, 30,7 Coronary brachytherapy with angioplasty ma Ors FOURS Baus Weyl Sh 
2018, 3Q, 10 Disruption of perma-catheter fibrin sheath via angioplasty of superior AHA Coding Clinic for table 62P 
vena cava 2019, 10, 24 Replacement of left ventricular assist device with retention of outflow graft 
2018, 2Q, 24 Coronary artery bifurcation 2018,4Q,52-54 Percutaneous extracorporeal membrane oxygenation 
2017, 4Q, 32-33 Corrective surgery of left ventricular outflow tract obstruction 2018, 4Q,85 Externalization of lumboatrial shunt 
2016, 4Q, 80-81 Thoracic aorta, ascending/arch and descending 2018, 4Q, 94 Insertion and removal of failed Watchman™ device 


2016, 4Q, 82-83 
2016, 40, 84-85 


Coronary artery, number of arteries 
Coronary Artery, number of stents 


2018, 2Q, 3-5 
2017, 4Q, 42-45 


Intra-aortic balloon pump 
Insertion of external heart assist devices 


2016, 4Q, 86-88 Coronary and peripheral artery bifurcation 2017, 4Q, 104 Placement of Watchman™ left atrial appendage device 
2016, 1Q, 16 Pulmonary valvotomy and dilation of annulus 2017, 3Q,18 Intra-aortic balloon pump removal 
2015, 4Q, 13 New Section X codes—New Technology procedures 2017, 20, 24 Tunneled catheter versus totally implantable catheter 
2015, 30,9 Failed attempt to treat coronary artery occlusion 2017, 2Q, 26 Exchange of tunneled catheter 
2015, 3Q, 10 Coronary angioplasty with unsuccessful stent insertion 2017,1Q,11 External heart assist device 
2015, 3Q, 16 Revision of previous truncus arteriosus surgery with ventricle to 2017, 10, 13 SynCardia total artificial heart 
pulmonary artery conduit 2016, 4Q,95-96 — Intracardiac pacemaker 
2015, 2Q, 3-5 Coronary artery intervention site 2016, 4Q, 137-139 Heart assist device systems 
2014, 20,4 Coronary angioplasty of bypassed vessel 2016, 3Q, 19 Nonoperative removal of peripherally inserted central catheter 
AHA Coding Clinic for table 62B 2016, 2Q, 15 Removal and replacement of tunneled internal jugular catheter 
2019, 3Q, 32 Endomyocardial biopsy and right heart catheterization Aue oo Vascular access devices 
2019, 20, 20 Pericardiectomy for constrictive pericarditis 2015, 3Q, 33 Approach values for repositioning and removal of cardiac lead 
2017, 10, 38 Mitral valve repair and chordae tendineae transfer AHA Coding Clinic for table 62Q 
a eB os 3s 81 iat and descending 2018, 1Q, 12 Percutaneous balloon valvuloplasty & cardiac catheterization with 


AHA Coding Clinic for table 62C 


2017, 10, 18 


ventriculogram 
Sutureless repair of pulmonary vein stenosis 


2019, 4Q, 25 Coronary artery to root operation Supplement 2016, 4Q, 80-81 Thoracic aorta, ascending/arch and descending 
2018, 3Q, 26 Coronary artery bypass graft surgery with endarterectomy 2016, 4Q, 82-83 Coronary artery, number of arteries 

2018, 20, 24 Coronary artery bifurcation 2016, 4Q, 101 Root operation Creation 

2017, 2Q, 23 Thrombectomy via Fogarty catheter 2016, 4Q, 102-109 Correction of congenital heart defects 


2016, 4Q, 80-81 = Thoracic aorta, ascending/arch and descending 


2015, 4Q, 23 


Congenital heart corrective procedures 


2016, 40, 82-83 Coronary artery, number of arteries 2015,30,16 Vascular ring surgery and double aortic arch 
2016, 4Q, 86-87 Coronary and peripheral artery bifurcation 2015, 2, 23 Annuloplasty ring 
2016, 20, 24 Repair/decalcification of mitral valve 2013, 3Q, 26 Transcatheter replacement of heart valve (TAVR) with measurements 


2016, 2Q, 25 Aortic valve surgery with excision of calcium deposits 


uaa”) ee Se 


ICD-10-PCS 2021 


PCS 2021 


Jing Clinic for table @2R 


,25 Elephant trunk repair of aortic dissection 

,24 Coronary artery Body Part to root operation Insertion 

,46 Cerebral embolic filtration 

23 Replacement of atrioventricular valve 

, 24 Valve sparing aortic root replacement with modified Gleason 


Vascutek® graft to ascending aorta 

31 Transcatheter aortic valve in valve replacement 

, 11 Transcatheter aortic valve replacement via transaortic approach 
12 Percutaneous balloon valvuloplasty & cardiac catheterization with 

ventriculogram 


, 55-56 Added approach values - Percutaneous heart valve procedures 
1} SynCardia total artificial heart 

, 80-81 Thoracic aorta, ascending/arch and descending 

2 Transcatheter tricuspid valve replacement 

, 10 Repair of thoracic aortic aneurysm & coronary artery bypass graft 


ding Clinic for table 62S 


, 80-81 = Thoracic aorta, ascending/arch and descending 

, 82-83 Coronary artery, number of arteries 

102-109 Correction of congenital heart defects 

, 23 Congenital heart corrective procedures 

ding Clinic for table 62U 

, 24 Pulmonary artery unifocalization 

25 Coronary artery to root operation Supplement 

12 Percutaneous balloon valvuloplasty & cardiac catheterization with 


ventriculogram 
), 36 Alfieri stitch procedure 


7 Senning procedure (arterial switch) 

19 Norwood Sano procedure 

80-81 Thoracic aorta, ascending/arch and descending 

4,101 Root operation Creation 

¥, 102-109 Correction of congenital heart defects 

Y, 23 Repair of tetralogy of Fallot with autologous pericardial patch graft 

Y, 26 Aortic valve replacement with aortic root enlargement 

¥,22-24 Congenital heart corrective procedures 

1,16 Revision of previous truncus arteriosus surgery with ventricle to 
pulmonary artery conduit 

Y, 23 Annuloplasty ring 

Y, 16 Repair of Tetralogy of Fallot 


Heart and Great Vessels 


AHA Coding Clinic for table 62V 

2020, 1Q, 25 Elephant trunk repair of aortic dissection 

2017, 4Q, 35-36 Alfieri stitch procedure 

2016, 4Q, 80-81 = Thoracic aorta, ascending/arch and descending 

2016, 4Q,89-92 Branched and fenestrated endograft repair of aneurysms 


AHA Coding Clinic for table 62W 


2019, 1Q, 24 Replacement of left ventricular assist device with retention of outflow graft 
2018, 3Q,8 Coronary artery bypass graft surgery (revision versus total redo) 

2018, 3Q,9 Fibrin sheath stripping of malfunctioning port-a-cath 

2018, 10, 17 Repositioning of Impella short-term external heart assist device 

2017, 4Q, 42-45 Insertion of external heart assist devices 

2017,4Q,55-56 Added approach values - Percutaneous heart valve procedures 

2016, 4Q, 85 Coronary Artery, number of stents 

2016, 4Q, 95-96 = Intracardiac pacemaker 

2015, 3Q, 32 Approach values for repositioning and removal of cardiac lead 

2014, 3Q, 31 Closure of paravalvular leak using Amplatzer® vascular plug 


AHA Coding Clinic for table 92Y 
2013, 3Q,18 Heart transplant surgery 


eee 


PCS 2021 


Heart and Great Vessels ICD-10-PCS 2021 


Coronary Arteries 


Left coronary artery 


Circumflex branch 


Right coronary artery 


Marginal branches 


Descending branch 
(anterior interventricular artery) 


Descending branch : 
(posterior interventricular artery) : 


Heart Anatomy 


Right heart B=. 
: Aortic arch X 


Superior vena cava V A Pulmonary artery Q,R 


Pulmonary vein S, T 


Aortic valve F 


Pulmonary valve H 
Atrial septum 5 “ 


Right atrium 6 7 aa Left atrium 7 
ae Mitral valve G 


Tricuspid valve J 
Chordae tendinae 9 


Right ventricle K 
Left ventricle L 
Ventricular septum M 


Left heart C 
Thoracic aorta W, X 


$e 
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1CD-10-PCS 2021 


9 Medical and Surgical 
2 Heart and Great Vessels 
1. Bypass 


Heart and Great Vessels 


Definition: Altering the route of passage of the contents of a tubular body part 


921-821 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 


i Body Part Z 
_ Character 4 


route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Approach 
| eas 


Device 
Character 6 


Qualifier 
Character 7 


Coronary Artery 
Internal Mammary, Right 
Internal Mammary, Left 
Thoracic Artery 
Abdominal Artery 

Aorta 


Coronary Artery 
Internal Mammary, Right 
Internal Mammary, Left 
Thoracic Artery 
Abdominal Artery 


Coronary Vein 


Coronary Vein 


Coronary Artery 

Internal Mammary, Right 
Internal Mammary, Left 
Thoracic Artery 
Abdominal Artery 

Aorta 


Coronary Artery 

Internal Mammary, Right 
Internal Mammary, Left 
Thoracic Artery 
Abdominal Artery 


9 ® Open 8 Zooplastic Tissue 3 
1 9 Autologous Venous Tissue 8 
2 A Autologous Arterial Tissue 9 
3 J Synthetic Substitute C 
K Nonautologous Tissue Substitute | F 
oa Ww 
8 ® Open Z No Device a 
1 8 
2 9 
3 C 
F 
® Coronary Artery, One Artery 3 Percutaneous 4 Intraluminal Device, 4 
1 Coronary Artery, Two Arteries Drug-eluting 
2 Coronary Artery, Three Arteries D Intraluminal Device 
3 Coronary Artery, Four or More Arteries 
8 Coronary Artery, One Artery 4 Percutaneous Endoscopic 4 Intraluminal Device, 4 
1 Coronary Artery, Two Arteries Drug-eluting 
2 Coronary Artery, Three Arteries D_ Intraluminal Device 
3 Coronary Artery, Four or More Arteries 
1) 4 Percutaneous Endoscopic 8 Zooplastic Tissue 3 
1 9 Autologous Venous Tissue 8 
2 A Autologous Arterial Tissue C) 
3 J Synthetic Substitute Cc 
K Nonautologous Tissue Substitute | F 
Ww 
1] 4 Percutaneous Endoscopic Z_ No Device 3 
1 8 
2 9 
3 C 
#{ F 
6 Atrium, Right ® Open 8 Zooplastic Tissue P 
Atrium dextrum cordis 4 Percutaneous Endoscopic 9 Autologous Venous Tissue Q 
Right auricular appendix A Autologous Arterial Tissue R 


Sinus venosus 


J Synthetic Substitute 
K Nonautologous Tissue Substitute 


Pulmonary Trunk 
Pulmonary Artery, Right 
Pulmonary Artery, Left 


6 Atrium, Right @ Open Z No Device 7 Atrium, Left 
Atrium dextrum cordis 4 Percutaneous Endoscopic P Pulmonary Trunk 
Right auricular appendix Q Pulmonary Artery, Right 
Stas venisUs R_ Pulmonary Artery, Left 
6 Atrium, Right 3 Percutaneous Z No Device 7 Atrium, Left 
Atrium dextrum cordis 
Right auricular appendix 
Sinus venosus 
7 Atrium, Left @ Open 8 Zooplastic Tissue P Pulmonary Trunk 
Atrium pulmonale 4 Percutaneous Endoscopic 9 Autologous Venous Tissue Q Pulmonary Artery, Right 
Left auricular appendix A Autologous Arterial Tissue R Pulmonary Artery, Left 
J Synthetic Substitute S Pulmonary Vein, Right 
K Nonautologous Tissue Substitute | T Pulmonary Vein, Left 
_{|2 No Device U_ Pulmonary Vein, Confluence 
7 Atrium, Left 3 Percutaneous J Synthetic Substitute 6 Atrium, Right 
Atrium pulmonale 
Left auricular appendix 
K_ Ventricle, Right ®@ Open 8 Zooplastic Tissue P Pulmonary Trunk 
Conus arteriosus 4 Percutaneous Endoscopic 9 Autologous Venous Tissue Q Pulmonary Artery, Right 
L Ventricle, Left A Autologous Arterial Tissue R Pulmonary Artery, Left 


J Synthetic Substitute 
K Nonautologous Tissue Substitute 


021[0,1,2,3]0[8,9,A,J,K][3,8,9,C,F,W] when reported with SDx J98.51 or J98.59 
621[0,1,2,3]8Z[3,8,9,C,F] when reported with SDx J98.51 or J98.59 
021[@,1,2,314[8,9,A,J,K1[3,8,9,C,F,W] when reported with SDx J98.51 or J98.59 
021[0,1,2,3]4Z[3,8,9,C,F] when reported with SDx J98.51 or J98.59 
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921 Continued on next page 


New/Revised in GREEN 
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821-824 


Heart and Great Vessels 


ICD-10-PCS 2021 


i) 
2 
1 


vAOH Vv 


Medical and Surgical 
Heart and Great Vessels 
Bypass 


Body Part 
Character 4 


Ventricle, Right 
Conus arteriosus 
Ventricle, Left 


Pulmonary Trunk 
Pulmonary Artery, Right 
Pulmonary Artery, Left 
Arterial canal (duct) 
Botallo’s duct 
Pulmoaortic canal 


Superior Vena Cava 
Precava 


Thoracic Aorta, Descending 


aAN@ 


174 


Thoracic Aorta, Descending 


Aortic arch 
Ascending aorta 


Medical and Surgical 
Heart and Great Vessels 
Creation 


Thoracic Aorta, Descending 


Thoracic Aorta, Ascending/Arch 


Definition: Altering the route of passage of the contents of a tubular body part 


Explanation: Rerouting contents of a body part to a downstream area ) ; 
route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Approach Device 
Character 5 Character 6 


Z No Device 


® Open 
4 Percutaneous Endoscopic 


021 Continued 


ea of the normal route, to a similar route and body part, or to an abnormal 


Qualifier 

Character 7 
Coronary Circulation 
Internal Mammary, Right 
Internal Mammary, Left 
Thoracic Artery 
Abdominal Artery 
Pulmonary Trunk 
Pulmonary Artery, Right 
Pulmonary Artery, Left 
Aorta 


Zooplastic Tissue 
Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


Open 
4 Percutaneous Endoscopic 


Se Seas ae 


Innominate Artery 
Subclavian 
Carotid 


@ Open 
4 Percutaneous Endoscopic 


Zooplastic Tissue 
Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


Pulmonary Trunk 
Pulmonary Artery, Right 
Pulmonary Artery, Left 
Pulmonary Vein, Right 
Pulmonary Vein, Left 
Pulmonary Vein, Confluence 


Zooplastic Tissue 
Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 


® Open 


A PWOOCINASK SCOOINA “DWH 


Z No Device 


Innominate Artery 
Subclavian 

Carotid 

Abdominal Artery 
Axillary Artery 

Brachial Artery 
Pulmonary Trunk 
Pulmonary Artery, Right 
Pulmonary Artery, Left 
Lower Extremity Artery 


Innominate Artery 
Subclavian 

Carotid 

Pulmonary Trunk 
Pulmonary Artery, Right 
Pulmonary Artery, Left 


Percutaneous Endoscopic Zooplastic Tissue 

Autologous Venous Tissue 
Autoiogous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 


No Device 


Innominate Artery 
Subclavian 

Carotid 

Pulmonary Trunk 
Pulmonary Artery, Right 
Pulmonary Artery, Left 


Open 
4 Percutaneous Endoscopic 


Zooplastic Tissue 
Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


movonrlirmpnvo9e memo vd8ens(cmOVTATNOAs\cCAaNDOD 


NA SPUOINKAS" SPWO 


or function of an absent body part 
Explanation: Used for gender reassignment surgery and corrective procedures in individuals with congenital anomalies 


Body Part 
Character 4 


Aortic Valve 
Aortic annulus 


Mitral Valve 
Bicuspid valve 

Left atrioventricular valve 
Mitral annulus 

Tricuspid Valve 

Right atrioventricular valve 
Tricuspid annulus 


Innominate Artery 
Subclavian 

Carotid 

Pulmonary Trunk 
Pulmonary Artery, Right 
Pulmonary Artery, Left 


Definition: Putting in or on biological or synthetic material to form a new body part that to the extent possible replicates the anatomic structure 


Approach Device 
Character 5 Character 6 


7 Autologous Tissue 
8 Zooplastic Tissue 

J Synthetic Substitute 

__|K Nonautologous Tissue Substitute 
7 Autologous Tissue 

8 Zooplastic Tissue 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 


J 


@ Open 2 


Qualifier 
Character 7 


Truncal Valve 


Common Atrioventricular Valve 
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ICD-10-PCS 2021 Heart and Great Vessels 625-925 


8 Medical and Surgical 

2 Heart and Great Vessels 

5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out 


Body Part Approach Device Qualifier 
Character 4 | Character 5 Character 6 Character 7 


Coronary Vein 
5 Atrial Septum 
Interatrial septum 
6 Atrium, Right 
Atrium dextrum cordis 
Right auricular appendix 
Sinus venosus 
8 Conduction Mechanism 
Atrioventricular node 
Bundle of His 
Bundle of Kent 
Sinoatrial node 
Chordae Tendineae 
Papillary Muscle 
Aortic Valve 
Aortic annulus 
G Mitral Valve 
Bicuspid valve 
Left atrioventricular valve 
Mitral annulus 
H Pulmonary Valve 
Pulmonary annulus 
Pulmonic valve 
Tricuspid Valve 
Right atrioventricular valve 
Tricuspid annulus 
Ventricle, Right 
Conus arteriosus 
Ventricle, Left 
Ventricular Septum 
Interventricular septum 
Pericardium 
Pulmonary Trunk 
Pulmonary Artery, Right 
Pulmonary Artery, Left 
Arterial canal (duct) 
Botallo's duct 
Pulmoaortic canal 
S Pulmonary Vein, Right 
Right inferior pulmonary vein 
Right superior pulmonary vein 
T Pulmonary Vein, Left 
Left inferior pulmonary vein 
Left superior pulmonary vein 
V Superior Vena Cava 
Precava 
Thoracic Aorta, Descending 
Thoracic Aorta, Ascending/Arch 
Aortic arch 
Ascending aorta 


®@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Z No Device Z_ No Qualifier 


nO © 


- 


Dore. sr 


“= 


K Left Atrial Appendage 
Z_ No Qualifier 


@ Open Z_ No Device 
3 Percutaneous 
4 Percutaneous Endoscopic 


7 Atrium, Left 
Atrium pulmonale 
Left auricular appendix 


9257[0,3,4]ZK 


Limited Coverage BS Noncovered [Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in = 
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027-028 Heart and Great Vessels 
® Medical and Surgical 
2 Heart and Great Vessels 
7 Dilation Definition: Expanding an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


Body Part Approach Device Qualifier 


® Coronary Artery, One Artery 6 Open 4 Intraluminal Device, 6 Bifurcation 
1 Coronary Artery, Two Arteries 3 Percutaneous Drug-eluting P Z_ No Qualifier 
2 Coronary Artery, Three Arteries 4 Percutaneous Endoscopic 5 Intraluminal Device, Drug-eluting, 
3 Coronary Artery, Four or More Arteries Two 
6 Intraluminal Device, Drug-eluting, 
Three 
7 Intraluminal Device, Drug-eluting, 
Four or More 
D Intraluminal Device 
E Intraluminal Device, Two 
F Intraluminal Device, Three 
G_ Intraluminal Device, Four or More 
T Intraluminal Device, Radioactive 
Z No Device 
F Aortic Valve ® Open 4 Intraluminal Device, Z_ No Qualifier 
Aortic annulus 3 Percutaneous Drug-eluting 
G Mitral Valve 4 Percutaneous Endoscopic D Intraluminal Device 
Bicuspid valve Z No Device 
Left atrioventricular valve 
Mitral annulus 
H Pulmonary Valve 
Pulmonary annulus 
Pulmonic valve 
J Tricuspid Valve 
Right atrioventricular valve 
Tricuspid annulus 
K_ Ventricle, Right 
Conus arteriosus 
L Ventricle, Left 
P Pulmonary Trunk 
Q Pulmonary Artery, Right 
S Pulmonary Vein, Right 
Right inferior pulmonary vein 
Right superior pulmonary vein 
T Pulmonary Vein, Left 
Left inferior pulmonary vein 
Left superior pulmonary vein 
V_ Superior Vena Cava 
Precava 
W Thoracic Aorta, Descending 
X Thoracic Aorta, Ascending/Arch 
Aortic arch 
Ascending aorta 
R Pulmonary Artery, Left ® Open 4 Intraluminal Device, T Ductus Arteriosus 
Arterial canal (duct) 3 Percutaneous Drug-eluting Z No Qualifier 
Botallo's duct 4 Percutaneous Endoscopic D Intraiuminal Device 
Pulmoaortic canal 7NoDavice 


® Medical and Surgical 
2 Heart and Great Vessels 
8 Division Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 
Explanation: All or a portion of the body part is separated into two or more portions 
- Body Part Approach Device i 
Character 4 Character 5 Character 6 oe 7 
8 Conduction Mechanism ® Open Z No Device Z No Qualifier 


Atrioventricular node 
Bundle of His 
Bundle of Kent 
Sinoatrial node 
9 Chordae Tendineae 
Papillary Muscle 


3 Percutaneous 
4 Percutaneous Endoscopic 


us its mst on. ane Ge IESE —eor. _/SSaniN. 7 00a ———— ee 
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ICD-10-PCS 2021 Heart and Great Vessels §2B-92B 


8 Medical and Surgical 
2 Heart and Great Vessels 


B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
4 Coronary Vein ® Open Z No Device X Diagnostic 
5 Atrial Septum 3 Percutaneous Z_ No Qualifier 
Interatrial septum 4 Percutaneous Endoscopic 
6 Atrium, Right 
Atrium dextrum cordis 
Right auricular appendix 
Sinus venosus 
8 Conduction Mechanism 
Atrioventricular node 
Bundle of His 
Bundle of Kent 
Sinoatrial node 
Chordae Tendineae 
Papillary Muscle 
Aortic Valve 
Aortic annulus 
G Mitral Valve 
Bicuspid valve 
Left atrioventricular valve 
Mitral annulus 
H Pulmonary Valve 
Pulmonary annulus 
Pulmonic valve 
J Tricuspid Valve 
Right atrioventricular valve 
Tricuspid annulus 
K Ventricle, Right INC 
Conus arteriosus 
L Ventricle, Left INC 
M Ventricular Septum 
Interventricular septum 
N Pericardium 
P Pulmonary Trunk 
Q Pulmonary Artery, Right 
R_ Pulmonary Artery, Left 
Arterial canal (duct) 
Botallo's duct 
Pulmoaortic canal 
S Pulmonary Vein, Right 
Right inferior pulmonary vein 
Right superior pulmonary vein 
T Pulmonary Vein, Left 
Left inferior pulmonary vein 
Left superior pulmonary vein 
V Superior Vena Cava 
Precava 
Thoracic Aorta, Descending 
Thoracic Aorta, Ascending/Arch 
Aortic arch 
Ascending aorta 
7 Atrium, Left ® Open Z No Device 
Atrium pulmonale 3 Percutaneous 
Left auricular appendix 4 Percutaneous Endoscopic 


me 3 


nn9o © 


x= 


K Left Atrial Appendage 
X Diagnostic 
Z_ No Qualifier 


DRGNon-OR 0287(0,3,4)ZK 
Non-OR 02B[4,5,6,8,9,D,F,G,H,J,K,L,MJ[0,3,41ZX 
[NC O2B[K,L][@,3,4]ZZ 
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62C-92C Heart and Great Vessels ICD-10-PCS 2021 


® Medical and Surgical 

2 Heart and Great Vessels 

C_ Extirpation Definition: Taking or cutting out solid matter from a body part ' ; 
Explanation: The solid matter may be an abnormal byproduct of a biological function ora foreign body; it may be imbedded in a body part orin 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 

® Coronary Artery, One Artery @ Open Z_ No Device 6 Bifurcation 
1 Coronary Artery, Two Arteries 3 Percutaneous Z No Qualifier 
2 Coronary Artery, Three Arteries 4 Percutaneous Endoscopic 
3 Coronary Artery, Four or More Arteries 
4 Coronary Vein ® Open Z No Device Z_ No Qualifier 
5 Atrial Septum 3 Percutaneous 

Interatrial septum 4 Percutaneous Endoscopic 
6 Atrium, Right 

Atrium dextrum cordis 

Right auricular appendix 

Sinus venosus 


7 Atrium, Left 
Atrium pulmonale 
Left auricular appendix 
8 Conduction Mechanism 
Atrioventricular node 
Bundle of His 
Bundle of Kent 
Sinoatrial node 
Chordae Tendineae 
Papillary Muscle 
Aortic Valve 
Aortic annulus 
G Mitral Valve 
Bicuspid valve 
Left atrioventricular valve 
Mitral annulus 
H Pulmonary Valve 
Pulmonary annulus 
Pulmonic valve 
J Tricuspid Valve 
Right atrioventricular valve 
Tricuspid annulus 
K_ Ventricle, Right 
Conus arteriosus 
L_ Ventricle, Left 
M Ventricular Septum 
Interventricular septum 
Pericardium 
Pulmonary Trunk 
Pulmonary Artery, Right 
Pulmonary Artery, Left 
Arterial canal (duct) 
Botallo's duct 
Pulmoaortic canal 
S Pulmonary Vein, Right 
Right inferior pulmonary vein 
Right superior pulmonary vein 
T Pulmonary Vein, Left 
Left inferior pulmonary vein 
Left superior pulmonary vein 
V_ Superior Vena Cava 
Precava 
Thoracic Aorta, Descending 
Thoracic Aorta, Ascending/Arch 
Aortic arch 
Ascending aorta 


nO %© 


xaoOVe 


x= 
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ICD-10-PCS 2021 


ICD-10-PCS 2021 Heart and Great Vessels @2F-92F 


8 Medicaland Surgical 
2 Heart and Great Vessels 
F Fragmentation Definition: Breaking solid matter in a body part into pieces 


Explanation: Physical force (e.g., manual, ultrasonic) applied directly or indirectly is used to break the solid matter into pieces. The solid matter 
may be an abnormal byproduct of a biological function or a foreign body. The pieces of solid matter are not taken out. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 

N_ Pericardium Nc] @ Open Z No Device Z No Qualifier 

3 Percutaneous 

4 Percutaneous Endoscopic 

| X External 

P Pulmonary Trunk 3 Percutaneous = Z No Device @ Ultrasonic 
Q Pulmonary Artery, Right Z No Qualifier 
R_ Pulmonary Artery, Left 


Arterial canal (duct) 
Botallo's duct 
Pulmoaortic canal 
Pulmonary Vein, Right 
Right inferior pulmonary vein 
Right superior pulmonary vein 
T Pulmonary Vein, Left 
Left inferior pulmonary vein 


Left superior pulmonary vein 
Non-OR @2FNXZZ 
Nc @2FNXZZ 


4) 
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ICD-10-PCS 2021 


02H-92H Heart and Great Vessels 
6 Medical and Surgical 
2 Heart and Great Vessels : F fad butte tohysicall 
H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


take the place of a body part 


Coronary Artery, One Artery 
Coronary Artery, Two Arteries 


Explanation: None 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


D 
Y 


Intraluminal Device 
Other Device 


Body Part Approach Device Qualifier 
ee. deere. character? 


Z No Qualifier 


8 
1 
2 Coronary Artery, Three Arteries 
3 


Coronary Artery, Four or More 
Arteries all 
Corona 4} |@ Open 6 Monitoring Device, Pressure Sensor Z No Qualifier 
a [#1 |3 Percutaneous 2 Monitoring Device 
Atrium dextrum cordis 4 Percutaneous Endoscopic 3 Infusion Device 
Right auricular appendix D Intraluminal Device 
Sinus venosus J Cardiac Lead, Pacemaker 
u Atrium, Left K Cardiac Lead, Defibrillator 
Atrium pulmonale : M Cardiac Lead 
SC CUURA EC a N_ Intracardiac Pacemaker 
K Ventricle, Right # 
Conus arteriosus Y Other Device 
L_ Ventricle, Left w 
A Heart [SG |e Open Q Implantable Heart Assist System Z No Qualifier 
3 Percutaneous Y Other Device 
4 Percutaneous Endoscopic ° 
® Open R_ Short-term External Heart Assist J Intraoperative 
3 Percutaneous System S Biventricular 
4 Percutaneous Endoscopic Z_ No Qualifier 
N_ Pericardium 6 Open 6 Monitoring Device, Pressure Sensor |Z No Qualifier 
3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic J Cardiac Lead, Pacemaker 
K Cardiac Lead, Defibrillator 
M Cardiac Lead 
Y Other Device 
P Pulmonary Trunk Open ® Monitoring Device, Pressure Sensor |Z No Qualifier 
Q Pulmonary Artery, Right 3 Percutaneous 2 Monitoring Device 
R_ Pulmonary Artery, Left 4 Percutaneous Endoscopic 3 Infusion Device 
Arterial canal (duct) D Intraluminal Device 
Botallo's duct Y Other Device 
Pulmoaortic canal 
S Pulmonary Vein, Right 
Right inferior pulmonary vein 
Right superior pulmonary vein 
T Pulmona 
Left inferior pulmonary vein 
Left superior pulmonary vein 
V_ Superior 
Precava 
W Thoracic Aorta, Descending 
X Thoracic Aorta, Ascending/Arch ® Open ® Monitoring Device, Pressure Sensor |Z No Qualifier 
Aortic arch 3 Percutaneous 2 Monitoring Device 
Ascending aorta 4 Percutaneous Endoscopic 3 Infusion Device 
D_Intraluminal Device 


DRGNon-OR 92H[4,6,7,K,L1[0,3,4]U,MIZ HAC = 02H43U,K,MIZ when reported with SDx K68.11 or T81.40-T81.49, T82.6- 
DRGNon-OR = 92HK32Z 782.7 with 7th character A 

Non-OR 92HN(0,3,4]U,MIZ ie 02H(6,K]33Z when reported with SDx J95.811 
Non-OR 92HI4,6,7,L]3[2,3]Z 92H[6,7]3),M]Z when reported with SDx K68.11 or T81.40-181.49, T82.6- 
Non-OR 92H[6,7]3MZ 782.7 with 7th character A 
Non-OR G2HK3[0,3]Z HAC @2H[K,L]3JZ when reported with SDx K68.11 or T81.40-181.49, T82.6-182.7 
Non-OR G2HN32Z with 7th character A 
Non-OR O2HP[G,3,4][0,2,3]Z HAC 92HNI@,3,4],M]Z when reported with SDx K68.11 or T81.40-181.49, T82.6- 
Non-OR O2H[O,RI[9,3,4][2,31Z 782.7 with 7th character A 
Non-OR O2H{S,T,V,WI[0,3,413Z HAC 92H{[S,T,V][3,4]3Z when reported with SDx J95.811 
Non-OR O2HIS,T,V,W132Z ie) O2HAGQZ 
Non-OR O2HWI,3]0Z is O2HAI3,4]0Z 
Non-OR O2HX[G,3,4][9,3]Z See Appendix L for Procedure Combinations 


02H[4,6,7,K,LI[0,3,4]U,K,M]Z 
O2HAIG,AIRIS,Z] 

O2HA3RS 
O2HNIO,3,4]1,K,MIZ 
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ICD-10-PCS 2021 


ICD-10-PCS 2021 Heart and Great Vessels 923-92L 


§ Medical and Surgical 
2 Heart and Great Vessels 


J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


|8 Open 
Great Vessel |3 Percutaneous 
4 Percutaneous Endoscopic 


Z No Device Z_ No Qualifier 


Non-OR 92J/A,Y)3ZZ 


6 Medical and Surgical 
2 Heart and Great Vessels 
K 


Map Definition: Locating the route of passage of electrical impulses and/or locating functional areas in a body part 
Explanation: Applicable only to the cardiac conduction mechanism and the central nervous system 


Body Part 
Character 4 


“Conduction Mechanism 'Z No Device 


Atrioventricular node 3 Percutaneous | 


Qualifier 
Character 7 


Z_ No Qualifier 


Bundle of His 
Bundle of Kent 
Sinoatrial node 


DRGNon-OR 92K8/9,3,4/ZZ 


4 Percutaneous Endoscopic 


Medical and Surgical 
Heart and Great Vessels 


rN 


Occlusion Definition: Completely closing an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice 


Atrium, Left 6 Open Extraluminal Device K Left Atrial Appendage 
Atrium pulmonale |3 Percutaneous rc intraluminal Device 
Left auricular appendix 4 Percutaneous Endoscopic | Z No Device 

H Pulmonary Valve 16 Open | C Extraluminal Device Z_ No Qualifier 
Pulmonary annulus 3 Percutaneous |D_ Intraluminal Device 
Pulmonic valve 4 Percutaneous Endoscopic |Z No Device 

P Pulmonary Trunk 

Q Pulmonary Artery, Right 

S Pulmonary Vein, Right 
Right inferior pulmonary vein 
Right superior pulmonary vein 

T Pulmonary Vein, Left 
Left inferior pulmonary vein 
Left superior pulmonary vein | 

V Superior Vena Cava 
Precava 

R Pulmonary Artery, Left 8 Open C Extraluminal Device “| T  Ductus Arteriosus 
Arterial canal (duct) 3 Percutaneous D Intraluminal Device |Z No Qualifier 
Botallo's duct 4 Percutaneous Endoscopic |Z No Device 
Pulmoaortic canal 

W Thoracic Aorta, Descending 3 Percutaneous |D_ Intraluminal Device |J Temporary 


DRGNon-OR §217/9,3,4)(C,D,Z)K 
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92N-92N Heart and Great Vessels ICD-10-PCS 2021 


8 Medical and Surgical 
2 Heart and Great Vessels : ' ' h Séorcil 
N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use o 


Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Qualifier 
Character 7 


Z No Qualifier 


Device 
Character 6 


Approach 


Body Part 
Character 5 


Character 4 


Coronary Artery, One Artery @ Open 
Coronary Artery, Two Arteries 3 Percutaneous 
Coronary Artery, Three Arteries 4 Percutaneous Endoscopic 
Coronary Artery, Four or More Arteries 
Coronary Vein 
Atrial Septum 
Interatrial septum 
6 Atrium, Right 
Atrium dextrum cordis 
Right auricular appendix 
Sinus venosus 
7 Atrium, Left 
Atrium pulmonale 
Left auricular appendix 
8 Conduction Mechanism 
Atrioventricular node 
Bundle of His 
Bundle of Kent 
Sinoatrial node 
Chordae Tendineae 
Papillary Muscle 
Aortic Valve 
Aortic annulus 
G Mitral Valve 
Bicuspid valve 
Left atrioventricular valve 
Mitral annulus 
H Pulmonary Valve 
Pulmonary annulus 
Pulmonic valve 
J Tricuspid Valve 
Right atrioventricular valve 
Tricuspid annulus 
K_ Ventricle, Right 
Conus arteriosus 
Ventricle, Left 
Ventricular Septum 
Interventricular septum 
Pericardium 
Pulmonary Trunk 
Pulmonary Artery, Right 
Pulmonary Artery, Left 
Arterial canal (duct) 
Botallo's duct 
Pulmoaortic canal 
S Pulmonary Vein, Right 
Right inferior pulmonary vein 
Right superior pulmonary vein 
T Pulmonary Vein, Left 
Left inferior pulmonary vein 
Left superior pulmonary vein 
V Superior Vena Cava 
Precava 
W Thoracic Aorta, Descending 
X Thoracic Aorta, Ascending/Arch 
Aortic arch 
Ascending aorta 


Z No Device 


UuUbWwWn=-2 


nO © 
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CD-10-PCS 2021 Heart and Great Vessels 02P-92P 


6 Medical and Surgical 
2 Heart and Great Vessels 
P Removal Definition: Taking out or off a device from a body part 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


‘ont a Body Part Nee Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


8 Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Zooplastic Tissue 

Extraluminal Device 
Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Cardiac Lead 

Intracardiac Pacemaker 
Implantable Heart Assist System 
Other Device 


Short-term External Heart Assist 
System 


Z_ No Qualifier 


RiI<X<OZZR-ONSNWN 


A Heart Open 
Percutaneous 


Percutaneous Endoscopic 


S_ Biventricular 
Z_ No Qualifier 


> 


Heart External Monitoring Device 
Infusion Device 
Intraluminal Device 


Cardiac Lead 


Monitoring Device 
Infusion Device 
Autologous Tissue Substitute 
Zooplastic Tissue 

Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Other Device 


Monitoring Device 
Infusion Device 
Intraluminal Device 


Non-OR 92PA3(2,3,D]Z See Appendix L for Procedure Combinations 
Non-OR 92PA[3,4]YZ O2PA[O,3,4]RZ 
Non-OR @2PAX(2,3,D,MJZ 
Non-OR 92PY3(2,3,D]Z 
Non-OR 92PY(3,4]YZ 
Non-OR 92PYX(2,3,D]Z 
@2PA[Q,3,4]MZ when reported with SDx K68.11 or T81.49-T81.49, T82.6- 

T82.7 with 7th character A 
HAC = 92PAXMZ when reported with SDx K68.11 or T81.40-T81.49, 182.6-T82.7 

with 7th character A 


No Qualifier 


Y Great Vessel Open 
Percutaneous 


4 Percutaneous Endoscopic 


No Qualifier 


Y Great Vessel X External No Qualifier 


OWN|< R-ON®NWN|/ZOWN 
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92Q-62Q 


Medical and Surgical 
Heart and Great Vessels 
Repair 


OvNe 


Body Part 
Character 4 


® Coronary Artery, One Artery 
1 Coronary Artery, Two Arteries 
2 Coronary Artery, Three Arteries 
3 Coronary Artery, Four or More 
Arteries 
4 Coronary Vein 
5 Atrial Septum 
Interatrial septum 
6 Atrium, Right 
Atrium dextrum cordis 
Right auricular appendix 
Sinus venosus 
7 Atrium, Left 
Atrium pulmonale 
Left auricular appendix 
8 Conduction Mechanism 
Atrioventricular node 
Bundle of His 
Bundle of Kent 
Sinoatrial node 
Chordae Tendineae 
Heart 
Heart, Right 
Right coronary sulcus 
Heart, Left 
Left coronary sulcus 
Obtuse margin 
Papillary Muscle 
Pulmonary Valve 
Pulmonary annulus 
Pulmonic valve 
K Ventricle, Right 
Conus arteriosus 
L_ Ventricle, Left 
M Ventricular Septum 
Interventricular septum 
N Pericardium 
P Pulmonary Trunk 
Q 
R 


n are 


zo 


Pulmonary Artery, Right 
Pulmonary Artery, Left 
Arterial canal (duct) 
Botallo's duct 
Pulmoaortic canal 
S Pulmonary Vein, Right 
Right inferior pulmonary vein 
Right superior pulmonary vein 
T Pulmonary Vein, Left 
Left inferior pulmonary vein 
Left superior pulmonary vein 
V Superior Vena Cava 
Precava 
Thoracic Aorta, Descending 
Thoracic Aorta, Ascending/Arch 
Aortic arch 
Ascending aorta 


x= 


Approach 
Character 5 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


F Aortic Valve 
Aortic annulus 


G Mitral Valve 
Bicuspid valve 
Left atrioventricular valve 
Mitral annulus 


J Tricuspid Valve 
Right atrioventricular valve 
Tricuspid annulus 


Z No Device 


Device 
Character 6 


Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and fianetion 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Z 


ICD-10-PCS 2021 


Qualifier 
Character 7 


No Qualifier 


3 Percutaneous 
Percutaneous Endoscopic 


NO 


@ Open Z No Device J Truncal Valve 
3 Percutaneous Z_ No Qualifier 
4 Percutaneous Endoscopic 
® Open Z No Device E Atrioventricular Valve, Left 
3 Percutaneous Z_ No Qualifier 
4 Percutaneous Endoscopic 
Open Z No Device 


Atrioventricular Valve, Right 
No Qualifier 
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ICD-10-PCS 2021 


ICD-10-PCS 2021 


Heart and Great Vessels 


62R-62R 


8 Medical and Surgical 
2 Heart and Great Vessels 
R_ Replacement 


Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 


Body Part 


Atrial Septum 
Interatrial septum 
6 Atrium, Right 
Atrium dextrum cordis 
Right auricular appendix 
Sinus venosus 
7 Atrium, Left 
Atrium pulmonale 
Left auricular appendix 
9 Chordae Tendineae 
D Papillary Muscle 


V1) 
4 


K Ventricle, Right uc | nc jE a) 
Conus arteriosus 
Ventricle, Left juc | Nc JES 


L 
M Ventricular Septum 
Interventricular septum 
N Pericardium 
P Pulmonary Trunk 
Q Pulmonary Artery, Right 
R_ Pulmonary Artery, Left 
Arterial canal (duct) 
Botallo's duct 
Pulmoaortic canal 
S Pulmonary Vein, Right 
Right inferior pulmonary vein 
Right superior pulmonary vein 
T Pulmonary Vein, Left 
Left inferior pulmonary vein 
Left superior pulmonary vein 
V_ Superior Vena Cava 
Precava 
W Thoracic Aorta, Descending 
X Thoracic Aorta, Ascending/Arch 
Aortic arch 


_ Ascending aorta 


Open 
Percutaneous Endoscopic 


zxz- On 


the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


Autologous Tissue Substitute 
Zooplastic Tissue 

Synthetic Substitute 
Nonautologous Tissue Substitute 


: Approach Device ualifier 
Character 4 ee ed Character 6 Bunda 7 


Z_ No Qualifier 


F Aortic Valve @ Open 7 Autologous Tissue Substitute Z_ No Qualifier 
Aortic annulus 4 Percutaneous Endoscopic 8 Zooplastic Tissue 
G Mitral Valve J Synthetic Substitute 
Bicuspid valve K Nonautologous Tissue Substitute 
Left atrioventricular valve 
Mitral annulus 
H Pulmonary Valve 
Pulmonary annulus 
Pulmonic valve 
J Tricuspid Valve 
Right atrioventricular valve 
Tricuspid annulus 
F Aortic Valve 3 Percutaneous 7 Autologous Tissue Substitute H_ Transapical 
Aortic annulus 8 Zooplastic Tissue Z No Qualifier 
G Mitral Valve J Synthetic Substitute 
Bicuspid valve K Nonautologous Tissue Substitute 


Left atrioventricular valve 
Mitral annulus 

Pulmonary Valve 
Pulmonary annulus 
Pulmonic valve 

Tricuspid Valve 

Right atrioventricular valve 
Tricuspid annulus 


oo 


See Appendix L for Procedure Combinations 
O2R[K,L]OIZ 


juc O2RKGJZ with O2RLOJZ with diagnosis code 200.6 
inc @2RKOJZ with O2RLOJZ without diagnosis code Z00.6 


New/Revised in GREEN 
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Limited Coverage Ba Noncovered Hj Combination Member 
ICD-10-PCS 2021 


02S-02T Heart and Great Vessels ICD-10-PCS 2021 
O25502T CC“ MearbianccGrcatvecsse iS eee 


V) 
2 
Ss 


Medical and Surgical 

Heart and Great Vessels 

Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Coronary Artery, One Artery Z No Device Z No Qualifier 
Coronary Artery, Two Arteries 
Pulmonary Trunk 
Pulmonary Artery, Right 
Pulmonary Artery, Left 
Arterial canal (duct) 
Botallo's duct 
Pulmoaortic canal 
S Pulmonary Vein, Right 
Right inferior pulmonary vein 
Right superior pulmonary vein 
T Pulmonary Vein, Left 
Left inferior pulmonary vein 
Left superior pulmonary vein 
V_ Superior Vena Cava 
Precava 
W Thoracic Aorta, Descending 
X Thoracic Aorta, Ascending/Arch 
Aortic arch 
Ascending aorta 


® Open 


vaoOov-28 


6 Medical and Surgical 
2 Heart and Great Vessels 
T Resection Definition: Cutting out or off, without replacement, all of a body part 
Explanation: None 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


5 Atrial Septum @ Open Z No Device Z_ No Qualifier 
Interatrial septum 3 Percutaneous 

8 Conduction Mechanism 4 Percutaneous Endoscopic 
Atrioventricular node 
Bundle of His 


Bundle of Kent 
Sinoatrial node 
Chordae Tendineae 
Papillary Muscle 
Pulmonary Valve 
Pulmonary annulus 
Pulmonic valve 

M Ventricular Septum 
Interventricular septum 
Pericardium 


roe 
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ICD-10-PCS 2021 


Heart and Great Vessels 


§2U-62U 


9 Medical and Surgical 
2 Heart and Great Vessels 
U Supplement 


Explanation: The biological material is non-living, 
and the SUPPLEMENT procedure is performed to 


Approach 
Character 5 


Body Part 
Character 4 


8 Coronary Artery, One Artery 
1 Coronary Artery, Two Arteries 
2 Coronary Artery, Three Arteries 
3 Coronary Artery, Four or More 
Arteries 
5 Atrial Septum 
Interatrial septum 
6 Atrium, Right 
Atrium dextrum cordis 
Right auricular appendix 
Sinus venosus 
7 Atrium, Left 
Atrium pulmonale 
Left auricular appendix 
Chordae Tendineae 
Heart 
Papillary Muscle 
Pulmonary Valve 
Pulmonary annulus 
Pulmonic valve 
K_ Ventricle, Right 
Conus arteriosus 
Ventricle, Left 
Ventricular Septum 
Interventricular septum 
Pericardium 
Pulmonary Trunk 
Pulmonary Artery, Right 
Pulmonary Artery, Left 
Arterial canal (duct) 
Botallo's duct 
Pulmoaortic canal 
S Pulmonary Vein, Right 
Right inferior pulmonary vein 
Right superior pulmonary vein 
T Pulmonary Vein, Left 
Left inferior pulmonary vein 
Left superior pulmonary vein 
V_ Superior Vena Cava 
Precava 
W Thoracic Aorta, Descending 
X Thoracic Aorta, Ascending/Arch 
Aortic arch 
Ascending aorta 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 
or is living and from the same individual. The body part may have been previously replaced, 


physically reinforce and/or augment the function of the replaced body part. 


Device 
Character 6 


Autologous Tissue Substitute 
Zooplastic Tissue 

Synthetic Substitute 
Nonautologous Tissue Substitute 


Z 


zA- On 


Qualifier 
Character 7 


No Qualifier 


F Aortic Valve 
Aortic annulus 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


7 Autologous Tissue Substitute 

8 Zooplastic Tissue 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 


Truncal Valve 
No Qualifier 


G Mitral Valve 
Bicuspid valve 
Left atrioventricular valve 
Mitral annulus 


® Open 
4 Percutaneous Endoscopic 


7 Autologous Tissue Substitute 

8 Zooplastic Tissue 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 


G Mitral Valve 
Bicuspid valve 
Left atrioventricular valve 
Mitral annulus 


3 Percutaneous 


(ene a rae - 
7 Autologous Tissue Substitute 
8 Zooplastic Tissue 


K Nonautologous Tissue Substitute 


Atrioventricular Valve, Left 
No Qualifier 


Atrioventricular Valve, Left 
No Qualifier 


G Mitral Valve 
Bicuspid valve 
Left atrioventricular valve 
Mitral annulus 


3 Percutaneous 


J Synthetic Substitute 


Atrioventricular Valve, Left 
Transapical 
No Qualifier 


J Tricuspid Valve 
Right atrioventricular valve 
Tricuspid annulus 


DRGNon-OR 02U7[3,4)JZ 


Open 
Percutaneous 
Percutaneous Endoscopic 


awe 


i= 


7 Autologous Tissue Substitute 
8 Zooplastic Tissue 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 


E 
H 
Z 
G 
Zz 


Atrioventricular Valve, Right 
No Qualifier 
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ICD-10-PCS 2021 


02V-92V Heart and Great Vessels 
6 Medical and Surgical 
2 Heart and Great Vessels 
V_ Restriction Definition: Partially closing an orifice or the lumen of a tubular body part 


nov 


x= 


[3 Limited Coverage [3 Noncovered Combination Member H 


188 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


Body Part 
Character 4 


Approach 
Character 5 


Device 
Character 6 


Qualifier 
Character 7 


Precava 


Aortic arch 


@ Open C Extraluminal Device Z_ No Qualifier 
3 Percutaneous Z No Device 
4 Percutaneous Endoscopic 
Mitral Valve @ Open Z No Device Z No Qualifier 
Bicuspid valve 3 Percutaneous 
Left atrioventricular valve 4 Percutaneous Endoscopic 
Mitral annulus 
Pulmonary Trunk ® Open C Extraluminal Device Z_ No Qualifier 
Pulmonary Artery, Right 3 Percutaneous D Intraluminal Device 
Pulmonary Vein, Right 4 Percutaneous Endoscopic Z No Device 
Right inferior pulmonary vein 
Right superior pulmonary vein 
Pulmonary Vein, Left 
Left inferior pulmonary vein 
Left superior pulmonary vein 
Superior Vena Cava 
Pulmonary Artery, Left @ Open C_ &Extraluminal Device T Ductus Arteriosus 
Arterial canal (duct) 3 Percutaneous D Intraluminal Device Z_ No Qualifier 
Botallo's duct 4 Percutaneous Endoscopic Z No Device : 
Pulmoaortic canal 
Thoracic Aorta, Descending @ Open C Extraluminal Device Z_ No Qualifier 
Thoracic Aorta, Ascending/Arch 3 Percutaneous D Intraluminal Device 
4 Percutaneous Endoscopic E Intraluminal Device, Branched or 
Ascending aorta Fenestrated, One or Two Arteries 
F Intraluminal Device, Branched or 


Fenestrated, Three or More Arteries 
No Device 


Combination Only DRGNon-OR Non-OR 


New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 Heart and Great Vessels @2W-92W 


8 Medical and Surgical 
2 Heart and Great Vessels 
W_ Revision 


Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 
Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 


a screw or pin 
Approach Device 
Character 5 Character 6 


Body Part 
J Synthetic Substitute 


Qualifier 
Character 7 


Z_ No Qualifier 


Character 4 
5 Atrial Septum 


Open 


Interatrial septum 4 Percutaneous Endoscopic 
M Ventricular Septum 
Interventricular septum onlin 
A Heart C0 |8 Open 2 Monitoring Device Z No Qualifier 
3 Percutaneous 3 Infusion Device 
4 Percutaneous Endoscopic 7 Autologous Tissue Substitute 
8 Zooplastic Tissue 
C_ Extraluminal Device 
D_ Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
M Cardiac Lead 
N_ Intracardiac Pacemaker 
Q Implantable Heart Assist System 
Y Other Device 
A Heart  |@ Open R_ Short-term External Heart Assist S_ Biventricular 
3 Percutaneous System Z_ No Qualifier 
4 Percutaneous Endoscopic 
A Heart X External 2 Monitoring Device Z_ No Qualifier 
3 Infusion Device 
7 Autologous Tissue Substitute 
8 Zooplastic Tissue 
C_ Extraluminal Device 
D_ Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
M Cardiac Lead 
N_ Intracardiac Pacemaker 
{Q_ Implantable Heart Assist System 
A Heart |X External R_ Short-term External Heart Assist S$ Biventricular 
System Z_ No Qualifier 
F Aortic Valve @ Open (7 Autologous Tissue Substitute ‘|Z No Qualifier 
Aortic annulus 3 Percutaneous 8 ZooplasticTissue 
G Mitral Valve 4 Percutaneous Endoscopic J Synthetic Substitute 
Bicuspid valve K Nonautologous Tissue Substitute 
Left atrioventricular valve 
Mitral annulus 
H_ Pulmonary Valve 
Pulmonary annulus 
Pulmonic valve 
J Tricuspid Valve 
Right atrioventricular valve 
Tricuspid annulus 
Y Great Vessel Open la Monitoring Device Z_ No Qualifier 
3 Percutaneous 3 Infusion Device 
4 Percutaneous Endoscopic 7 Autologous Tissue Substitute 


8 Zooplastic Tissue 

C_ Extraluminal Device 

D Intraluminal Device 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 
Y Other Device 


X External 2 Monitoring Device Z_ No Qualifier 
3 Infusion Device 

7 Autologous Tissue Substitute 

8 Zooplastic Tissue 

C Extraluminal Device 

D Intraluminal Device 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 


Y Great Vessel 


Non-OR 92WA3[2,3,D]Z HAC = 02WA(,3,4]MZ when reported with T81.40-181.49, T82.6-T82.7 with 
Non-OR @2WA(3,4]YZ 7th character A 

Non-OR 92WAX(2,3,7,8,C,D,J,K,M,N,Q]Z Lc | O2WABL,Q]Z 

Non-OR @2WAXRZ iNC| O2WA(3,4]QZ 

Non-OR 2WY3[2,3,D]Z See Appendix L for Procedure Combinations 

Non-OR @2WYX(2,3,7,8,C,D,J,KIZ eI O2WAIO,3,4]RZ 


. - z - . . 
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02Y-02Y Heart and Great Vessels ICD-10-PCS 2021 
LN rc eee ee ee ee ee 


® Medical and Surgical 

2 Heart and Great Vessels . 

Y Transplantation Definition: Putting in or on all or a portion of a living body part taken from another individual or animal to physically take the place and/or 
function of all or a portion of a similar body part 


Explanation: The native body part may or may not be taken out, and the transplanted body part may take over all or a portion of its function 


Body Part 
Character 4 


Qualifier 
Character 7 


Device 
Character 6 


Z No Device 


Approach 
Character 5 


A Heart 


@ Allogeneic 
1 Syngeneic 
2 Zooplastic 


iLc | O2YAGZ[O,1,2] 


EG Limited Coverage M3 Noncovered Combination M HAC associated procedure inati Taney 
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ICD-10-PCS 2021 


Upper Arteries 931-63W 


Character Meanings 
This Character Meaning table is provided as a 


tables. lt SHOULD NOT be used to build a PCS code. 


Q Internal Mammary Artery, 


_|Approach-Character5 
Right|@ Open i) 


Upper Arteries 


guide to assist the user in the identification of character members that may be found in this section of code 


| Qualifier-Character7 


Drainage Device i) Upper Arm Artery, Right 
OR 
Ultrasonic 
5 Destruction wa | 1 Internal Mammary Artery, Left | 3 Percutaneous Monitoring Device Upper Arm Artery, Left 
OR 
Drug-Coated Balloon 
7 Dilation 2  Innominate Artery 4 Percutaneous Endoscopic [3 Infusion Device uF Upper Arm Artery, Bilateral 
9 Drainage 3 Subclavian Artery, Right X External 4 Intraluminal Device, Drug- 3 Lower Arm Artery, Right 
eluting 
B_ Excision 4 Subclavian Artery, Left Intraluminal Device, Drug- Lower Arm Artery, Left 
eluting, Two 
C_ Extirpation 5 Axillary Artery, Right Intraluminal Device, Drug- [5 Lower Arm Artery, Bilateral 
eluting, Three 
F Fragmentation 6 Axillary Artery, Left Intraluminal Device, Drug- 6 Upper Leg Artery, Right 
eluting, Four or More 
OR 
ake Autologous Tissue Substitute | 
H_ Insertion 7 Brachial Artery, Right 9 Autologous Venous Tissue 7 Upper Leg Artery, Left 
OR 
| Stent Retriever 
J Inspection 8 Brachial Artery, Left Autologous Arterial Tissue 8 Upper Leg Artery, Bilateral 
L Occlusion 9 Ulnar Artery, Right Intraluminal Device, Bioactive | 9 Lower Leg Artery, Right 
N Release A Ulnar Artery, Left Extraluminal Device B Lower Leg Artery, Left 
—— 
P Removal B_ Radial Artery, Right Intraluminal Device C_ Lower Leg Artery, Bilateral 
Q Repair C Radial Artery, Left Intraluminal Device, Two D Upper Arm Vein 
R_ Replacement D Hand Artery, Right Intraluminal Device, Three F Lower Arm Vein 
S Reposition F Hand Artery, Left Intraluminal Device, Four or |G_ Intracranial Artery 


U Supplement G_ Intracranial Artery 


More 


H_ Intraluminal Device, Flow 
Diverter 


Extracranial Artery, Right 


V_ Restriction H Common Carotid Artery, Right 


Synthetic Substitute 


K_ Extracranial Artery, Left 


Noe 


W Revision Common Carotid Artery, Left 


Nonautologous Tissue 
Substitute 


Pulmonary Artery, Right 


K Internal Carotid Artery, Right Stimulator Lead N Pulmonary Artery, Left 
L_ Internal Carotid Artery, Left Other Device T Abdominal Artery 
M External Carotid Artery, Right Z No Device V_ Superior Vena Cava 
N_ External Carotid Artery, Left — W Lower Extremity Vein 
P Vertebral Artery, Right ce rE X Diagnostic 
[Q Vertebral Artery, Left A Y Upper Artery 
peter Ay tm Z No Qualifier 
S Temporal Artery, Right 
—_— 
T Temporal Artery, Left oe 


U_ Thyroid Artery, Right 


V_ Thyroid Artery, Left 


Y Upper Artery 
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Upper Arteries 


ICD-10-PCS 2021 


cae ee SS Se eS SS eee 


AHA Coding Clinic for table 931 


2019, 4Q, 26 Upper artery bypass Qualifier 

2019, 4Q, 26 Percutaneous approach upper artery bypass 

2017,4Q, 64-65 New qualifier values - Left to right carotid bypass 

2017, 2Q, 22 Carotid artery to subclavian artery transposition 

2017, 10, 31 Left to right common carotid artery bypass 

2016, 3Q, 37 Insertion of arteriovenous graft using HeRO device 

2016, 3Q, 39 Revision of arteriovenous graft 

2013, 4Q, 125 Stage Il cephalic vein transposition (superficialization) of 
arteriovenous fistula 

2013, 1Q, 27 Creation of radial artery fistula 


AHA Coding Clinic for table 837 


2019, 4Q, 27 Bifurcation Qualifier 

2019, 3Q 29 Transcarotid arterial catheterization 

2018, 2Q, 24 Coronary artery bifurcation 

2016, 4Q, 86 Peripheral artery, number of stents 

2016, 4Q, 86-87 Coronary and peripheral artery bifurcation 

2015, 1Q, 32 Deployment of stent for herniated/migrated coil in basilar artery 


AHA Coding Clinic for table 63B 
2016, 2Q, 12 Resection of malignant neoplasm of infratemporal fossa 


AHA Coding Clinic for table 83C 


2019, 4Q, 27 Bifurcation Qualifier 

2018, 4Q, 47-48 — Endovascular thrombectomy with stent retriever 
2018, 2Q, 24 Coronary artery bifurcation 

2017, 4Q,64-65 New qualifier values - Left to right carotid bypass 
2017, 2Q 23 Thrombectomy via Fogarty catheter 

2016, 4Q, 86-87 Coronary and peripheral artery bifurcation 
2016, 2Q 11 Carotid endarterectomy with patch angioplasty 
2015, 1Q, 29 Discontinued carotid endarterectomy 


AHA Coding Clinic for table 93H 
2020, 10, 25 Elephant trunk repair of aortic dissection 
2016, 2Q, 32 Arterial catheter placement 


AHA Coding Clinic for table 63J 
2015, 10, 29 Discontinued carotid endarterectomy 


AHA Coding Clinic for table 93L 


2016, 20, 30 Clipping (occlusion) of cerebral artery, decompressive craniectomy and storage 
of bone flap in abdominal wall 

2014, 4Q, 20 Control of epistaxis 

2014, 4Q, 37 Endovascular embolization of arteriovenous malformation using Onyx-18 liquid 


AHA Coding Clinic for table 83Q 
2017, 1Q, 31 Left to right common carotid artery bypass 


AHA Coding Clinic for table 93S 
2017, 2Q, 22 Carotid artery to subclavian artery transposition 
2015, 3Q, 27 Moyamoya disease and hemispheric pial synagiosis with craniotomy 


AHA Coding Clinic for table 83U 
2019, 1Q 22 Cerebral artery fusiform aneurysm repair via wrapping 
2016, 2Q, 11 Carotid endarterectomy with patch angioplasty 


AHA Coding Clinic for table 93V 

2019, 4Q, 27-28 Aneurysm treatment using flow diverter stent 

2019, 10, 22 Cerebral artery fusiform aneurysm repair via wrapping 

2016, 10, 19 Embolization of superior hypophyseal aneurysm using stent-assisted coil 


_AHA Coding Clinic for table 63W 


2016, 3Q, 39 
2015, 1, 32 


Revision of arteriovenous graft 
Deployment of stent for herniated/migrated coil in basilar artery 
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Upper Arteries 


Middle temporal S, T 
Transverse facial S, T 


Superficial temporal S, T 


External carotid M, N 


Internal carotid K, L 
5 Gao Common carotid H, J 
Superior thyroid U, V a\ te: —— Vertebral P,Q 
Inferior thyroid U, V = >< Subclavian 3, 4 
Innominate 2 @ 5 

Y N @ ! 
ee i ; ; 
\ A) | — Axillary 5,6 
=u SS f b \ | : | 


oa 


G ag 


- x 
ay 
2s, 
=, 
Internal thoracic (mammary) @, 1 > 
i > 


Brachial 7, 8 


Radial B, C 
Ulnar 9,A 


Deep palmar arch D, F 
Superficial palmar arch D, F 


Head and Neck Arteries 


Middle cerebral G i Anterior cerebral G 


Posterior communicating G } - Anterior communicating G 


Posterior cerebral G Ophthalmic G 
Basilar G 


Internal carotid K,L 


External carotid M,N 


Vertebral P,Q 
Common carotid H,J 
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931-931 


Upper Arteries 


ICD-10-PCS 2021 


8 Medical and Surgical 
3 Upper Arteries 
1 Bypass 


Definition: Altering the route of passage of the contents of a tubular body part 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 


Body Part 
Character 4 


Innominate Artery 
Brachiocephalic artery 
Brachiocephalic trunk 


2 


3  Subclavian Artery, Right 
Costocervical trunk 
Dorsal scapular artery 
Internal thoracic artery 

4 Subclavian Artery, Left 
See 3 Subclavian Artery, Right 


5 Axillary Artery, Right 
Anterior circumflex humeral artery 
Lateral thoracic artery 
Posterior circumflex humeral artery 
Subscapular artery 
Superior thoracic artery 
Thoracoacromial artery 

6 Axillary Artery, Left 
See 5 Axillary Artery, Right 


7 Brachial Artery, Right 
Inferior ulnar collateral artery 
Profunda brachii 
Superior ulnar collateral artery 


8 Brachial Artery, Left 
Inferior ulnar collateral artery 
Profunda brachii 
Superior ulnar collateral artery 
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Approach 
: Character 5 


® Ope 


NA“ BO 


NAR“ 3>vwo 


Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 


route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Device 
Character 6 


Qualifier 
Character 7 


Upper Arm Artery, Right 
Upper Arm Artery, Left 
Upper Arm Artery, Bilateral 
Lower Arm Artery, Right 
Lower Arm Artery, Left 
Lower Arm Artery, Bilateral 
Upper Leg Artery, Right 
Upper Leg Artery, Left 
Upper Leg Artery, Bilateral 
Lower Leg Artery, Right 
Lower Leg Artery, Left 
Lower Leg Artery, Bilateral 
Upper Arm Vein 

Lower Arm Vein 
Extracranial Artery, Right 
Extracranial Artery, Left 
Lower Extremity Vein 


Upper Arm Artery, Right 
Upper Arm Artery, Left 
Upper Arm Artery, Bilateral 
Lower Arm Artery, Right 
Lower Arm Artery, Left 
Lower Arm Artery, Bilateral 
Upper Leg Artery, Right 
Upper Leg Artery, Left 
Upper Leg Artery, Bilateral 
Lower Leg Artery, Right 
Lower Leg Artery, Left 
Lower Leg Artery, Bilateral 
Upper Arm Vein 

Lower Arm Vein 
Extracranial Artery, Right 
Extracranial Artery, Left 
Pulmonary Artery, Right 
Pulmonary Artery, Left 
Lower Extremity Vein 


Upper Arm Artery, Right 
Upper Arm Artery, Left 
Upper Arm Artery, Bilateral 
Lower Arm Artery, Right 
Lower Arm Artery, Left 
Lower Arm Artery, Bilatera! 
Upper Leg Artery, Right 
Upper Leg Artery, Left 
Upper Leg Artery, Bilateral 
Lower Leg Artery, Right 
Lower Leg Artery, Left 
Lower Leg Artery, Bilateral 
Upper Arm Vein 

Lower Arm Vein 
Extracranial Artery, Right 
Extracranial Artery, Left 
Abdominal Artery 
Superior Vena Cava 

Lower Extremity Vein 


Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 


Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 


® Open 9 

A 

J 

K 

Z No Device 
® Open 9 

A 

J 

K 

Z No Device 
®@ Open 9 

A 

J 

K 

Z No Device 


Upper Arm Artery, Right 
Lower Arm Artery, Right 
Upper Arm Vein 

Lower Arm Vein 
Superior Vena Cava 
Lower Extremity Vein 


Upper Arm Artery, Left 
Lower Arm Artery, Left 
Upper Arm Vein 

Lower Arm Vein 
Superior Vena Cava 
Lower Extremity Vein 


931 Continued on next page 


Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


8 Medical and Surgical 
3 Upper Arteries 
1 Bypass 


Upper Arteries 


Definition: Altering the route of passage of the contents of a tubular body part 


931-031 


931 Continued 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 
route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Body Part 
Character 4 
9 Ulnar Artery, Right 
Anterior ulnar recurrent artery 
Common interosseous artery 
Posterior ulnar recurrent artery 
B Radial Artery, Right 
Radial recurrent artery 


Approach Device 
Character 5 Character 6 


® Open Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


ee) 


9 Ulnar Artery, Right 
Anterior ulnar recurrent artery 
Common interosseous artery 
Posterior ulnar recurrent artery 
B Radial Artery, Right 
Radial recurrent artery 


A Ulnar Artery, Left 
Anterior ulnar recurrent artery 
Common interosseous artery 
Posterior ulnar recurrent artery 
C Radial Artery, Left 
Radial recurrent artery 


A Ulnar Artery, Left 
Anterior ulnar recurrent artery 
Common interosseous artery 
Posterior ulnar recurrent artery 
C Radial Artery, Left 
Radial recurrent artery 


G Intracranial Artery 
Anterior cerebral artery 
Anterior choroidal artery 
Anterior communicating artery 
Basilar artery 
Circle of Willis 


Internal carotid artery, intracranial 


portion 
Middle cerebral artery 
Ophthalmic artery 
Posterior cerebral artery 


Posterior communicating artery 
Posterior inferior cerebellar artery 


(PICA) 
S Temporal Artery, Right 
Middle temporal artery 
Superficial temporal artery 
Transverse facial artery 
T Temporal Artery, Left 
See S Temporal Artery, Right 
H Common Carotid Artery, Right 
Common Carotid Artery, Left 


hee 


K_ Internal Carotid Artery, Right 
Caroticotympanic artery 
Carotid sinus 

L_ Internal Carotid Artery, Left 
Caroticotympanic artery 
Carotid sinus 

M External Carotid Artery, Right 
Ascending pharyngeal artery 
Internal maxillary artery 
Lingual artery 
Maxillary artery 
Occipital artery 
Posterior auricular artery 
Superior thyroid artery 

N_ External Carotid Artery, Left 
Ascending pharyngeal artery 
Internal maxillary artery 
Lingual artery 
Maxillary artery 
Occipital artery 
Posterior auricular artery 
Superior thyroid artery 
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N NA Sw 


Percutaneous No Device 


Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


N NAS Pw 


Percutaneous No Device 


Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


NAS Pwo 


Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


® Open 


<A<Q4 


Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


@ Open 


NRW SPUINKS BD” 
xe 


OR Non-OR 


Qualifier 
Character 7 


Lower Arm Artery, Right 
Lower Arm Vein 


Lower Arm Vein 


Lower Arm Artery, Left 
Lower Arm Vein 


Lower Arm Vein 


Intracranial Artery 


Intracranial Artery 
Extracranial Artery, Right 
Extracranial Artery, Left 
Upper Artery 


Extracranial Artery, Right 
Extracranial Artery, Left 
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935-935 


035-035 
® Medical and Surgical 
3 Upper Arteries 
5 Destruction 


Body Part 
Character 4 


Internal Mammary Artery, 


Right 
Anterior intercostal artery J 
Internal thoracic artery K 


Musculophrenic artery 
Pericardiophrenic artery 
Superior epigastric artery L 
1 Internal Mammary Artery, 
Left 
See @ Internal Mammary Artery, jy 
Right 
2 Innominate Artery 
Brachiocephalic artery 
Brachiocephalic trunk 
3 Subclavian Artery, Right 
Costocervical trunk 
Dorsal scapular artery 
Internal thoracic artery N 
4 Subclavian Artery, Left 
See 3 Subclavian Artery, Right 
5 Axillary Artery, Right 
Anterior circumflex humeral 
artery 
Lateral thoracic artery 
Posterior circumflex humeral 
artery R 
Subscapular artery 
Superior thoracic artery 
Thoracoacromial artery 
6 Axillary Artery, Left 
See 5 Axillary Artery, Right 
7 Brachial Artery, Right 
Inferior ulnar collateral artery 
Profunda brachii 
Superior ulnar collateral artery 
8 Brachial Artery, Left 
See 7 Brachial Artery, Right 
9 Ulnar Artery, Right T 
Anterior ulnar recurrent artery 
Common interosseous artery y 
Posterior ulnar recurrent artery 
A_ Ulnar Artery, Left 
See 9 Ulnar Artery, Right 
B_ Radial Artery, Right 
Radial recurrent artery 
C Radial Artery, Left 
See B Radial Artery, Right 
D Hand Artery, Right 
Deep palmar arch Y 
Princeps pollicis artery 
Radialis indicis 
Superficial palmar arch 
F Hand Artery, Left 
See D Hand Artery, Right 
G Intracranial Artery 
Anterior cerebral artery 
Anterior choroidal artery 
Anterior communicating artery 
Basilar artery 
Circle of Willis 
Internal carotid artery, 
intracranial portion 
Middle cerebral artery 
Ophthalmic artery 
Posterior cerebral artery 
Posterior communicating artery 
Posterior inferior cerebellar 
artery (PICA) 


n°] 


< 
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Q Vertebral Artery, Left 


Upper Arteries 


Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, 
Explanation: None of the body part is physically taken out 


Approach 


Common Carotid Artery, @ Open 

Right 3 Percutaneous 

Common Carotid Artery, Left | 4 Percutaneous Endoscopic 

Internal Carotid Artery, Right 

Caroticotympanic artery 

Carotid sinus 

Internal Carotid Artery, Left 

See K Internal Carotid Artery, 
Right 

External Carotid Artery, Right 

Ascending pharyngeal artery 

Internal maxillary artery 

Lingual artery 

Maxillary artery 

Occipital artery 

Posterior auricular artery 

Superior thyroid artery 

External Carotid Artery, Left 

See M External Carotid Artery, 
Right 

Vertebral Artery, Right 

Anterior spinal artery 

Posterior spinal artery 


See P Vertebral Artery, Right 
Face Artery 

Angular artery 

Ascending palatine artery 
External maxillary artery 
Facial artery 

Inferior labial artery 
Submental artery 

Superior labial artery 
Temporal Artery, Right 
Middle temporal artery 
Superficial temporal artery 
Transverse facial artery 
Temporal Artery, Left 

See S Temporal Artery, Right 
Thyroid Artery, Right 
Cricothyroid artery 

Hyoid artery 
Sternocleidomastoid artery 
Superior laryngeal artery 
Superior thyroid artery 
Thyrocervical trunk 
Thyroid Artery, Left 

See U Thyroid Artery, Right 
Upper Artery 

Aortic intercostal artery 
Bronchial artery 
Esophageal artery 
Subcostal artery 


ICD-10-PCS 2021 


or a destructive agent 


Qualifier 7 
Character7 


Z_ No Qualifier 


Device 
Character 6 


Z No Device 


HAC associated procedure Combination Only 
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Medical and Surgical 
Upper Arteries 
Dilation 


Upper Arteries 


Definition: Expanding an orifice or the lumen of a tubular body part 


937-037 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


Body Part 
Character 4 

Internal Mammary Artery, 6 Axillary Artery, Left ® Open 
Right , See 5 Axillary Artery, Right 3 Percutaneous 
Anterior intercostal artery 7 Brachial Artery, Right 4 Percutaneous Endoscopic 
Internal thoracic artery Inferior ulnar collateral artery 
Musculophrenic artery Profunda brachii 
Pericardiophrenic artery Superior ulnar collateral artery 
Superior epigastric artery 8 Brachial Artery, Left 
Internal Mammary Artery, See 7 Brachial Artery, Right 
Left Ulnar Artery, Right 
See @ Internal Mammary Artery, Anterior ulnar recurrent artery 

Right Common interosseous artery 
Innominate Artery Posterior ulnar recurrent artery 
Brachiocephalic artery A Ulnar Artery, Left 
Brachiocephalic trunk See 9 Ulnar Artery, Right 
Subclavian Artery, Right B Radial Artery, Right 
Costocervical trunk Radial recurrent artery 
Dorsal scapular artery C Radial Artery, Left 
Internal thoracic artery See B Radial Artery, Right 
Subclavian Artery, Left 
See 3 Subclavian Artery, Right 
Axillary Artery, Right 
Anterior circumflex humeral 

artery 
Lateral thoracic artery 
Posterior circumflex humeral 

artery 
Subscapular artery 
Superior thoracic artery 
Thoracoacromial artery 
Internal Mammary Artery, 6 Axillary Artery, Left @ Open 
Right See 5 Axillary Artery, Right 3 Percutaneous 
Anterior intercostal artery 7 Brachial Artery, Right 4 Percutaneous Endoscopic 
Internal thoracic artery Inferior ulnar collateral artery 
Musculophrenic artery Profunda brachii 
Pericardiophrenic artery Superior ulnar collateral artery 
Superior epigastric artery 8 Brachial Artery, Left 
Internal Mammary Artery, See 7 Brachial Artery, Right 
Left 9 Ulnar Artery, Right 
See @ Internal Mammary Artery, Anterior ulnar recurrent artery 

Right Common interosseous artery 
Innominate Artery Posterior ulnar recurrent artery 
Brachiocephalic artery A Ulnar Artery, Left 
Brachiocephalic trunk See 9 Ulnar Artery, Right 
Subclavian Artery, Right B Radial Artery, Right 
Costocervical trunk Radial recurrent artery 
Dorsal scapular artery C Radial Artery, Left 


Internal thoracic artery 

Subclavian Artery, Left 

See 3 Subclavian Artery, Right 

Axillary Artery, Right 

Anterior circumflex humeral 
artery 

Lateral thoracic artery 

Posterior circumflex humeral 
artery 

Subscapular artery 

Superior thoracic artery 

Thoracoacromial artery 


cD-10-PCS 2021 


See B Radial Artery, Right 


Approach Device 
Character 5 Character 6 


Intraluminal Device, 
Drug-eluting 

Intraluminal Device, Drug- 
eluting, Two 

Intraluminal Device, Drug- 
eluting, Three 
Intraluminal Device, Drug- 
eluting, Four or More 
Intraluminal Device, Two 
Intraluminal Device, Three 
Intraluminal Device, Four 
or More 


Intraluminal Device 
Z No Device 


Qualifier 
Character 7 


Z_ No Qualifier 


1 Drug-Coated Balloon 
Z_ No Qualifier 


937 Continued on next page 
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Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by str 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


Body Part 
Character 4 


Hand Artery, Right 

Deep palmar arch 

Princeps pollicis artery 

Radialis indicis 

Superficial palmar arch 

Hand Artery, Left 

See D Hand Artery, Right 

Intracranial Artery 

Anterior cerebral artery 

Anterior choroidal artery 

Anterior communicating artery 

Basilar artery 

Circle of Willis 

Internal carotid artery, 
intracranial portion 

Middle cerebral artery 

Ophthalmic artery 

Posterior cerebral artery 

Posterior communicating 
artery 

Posterior inferior cerebellar 
artery (PICA) 

Common Carotid Artery, 

Right 

Common Carotid Artery, Left 

Internal Carotid Artery, Right 

Caroticotympanic artery 

Carotid sinus 

Internal Carotid Artery, Left 

See K Internal Carotid Artery, 
Right 


fe) 


= 


Vv 


External Carotid Artery, Right y 


Ascending pharyngeal artery 
Internal maxillary artery 
Lingual artery 

Maxillary artery 

Occipital artery 

Posterior auricular artery 
Superior thyroid artery 


INC] 037G[3,4]ZZ 


External Carotid Artery, Left 

See M External Carotid Artery, 
Right 

Vertebral Artery, Right 

Anterior spinal artery 

Posterior spinal artery 

Vertebral Artery, Left 

See P Vertebral Artery, Right 

Face Artery 

Angular artery 

Ascending palatine artery 

External maxillary artery 

Facial artery 

Inferior labial artery 

Submental artery 

Superior labial artery - 

Temporal Artery, Right 

Middle temporal artery 

Superficial temporal artery 

Transverse facial artery 

Temporal Artery, Left 

See § Temporal Artery, Right 

Thyroid Artery, Right 

Cricothyroid artery 

Hyoid artery 

Sternocleidomastoid artery 

Superior laryngeal artery 

Superior thyroid artery 

Thyrocervical trunk 

Thyroid Artery, Left 

See U Thyroid Artery, Right 

Upper Artery 

Aortic intercostal artery 

Bronchial artery 

Esophageal artery 

Subcostal artery 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Approach 
Character 5 


ammo 


Device 
Character 6 


Intraluminal Device, 
Drug-eluting 
Intraluminal Device, Drug- 
eluting, Two 

Intraluminal Device, Drug- 
eluting, Three 

Intraluminal Device, Drug- 
eluting, Four or More 
Intraluminal Device 
Intraluminal Device, Two 
Intraluminal Device, Three 
Intraluminal Device, Four 
or More 

No Device 


Z_ No Qualifier 


ICD-10-PCS 2021 


037-037 Upper Arteries 
® Medical and Surgical 937 Continued 
3 Upper Arteries 
7 Dilation Definition: Expanding an orifice or the lumen of a tubular body part 


etching a tubular body part using 


Qualifier 
Character 7 


Non-OR 


New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 


8 Medical and Surgical 
3 Upper Arteries 
9 Drainage 


Upper Arteries 


Definition: Taking or letting out fluids and/or gases froma body part 


939-939 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach 
Character 4 ~ Pee tactel 5 


Internal Mammary Artery, 

Right 

Anterior intercostal artery 

Internal thoracic artery 

Musculophrenic artery 

Pericardiophrenic artery 

Superior epigastric artery 

1 Internal Mammary Artery, 
Left 


See G Internal Mammary Artery, 
Right above 
2 Innominate Artery 
Brachiocephalic artery 
Brachiocephalic trunk 
3 Subclavian Artery, Right 
Costocervical trunk 
Dorsal scapular artery 
Internal thoracic artery 
4 Subclavian Artery, Left 
See 3 Subclavian Artery, Right 
5 Axillary Artery, Right 
Anterior circumflex humeral 
artery 
Lateral thoracic artery 
Posterior circumflex humeral 
artery 
Subscapular artery 
Superior thoracic artery 
Thoracoacromial artery 
6 Axillary Artery, Left 
See 5 Axillary Artery, Right 
7 Brachial Artery, Right 
Inferior ulnar collateral artery 
Profunda brachii 
Superior ulnar collateral artery 
8 Brachial Artery, Left 
See 7 Brachial Artery, Right 
9 Ulnar Artery, Right 
Anterior ulnar recurrent artery 
Common interosseous artery 
Posterior ulnar recurrent artery 
A Ulnar Artery, Left 
See 9 Ulnar Artery, Right 
B_ Radial Artery, Right 
Radial recurrent artery 
C Radial Artery, Left 
See B Radial Artery, Right 
D Hand Artery, Right 
Deep palmar arch 
Princeps pollicis artery 
Radialis indicis 
Superficial palmar arch 
F Hand Artery, Left 
See D Hand Artery, Right 
G Intracranial Artery 
Anterior cerebral artery 
Anterior choroidal artery 
Anterior communicating artery 
Basilar artery 
Circle of Willis 
Internal carotid artery, 
intracranial portion 
Middle cerebral artery 
Ophthalmic artery 
Posterior cerebral artery 
Posterior communicating artery 
Posterior inferior cerebellar 
artery (PICA) 


Q Vertebral Artery, Left 


Common Carotid Artery, 8 Open 

Right 3 Percutaneous 

Common Carotid Artery, Left | 4 Percutaneous Endoscopic 

Internal Carotid Artery, Right 

Caroticotympanic artery 

Carotid sinus 

Internal Carotid Artery, Left 

See K Internal Carotid Artery, 
Right 

External Carotid Artery, Right 

Ascending pharyngeal artery 

Internal maxillary artery 

Lingual artery 

Maxillary artery 

Occipital artery 

Posterior auricular artery 

Superior thyroid artery 

External Carotid Artery, Left 

See M External Carotid Artery, 
Right 

Vertebral Artery, Right 

Anterior spinal artery 

Posterior spinal artery 


See P Vertebral Artery, Right 


Device Qualifier 
Character 6 Character 7 


® Drainage Device Z_ No Qualifier 


Face Artery 

Angular artery 

Ascending palatine artery 
External maxillary artery 
Facial artery 

Inferior labial artery 
Submental artery 

Superior labial artery 
Temporal Artery, Right 
Middle temporal artery 
Superficial temporal artery 
Transverse facial artery 
Temporal Artery, Left 

See S Temporal Artery, Right 
Thyroid Artery, Right 
Cricothyroid artery 

Hyoid artery 
Sternocleidomastoid artery 
Superior laryngeal artery 
Superior thyroid artery 
Thyrocervical trunk 
Thyroid Artery, Left 

See U Thyroid Artery, Right 
Upper Artery 

Aortic intercostal artery 
Bronchial artery 
Esophageal artery 
Subcostal artery 


Non-OR 039(0,1,2,3,4,5,6,7,8,9,A,B,C,D,F,G.H,J,K,L.M.N,P,Q.R,S,T,U,V,¥][0,3,4]0Z 
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939-939 


ICD-10-PCS 2021 


839-939 Upper Arteries 
® Medical and Surgical 939 Continued 
3 Upper Arteries 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part 
Character 4 


Internal Mammary Artery, 
Right 
Anterior intercostal artery 
Internal thoracic artery 
Musculophrenic artery 
Pericardiophrenic artery 
Superior epigastric artery 
1 Internal Mammary Artery, 
Left 
See 0 Internal Mammary Artery, 
Right 
2 Innominate Artery 
Brachiocephalic artery 
Brachiocephalic trunk 
3 Subclavian Artery, Right 
Costocervical trunk 
Dorsal scapular artery 
Internal thoracic artery 
4 Subclavian Artery, Left 
See 3 Subclavian Artery, Right 
5 Axillary Artery, Right 
Anterior circumflex humeral 
artery 
Lateral thoracic artery 
Posterior circumflex humeral 
artery 
Subscapular artery 
Superior thoracic artery 
Thoracoacromial artery 
6 Axillary Artery, Left 
See 5 Axillary Artery, Right 
7 Brachial Artery, Right 
Inferior ulnar collateral artery 
Profunda brachii 
Superior ulnar collateral artery 
8 Brachial Artery, Left 
See 7 Brachial Artery, Right 
9 Ulnar Artery, Right 
Anterior ulnar recurrent artery 
Common interosseous artery 
Posterior ulnar recurrent artery 
A_ Ulnar Artery, Left 
See 9 Ulnar Artery, Right 
B_ Radial Artery, Right 
Radial recurrent artery 
C Radial Artery, Left 
See B Radial Artery, Right 
D Hand Artery, Right 
Deep palmar arch 
Princeps pollicis artery 
Radialis indicis 
Superficial palmar arch 
F Hand Artery, Left 
See D Hand Artery, Right 
G Intracranial Artery 
Anterior cerebral artery 
Anterior choroidal artery 
Anterior communicating artery 
Basilar artery 
Circle of Willis 
Internal carotid artery, 
intracranial portion 
Middle cerebral artery 
Ophthalmic artery 
Posterior cerebral artery 
Posterior communicating artery 
Posterior inferior cerebellar 
artery (PICA) 


+ 


Common Carotid Artery, 

Right 

Common Carotid Artery, Left 

Internal Carotid Artery, Right 

Caroticotympanic artery 

Carotid sinus 

Internal Carotid Artery, Left 

See K Internal Carotid Artery, 
Right 

External Carotid Artery, Right 

Ascending pharyngeal artery 

Internal maxillary artery 

Lingual artery 

Maxillary artery 

Occipital artery 

Posterior auricular artery 

Superior thyroid artery 

External Carotid Artery, Left 

See M External Carotid Artery, 
Right 

Vertebral Artery, Right 

Anterior spinal artery 

Posterior spinal artery 

Vertebral Artery, Left 

See P Vertebral Artery, Right 

Face Artery 

Angular artery 

Ascending palatine artery 

External maxillary artery 

Facial artery 

Inferior labial artery 

Submental artery 

Superior labial artery 

Temporal Artery, Right 

Middle temporal artery 

Superficial temporal artery 

Transverse facial artery 

Temporal Artery, Left 

See S Temporal Artery, Right 

Thyroid Artery, Right 

Cricothyroid artery 

Hyoid artery 

Sternocleidomastoid artery 

Superior laryngeal artery 

Superior thyroid artery 

Thyrocervical trunk 

Thyroid Artery, Left 

See U Thyroid Artery, Right 

Upper Artery 

Aortic intercostal artery 

Bronchial artery 

Esophageal artery 

Subcostal artery 


Non-OR 939[0,1,2,3,4,5,6,7,8,9,A,B,C,D,F,G,H,J,K,L,M,N,P,Q,R,S,T,U,V,Y]3ZX 


Approach 
Character 5 
® Open 


3 Percutaneous 
4 Percutaneous Endoscopic 


Non-OR 939[0,1,2,3,4,5,6,7,8,9,A,B,C,D,F,G,H,J,K,L,M,N,P,Q,R,S,T,U,V,Y][0,3,4]ZZ 
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Device 
Character 6 


Z No Device 


Qualifier 
Character 7 3 


X Diagnostic 
Z No Qualifier 


HAC associated procedure Combination Only 


Non-OR 


New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 Upper Arteries 03B-03B 


6 Medical and Surgical 
3 Upper Arteries 


B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


My weddn 


Body Part Approach Device Qualifier 2. 
Character 4 Character 5 Character 6 Character 7 rr) 
wa 
] Internal Mammary Artery, H Common Carotid Artery, ® Open Z No Device X Diagnostic 
Right Right 3 Percutaneous Z No Qualifier 
Anterior intercostal artery J Common Carotid Artery, Left |4 Percutaneous Endoscopic 


Internal thoracic artery K 
Musculophrenic artery 
Pericardiophrenic artery 


Internal Carotid Artery, Right 
Caroticotympanic artery 
Carotid sinus 


Superior epigastric artery L_ Internal Carotid Artery, Left 
1 ane Mammary Artery, See K Internal Carotid Artery, 
Right 
See 9 Internal Mammary ; : 
Artery, Right M External Carotid Artery, Right 


Ascending pharyngeal artery 
Internal maxillary artery 
Lingual artery 


2 Innominate Artery 
Brachiocephalic artery 
Brachiocephalic trunk 


‘ Maxillary artery 
3 Subclavian Artery, Right Occipital artery 
Costocervical trunk Posterior auricular artery 
Dorsal scapular artery Superior thyroid artery 
Internal thoracic artery N_ External Carotid Artery, Left 
4 Subclavian Artery, Left See M External Carotid Artery, 
See 3 Subclavian Artery, Right Right 
5 Axillary Artery, Right P Vertebral Artery, Right 
Anterior circumflex humeral Anterior spinal artery 
artery Posterior spinal artery 
Lateral thoracic artery Q Vertebral Artery, Left 
Posterior circumflex humeral See P Vertebral Artery, Right 
artery R_ Face Artery 


Subscapular artery 
Superior thoracic artery 
Thoracoacromial artery 


Angular artery 
Ascending palatine artery 
External maxillary artery 


6 Axillary Artery, Left Facial artery 
See 5 Axillary Artery, Right Inferior labial artery 

7 Brachial Artery, Right Submental artery 
Inferior ulnar collateral artery Superior labial artery 
Profunda brachii S Temporal Artery, Right 
Superior ulnar collateral artery Middle temporal artery 

8 Brachial Artery, Left Superficial temporal artery 
See 7 Brachial Artery, Right Transverse facial artery 

9 Ulnar Artery, Right T Temporal Artery, Left 


Anterior ulnar recurrent artery See S Temporal Artery, Right 
Common interosseous artery y Thyroid Artery, Right 


Posterior ulnar recurrent Cricothyroid artery 
artery Hyoid artery 
A Ulnar Artery, Left Sternocleidomastoid artery 
See 9 Ulnar Artery, Right Superior laryngeal artery 
B_ Radial Artery, Right Superior thyroid artery 
Radial recurrent artery Thyrocervical trunk 
C Radial Artery, Left V_ Thyroid Artery, Left 
See B Radial Artery, Right See U Thyroid Artery, Right 
D Hand Artery, Right Y Upper Artery 
Deep palmar arch Aortic intercostal artery 
Princeps pollicis artery Bronchial artery 
Radialis indicis Esophageal artery 
Superficial palmar arch Subcostal artery 


F Hand Artery, Left 
See DHand Artery, Right 
G Intracranial Artery 
Anterior cerebral artery 
Anterior choroidal artery 
Anterior communicating 
artery 
Basilar artery 
Circle of Willis e 
Internal carotid artery, 
intracranial portion 
Middle cerebral artery 
Ophthalmic artery 
Posterior cerebral artery 
Posterior communicating 
artery 
Posterior inferior cerebellar 
artery (PICA) 
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ICD-10-PCS 2021 


93C-93C Upper Arteries 
® Medical and Surgical 
3 Upper Arteries ; patent 
C_ Extirpation Definition: Taking or cutting out solid matter from a bo , : : 
Ni Explanation: The solid matter may be an abnormal byproduct of a biological function ora foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 
Approach Device Qualifier 
cate chara? 
® Internal Mammary Artery, A Ulnar Artery, Left ® Open Z No Device Z No Qualifier 
Right See 9 Ulnar Artery, Right 3 Percutaneous 
Anterior intercostal artery B_ Radial Artery, Right 4 Percutaneous Endoscopic 
Internal thoracic artery Radial recurrent artery 
Musculophrenic artery C Radial Artery, Left 
Pericardiophrenic artery See B Radial Artery, Right 
Superior epigastric artery D Hand Artery, Right 
1 Internal Mammary Artery, Deep palmar arch 
Left Princeps pollicis artery 
See 0 Internal Mammary Radialis indicis 
Artery, Right Superficial palmar arch 
2 Innominate Artery F Hand Artery, Left 
Brachiocephalic artery See D Hand Artery, Right 
Brachiocephalic trunk Face Artery 
3 Subclavian Artery, Right Angular artery 
Costocervical trunk Ascending palatine artery 
Dorsal scapular artery External maxillary artery 
Internal thoracic artery Facial artery 
4 Subclavian Artery, Left Inferior labial artery 
See 3 Subclavian Artery, Right Submental artery : 
5 Axillary Artery, Right Superior labial artery 
Anterior circumflex humeral § Temporal Artery, Right 
artery Middle temporal artery 
Lateral thoracic artery Superficial temporal artery 
Posterior circumflex humeral Transverse facial artery 
artery T Temporal Artery, Left 
Subscapular artery See § Temporal Artery, Right : 
Superior thoracic artery U_ Thyroid Artery, Right 
Thoracoacromial artery Cricothyroid artery 
6 Axillary Artery, Left Hyoid artery 
See 5 Axillary Artery, Right Sternocleidomastoid artery 
7 Brachial Artery, Right Superior laryngeal artery 
Inferior ulnar collateral artery Superior thyroid artery 
Profunda brachii Thyrocervical trunk 
Superior ulnar collateral artery y_ Thyroid Artery, Left 
8 Brachial Artery, Left See U Thyroid Artery, Right 
See 7 Brachial Artery, Right Y Upper Artery 
9 Ulnar Artery, Right Aortic intercostal artery 
Anterior ulnar recurrent artery Bronchial artery 
Common interosseous artery Esophageal artery 
Posterior ulnar recurrent Subcostal artery 
artery 
G Intracranial Artery L_ Internal Carotid Artery, Left |@ Open Z No Device Z_ No Qualifier 
Anterior cerebral artery See K Internal Carotid Artery, 4 Percutaneous Endoscopic 
Anterior choroidal artery Right 
Anterior communicating M External Carotid Artery, Right 
artery Ascending pharyngeal artery 
Basilar artery Internal maxillary artery 
Circle of Willis Lingual artery 
Internal carotid artery, Maxillary artery 
intracranial portion Occipital artery 
Middle cerebral artery Posterior auricular artery 
Ophthalmic artery Superior thyroid artery 
Posterior cerebral artery N External Carotid Artery, Left 
Posterior communicating See M External Carotid Artery, 
artery Right 
Posterior inferior cerebellar =p Vertebral Artery, Right 
artery (PICA) Anterior spinal artery 
H Common Carotid Artery, Posterior spinal artery 
Right Q Vertebral Artery, Left 
J Common Carotid Artery, Left See P Vertebral Artery, Right 
K_ Internal Carotid Artery, Right 
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Caroticotympanic artery 
Carotid sinus 


93C Continued on next page 
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Upper Arteries 93C-93F c 

8 Medical and Surgical i 3 
s Upper Arteries aas,fontinued > 
C_ Extirpation Definition: Taking or cutting out solid matter from a body part > 
Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in -s 


the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


i) 
Body Part Approach Device Qualifier = 
Character 4 Character 6 Character 7 4 


Intracranial Artery Internal Carotid Artery, Left | 3 Percutaneous Z No Device 7 Stent Retriever 
Anterior cerebral artery See K Internal Carotid Artery, Z No Qualifier 
Anterior choroidal artery Right 
Anterior communicating M External Carotid Artery, Right 
artery Ascending pharyngeal artery 
Basilar artery Internal maxillary artery 
Circle of Willis Lingual artery 
Internal carotid artery, Maxillary artery 
intracranial portion Occipital artery 
Middle cerebral artery Posterior auricular artery 
Ophthalmic artery Superior thyroid artery 
Posterior cerebral artery N External Carotid Artery, Left 
Posterior communicating See M External Carotid Artery, 
artery Right 
Posterior inferior cerebellar =p Vertebral Artery, Right 
artery (PICA) Anterior spinal artery 
H = Carotid Artery, Posterior spinal artery 
1g 


Q Vertebral Artery, Left 

J Common Carotid Artery, Left See P ievecked Artery Right 
K Internal Carotid Artery, Right 

Caroticotympanic artery 

Carotid sinus 


8 Medical and Surgical 
3 Upper Arteries 
F Fragmentation Definition: Breaking solid matter in a body part into pieces 
Explanation: Physical force (e.g., manual, ultrasonic) applied directly or indirectly is used to break the solid matter into pieces. The solid matter 
may be an abnormal byproduct of a biological function or a foreign body. The pieces of solid matter are not taken out. 
Body Part Approach Device Qualifier 
Innominate Artery Ulnar Artery, Right 3 Percutaneous Z No Device 8 Ultrasonic 
Brachiocephalic artery Anterior ulnar recurrent artery Z_ No Qualifier 
Brachiocephalic trunk Common interosseous artery 
3 Subclavian Artery, Right Posterior ulnar recurrent artery 
Costocervical trunk A Ulnar Artery, Left 
Dorsal scapular artery See 9 Ulnar Artery, Right 
Internal thoracic artery B Radial Artery, Right 
4 Subclavian Artery, Left Radial recurrent artery 
See 3 Subclavian Artery, Right € Radial Artery, Left 
5 Axillary Artery, Right See B Radial Artery, Right 
Anterior circumflex humeral Y Upper Artery 
artery Aortic intercostal artery 
Lateral thoracic artery Bronchial artery 
Posterior circumflex humeral Esophageal artery 
artery Subcostal artery 


Subscapular artery 
Superior thoracic artery 
Thoracoacromial artery 
6 Axillary Artery, Left 
See 5 Axillary Artery, Right 
7 Brachial Artery, Right 
Inferior ulnar collateral artery 
Profunda brachii 
Superior ulnar collateral artery 
8 Brachial Artery, Left 
See 7 Brachial Artery, Right 
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Upper Arteries 
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93H-03H 
® Medical and Surgical 
3 Upper Arteries 
H_ Insertion 


Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a 


Approach 
i; Character 5 


take the place of a body part 
Explanation: None 


Body Part 
Character 4 


3 


physiological function but does not physically 


Device 
Character 6 


Infusion Device 


Qualifier 
Character 7 


Z No Qualifier 


Internal Mammary Artery, 
Right 
Anterior intercostal artery 
Internal thoracic artery 
Musculophrenic artery 
Pericardiophrenic artery 
Superior epigastric artery 
1 Internal Mammary Artery, 
Left 
See 9 Internal Mammary Artery, 
Right 
2 Innominate Artery 
Brachiocephalic artery 
Brachiocephalic trunk 
3  Subclavian Artery, Right 
Costocervical trunk 
Dorsal scapular artery 
Internal thoracic artery 
4 Subclavian Artery, Left 
See 3 Subclavian Artery, Right 
5 Axillary Artery, Right 
Anterior circumflex humeral 
artery 
Lateral thoracic artery 
Posterior circumflex humeral 
artery 
Subscapular artery 
Superior thoracic artery 
Thoracoacromial artery 
6 Axillary Artery, Left 
See 5 Axillary Artery, Right 
7 Brachial Artery, Right 
Inferior ulnar collateral artery 
Profunda brachii 
Superior ulnar collateral artery 
8 Brachial Artery, Left 
See 7 Brachial Artery, Right 
9 Ulnar Artery, Right 
Anterior ulnar recurrent artery 
Common interosseous artery 
Posterior ulnar recurrent artery 
A Ulnar Artery, Left 
See 9 Ulnar Artery, Right 
B_ Radial Artery, Right 
Radial recurrent artery 
C Radial Artery, Left 
See B Radial Artery, Right 
D Hand Artery, Right 
Deep palmar arch 
Princeps pollicis artery 
Radialis indicis 
Superficial palmar arch 
F Hand Artery, Left 
See D Hand Artery, Right 


K_ Internal Carotid Artery, Right 
Caroticotympanic artery 
Carotid sinus 

L_ Internal Carotid Artery, Left 


Y Upper Artery 
Aortic intercostal artery 
Bronchial artery 
Esophageal artery 
Subcostal artery 


Non-OR 

Non-OR O3H[K,L][0,3,4]3Z 
Non-OR O3HY[O,3,4]3Z 
Non-OR O3HY32Z 
Non-OR O3HY([3,4]YZ 
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204 


See K Internal Carotid Artery, Right 


G 


a] 


Intracranial Artery 

Anterior cerebral artery 

Anterior choroidal artery 

Anterior communicating 
artery 

Basilar artery 

Circle of Willis 

Internal carotid artery, 
intracranial portion 

Middle cerebral artery 

Ophthalmic artery 

Posterior cerebral artery 

Posterior communicating 
artery 

Posterior inferior cerebellar 
artery (PICA) 

Common Carotid Artery, 

Right 

Common Carotid Artery, Left 

External Carotid Artery, Right 

Ascending pharyngeal artery 

Internal maxillary artery 

Lingual artery 

Maxillary artery 

Occipital artery 

Posterior auricular artery 

Superior thyroid artery 

External Carotid Artery, Left 

See M External Carotid Artery, 
Right 

Vertebral Artery, Right 

Anterior spinal artery 

Posterior spinal artery 


Q Vertebral Artery, Left 


+ 


See P Vertebral Artery, Right 
Face Artery 

Angular artery 

Ascending palatine artery 
External maxillary artery 
Facial artery 

Inferior labial artery 
Submental artery 

Superior labial artery 
Temporal Artery, Right 
Middle temporal artery 
Superficial temporal artery 
Transverse facial artery 
Temporal Artery, Left 

See S Temporal Artery, Right 
Thyroid Artery, Right 
Cricothyroid artery 

Hyoid artery 
Sternocleidomastoid artery 
Superior laryngeal artery 
Superior thyroid artery 
Thyrocervical trunk 
Thyroid Artery, Left 

See U Thyroid Artery, Right 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


93H[@,1,2,3,4,5,6,7,8,9,A,B,C,D,F,G,H,J,M,N,P,Q,R,S,T,U,V][0,3,4]3Z 


Open 
Percutaneous 
Percutaneous Endoscope 


aE 


Intraluminal Device 


Infusion Device 
Intraluminal Device 
Stimulator Lead 


Z_ No Qualifier 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Monitoring Device 
Infusion Device 
Intraluminal Device 
Other Device 


Z_ No Qualifier 


Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


Upper Arteries 


035-035 c 
a) 
® Medical and Surgical 2 
3 Upper Arteries = 
J Inspection Definition: Visually and/or manually exploring a body part P 
Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or po 
through intervening body layers. © 
Body Part — Approach Device Qualifier @ 
Character 4 Character 5 Character 6 Character 7 “a 
Y Upper Artery ® Open Z No Device Z No Qualifier 
Aortic intercostal artery 3 Percutaneous 
Bronchial artery 4 Percutaneous Endoscopic 
Esophageal artery X External 
Subcostal artery 


Non-OR 93JY[3,4,X]ZZ 


Combination Only - New/Revised in GREEN 
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93L-O3L 


ICD-10-PCS 2021 


O3L-63L Upper Arteries 
® Medical and Surgical 
3 Upper Arteries 
L Occlusion Definition: Completely closing an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice 
Approach Device Qualifier 
sev dem ee 
6 Internal Mammary Artery, A Ulnar Artery, Left @ Open C Extraluminal Device Z_ No Qualifier 
Right See 9 Ulnar Artery, Right 3 Percutaneous D Intraluminal Device 
Anterior intercostal artery B_ Radial Artery, Right 4 Percutaneous Endoscopic |Z No Device 
Internal thoracic artery Radial recurrent artery 
Musculophrenic artery C Radial Artery, Left 
Pericardiophrenic artery See B Radial Artery, Right 
Superior epigastric artery D Hand Artery, Right 
1 Internal Mammary Artery, Deep palmar arch 
Left Princeps pollicis artery 
See 9 Internal Mammary Artery, Radialis indicis 
Left Superficial palmar arch 
2. Innominate Artery F Hand Artery, Left 
Brachiocephalic artery See D Hand Artery, Right 
Brachiocephalic trunk R_ Face Artery 
3 Subclavian Artery, Right Angular artery 
Costocervical trunk Ascending palatine artery 
Dorsal scapular artery External maxillary artery 
Internal thoracic artery Facial artery 
4 Subclavian Artery, Left Inferior labial artery 
See 3 Subclavian Artery, Right Submental artery 
5 Axillary Artery, Right Superior labial artery : 
Anterior circumflex humeral § Temporal Artery, Right 
artery Middle temporal artery 
Lateral thoracic artery Superficial temporal artery 
Posterior circumflex humeral Transverse facial artery 
artery T Temporal Artery, Left 
Subscapular artery See S Temporal Artery, Right 
Superior thoracic artery U_ Thyroid Artery, Right 
Thoracoacromial artery Cricothyroid artery 
6 Axillary Artery, Left Hyoid artery 
See 5 Axillary Artery, Right Sternocleidomastoid artery 
7 Brachial Artery, Right Superior laryngeal artery 
Inferior ulnar collateral artery Superior thyroid artery 
Profunda brachii Thyrocervical trunk 
Superior ulnar collateral artery y Thyroid Artery, Left 
8 Brachial Artery, Left See U Thyroid Artery, Right 
See 7 Brachial Artery, Right Y Upper Artery 
9 Ulnar Artery, Right Aortic intercostal artery 
Anterior ulnar recurrent artery Bronchial artery 
Common interosseous artery Esophageal artery 
Posterior ulnar recurrent artery Subcostal artery 
G Intracranial Artery L_ Internal Carotid Artery, Left |® Open B_ Intraluminal Device, Z_ No Qualifier 


Anterior cerebral artery 
Anterior choroidal artery 
Anterior communicating 
artery 
Basilar artery 
Circle of Willis 
Internal carotid artery, 
intracranial portion 
Middle cerebral artery 
Ophthalmic artery 
Posterior cerebral artery 
Posterior communicating 
artery 
Posterior inferior cerebellar 
artery (PICA) 
H Common Carotid Artery, 
Right 
J Common Carotid Artery, Left 
K_ Internal Carotid Artery, Right 
Caroticotympanic artery 
Carotid sinus 
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a] 


Q Vertebral Artery, Left 


See K Internal Carotid Artery, 
Right 

External Carotid Artery, Right 

Ascending pharyngeal artery 

Internal maxillary artery 

Lingual artery 

Maxillary artery 

Occipital artery 

Posterior auricular artery 

Superior thyroid artery 

External Carotid Artery, Left 

See M External Carotid Artery, 
Right 

Vertebral Artery, Right 

Anterior spinal artery 

Posterior spinal artery 


3 Percutaneous 
4 Percutaneous Endoscopic 


See P Vertebral Artery, Right 


NO” 


Bioactive 
Extraluminal Device 
Intraluminal Device 
No Device 


Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


9 Medical and Surgical 
3 Upper Arteries 


Upper Arteries 63N-93N 


N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


8 Internal Mammary Artery, 
Right 
Anterior intercostal artery 
Internal thoracic artery 
Musculophrenic artery 
Pericardiophrenic artery 
Superior epigastric artery 
1 Internal Mammary Artery, 
Left 
See @ Internal Mammary 
Artery, Right 
2 Innominate Artery 
Brachiocephalic artery 
Brachiocephalic trunk 
3 Subclavian Artery, Right 
Costocervical trunk 
Dorsal scapular artery 
Internal thoracic artery 
4 Subclavian Artery, Left 
See 3 Subclavian Artery, Right 
5 Axillary Artery, Right 
Anterior circumflex humeral 
artery 
Lateral thoracic artery 
Posterior circumflex humeral 
artery 
Subscapular artery 
Superior thoracic artery 
Thoracoacromial artery 
6 Axillary Artery, Left 
See 5 Axillary Artery, Right 
7 Brachial Artery, Right 
Inferior ulnar collateral artery 
Profunda brachii 
Superior ulnar collateral artery 
8 Brachial Artery, Left 
See 7 Brachial Artery, Right 
9 Ulnar Artery, Right 
Anterior ulnar recurrent artery 
Common interosseous artery 
Posterior ulnar recurrent 
artery 
A Ulnar Artery, Left 
See 9 Ulnar Artery, Right 
B_ Radial Artery, Right 
Radial recurrent artery 
C Radial Artery, Left 
See B Radial Artery, Right 
D Hand Artery, Right 
Deep palmar arch 
Princeps pollicis artery 
Radialis indicis 
Superficial palmar arch 
F Hand Artery, Left 
See D Hand Artery, Right 
G Intracranial Artery 
Anterior cerebral artery 
Anterior choroidal artery 
Anterior communicating 
artery 
Basilar artery 
Circle of Willis 
Internal carotid artery, 
intracranial portion 
Middle cerebral artery 
Ophthalmic artery 
Posterior cerebral artery 
Posterior communicating 
artery 
Posterior inferior cerebellar 
artery (PICA) 


[© Limited Coverage BS Noncovered [Combination Member HAC associated procedure Combination Only 
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H 


J 
K 


Body Part Approach Device ualifier 
Character 4— Character 6 crates 7 


Common Carotid Artery, ® Open Z NoDevice Z No Qualifier 

Right 3 Percutaneous 

Common Carotid Artery, Left | 4 Percutaneous Endoscopic 

Internal Carotid Artery, Right 

Caroticotympanic artery 

Carotid sinus 

Internal Carotid Artery, Left 

See K Internal Carotid Artery, 
Right 

External Carotid Artery, Right 

Ascending pharyngeal artery 

Internal maxillary artery 

Lingual artery 

Maxillary artery 

Occipital artery 

Posterior auricular artery 

Superior thyroid artery 

External Carotid Artery, Left 

See M External Carotid Artery, 
Right 

Vertebral Artery, Right 

Anterior spinal artery 

Posterior spinal artery 

Vertebral Artery, Left 

See P Vertebral Artery, Right 

Face Artery 

Angular artery 

Ascending palatine artery 

External maxillary artery 

Facial artery 

Inferior labial artery 

Submental artery 

Superior labial artery 

Temporal Artery, Right 

Middle temporal artery 

Superficial temporal artery 

Transverse facial artery 

Temporal Artery, Left 

See S Temporal Artery, Right 

Thyroid Artery, Right 

Cricothyroid artery 

Hyoid artery 

Sternocleidomastoid artery 

Superior laryngeal artery 

Superior thyroid artery 

Thyrocervical trunk 

Thyroid Artery, Left 

See U Thyroid Artery, Right 

Upper Artery 

Aortic intercostal artery 

Bronchial artery 

Esophageal artery 

Subcostal artery 
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@3P-93P Upper Arteries ICD-10-PCS 2021 


® Medical and Surgical 

3 Upper Arteries 

P Removal Definition: Taking out or off a device from a body part 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Body Part _ Approach Device Qualifier 
_ Character 4_ ale : Character 5 Character 6 _ Character 7 
Y Upper Artery 6 Open Drainage Device Z_ No Qualifier 


Aortic intercostal artery 
Bronchial artery 
Esophageal artery 
Subcostal artery 


Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Stimulator Lead 

Other Device 


Drainage Device 
Monitoring Device 
Infusion Device 
Intraluminal Device 
Stimulator Lead 


3 Percutaneous 
4 Percutaneous Endoscopic 


Upper Artery X External Z No Qualifier 
Aortic intercostal artery 
Bronchial artery 
Esophageal artery 


Subcostal artery 


SOwWNSBXSARMKTGCANANWNDGD 


Non-OR 3PY3[0,2,3,D]Z 
Non-OR @3PY[3,4]YZ 
Non-OR @3PYX(0,2,3,D,MIZ . 
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ICD-10-PCS 2021 


8 Medical and Surgical 
3 Upper Arteries 


Upper Arteries 93Q-03Q 


Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 


® Internal Mammary Artery, 
Right 
Anterior intercostal artery 
Internal thoracic artery 
Musculophrenic artery 
Pericardiophrenic artery 
Superior epigastric artery 
1 Internal Mammary Artery, 
Left 
See @ Internal Mammary 
Artery, Right 
2 Innominate Artery 
Brachiocephalic artery 
Brachiocephalic trunk 
3 Subclavian Artery, Right 
Costocervical trunk 
Dorsal scapular artery 
Internal thoracic artery 
4 Subclavian Artery, Left 
See 3 Subclavian Artery, Right 
5 Axillary Artery, Right 
Anterior circumflex humeral 
artery 
Lateral thoracic artery 
Posterior circumflex humeral 
artery 
Subscapular artery 
Superior thoracic artery 
Thoracoacromial artery 
6 Axillary Artery, Left 
See 5 Axillary Artery, Right 
7 Brachial Artery, Right 
Inferior ulnar collateral artery 
Profunda brachii 
Superior ulnar collateral artery 
8 Brachial Artery, Left 
See 7 Brachial Artery, Right 
9 Ulnar Artery, Right 
Anterior ulnar recurrent artery 
Common interosseous artery 
Posterior ulnar recurrent 
artery 
A Ulnar Artery, Left 
See 9 Ulnar Artery, Right 
B_ Radial Artery, Right 
Radial recurrent artery 
C Radial Artery, Left 
See B Radial Artery, Right 
D Hand Artery, Right 
Deep palmar arch 
Princeps pollicis artery 
Radialis indicis 
Superficial palmar arch 
F Hand Artery, Left 
See D Hand Artery, Right 
G Intracranial Artery 
Anterior cerebral artery 
Anterior choroidal artery 
Anterior communicating 
artery 
Basilar artery 
Circle of Willis 
Internal carotid artery, 
intracranial portion 
Middle cerebral artery 
Ophthalmic artery 
Posterior cerebral artery 
Posterior communicating 
artery 
Posterior inferior cerebellar 
artery (PICA) 
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Common Carotid Artery, ® Open Z No Device Z No Qualifier 

Right 3 Percutaneous 

Common Carotid Artery, Left | 4 Percutaneous Endoscopic 

Internal Carotid Artery, Right 

Caroticotympanic artery 

Carotid sinus 

Internal Carotid Artery, Left 

See K Internal Carotid Artery, 
Right 

External Carotid Artery, Right 

Ascending pharyngeal artery 

Internal maxillary artery 

Lingual artery 

Maxillary artery 

Occipital artery 

Posterior auricular artery 

Superior thyroid artery 

External Carotid Artery, Left 

See M External Carotid Artery, 
Right 

Vertebral Artery, Right 

Anterior spinal artery 

Posterior spinal artery 

Vertebral Artery, Left 

See P Vertebral Artery, Right 

Face Artery 

Angular artery 

Ascending palatine artery 

External maxillary artery 

Facial artery 

Inferior labial artery 

Submental artery 

Superior labial artery 

Temporal Artery, Right 

Middle temporal artery 

Superficial temporal artery 

Transverse facial artery 

Temporal Artery, Left 

See S Temporal Artery, Right 

Thyroid Artery, Right 

Cricothyroid artery 

Hyoid artery 

Sternocleidomastoid artery 

Superior laryngeal artery 

Superior thyroid artery 

Thyrocervical trunk 

Thyroid Artery, Left 

See U Thyroid Artery, Right 

Upper Artery 

Aortic intercostal artery 

Bronchial artery 

Esophageal artery 

Subcostal artery 


Non-OR New/Revised in GREEN 
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63R-O3R Upper Arteries ICD-10-PCS 2021 


w 
a 
a ® Medical and Surgical 
~ 3 Upper Arteries ; ; 
a R Replatediant Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part ; 
i= Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
= the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 
2. | Approach Device Qualifier 
@ Internal Mammary Artery, | _H Common Carotid Artery, @ Open Autologous Tissue Z No Qualifier 
Right Right 4 Percutaneous Endoscopic Substitute 
Anterior intercostal artery J Common Carotid Artery, Left J Synthetic Substitute 
Internal thoracic artery K_ Internal Carotid Artery, Right K Nonautologous Tissue 
Musculophrenic artery Caroticotympanic artery Substitute 
Pericardiophrenic artery Carotid sinus 
Superior epigastric artery L Internal Carotid Artery, Left 
1 Internal Mammary Artery, See K Internal Carotid Artery, 
Left Right 
See B Internal Mammary M External Carotid Artery, Right 
Artery, Right Ascending pharyngeal artery 
2 Innominate Artery Internal maxillary artery 
Brachiocephalic artery Lingual artery 
Brachiocephalic trunk Maxillary artery 
3 Subclavian Artery, Right Occipital artery 
Costocervical trunk Posterior auricular artery 
Dorsal scapular artery Superior thyroid artery 
Internal thoracic artery N_ External Carotid Artery, Left 
4 Subclavian Artery, Left See M External Carotid Artery, 
See 3 Subclavian Artery, Right Right 
5 Axillary Artery, Right P Vertebral Artery, Right 
Anterior circumflex humeral Anterior spinal artery 
artery Posterior spinal artery 
Lateral thoracic artery Q Vertebral Artery, Left 
Posterior circumflex humeral See P Vertebral Artery, Right 
artery R_ Face Artery 
Subscapular artery Angular artery 
Superior thoracic artery Ascending palatine artery 
Thoracoacromial artery External maxillary artery 
6 Axillary Artery, Left Facial artery 
See 5 Axillary Artery, Right Inferior labial artery 
7 Brachial Artery, Right Submental artery 
Inferior ulnar collateral artery Superior labial artery 
Profunda brachii S Temporal Artery, Right 
Superior ulnar collateral artery Middle temporal artery 
8 Brachial Artery, Left Superficial temporal artery 
See 7 Brachial Artery, Right Transverse facial artery 
9 Ulnar Artery, Right T Temporal Artery, Left 
Anterior ulnar recurrent artery See S Temporal Artery, Right 
Common interosseous artery Y Thyroid Artery, Right 
Posterior ulnar recurrent Cricothyroid artery 
artery Hyoid artery 
A_ Ulnar Artery, Left Sternocleidomastoid artery 
See 9 Ulnar Artery, Right Superior laryngeal artery 
B_ Radial Artery, Right Superior thyroid artery 
Radial recurrent artery Thyrocervical trunk 
C Radial Artery, Left V_ Thyroid Artery, Left 
See B Radial Artery, Right See U Thyroid Artery, Right 
D Hand Artery, Right Y Upper Artery 
Deep palmar arch Aortic intercostal artery 
Princeps pollicis artery Bronchial artery 
Radialis indicis Esophageal artery 
Superficial palmar arch Subcostal artery 
F Hand Artery, Left 
See D Hand Artery, Right 


G Intracranial Artery 
Anterior cerebral artery 
Anterior choroidal artery 
Anterior communicating 

artery 
Basilar artery 
Circle of Willis 
Internal carotid artery, 
intracranial portion 
Middle cerebral artery 
Ophthalmic artery 
Posterior cerebral artery 
Posterior communicating artery 
Posterior inferior cerebellar 
artery (PICA) 
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[3 Limited Coverage Noncovered [#! Combination Member HAC associated procedure Combination Only DRG 


Medical and Surgical 
Upper Arteries 
Reposition 


Upper Arteries 


Definition: Moving to its normal location, or other suitable location, all ora portion of a body part 


93S-93S 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Internal Mammary Artery, 

Right 

Anterior intercostal artery 

Internal thoracic artery 

Musculophrenic artery 

Pericardiophrenic artery 

Superior epigastric artery 

Internal Mammary Artery, 

Left 

See 0 Internal Mammary 
Artery, Right 

Innominate Artery 

Brachiocephalic artery 

Brachiocephalic trunk 

Subclavian Artery, Right 

Costocervical trunk 

Dorsal scapular artery 

Internal thoracic artery 

Subclavian Artery, Left 

See 3 Subclavian Artery, Right 

Axillary Artery, Right 

Anterior circumflex humeral 
artery 

Lateral thoracic artery 

Posterior circumflex humeral 
artery 

Subscapular artery 

Superior thoracic artery 

Thoracoacromial artery 

Axillary Artery, Left 

See 5 Axillary Artery, Right 

Brachial Artery, Right 

Inferior ulnar collateral artery 

Profunda brachii 

Superior ulnar collateral artery 

Brachial Artery, Left 

See 7 Brachial Artery, Right 

Ulnar Artery, Right 

Anterior ulnar recurrent artery 

Common interosseous artery 

Posterior ulnar recurrent 
artery 

Ulnar Artery, Left 

See 9 Ulnar Artery, Right 

Radial Artery, Right 

Radial recurrent artery 

Radial Artery, Left 

See B Radial Artery, Right 

Hand Artery, Right 

Deep palmar arch 

Princeps pollicis artery 

Radialis indicis 

Superficial palmar arch 

Hand Artery, Left 

See DHand Artery, Right 

Intracranial Artery 

Anterior cerebral artery 

Anterior choroidal artery 

Anterior communicating 
artery 

Basilar artery 

Circle of Willis 

Internal carotid artery, 
intracranial portion 

Middle cerebral artery 

Ophthalmic artery 

Posterior cerebral artery 

Posterior communicating artery 

Posterior inferior cerebellar 

PICA) 


ICD-10-PCS 2021 


Body Part 
Character 4 


Common Carotid Artery, 

Right 

Common Carotid Artery, Left 

Internal Carotid Artery, Right 

Caroticotympanic artery 

Carotid sinus 

Internal Carotid Artery, Left 

See K Internal Carotid Artery, 
Right 

External Carotid Artery, Right 

Ascending pharyngeal artery 

Internal maxillary artery 

Lingual artery 

Maxillary artery 

Occipital artery 

Posterior auricular artery 

Superior thyroid artery 

External Carotid Artery, Left 

See M External Carotid Artery, 
Right 

Vertebral Artery, Right 

Anterior spinal artery 

Posterior spinal artery 

Vertebral Artery, Left 

See P Vertebral Artery, Right 

Face Artery 

Angular artery 

Ascending palatine artery 

External maxillary artery 

Facial artery 

Inferior labial artery 

Submental artery 

Superior labial artery 

Temporal Artery, Right 

Middle temporal artery 

Superficial temporal artery 

Transverse facial artery 

Temporal Artery, Left 

See S Temporal Artery, Right 

Thyroid Artery, Right 

Cricothyroid artery 

Hyoid artery 

Sternocleidomastoid artery 

Superior laryngeal artery 

Superior thyroid artery 

Thyrocervical trunk 

Thyroid Artery, Left 

See U Thyroid Artery, Right 

Upper Artery 

Aortic intercostal artery 

Bronchial artery 

Esophageal artery 

Subcostal artery 


Approach 
Character 5 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Device 
Character 6 


Z No Device 


OR Non-OR 


Qualifier 
Character 7 


Z No Qualifier 
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93U-93U 


ICD-10-PCS 2021 


93U-63U Upper Arteries 
® Medical and Surgical 
3 Upper Arteries : 1 
U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 


and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part 
Character 4 


Internal Mammary Artery, 
Right 
Anterior intercostal artery 
Internal thoracic artery 
Musculophrenic artery 
Pericardiophrenic artery 
Superior epigastric artery 
1 Internal Mammary Artery, 
Left 
See Internal Mammary 
Artery, Right 
2 Innominate Artery 
Brachiocephalic artery 
Brachiocephalic trunk 
3  Subclavian Artery, Right 
Costocervical trunk 
Dorsal scapular artery 
Internal thoracic artery 
4 Subclavian Artery, Left 
See 3 Subclavian Artery, Right 
5 Axillary Artery, Right 
Anterior circumflex humeral 
artery 
Lateral thoracic artery 
Posterior circumflex humeral 
artery 
Subscapular artery 
Superior thoracic artery 
Thoracoacromial artery 
6 Axillary Artery, Left 
See 5 Axillary Artery, Right 
7 Brachial Artery, Right 
Inferior ulnar collateral artery 
Profunda brachii 


Superior ulnar collateral artery 


8 Brachial Artery, Left 
See 7 Brachial Artery, Right 
9 Ulnar Artery, Right 


Anterior ulnar recurrent artery 


Common interosseous artery 
Posterior ulnar recurrent 
artery 
A_ Ulnar Artery, Left 
See 9 Ulnar Artery, Right 
B Radial Artery, Right 
Radial recurrent artery 
C Radial Artery, Left 
See B Radial Artery, Right 
D Hand Artery, Right 
Deep palmar arch 
Princeps pollicis artery 
Radialis indicis 
Superficial palmar arch 
F Hand Artery, Left 
See D Hand Artery, Right 
G Intracranial Artery 
Anterior cerebral artery 
Anterior choroidal artery 
Anterior communicating 
artery 
Basilar artery 
Circle of Willis 
Internal carotid artery, 
intracranial portion 
Middle cerebral artery 
Ophthalmic artery 
Posterior cerebral artery 


Posterior communicating artery 


Posterior inferior cerebellar 
artery (PICA) 
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- Common Carotid Artery, 


Right 

Common Carotid Artery, Left 

Internal Carotid Artery, Right 

Caroticotympanic artery 

Carotid sinus 

Internal Carotid Artery, Left 

See K Internal Carotid Artery, 
Right 

External Carotid Artery, Right 

Ascending pharyngeal artery 

Internal maxillary artery 

Lingual artery 

Maxillary artery 

Occipital artery ; 

Posterior auricular artery 

Superior thyroid artery 

External Carotid Artery, Left 

See M External Carotid Artery, 
Right 

Vertebral Artery, Right 

Anterior spinal artery 

Posterior spinal artery 

Vertebral Artery, Left 

See P Vertebral Artery, Right 

Face Artery 

Angular artery 

Ascending palatine artery 

External maxillary artery 

Facial artery 

Inferior labial artery 

Submental artery 

Superior labial artery 

Temporal Artery, Right 

Middle temporal artery 

Superficial temporal artery 

Transverse facial artery 

Temporal Artery, Left 

See S Temporal Artery, Right 


' Thyroid Artery, Right 


Cricothyroid artery 

Hyoid artery 
Sternocleidomastoid artery 
Superior laryngeal artery 
Superior thyroid artery 
Thyrocervical trunk 
Thyroid Artery, Left 

See U Thyroid Artery, Right 
Upper Artery 

Aortic intercostal artery 
Bronchial artery 
Esophageal artery 
Subcostal artery 


@ Open 7 Autologous Tissue 


3 Percutaneous Substitute 
4 Percutaneous Endoscopic |J Synthetic Substitute 
K Nonautologous Tissue 


Substitute 


Approach Device Qualifier 
Character 5 Character 6 Character 7 


Z_ No Qualifier 


Non-OR New/Revised in GREEN 
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1CD-10-PCS 2021 


Upper Arteries 


63V-93V 


9 Medical and Surgical 
3 Upper Arteries 
V_ Restriction 


Body Part 


9 Internal Mammary Artery, Right 
Anterior intercostal artery 
Internal thoracic artery 
Musculophrenic artery 
Pericardiophrenic artery 
Superior epigastric artery 

1 Internal Mammary Artery, Left 
See J Internal Mammary Artery, 

Right 

2 Innominate Artery 
Brachiocephalic artery 
Brachiocephalic trunk 

3 Subclavian Artery, Right 
Costocervical trunk 
Dorsal scapular artery 
Internal thoracic artery 

4 Subclavian Artery, Left 
See 3 Subclavian Artery, Right 

5 Axillary Artery, Right 
Anterior circumflex humeral artery 
Lateral thoracic artery 
Posterior circumflex humeral artery 
Subscapular artery 
Superior thoracic artery 
Thoracoacromial artery 

6 Axillary Artery, Left 
See 5 Axillary Artery, Right 

7 Brachial Artery, Right 
Inferior ulnar collateral artery 
Profunda brachii 
Superior ulnar collateral artery 

8 Brachial Artery, Left 
See 7 Brachial Artery, Right 

9 Ulnar Artery, Right 
Anterior ulnar recurrent artery 
Common interosseous artery 
Posterior ulnar recurrent artery 

A Ulnar Artery, Left 
See 9 Ulnar Artery, Right 


G Intracranial Artery 
Anterior cerebral artery 
Anterior choroidal artery 
Anterior communicating artery 
Basilar artery 
Circle of Willis 
Internal carotid artery, 
intracranial portion 
Middle cerebral artery 
Ophthalmic artery 
Posterior cerebral artery 
Posterior communicating artery 
Posterior inferior cerebellar artery 
(PICA) 
H Common Carotid Artery, Right 
J = Common Carotid Artery, Left 
K_ Internal Carotid Artery, Right 
Caroticotympanic artery 
Carotid sinus 
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Character 4 


B Radial Artery, Right 
Radial recurrent artery 
C Radial Artery, Left 
See B Radial Artery, Right 
D Hand Artery, Right 
Deep palmar arch 
Princeps pollicis artery 
Radialis indicis 
Superficial palmar arch 
F Hand Artery, Left 
See D Hand Artery, Right 
R_ Face Artery 
Angular artery 
Ascending palatine artery 
External maxillary artery 
Facial artery 
Inferior labial artery 
Submental artery 
Superior labial artery 
S Temporal Artery, Right 
Middle temporal artery 
Superficial temporal artery 
Transverse facial artery 
T Temporal Artery, Left 
See S Temporal Artery, Right 
U_ Thyroid Artery, Right 
Cricothyroid artery 
Hyoid artery 
Sternocleidomastoid artery 
Superior laryngeal artery 
Superior thyroid artery 
Thyrocervical trunk 
V_ Thyroid Artery, Left 
See U Thyroid Artery, Right 
Y Upper Artery 
Aortic intercostal artery 
Bronchial artery 
Esophageal artery 
Subcostal artery 


L_ Internal Carotid Artery, Left 
See K Internal Carotid Artery, Right 
M External Carotid Artery, Right 
Ascending pharyngeal artery 
Internal maxillary artery 
Lingual artery 
Maxillary artery 
Occipital artery 
Posterior auricular artery 
Superior thyroid artery 
N_ External Carotid Artery, Left 
See M External Carotid Artery, Right 
P Vertebral Artery, Right 
Anterior spinal artery 
Posterior spinal artery 
Q Vertebral Artery, Left 
See P Vertebral Artery, Right 


t) 
3 


Definition: Partially closing an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice 


Approach 
Character 5 


Open 
Percutaneous 


4 Percutaneous 


Endoscopic 


Open 
Percutaneous 
Percutaneous 
Endoscopic 


ig 
D 
z 


zon 


Device 
Character 6 


Extraluminal Device 
Intraluminal Device 
No Device 


Intraluminal Device, 
Bioactive 
Extraluminal Device 
Intraluminal Device 
Intraluminal Device, 
Flow Diverter 

No Device 


Qualifier 
Character 7 


Z_ No Qualifier 


Z_ No Qualifier 
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93W-93W 


03W-93W Upper Arteries ICD-10-PCS 2021 


® Medical and Surgical 
3 Upper Arteries : a : ; 
W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 

Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Body Part Approach Device Qualifier 
Character 4 ; Character 5 Character 7 


Drainage Device Z_ No Qualifier 


Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 
Intraluminal Device 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Stimulator Lead 
Other Device 


Drainage Device 

Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 
Intraluminal Device 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Stimulator Lead 


Upper Artery 
Aortic intercostal artery 
Bronchial artery 
Esophageal artery 
Subcostal artery 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Upper Artery X External Z_ No Qualifier 
Aortic intercostal artery 
Bronchial artery 
Esophageal artery 


Subcostal artery 


SRTKOCANWNO<SRMSONNWND 


Non-OR 93WY3[0,2,3,D]Z 
Non-OR O3WY([3,4]YZ 
Non-OR O3WYX(@,2,3,7,C,D,J,K,MIZ 
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Lower Arteries 641-04W 


Lower Arteries 


Character Meanings 


This Character Meaning table is provided as a 


tables. It SHOULD NOT be used to build a PCS code. 


1 Bypass 


Operation-Character 3 


Body Part-Character 4 


@ Abdominal Aorta 


Approach-Character 5 


® Open 


1) 


Drainage Device 


Qualifier-Character 7 


Abdominal Aorta 
OR 


Ultrasonic 
5 Destruction Celiac Artery 3 Percutaneous Radioactive Element 1 Celiac Artery 
OR 
Drug-Coated Balloon 
7 Dilation Gastric Artery 4 Percutaneous Endoscopic | 2 Monitoring Device 2 Mesenteric Artery 
9 Drainage 3 Hepatic Artery X External Infusion Device 3 Renal Artery, Right 
B_ Excision 4 Splenic Artery Intraluminal Device, Drug- | 4 Renal Artery, Left 
eluting 
C_ Extirpation 5 Superior Mesenteric Artery Intraluminal Device, Drug- | 5 Renal Artery, Bilateral 
eluting, Two 
F Fragmentation 6 Colic Artery, Right 6 Intraluminal Device, Drug- | 6 Common Iliac Artery, Right 
eluting, Three 
H_ Insertion 7 Colic Artery, Left 7 \ntraluminal Device, Drug- | 7 Common lliac Artery, Left 
eluting, Four or More 
OR 
Autologous Tissue 
Substitute 
J Inspection 8 Colic Artery, Middle 9 Autologous Venous Tissue | 8 Common lliac Arteries, 
Bilateral 
L Occlusion 9 Renal Artery, Right A Autologous Arterial Tissue | 9 Internal Iliac Artery, Right 
N_ Release A Renal Artery, Left C_ Extraluminal Device B_ Internal Iliac Artery, Left 
P Removal B_ Inferior Mesenteric Artery D_ Intraluminal Device C_ Internal lliac Arteries, Bilateral 
Q Repair C Common lliac Artery, Right E  Intraluminal Device, Two |D_ External Iliac Artery, Right 
OR 
Intraluminal Device, 
Branched or Fenestrated, 
One or Two Arteries 
R_ Replacement D Common lliac Artery, Left F  Intraluminal Device, Three | F External Iliac Artery, Left 


OR 

Intraluminal Device, 
Branched or Fenestrated, 
Three or More Arteries 


S_ Reposition E Internal Iliac Artery, Right G Intraluminal Device, Four or|G_ External Iliac Arteries, 
More Bilateral 
U Supplement [F Internal Iliac Artery, Left J Synthetic Substitute H Femoral Artery, Right 
V_ Restriction H_ External Iliac Artery, Right K Nonautologous Tissue J Femoral Artery, Left 
Substitute OR 
Temporary 
W Revision J External Iliac Artery, Left Y Other Device K Femoral Arteries, Bilateral 
K Femoral Artery, Right Z_ No Device L Popliteal Artery 
L Femoral Artery, Left M_ Peroneal Artery 
M_ Popliteal Artery, Right N_ Posterior Tibial Artery 
N  Popliteal Artery, Left P Foot Artery 
P Anterior Tibial Artery, Right Q Lower Extremity Artery 
Q Anterior Tibial Artery, Left R_ Lower Artery 
R_ Posterior Tibial Artery, Right S Lower Extremity Vein 
a = 5 
S Posterior Tibial Artery, Left T Uterine Artery, Right 
T  Peroneal Artery, Right “TU Uterine Artery, Left 
U_ Peroneal Artery, Left ay Diagnostic 
—_—— 


V_ Foot Artery, Right 


Z_ No Qualifier 


Me 
W Foot Artery, Left 


Y Lower Artery 
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Cai I eee eee ee SS Ee eee 
AHA Coding Clinic for table 641 


2019, 1Q, 23 
2018, 3Q, 25 
2017, 4Q, 46-47 
2017,3Q5 


2017, 3Q 16 
2017, 1Q, 32 


2016, 2Q, 18 
2015, 3Q 28 


Endovascular repair of shaggy aorta and deployment of chimney stent grafts 
Femoral artery to tibioperoneal trunk bypass 

New and revised body part values - Bypass hepatic artery to renal artery 
Femoral artery to posterior tibial artery bypass using autologous and synthetic 
grafts 

Abdominal aortic debranching with bypass of external iliac artery to bilateral 
renal arteries and superior mesenteric artery 

Peroneal artery to dorsalis pedis artery bypass using saphenous vein graft 
Femoral-tibial artery bypass and saphenous vein graft 

Bilateral renal artery bypass 


AHA Coding Clinic for table 947 


2019, 4Q, 27 
2019, 2Q, 14 
2018, 2Q, 24 
2016, 4Q, 86 
2016, 4Q, 86-88 
2016, 3Q, 39 
2015, 4Q, 4-7, 15 
2015, 30,9 


Bifurcation Qualifier 

Revision of occluded femoral-popliteal bypass graft 

Coronary artery bifurcation 

Peripheral artery, number of stents 

Coronary and peripheral artery bifurcation 

Infrarenal abdominal aortic aneurysm repair with iliac graft extension 
Drug-coated balloon angioplasty in peripheral vessels 

Aborted endovascular stenting of superficial femoral artery 


AHA Coding Clinic for table 94C 


2019, 4Q, 27 
2019, 1Q 23 
2018, 2Q, 24 
2017, 2Q, 23 
2016, 4Q, 86-88 
2016, 1Q, 31 
2015, 1Q, 29 
2015, 1, 36 


Bifurcation Qualifier 

Endovascular repair of shaggy aorta and deployment of chimney stent grafts 
Coronary artery bifurcation 

Thrombectomy via Fogarty catheter 

Coronary and peripheral artery bifurcation 

lliofemoral endarterectomy with patch repair 

Discontinued carotid endarterectomy 

Percutaneous mechanical thrombectomy of femoropopliteal bypass graft 


AHA Coding Clinic for table 94H 


2019, 3Q, 20 
2019, 1Q, 23 
2017, 1Q, 30 


Removal and revision of ECMO component 
Endovascular repair of shaggy aorta and deployment of chimney stent grafts 
Insertion of umbilical artery catheter 


AHA Coding Clinic for table 04L 


2018, 2Q, 18 
2017, 4Q, 31 
2015, 2Q, 27 
2014, 3Q 26 


2014, 1Q, 24 


Transverse rectus abdominis myocutaneous (TRAM) delay 
Resuscitative endovascular balloon occlusion of the aorta 

Uterine artery embolization using Gelfoam 

Coil embolization of gastroduodenal artery with chemoembolization of 
hepatic artery 

Endovascular embolization for gastrointestinal bleeding 


AHA Coding Clinic for table 94N 
2015, 2Q, 28 Release and replacement of celiac artery 


AHA Coding Clinic for table 4P 
2019, 3Q, 20 Removal and revision of ECMO component 


AHA Coding Clinic for table 84Q 
2014, 10, 21 Repair of femoral artery pseudoaneurysm 


AHA Coding Clinic for table 84R 
2019, 1Q, 22 Abdominal aortic aneurysm repair using tube graft 
2015, 2Q, 28 Release and replacement of celiac artery 


AHA Coding Clinic for table 94U 


2019, 1Q, 22 Abdominal aortic aneurysm repair using tube graft 

2016, 2Q, 18 Femoral-tibial artery bypass and saphenous vein graft 
2016, 10, 31 \liofemoral endarterectomy with patch repair 

2014, 4Q, 37 Bovine patch arterioplasty 

2014, 1Q, 22 Repair of pseudoaneurysm of femoral-popliteal bypass graft 


AHA Coding Clinic for table 94V 


2019, 4Q, 27 Bifurcation Qualifier 
2019, 1Q, 22 Abdominal aortic aneurysm repair using tube graft 
2018, 2Q, 24 Coronary artery bifurcation 


2016, 4Q, 86-87 
2016, 4Q, 89-93 


Coronary and peripheral artery bifurcation 
Branched and fenestrated endograft repair of aneurysms 


2016, 3Q, 39 Infrarenal abdominal aortic aneurysm repair with iliac graft 
extension 
2014, 10,9 Endovascular repair of abdominal aortic aneurysm 


AHA Coding Clinic for table 84W 


2019, 2Q, 14 Revision of occluded femoral-popliteal bypass graft 

2015, 1Q, 36 Revision of femoropopliteal bypass graft 

2014, 10,9 Endovascular repair of endoleak 

2014, 1Q, 22 Repair of pseudoaneurysm of femoral-popliteal bypass graft 
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Lower Arteries 


Common hepatic L. gastric 2 


Celiac trunk (artery) 1 Splenic 4 


R. gastric 2 Renal 9, A 
Superior mesenteric 5 


R. colic 6 Abdominal aorta 8 


L. colic 7 
Inferior mesenteric B 


Common iliac C, D 
Internal iliac E, F 


Gane 


=< 


External iliac H, J 
Uterine E, F 


<\ 


» 


4 am 
= Sl OST (4 
ig or 
“Y. 


Femoral K, L 


Popliteal M, N 


Anterior tibial P, Q 
Peroneal T, U 


Posterior tibial R, S 


Arcuate V, W 
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041-941 


® Medical and Surgical 
4 Lower Arteries 
1 Bypass 


PV te wes 


Abdominal Aorta 

Inferior phrenic artery 
Lumbar artery 

Median sacral artery 

Middle suprarenal artery 
Ovarian artery 

Testicular artery 

Common Iliac Artery, Right 
Common Iliac Artery, Left 


on 


3 Hepatic Artery 4 


Common hepatic artery 
Gastroduodenal artery 
Hepatic artery proper 


E Internal lliac Artery, Right F 
Deferential artery 
Hypogastric artery 


lliolumbar artery H 


Inferior gluteal artery 
Inferior vesical artery 
Internal pudendal artery 
Lateral sacral artery 

Middle rectal artery J 
Obturator artery 

Superior gluteal artery 
Umbilical artery 

Uterine artery 

Vaginal artery 


K Femoral Artery, Right L 

Circumflex iliac artery 
Deep femoral artery 
Descending genicular 

artery 
External pudendal artery 
Superficial epigastric 

artery 


K Femoral Artery, Right L 

Circumflex iliac artery 
Deep femoral artery 
Descending genicular 

artery 
External pudendal artery 
Superficial epigastric 

artery 


M Popliteal Artery, Right N 


Inferior genicular artery 
Middle genicular artery 
Superior genicular artery 
Sural artery 
Tibioperoneal trunk 


w 


Splenic Artery 

Left gastroepiploic artery 
Pancreatic artery 

Short gastric artery 


Internal Iliac Artery, Left 

See E Internal Iliac Artery, 
Right 

External Iliac Artery, 

Right 

Deep circumflex iliac 
artery 

Inferior epigastric artery 

External Iliac Artery, Left 

See H External Iliac Artery, 
Right 


BodyPart | - - 


SO Pe ei ey ce , F : ey 
Rock tae aoe Character4 


Lower Arteries 


Tae At i 
character 


4 Percutaneous Endoscopic 


coach its 


4 Percutaneous Endoscopic 


A> wo 


® Open 
4 Percutaneous Endoscopic 


Femoral Artery, Left 
See K Femoral Artery, Right 


Femoral Artery, Left 
See K Femoral Artery, Right 


Popliteal Artery, Left 
See M Popliteal Artery, 
Right 


@ Open 


4 Percutaneous Endoscopic 


3 Percutaneous 


Autologous Arterial Tissue 
Synthetic Substitute 
Nonautologous Tissue 
Substitute 

No Device 


Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 


Nonautologous Tissue 
Substitute 


).S Seser Qualifier. 
es —_ Qualifier_ 
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7 a 
“oy Character 7 Sanaa 
Abdominal Aorta 

Celiac Artery 

Mesenteric Artery 

Renal Artery, Right 

Renal Artery, Left 

Renal Artery, Bilateral 
Common lliac Artery, Right 
Common lliac Artery, Left 
Common lliac Arteries, 
Bilateral 

Internal Iliac Artery, Right 
Internal Iliac Artery, Left 
Internal Iliac Arteries, Bilateral 
External Iliac Artery, Right 
External Iliac Artery, Left 
External Iliac Arteries, 
Bilateral 

Femoral Artery, Right 

Femoral Artery, Left 

Femoral Arteries, Bilateral 
Lower Extremity Artery 

Lower Artery 


Renal Artery, Right 
Renal Artery, Left 
Renal Artery, Bilateral 


Internal Iliac Artery, Right 
Internal Iliac Artery, Left 
Internal Iliac Arteries, Bilateral 
External Iliac Artery, Right 
External Iliac Artery, Left 
External Iliac Arteries, 
Bilateral 

Femoral Artery, Right 
Femoral Artery, Left 
Femoral Arteries, Bilateral 
Foot Artery 

Lower Extremity Artery 


Femoral Artery, Right 
Femoral Artery, Left 
Femoral Arteries, Bilateral 
Popliteal Artery 

Peroneal Artery 

Posterior Tibial Artery 


~ Foot Artery 


Lower Extremity Artery 
Lower Extremity Vein 


Z No Device 
9 Autologous VenousTissue | 9 
A Autologous ArterialTissue |B 
J Synthetic Substitute C 
K Nonautologous Tissue D 
Substitute F 
Z No Device G 
H 
J 
K 
Pp. 
Q 
9 Autologous VenousTissue |H 
A Autologous ArterialTissue | J 
J Synthetic Substitute K 
K Nonautologous Tissue L 
Substitute M 
Z No Device N 
P 
Q 
Ss 
J Synthetic Substitute Q 
s 


Lower Extremity Artery 
Lower Extremity Vein 


® Open 
4 Percutaneous Endoscopic 


zl 
9 Autologous Venous Tissue |L Popliteal Artery 
A Autologous Arterial Tissue | M Peroneal Artery 
J Synthetic Substitute P Foot Artery 
K Nonautologous Tissue Q Lower Extremity Artery 
Substitute S Lower Extremity Vein 
Z No Device 


941 Continued on next page 
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Lower Arteries 041-041 FE 
6 
® Medical and Surgical 941 Continued = 
4 Lower Arteries 4 
1 Bypass Definition: Altering the route of passage of the contents of a tubular body part > 
= 
a 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 
route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


o> aim, BodyPart 22... 3 | Approach | Device Qualifier — 
en . _ Character 4 . | Character 5 of Character 6 joe _ Character 7 


M Popliteal Artery, Right N_ Popliteal Artery, Left 


1) 
= 
Exo 
@o 
7 


3 Percutaneous J Synthetic Substitute Q_ Lower Extremity Artery 
Inferior genicular artery See M Popliteal Artery, S Lower Extremity Vein 
Middle genicular artery Right 
Superior genicular artery 
Sural artery 


Tibioperoneal trunk 


P Anterior Tibial Artery, Q Anterior Tibial Artery, ® Open J Synthetic Substitute Q Lower Extremity Artery 
Right Left 3 Percutaneous S Lower Extremity Vein 
Anterior lateral malleolar See P Anterior Tibial Artery, | 4 Percutaneous Endoscopic 
artery Right 

Anterior medial malleolar R Posterior Tibial Artery, 
artery Right 

Anterior tibial recurrent § posterior Tibial Artery, 
artery Left 


Dorsalis pedis artery 
Posterior tibial recurrent 
artery 


T Peroneal Artery, Right V_ Foot Artery, Right ® Open 9 Autologous VenousTissue |P Foot Artery 
Fibular artery Arcuate artery 4 Percutaneous Endoscopic A Autologous Arterial Tissue |Q Lower Extremity Artery 
U_Peroneal Artery, Left Dorsal metatarsal artery J Synthetic Substitute S Lower Extremity Vein 
See T Peroneal Artery, Right Lateral plantar artery K Nonautologous Tissue 


Lateral tarsal artery 

Medial plantar artery 
W FootArtery, Left 

See V Foot Artery, Right 


Substitute 
No Device 


T Peroneal Artery, Right V_ Foot Artery, Right 3 Percutaneous Synthetic Substitute Q Lower Extremity Artery 
Fibular artery Arcuate artery S Lower Extremity Vein 
U_ Peroneal Artery, Left Dorsal metatarsal artery 


SeeTPeronealArtery, Right Lateral plantar artery 
Lateral tarsal artery 
Medial plantar artery 
W Foot Artery, Left 
See V Foot Artery, Right 


. . a a <4 . . 
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Eq Limited Coverage [4 Noncovered [ Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR 


ee 045-045 Lower Arteries ICD-10-PCS 2021 
7) 
a 6 Medical and Surgical 
ba 4 Lower Arteries , 
a 5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
7 Explanation: None of the body part is physically taken out 
3S Res ie a ie Body Parte S79 ot gore ete ae ae 
Ss & Si Me _ Character4 - Rise ues el Ret aroes ‘cha 
® Abdominal Aorta F Internal Iliac Artery, Left @ Open 
Inferior phrenic artery See E Internal lliac Artery, Right |3 Percutaneous 
Lumbar artery H_ External Iliac Artery, Right 4 Percutaneous Endoscopic 
Median sacral artery Deep circumflex iliac artery 
Middle suprarenal artery Inferior epigastric artery 
Ovarian artery J External Iliac Artery, Left 
Testicular artery See H External Iliac Artery, Right 
1 Celiac Artery K Femoral Artery, Right 
Celiac trunk Circumflex iliac artery 
2. Gastric Artery Deep femoral artery 
Left gastric artery Descending genicular artery 
Right gastric artery External pudendal artery 
3 Hepatic Artery Superficial epigastric artery 
Common hepatic artery L_ Femoral Artery, Left 
Gastroduodenal artery See K Femoral Artery, Right 
Hepatic artery proper M Popliteal Artery, Right 
4 Splenic Artery Inferior genicular artery 
Left gastroepiploic artery Middle genicular artery 
Pancreatic artery Superior genicular artery 
Short gastric artery Sural artery 
5 Superior Mesenteric Artery Tibioperoneal trunk 
lleal artery N Popliteal Artery, Left 
lleocolic artery See M Popliteal Artery, Right 
Inferior pancreaticoduodenal p Anterior Tibial Artery, Right 
_ artery Anterior lateral malleolar 
Jejunal artery artery 
6 Colic Artery, Right Anterior medial malleolar 
7 Colic Artery, Left artery 
8 Colic Artery, Middle Anterior tibial recurrent artery 
9 Renal Artery, Right Dorsalis pedis artery 
Inferior suprarenal artery Posterior tibial recurrent artery 
Renal segmental artery Q Anterior Tibial Artery, Left 
A Renal Artery, Left See P Anterior Tibial Artery, 
See 9 Renal Artery, Right Right 
B Inferior Mesenteric Artery | R Posterior Tibial Artery, Right 
Sigmoid artery S Posterior Tibial Artery, Left 
Superior rectal artery T Peroneal Artery, Right 
C Common lliac Artery, Right Fibular artery 
D Common lliac Artery, Left U_ Peroneal Artery, Left 
E Internal Iliac Artery, Right See T Peroneal Artery, Right 
Deferential artery V_ Foot Artery, Right 
Hypogastric artery Arcuate artery 
lliolumbar artery Dorsal metatarsal artery 
Inferior gluteal artery Lateral plantar artery 
Inferior vesical artery Lateral tarsal artery 
Internal pudendal artery Medial plantar artery 
Lateral sacral artery W Foot Artery, Left 
Middle rectal artery See V Foot Artery, Right 
Obturator artery Y Lower Artery 
Superior gluteal artery Umbilical artery 
Umbilical artery 
Uterine artery 
Vaginal artery 


New/Revised in GREEN 
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ICD-10-PCS 2021 Lower Arteries 047-047 


9 Medical and Surgical 
4 Lower Arteries 


7 Dilation Definition: Expanding an orifice or the lumen of a tubular body part 


ee pte BDevices. fst Qualifier = 
we des et Sete to See do) ~ Character 6-sarwaliy'- Character? 
] F Internal Iliac Artery, Left ® Open 4 Intraluminal Device, 1 Drug-Coated Balloon 
Inferior phrenic artery See E Internal Iliac Artery, Right |3 Percutaneous Drug-eluting Z_ No Qualifier 
Lumbar artery H_ External Iliac Artery, Right 4 Percutaneous Endoscopic | D Intraluminal Device 
Median sacral artery Deep circumflex iliac artery Z No Device 
Middle suprarenal artery Inferior epigastric artery 
Ovarian artery J External Iliac Artery, Left 
Testicular artery See H External Iliac Artery, Right 
1 Celiac Artery K Femoral Artery, Right 
Celiac trunk Circumflex iliac artery 
2 Gastric Artery Deep femoral artery 
Left gastric artery Descending genicular artery 
Right gastric artery External pudendal artery 
3 Hepatic Artery Superficial epigastric artery 
Common hepatic artery L_ Femoral Artery, Left 
Gastroduodenal artery See K Femoral Artery, Right 
Hepatic artery proper M Popliteal Artery, Right 
4 Splenic Artery Inferior genicular artery 
Left gastroepiploic artery Middle genicular artery 
Pancreatic artery Superior genicular artery 
Short gastric artery Sural artery 
5 Superior Mesenteric Artery Tibioperoneal trunk 
lleal artery N_ Popliteal Artery, Left 
lleocolic artery — See M Popliteal Artery, Right 
Inferior pancreaticoduodenal p Anterior Tibial Artery, Right 
_ artery Anterior lateral malleolar 
Jejunal artery artery 
6 Colic Artery, Right Anterior medial malleolar 
7 Colic Artery, Left artery 
8 Colic Artery, Middle Anterior tibial recurrent artery 
9 Renal Artery, Right Dorsalis pedis artery 
Inferior suprarenal artery Posterior tibial recurrent artery 
Renal segmental artery Q Anterior Tibial Artery, Left 
A Renal Artery, Left See P Anterior Tibial Artery, 
See 9 Renal Artery, Right Right : 
B Inferior Mesenteric Artery Posterior Tibial Artery, Right 
Sigmoid artery S Posterior Tibial Artery, Left 
Superior rectal artery T Peroneal Artery, Right 
C Common lliac Artery, Right Fibular artery 
D Common lliac Artery, Left U Peroneal Artery, Left — 
E Internal Iliac Artery, Right See T Peroneal Artery, Right 
Deferential artery V_ Foot Artery, Right 
Hypogastric artery Arcuate artery 
lliolumbar artery Dorsal metatarsal artery 
Inferior gluteal artery Lateral plantar artery 
Inferior vesical artery Lateral tarsal artery 
Internal pudendal artery Medial plantar artery 
Lateral sacral artery W Foot Artery, Left 
Middle rectal artery See V Foot Artery, Right 
Obturator artery Y_ Lower Artery 
Superior gluteal artery Umbilical artery 
Umbilical artery 
Uterine artery 
Vaginal artery 
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047-947 Lower Arteries ICD-10-PCS 2021 


ee mM ee 
® Medical and Surgical 047 Continued 
4 Lower Arteries 
7 Dilation Definition: Expanding an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
nega pressure or by cone part of bs orifice or wall of the aaa body part. 


Bie hos ee Body Part dot 0 2g | Approach ie eae pee 


os ese TES Character4 Sot a aera we ae % Character 5 ’ 
® Abdominal Aorta F Internal Iliac Artery, Left 5 Intraluminal Device, Drug- 
I eluting, Two 


Inferior phrenic artery 
Lumbar artery H_ External Iliac Artery, Right Intraluminal Device, Drug- 


wn 
o 
‘= 
7) 
i 
a 
9 
bs 
o 
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onli 


Qualifier — 
i poe Sets 
ee Character? 


Z_ No Qualifier 


947-947 


Median sacral artery 
Middle suprarenal artery 


Deep circumflex iliac artery 
Inferior epigastric artery 


eluting, Three 


Intraluminal Device, Drug- 


Ovarian artery J External Iliac Artery, Left eluting, Four or More 
Testicular artery See H External Iliac Artery, Right intraluminal Device, Two 
1 Celiac Artery K Femoral Artery, Right Intraluminal Device, Three 
Celiac trunk Circumflex iliac artery Intraluminal Device, Four 
2 Gastric Artery Deep femoral artery or More 
Left gastric artery Descending genicular artery 
Right gastric artery External pudendal artery 
3 Hepatic Artery Superficial epigastric artery 
Common hepatic artery L Femoral Artery, Left 
Gastroduodenal artery See K Femoral Artery, Right 
Hepatic artery proper M Popliteal Artery, Right 
4 Splenic Artery Inferior genicular artery 
Left gastroepiploic artery Middle genicular artery 
Pancreatic artery Superior genicular artery 
Short gastric artery Sural artery : 
5 Superior Mesenteric Artery Tibioperoneal trunk 
lleal artery N Popliteal Artery, Left 
lleocolic artery See M Popliteal Artery, Right 
Inferior pancreaticoduodenal p Anterior Tibial Artery, Right 
_ artery Anterior lateral malleolar 
Jejunal artery arte 
6 Colic Artery, Right Anterior medial malleolar 
7 Colic Artery, Left artery 
8 Colic Artery, Middle Anterior tibial recurrent artery 
9 Renal Artery, Right Dorsalis pedis artery 
Inferior suprarenal artery Posterior tibial recurrent artery 
Renal segmental artery Q Anterior Tibial Artery, Left 
A Renal Artery, Left See P Anterior Tibial Artery, 
See 9 Renal Artery, Right Right 
B Inferior Mesenteric Artery | % Posterior Tibial Artery, Right 
Sigmoid artery S Posterior Tibial Artery, Left 
Superior rectal artery T Peroneal Artery, Right 
C Common lliac Artery, Right Fibular artery 
D Common lliac Artery, Left U_ Peroneal Artery, Left 
E Internal Iliac Artery, Right See T Peroneal Artery, Right 
Deferential artery V_ Foot Artery, Right 
Hypogastric artery Arcuate artery 
lliolumbar artery Dorsal metatarsal artery 
Inferior gluteal artery Lateral plantar artery 
Inferior vesical artery Lateral tarsal artery 
Internal pudendal artery Medial plantar artery 
Lateral sacral artery W Foot Artery, Left 
Middle rectal artery See V Foot Artery, Right 
Obturator artery Y Lower Artery 
Superior gluteal artery Umbilical artery 
Umbilical artery 
Uterine artery 
Vaginal artery 
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8 Medical and Surgical = 
4 Lower Arteries 5 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part > 
ey 

ee 


woona 


ae ma) ¥ | . 

ae : env «Se 

Abdominal Aorta 

Inferior phrenic artery 

Lumbar artery 

Median sacral artery 

Middle suprarenal artery 

Ovarian artery 

Testicular artery 

Celiac Artery 

Celiac trunk 

Gastric Artery 

Left gastric artery 

Right gastric artery 

Hepatic Artery 

Common hepatic artery 

Gastroduodenal artery 

Hepatic artery proper 

Splenic Artery 

Left gastroepiploic artery 

Pancreatic artery 

Short gastric artery 

Superior Mesenteric Artery 

lleal artery 

lleocolic artery 

Inferior pancreaticoduodenal 
artery 

Jejunal artery 

Colic Artery, Right 

Colic Artery, Left 

Colic Artery, Middle 

Renal Artery, Right 

Inferior suprarenal artery 

Renal segmental artery 


A Renal Artery, Left 


mon 
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See 9 Renal Artery, Right 
Inferior Mesenteric Artery 
Sigmoid artery 

Superior rectal artery 
Common lliac Artery, Right 
Common Iliac Artery, Left 
Internal Iliac Artery, Right 
Deferential artery 
Hypogastric artery 
lliolumbar artery 

Inferior gluteal artery 
Inferior vesical artery 
Internal pudendal artery 
Lateral sacral artery 

Middle rectal artery 
Obturator artery 

Superior gluteal artery 
Umbilical artery 

Uterine artery 
Vaginal artery 


AWD 


< ¢ 


Fy 2% 3 


” eal lliac Artery, Tet 

See E Internal Iliac Artery, Right 

External Iliac Artery, Right 

Deep circumflex iliac artery 

Inferior epigastric artery 

External Iliac Artery, Left 

See H External Iliac Artery, Right 

Femoral Artery, Right 

Circumflex iliac artery 

Deep femoral artery 

Descending genicular artery 

External pudendal artery 

Superficial epigastric artery 

Femoral Artery, Left 

See K Femoral Artery, Right 

Popliteal Artery, Right 

Inferior genicular artery 

Middle genicular artery 

Superior genicular artery 

Sural artery 

Tibioperoneal trunk 

Popliteal Artery, Left 

See M Popliteal Artery, Right 

Anterior Tibial Artery, Right 

Anterior lateral malleolar 
artery 

Anterior medial malleolar 
artery 

Anterior tibial recurrent artery 

Dorsalis pedis artery 

Posterior tibial recurrent artery 

Anterior Tibial Artery, Left 

See P Anterior Tibial Artery, 
Right 

Posterior Tibial Artery, Right 

Posterior Tibial Artery, Left 

Peroneal Artery, Right 

Fibular artery 

Peroneal Artery, Left 

See T Peroneal Artery, Right 

Foot Artery, Right 

Arcuate artery 

Dorsal metatarsal artery 

Lateral plantar artery 

Lateral tarsal artery 

Medial plantar artery 

Foot Artery, Left 

See V Foot Artery, Right 

Lower Artery 

Umbilical artery 


ie The aualifien DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Approach | 
sChaincter ; 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Non-OR 949[0,1,2,3,4,5,6,7,8,9,A,B,C,D,E,F,H,J,K,L,M,N,P,Q,R,S,T,U,V,W,Y][8,3,4]0Z 


Device ‘s 
Character 6 ve 


8 Drainage Device 


Qualifier 
Character 7 | 


Z No Qualifier 
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ICD-10-PCS 2021 


vm ~949-949 Lower Arteries 

@ eee ess nr ssi i A 
a ® Medical and Surgical 949 Continued 

= 4 Lower Arteries 
= 9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 

7 Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 

S 5 : Body; Partin cant tes ay Approach | Device fg Qualifier pire sex 
Ss MR oie rae ; Character 4 cS ‘ srt _ CharacterS | | Character 6 af oe Character: Z ten tig: 

® Abdominal Aorta F Internal Iliac Artery, Left Open Z No Device X Diagnostic 


Inferior phrenic artery See E Internal Iliac Artery, Right Z_ No Qualifier 


) 
3 Percutaneous 
Lumbar artery H_ External Iliac Artery, Right 4 


Percutaneous Endoscopic 


Median sacral artery 
Middle suprarenal artery 


Deep circumflex iliac artery 
Inferior epigastric artery 


Ovarian artery J External Iliac Artery, Left 
Testicular artery See H External Iliac Artery, Right 

1 Celiac Artery K Femoral Artery, Right 
Celiac trunk Circumflex iliac artery 

2. Gastric Artery Deep femoral artery 
Left gastric artery Descending genicular artery 
Right gastric artery External pudenda! artery 

3 Hepatic Artery Superficial epigastric artery 
Common hepatic artery L Femoral Artery, Left 
Gastroduodenal artery See K Femoral Artery, Right 
Hepatic artery proper M Popliteal Artery, Right. 

4 Splenic Artery Inferior genicular artery 
Left gastroepiploic artery Middle genicular artery 
Pancreatic artery Superior genicular artery 
Short gastric artery Sural artery 

5 Superior Mesenteric Artery Tibioperoneal trunk 
lleal artery N_ Popliteal Artery, Left 
lleocolic artery See M Popliteal Artery, Right 
Inferior pancreaticoduodenal pp Anterior Tibial Artery, Right 

_ artery Anterior lateral malleolar 

Jejunal artery artery 

6 Colic Artery, Right Anterior medial malleolar 

7 Colic Artery, Left artery 

8 Colic Artery, Middle Anterior tibial recurrent artery 

9 Renal Artery, Right Dorsalis pedis artery 
Inferior suprarenal artery Posterior tibial recurrent artery 
Renal segmental artery Q Anterior Tibial Artery, Left 

A Renal Artery, Left See P Anterior Tibial Artery, 
See 9 Renal Artery, Right Right 

B Inferior Mesenteric Artery | Posterior Tibial Artery, Right 
Sigmoid artery S Posterior Tibial Artery, Left 
Superior rectal artery T Peroneal Artery, Right 

C Common lliac Artery, Right Fibular artery 

D CommoniliacArtery,Left  U Peroneal Artery, Left 

E_ Internal Iliac Artery, Right See T Peroneal Artery, Right 
Deferential artery V_ Foot Artery, Right 
Hypogastric artery Arcuate artery 
lliolumbar artery Dorsal metatarsal artery 
Inferior gluteal artery Lateral plantar artery 
Inferior vesical artery Lateral tarsal artery 
Internal pudendal artery Medial plantar artery 
Lateral sacral artery W FootArtery, Left 
Middle rectal artery See V Foot Artery, Right 
Obturator artery Y Lower Artery 


Superior gluteal artery 
Umbilical artery 

Uterine artery 
Vaginal artery 


Umbilical artery 


Non-OR 049[0,1,2,3,4,5,6,7,8,9,A,B,C,D,E,F,H,J,K,L,M,N,P,Q,R,S,T,U,V,W,Y]3ZX 
Non-OR 949[9,1,2,3,4,5,6,7,8,9,A,B,C,D,E,F,H,J,K,L,M,N,P,Q,R,S,1,U,V,W,Y][@,3,4]ZZ 
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ICD-10-PCS 2021 


8 Medical and Surgical 
4 Lower Arteries 


Lower Arteries G4B-04B 


B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


® Abdominal Aorta 
Inferior phrenic artery 
Lumbar artery 
Median sacral artery 
Middle suprarenal artery 
Ovarian artery 
Testicular artery 
1. Celiac Artery 
Celiac trunk 
2 Gastric Artery 
Left gastric artery 
Right gastric artery 
3 Hepatic Artery 
Common hepatic artery 
Gastroduodenal artery 
Hepatic artery proper 
4 Splenic Artery 
Left gastroepiploic artery 
Pancreatic artery 
Short gastric artery 
5 Superior Mesenteric Artery 
lleal artery 
lleocolic artery 
Inferior pancreaticoduodenal 
artery 
Jejunal artery 
Colic Artery, Right 
Colic Artery, Left 
Colic Artery, Middle 
Renal Artery, Right 
Inferior suprarenal artery 
Renal segmental artery 
A Renal Artery, Left 
See 9 Renal Artery, Right 
B_ Inferior Mesenteric Artery 
Sigmoid artery 
Superior rectal artery 
Common lliac Artery, Right 
Common lliac Artery, Left 
Internal Iliac Artery, Right 
Deferential artery 
Hypogastric artery 
lliolumbar artery 
Inferior gluteal artery 
Inferior vesical artery 
Internal pudendal artery 
Lateral sacral artery 
Middle rectal artery 
Obturator artery 
Superior gluteal artery 
Umbilical artery 
Uterine artery 
Vaginal artery 
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F 


H 


aA nD 


ow Body Part | 


; Z , Approach Device . Qualifier — 


Internal Iliac Artery, Left ® Open Z No Device X Diagnostic 
See E Internal Iliac Artery, Right |}3 Percutaneous Z No Qualifier 
External Iliac Artery, Right | 4 Percutaneous Endoscopic 


Deep circumflex iliac artery 

Inferior epigastric artery 

External Iliac Artery, Left 

See H External Iliac Artery, Right 

Femoral Artery, Right 

Circumflex iliac artery 

Deep femoral artery 

Descending genicular artery 

External pudendal artery 

Superficial epigastric artery 

Femoral Artery, Left 

See K Femoral Artery, Right 

Popliteal Artery, Right 

Inferior genicular artery 

Middle genicular artery 

Superior genicular artery 

Sural artery 

Tibioperoneal trunk 

Popliteal Artery, Left 

See M Popliteal Artery, Right 

Anterior Tibial Artery, Right 

Anterior lateral malleolar 
artery 

Anterior medial malleolar 
artery 

Anterior tibial recurrent artery 

Dorsalis pedis artery 

Posterior tibial recurrent artery 

Anterior Tibial Artery, Left 

See P Anterior Tibial Artery, 
Right 

Posterior Tibial Artery, Right 

Posterior Tibial Artery, Left 

Peroneal Artery, Right 

Fibular artery 

Peroneal Artery, Left 

See T Peroneal Artery, Right 

Foot Artery, Right 

Arcuate artery 

Dorsal metatarsal artery 

Lateral plantar artery 

Lateral tarsal artery 

Medial plantar artery 

Foot Artery, Left 

See V Foot Artery, Right 

Lower Artery 

Umbilical artery 
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ICD-10-PCS 2021 


84C-94C Lower Arteries 
® Medical and Surgical 
4 Lower Arteries 
C_ Extirpation Definition: Taking or cutting out solid matter from a body part 


Explanation: The solid matter may be an abnormal byproduct of a biological function ora foreign body; it may be imbedded in a body part or in 


the lumen of a tubular body part. The solid matter may or may not ueve been prepay broken into pieces. 


eae IY De oe ee 
spin 
Rae Bet 


i=] Ba 


Abdominal Aorta 
Inferior phrenic artery 
Lumbar artery 
Median sacral artery 
Middle suprarenal artery 
Ovarian artery 
Testicular artery 
Celiac Artery 
Celiac trunk 
Gastric Artery 
Left gastric artery 
Right gastric artery 
Hepatic Artery 
Common hepatic artery 
Gastroduodenal artery 
Hepatic artery proper 
Splenic Artery 
Left gastroepiploic artery 
Pancreatic artery 
Short gastric artery 
Superior Mesenteric Artery 
lleal artery 
lleocolic artery 
Inferior pancreaticoduodenal 
artery 
Jejunal artery 
Colic Artery, Right 
Colic Artery, Left 
Colic Artery, Middle 
Renal Artery, Right 
Inferior suprarenal artery 
Renal segmental artery 
Renal Artery, Left 
See 9 Renal Artery, Right 
B_ Inferior Mesenteric Artery 
Sigmoid artery 
Superior rectal artery 
C Common lliac Artery, Right 
D Common lliac Artery, Left 
E Internal lliac Artery, Right 
Deferential artery 
Hypogastric artery 
lliolumbar artery 
Inferior gluteal artery 
Inferior vesical artery 
Internal pudendal artery 
Lateral sacral artery 
Middle rectal artery 
Obturator artery 
Superior gluteal artery 
Umbilical artery 
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> w 


wu 


woaona 
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~~ Body Part. = Beare 
“Character eh ah 


F 


san BD 


Internal Iliac Artery, Left 


External Iliac Artery, Right 

Deep circumflex iliac artery 

Inferior epigastric artery 

External Iliac Artery, Left 

See H External Iliac Artery, Right 

Femoral Artery, Right 

Circumflex iliac artery 

Deep femoral artery 

Descending genicular artery 

External pudendal artery 

Superficial epigastric artery 

Femoral Artery, Left 

See K Femoral Artery, Right 

Popliteal Artery, Right 

Inferior genicular artery 

Middle genicular artery 

Superior genicular artery 

Sural artery 

Tibioperoneal trunk 

Popliteal Artery, Left 

See M Popliteal Artery, Right 

Anterior Tibial Artery, Right 

Anterior lateral malleolar artery 

Anterior medial malleolar artery 

Anterior tibial recurrent artery 

Dorsalis pedis artery 

Posterior tibial recurrent artery 

Anterior Tibial Artery, Left 

See P Anterior Tibial Artery, 
Right 

Posterior Tibial Artery, Right 

Posterior Tibial Artery, Left 

Peroneal Artery, Right 

Fibular artery 

Peroneal Artery, Left 

See T Peroneal Artery, Right 

Foot Artery, Right 

Arcuate artery 

Dorsal metatarsal artery 

Lateral plantar artery 

Lateral tarsal artery 

Medial plantar artery 

Foot Artery, Left 

See V Foot Artery, Right 

Lower Artery 

Umbilical artery 


@ Open 
See E Internal Iliac Artery, Right | 3 Percutaneous 
4 Percutaneous Endoscopic 


ees 
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Approach ss |_— 
“characters | __Character6__ 


Z No Device 


Device eam ee 
ere 


) Z No Qualifier 


Uterine artery 
Vaginal artery 
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9 Medical and Surgical 
4 Lower Arteries 
F Fragmentation Definition: Breaking solid matter in a body part into pieces 


wy 48M07 


sae 


Approach » Device, = eerie Qualifier — : 
Rat t eat _ Character 5 Character6 Character? 
C Common lliac Artery, Right L Femoral Artery, Left 3 Percutaneous Z No Device 8 Ultrasonic 
D Common lliac Artery, Left See K Femoral Artery, Right Z No Qualifier 
E Internal Iliac Artery, Right | M Popliteal Artery, Right 
Deferential artery Inferior genicular artery 
Hypogastric artery Middle genicular artery 
lliolumbar artery Superior genicular artery 
Inferior gluteal artery Sural artery 
Inferior vesical artery Tibioperoneal trunk 
Internal pudendal artery N_ Popliteal Artery, Left 
Lateral sacral artery See M Popliteal Artery, Right 
Middle rectal artery P Anterior Tibial Artery, Right 
Obturator artery Anterior lateral malleolar artery 
Superior gluteal artery Anterior medial malleolar artery 
Umbilical artery Anterior tibial recurrent artery 
Uterine artery Dorsalis pedis artery 
Vaginal artery Posterior tibial recurrent artery 


fo) 


F Internal Iliac Artery, Left Anterior Tibial Artery, Left 
See E Internal Iliac Artery, Right See P Anterior Tibial Artery, 
H_ External Iliac Artery, Right Right 
Deep circumflex iliac artery Posterior Tibial Artery, Right 
Inferior epigastric artery Posterior Tibial Artery, Left 
J External Iliac Artery, Left Peroneal Artery, Right 
SeeH External liac Artery, Right —_Fibular artery 
K Femoral Artery, Right 
Circumflex iliac artery 
Deep femoral artery 
Descending genicular artery 
External pudendal artery 
Superficial epigastric artery 
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Peroneal Artery, Left 

See T Peroneal Artery, Right 
Lower Artery 

Umbilical artery 
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94H-94H 


® Medical and Surgical 
4 Lower Arteries 
H_ Insertion 


take the place of a body part 
Explanation: None 


2 - a 
aaa een Oe 
8 Abdominal Aorta 

Inferior phrenic artery 
Lumbar artery 
Median sacral artery 
Middle suprarenal artery 
Ovarian artery 
Testicular artery 


1 Celiac Artery 
Celiac trunk 
2. Gastric Artery 
Left gastric artery 
Right gastric artery 
3 Hepatic Artery 
Common hepatic artery 
Gastroduodenal artery 
Hepatic artery proper 
4 Splenic Artery 
Left gastroepiploic artery 
Pancreatic artery 
Short gastric artery 
5 Superior Mesenteric Artery 
lleal artery 
lleocolic artery 
Inferior pancreaticoduodenal 
artery 
Jejunal artery 
Colic Artery, Right 
Colic Artery, Left 
Colic Artery, Middle 
Renal Artery, Right 
Inferior suprarenal artery 
Renal segmental artery 
A Renal Artery, Left 
See 9 Renal Artery, Right 
B_ Inferior Mesenteric Artery 
Sigmoid artery 
Superior rectal artery 
Common lliac Artery, Right 
Common lliac Artery, Left 
Internal Iliac Artery, Right 
Deferential artery 
Hypogastric artery 
lliolumbar artery 
Inferior gluteal artery 
Inferior vesical artery 
Internal pudendal artery 
Lateral sacral artery 
Middle rectal artery 
Obturator artery 
Superior gluteal artery 
Umbilical artery 
Uterine artery 
Vaginal artery 
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Y_ Lower Artery 
Umbilical artery 


Non-OR 
Non-OR 
Non-OR 
Non-OR 
Non-OR 


04HO[0,3,4][2,3]Z 


O4HY32Z 
O4HY[0,3,4]3Z 
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Body Part 
% pec - 


Internal Iliac Artery, Left 

See E Internal Iliac Artery, Right 

External Iliac Artery, Right 

Deep circumflex iliac artery 

Inferior epigastric artery 

External Iliac Artery, Left 

See H External Iliac Artery, Right 

Femoral Artery, Right. 

Circumflex iliac artery 

Deep femoral artery 

Descending genicular artery 

External pudendal artery 

Superficial epigastric artery 

Femoral Artery, Left 

See K Femoral Artery, Right 

Popliteal Artery, Right 

Inferior genicular artery 

Middle genicular artery 

Superior genicular artery 

Sural artery 

Tibioperoneal trunk 

Popliteal Artery, Left 

See M Popliteal Artery, Right 

Anterior Tibial Artery, Right 

Anterior lateral malleolar artery 

Anterior medial malleolar artery 

Anterior tibial recurrent artery 

Dorsalis pedis artery 

Posterior tibial recurrent artery 

Anterior Tibial Artery, Left 

See P Anterior Tibial Artery, 
Right 

Posterior Tibial Artery, Right 

Posterior Tibial Artery, Left 

Peroneal Artery, Right 

Fibular artery 

Peroneal Artery, Left 

See T Peroneal Artery, Right 

Foot Artery, Right 

Arcuate artery 

Dorsal metatarsal artery 

Lateral plantar artery 

Lateral tarsal artery 

Medial plantar artery 

Foot Artery, Left 

See V Foot Artery, Right 
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Lower Arteries ICD-10-PCS 2021 


Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


ae ih SNS Shee oes 


vs Approach — 4 k fi Device sole Quali lifer 
Characters | Character6. =| Character? 
Open 2 Monitoring Device Z No Qualifi ier 
Percutaneous 3 Infusion Device 
Percutaneous Endoscopic | D Intraluminal Device 
Open 3 Infusion Device Z No Qualifier 
Percutaneous D Intraluminal Device 


Percutaneous Endoscopic 


\ 


1) 
3 
4 


Z_ No Qualifier 


Open 
Percutaneous 3 
Percutaneous Endoscopic | D 
Y Other Device 


2 Monitoring Device 
Infusion Device 
Intraluminal Device 
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8 Medical and Surgical 
4 Lower Arteries 
J Inspection Definition: Visually and/or manually exploring a body part 
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le Device eae ak eS Qualifier’, . 2% 
____Sharacter6 Character? 


Z_ No Qualifier 


1) 
= 
Re 
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Approach 
Character 5 — 
® Open 
3 Percutaneous 

4 Percutaneous Endoscopic 
X External 


a eaten PRT 
Y Lower Artery 
Umbilical artery 


Z No Device 


Non-OR 94JY(3,4,X]ZZ 


6 Medical and Surgical 
4 Lower Arteries 
L Occlusion Definition: Completely closing an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


Fees mere IRE ORY Body Part ; ; Approach poe Device ola Qualifier 
—— Character 4 i ; Character 5 alia. _ Character6 Character 7 _ ‘ 
1) 


Abdominal Aorta ® Open Extraluminal Device Z No Qualifier 
Inferior phrenic artery 4 Percutaneous Endoscopic | D Intraluminal Device 
Lumbar artery No Device 
Median sacral artery 
Middle suprarenal artery 
Ovarian artery 
Testicular artery 


® Abdominal Aorta 3 Percutaneous 
Inferior phrenic artery 
Lumbar artery 
Median sacral artery 
Middle suprarenal artery 
Ovarian artery 
Testicular artery 


® Abdominal Aorta 
Inferior phrenic artery 
Lumbar artery 
Median sacral artery 
Middle suprarenal artery 
Ovarian artery 
Testicular artery 


Extraluminal Device Z_ No Qualifier 


No Device 


— 


Temporary 
Z_ No Qualifier 


Intraluminal Device 


3 Percutaneous 


94L Continued on next page 
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Medical and Surgical 
Lower Arteries 
Occlusion 


__Body Part 


Sk Character £0 ae 


Celiac Artery 

Celiac trunk 

Gastric Artery 

Left gastric artery 

Right gastric artery 

Hepatic Artery 

Common hepatic artery 

Gastroduodenal artery 

Hepatic artery proper 

Splenic Artery 

Left gastroepiploic artery 

Pancreatic artery 

Short gastric artery 

Superior Mesenteric Artery 

lleal artery 

lleocolic artery 

Inferior pancreaticoduodenal 
artery 

Jejunal artery 

Colic Artery, Right 

Colic Artery, Left 

Colic Artery, Middle 

Renal Artery, Right 

Inferior suprarenal artery 

Renal segmental artery 

Renal Artery, Left 

See 9 Renal Artery, Right 

Inferior Mesenteric Artery 

Sigmoid artery 

Superior rectal artery 

Common lliac Artery, Right 

Common Iliac Artery, Left 

External Iliac Artery, Right 

Deep circumflex iliac artery 

Inferior epigastric artery 

External Iliac Artery, Left 

See H External Iliac Artery, Right 


Internal Iliac Artery, Right 
Deferential artery 
Hypogastric artery 
lliolumbar artery 
Inferior gluteal artery 
Inferior vesical artery 
Internal pudendal artery 
Lateral sacral artery 
Middle rectal artery 
Obturator artery 
Superior gluteal artery 
Umbilical artery 

Uterine artery 

Vaginal artery 


an wD 


< ¢« 


Femoral Artery, Right 

Circumflex iliac artery 

Deep femoral artery 

Descending genicular artery 

External pudendal artery 

Superficial epigastric artery 

Femoral Artery, Left 

See K Femoral Artery, Right 

Popliteal Artery, Right 

Inferior genicular artery 

Middle genicular artery 

Superior genicular artery 

Sural artery 

Tibioperoneal trunk 

Popliteal Artery, Left 

See M Popliteal Artery, Right 

Anterior Tibial Artery, Right 

Anterior lateral malleolar 
artery 

Anterior medial malleolar 
artery 

Anterior tibial recurrent artery 

Dorsalis pedis artery 

Posterior tibial recurrent artery 

Anterior Tibial Artery, Left 

See P Anterior Tibial Artery, 
Right 

Posterior Tibial Artery, Right 

Posterior Tibial Artery, Left 

Peroneal Artery, Right 

Fibular artery 

Peroneal Artery, Left 

See T Peroneal Artery, Right 

Foot Artery, Right 

Arcuate artery 

Dorsal metatarsal artery 

Lateral plantar artery 

Lateral tarsal artery 

Medial plantar artery 

Foot Artery, Left 

See V Foot Artery, Right 

Lower Artery 

Umbilical artery 
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Lower Arteries 


Definition: Completely closing an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice 


Approach — 
Character 5 
@® Open 

3 Percutaneous 

4 Percutaneous Endoscopic 


Device 
Character 6 


C_ Extraluminal Device 


D Intraluminal Device 
Z No Device 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


C_ Extraluminal Device 
D Intraluminal Device 
Z No Device 


Ls 


ai 


ICD-10-PCS 2021 
04L Continued 


inten Qualifier ee fae 
vo Character] Gee 


Z No Qualifier 


T Uterine Artery, Right © 
Z_ No Qualifier 


Internal Iliac Artery, Left 
Deferential artery 
Hypogastric artery 
lliolumbar artery 

Inferior gluteal artery 
Inferior vesical artery 
Internal pudendal artery 
Lateral sacral artery 
Middle rectal artery 
Obturator artery 
Superior gluteal artery 
Umbilical artery 

Uterine Artery 

Vaginal artery 


ie) O4LE[0,3,4][C,D,Z]T 
Q O4LF[G,3,4][C,D,Z]U 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


C Extraluminal Device 
D Intraluminal Device 
Z No Device 


U_ Uterine Artery, Left Q 
Z_ No Qualifier 
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6 Medical and Surgical 
4 Lower Arteries 
N_ Release 


Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
toh Some of the i tissue a be aakett out but none of the oe partis taken out 


My 49MO7] 


Abdominal — 
Inferior phrenic artery 
Lumbar artery 


.: at “ne ee =— 
tater Tac AAAI = 
See E Internal Iliac Artery, 

Right 


Median sacral artery H_ External Iliac Artery, Right 
Middle suprarenal artery Deep circumflex iliac artery 
Ovarian artery Inferior epigastric artery 
Testicular artery J External Iliac Artery, Left 
1 ia med See H External lliac Artery, 
eliac trun Right 
2 Gastric Artery K Femoral Artery, Right 
Left gastric artery Circumflex iliac artery 
Right gastric artery Deep femoral artery 
3 Hepatic Artery Descending genicular artery 
Common hepatic artery External pudendal artery 
Gastroduodenal artery Superficial epigastric artery 
; ase ssl proper L rh es es " 
plenic Artery ee K Femoral Artery, Right 
Left gastroepiploic artery M Popliteal Artery, Right 
“A ie * in — artery 
ort gastric arte iddle genicular artery 
5 Superior Mesenteric Artery Superior genicular artery 
lleal artery Sural artery 
lleocolic artery Tibioperoneal trunk 
Inferior pancreaticoduodenal artery N_ Popliteal Artery, Left 
Jejunal artery See M Popliteal Artery, Right 
6 Colic Artery, Right P Anterior Tibial Artery, Right 
7 Colic Artery, Left Anterior lateral malleolar 
8 Colic Artery, Middle artery 
9 Renal pstin Right Anterior medial malleolar 
Inferior suprarenal artery artery — 
Renal segmental artery Anterior tibial recurrent 
A Renal Artery, Left ae siceibeety 
—e A siseeh noes aoe Posterior tibial recurrent 
B_ Inferior Mesenteric Artery artery 
Sigmoid artery So eece sy 
Superior rectal artery Q Anterior Tibial Artery, Left 
, ; See P Anterior Tibial Artery, 
C Common iliac Artery, Right Righ 
: ight 
D Common Iliac Artery, Left R_ Posterior Tibial Artery, 
E Internal Iliac Artery, Right Right 
“eSpehebiea S Posterior Tibial Artery, Left 
lliolumbar artery T Sia a Right 
Inferior gluteal artery y 
Inferior vesical artery U Peroneal Artery, Left — 
| Artery, Right 
Internal pudendal artery See T Peroneal Artery, 
Lateral sacral artery V Foot Artery, Right 
Middle rectal artery Arcuate artery 
Obturator artery Dorsal metatarsal artery 
Superior gluteal artery Lateral plantar artery 
Umbilical artery Lateral tarsal artery 
Uterine artery Medial plantar artery 
Vaginal artery W Foot Artery, Left 
See V Foot Artery, Right 
Y_ Lower Artery 
Umbilical artery 
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4 Percutaneous Endoscopic 


Z Device 
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8 Medical and Surgical 

4 Lower Arteries 

P Removal Definition: Taking out or off a device from a body part 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to ae root ppeagen CHANGE. eels, oe ppioedure for taking out a device is coded to the root operation REMOVAL. 


Pik ane Pe ee be eS 
: ers = s«|«SsCharacter 6 nee 
its 2 ee a4 ¢ 


Y Lower Artery ) Cae Drainage Device Z_ No Qualifier 
Umbilical artery 3 Percutaneous Monitoring Device 
4 Percutaneous Endoscopic Infusion Device 


Autologous Tissue 
Substitute 
Extraluminal Device 
intraluminal Device 


Synthetic Substitute 
Nonautologous Tissue 
Substitute 
Other Device 
Y_ Lower Artery X External Drainage Device Z_ No Qualifier 


Umbilical artery Radioactive Element 
Monitoring Device 
Infusion Device 
Intraluminal Device 


Non-OR 94PY3[0,2,3,D]Z 
Non-OR @4PY([3,4]YZ . 
Non-OR 04PYX(@,1,2,3,D]Z 
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8 Medical and Surgical 
4 Lower Arteries 


Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


My 4aM07 


5 TE i) 
ae ae _ Body Part — nt Approach | Device i Qualifier =. 
MES Pye) NY Character 4 — ; Character 5 Character6 | Character 7 © 
® F Internal Iliac Artery, Left 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


o Z No Device Z_ No Qualifier 
Inferior phrenic artery See E Internal Iliac Artery, 


Lumbar artery Right 


Median sacral artery 
Middle suprarenal artery 
Ovarian artery 
Testicular artery 

1 Celiac Artery 


External Iliac Artery, Right 
Deep circumflex iliac artery 
Inferior epigastric artery 
External Iliac Artery, Left 
See H External Iliac Artery, 


Celiac trunk Right 

2 Gastric Artery Femoral Artery, Right 
Left gastric artery Circumflex iliac artery 
Right gastric artery Deep femoral artery 


3 Hepatic Artery 
Common hepatic artery 
Gastroduodenal artery 
Hepatic artery proper 

4 Splenic Artery 
Left gastroepiploic artery 
Pancreatic artery 
Short gastric artery 


5 Superior Mesenteric Artery 


lleal artery 
lleocolic artery 


Inferior pancreaticoduodenal 


artery 
Jejunal artery 


6 Colic Artery, Right Anterior lateral malleolar 
7 Colic Artery, Left artery 
8 Colic Artery, Middle Anterior medial malleolar 
9 Renal Artery, Right artery — 
Inferior suprarenal artery Anterior tibial recurrent 
Renal segmental artery artery 


A Renal Artery, Left 
See 9 Renal Artery, Right 


Descending genicular artery 
External pudendal artery 
Superficial epigastric artery 
Femoral Artery, Left 

See K Femoral Artery, Right 
Popliteal Artery, Right 
Inferior genicular artery 
Middle genicular artery 
Superior genicular artery 
Sural artery 

Tibioperoneal trunk 
Popliteal Artery, Left 

See M Popliteal Artery, Right 
Anterior Tibial Artery, Right 


Dorsalis pedis artery 
Posterior tibial recurrent 


; : artery 
E eat ig npiery Anterior Tibial Artery, Left 
onic ware) artery See P Anterior Tibial Artery, 
‘cee lliac Artery, Right iyo 
te koa ot pendadiiee Posterior Tibial Artery, 
D Common lliac Artery, Left Right 
E Internal Iliac Artery, Right 


Deferential artery 
Hypogastric artery 
lliolumbar artery 
Inferior gluteal artery 
Inferior vesical artery 
Internal pudendal artery 
Lateral sacral artery 
Middle rectal artery 
Obturator artery 
Superior gluteal artery 
Umbilical artery 
Uterine artery 

Vaginal artery 
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Posterior Tibial Artery, Left 
Peroneal Artery, Right 
Fibular artery 

Peroneal Artery, Left 

See T Peroneal Artery, Right 
Foot Artery, Right 

Arcuate artery 

Dorsal metatarsal artery 
Lateral plantar artery 
Lateral tarsal artery 

Medial plantar artery 

Foot Artery, Left 

See V Foot Artery, Right 
Lower Artery 
Umbilical artery 
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® Medical and Surgical 
4 Lower Arteries 


R_ Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 
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Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 


Ce 


, re 
abo obascon ne ae Character 47g) ee 
® Abdominal Aorta F Internal Iliac Artery, Left C 
Inferior phrenic artery See E Internal Iliac Artery, Right | 4 Percutaneous Endoscopic Substitute 
Lumbar artery H_ External Iliac Artery, Right Synthetic Substitute 
Median sacral artery Deep circumflex iliac artery Nonautologous Tissue 
Middle suprarenal artery Inferior epigastric artery Substitute 
Ovarian artery 5 External Iliac Artery, Left 
Testicular artery See H External Iliac Artery, Right 
1 Celiac Artery K Femoral Artery, Right 
Celiac trunk Circumflex iliac artery 
2. Gastric Artery Deep femoral artery 
Left gastric artery Descending genicular artery 
Right gastric artery External pudendal artery 
3 Hepatic Artery Superficial epigastric artery 
Common hepatic artery L Femoral Artery, Left 
Gastroduodenal artery See K Femoral Artery, Right 
Hepatic artery proper M Popliteal Artery, Right 
4 Splenic Artery Inferior genicular artery 
Left gastroepiploic artery Middle genicular artery 
Pancreatic artery Superior genicular artery 
Short gastric artery Sural artery i 
5 Superior Mesenteric Artery Tibioperoneal trunk 
lleal artery N_ Popliteal Artery, Left 
lleocolic artery See M Popliteal Artery, Right 
Inferior pancreaticoduodenal p Anterior Tibial Artery, Right 
_ artery Anterior lateral malleolar 
Jejunal artery artery 
6 Colic Artery, Right Anterior medial malleolar 
7 Colic Artery, Left artery 
8 Colic Artery, Middle Anterior tibial recurrent artery 
9 Renal Artery, Right Dorsalis pedis artery 
Inferior suprarenal artery Posterior tibial recurrent artery 
Renal segmental artery Q Anterior Tibial Artery, Left 
A Renal Artery, Left See P Anterior Tibial Artery, 
See 9 Renal Artery, Right Right 
B Inferior Mesenteric Artery | R Posterior Tibial Artery, Right 
Sigmoid artery S Posterior Tibial Artery, Left 
Superior rectal artery T Peroneal Artery, Right 
C Common lliac Artery, Right Fibular artery 
D Common lliac Artery, Left U_ Peroneal Artery, Left 
E Internal Iliac Artery, Right See T Peroneal Artery, Right 
Deferential artery V Foot Artery, Right 
Hypogastric artery Arcuate artery 
lliolumbar artery Dorsal metatarsal artery 
Inferior gluteal artery Lateral plantar artery 
Inferior vesical artery Lateral tarsal artery 
Internal pudendal artery Medial plantar artery 
Lateral sacral artery W Foot Artery, Left 
Middle rectal artery See V Foot Artery, Right 
Obturator artery Y Lower Artery 
Superior gluteal artery Umbilical artery 
Umbilical artery 
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Uterine artery 
Vaginal artery 
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® Medical and Surgical 
4 Lower Arteries 


S Reposition Definition: Moving to its normal location, or other suitable location, all ora portion of a body part 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


BodyPart Approach Device Qualifier 
ire pt 3a" Character 4 — Character 5 Character 6 Character 7 


77 : Abdominal Aorta 


Internal Iliac Artery, Left @ Open Z No Device Z_ No Qualifier 


Inferior phrenic artery See E Internal Iliac Artery, Right |3 Percutaneous 
Lumbar artery H_ External lliac Artery, Right | 4 Percutaneous Endoscopic 
Median sacral artery Deep circumflex iliac artery 
Middle suprarenal artery Inferior epigastric artery 
Ovarian artery J External Iliac Artery, Left 
Testicular artery See H External Iliac Artery, Right 

1 Celiac Artery K Femoral Artery, Right 
Celiac trunk Circumflex iliac artery 

2 Gastric Artery Deep femoral artery 
Left gastric artery Descending genicular artery 
Right gastric artery External pudendal artery 

3 Hepatic Artery Superficial epigastric artery 
Common hepatic artery L Femoral Artery, Left 
Gastroduodenal artery See K Femoral Artery, Right 
Hepatic artery proper M Popliteal Artery, Right 

4 Splenic Artery Inferior genicular artery 
Left gastroepiploic artery Middle genicular artery 
Pancreatic artery Superior genicular artery 
Short gastric artery Sural artery 

5 Superior Mesenteric Artery Tibioperoneal trunk 
lleal artery N_ Popliteal Artery, Left 
lleocolic artery See M Popliteal Artery, Right 
Inferior pancreaticoduodenal_ p Anterior Tibial Artery, Right 

artery Anterior lateral malleolar 
Jejunal artery artery 

6 Colic Artery, Right Anterior medial malleolar 

7 Colic Artery, Left artery 

8 Colic Artery, Middle Anterior tibial recurrent artery 

9 Renal Artery, Right Dorsalis pedis artery 
Inferior suprarenal artery Posterior tibial recurrent artery 
Renal segmental artery Q Anterior Tibial Artery, Left 

A Renal Artery, Left See P Anterior Tibial Artery, 
See 9 Renal Artery, Right Right 

B_ Inferior Mesenteric Artery R_ Posterior Tibial Artery, Right 
Sigmoid artery S Posterior Tibial Artery, Left 
Superior rectal artery T Peroneal Artery, Right 

C Common iliac Artery, Right Fibular artery 

D Common lliac Artery, Left U_ Peroneal Artery, Left — 

E_ Internal Iliac Artery, Right See T Peroneal Artery, Right 
Deferential artery V_ Foot Artery, Right 
Hypogastric artery Arcuate artery 
lliolumbar artery Dorsal metatarsal artery 
Inferior gluteal artery Lateral plantar artery 
Inferior vesical artery Lateral tarsal artery 
Internal pudendal artery Medial plantar artery 
Lateral sacral artery W Foot Artery, Left 
Middle rectal artery See V Foot Artery, Right 
Obturator artery Y Lower Artery 
Superior gluteal artery Umbilical artery 
Umbilical artery 
Uterine artery 


Vaginal artery 
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8 Medical and Surgical 
4 Lower Arteries : ' 
U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 
Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Ge cere F 7 +i a eae na n E yore ; te oN ae ee SHES ce ee 
ae [> = aeinpproach 7 [Device Sop nan Ovation 
eee eer oi Ch | Character5 == |_———s Character6— | Character 7 
wa 2 de Pears Pa Uke es Ser oene eae eee Q pen ea en Sa itd e = ee Me ee 


Abdominal Aorta 


® Open 7 Autologous Tissue Z_ No Qualifier 
Inferior phrenic artery See E Internal Iliac Artery, Right | 3 Percutaneous Substitute 
Lumbar artery H_ External Iliac Artery, Right 4 Percutaneous Endoscopic |J Synthetic Substitute 
Median sacral artery Deep circumflex iliac artery K Nonautologous Tissue 
Middle suprarenal artery Inferior epigastric artery Substitute 
Ovarian artery J External Iliac Artery, Left 
Testicular artery See H External Iliac Artery, Right 
1 Celiac Artery K Femoral Artery, Right 
Celiac trunk Circumflex iliac artery 
2 Gastric Artery Deep femoral artery 
Left gastric artery Descending genicular artery 
Right gastric artery External pudendal artery 
3 Hepatic Artery Superficial epigastric artery 
Common hepatic artery L Femoral Artery, Left 
Gastroduodenal artery See K Femoral Artery, Right 
Hepatic artery proper M Popliteal Artery, Right 
4 Splenic Artery Inferior genicular artery 
Left gastroepiploic artery Middle genicular artery 
Pancreatic artery Superior genicular artery J 
Short gastric artery Sural artery 
5 Superior Mesenteric Artery Tibioperoneal trunk 
lleal artery N Popliteal Artery, Left 
lleocolic artery See M Popliteal Artery, Right 
Inferior pancreaticoduodenal p Anterior Tibial Artery, Right 
_ artery Anterior lateral malleolar 
Jejunal artery arte 
6 Colic Artery, Right Anterior medial malleolar 
7 Colic Artery, Left artery 
8 Colic Artery, Middle Anterior tibial recurrent artery 
9 Renal Artery, Right Dorsalis pedis artery 
Inferior suprarenal artery Posterior tibial recurrent artery 
Renal segmental artery Q Anterior Tibial Artery, Left 
A Renal Artery, Left See P Anterior Tibial Artery, 
See 9 Renal Artery, Right Right 
B_ Inferior Mesenteric Artery R_ Posterior Tibial Artery, Right 
Sigmoid artery S_ Posterior Tibial Artery, Left 
Superior rectal artery T Peroneal Artery, Right 
C Common lliac Artery, Right Fibular artery 
D Common lliac Artery, Left U_ Peroneal Artery, Left 
E Internal Iliac Artery, Right See T Peroneal Artery, Right 
Deferential artery V_ Foot Artery, Right 
Hypogastric artery Arcuate artery 
lliolumbar artery Dorsal metatarsal artery 
Inferior gluteal artery Lateral plantar artery 
Inferior vesical artery Lateral tarsal artery 
Internal pudendal artery Medial plantar artery 
Lateral sacral artery W Foot Artery, Left 
Middle rectal artery See V Foot Artery, Right 
Obturator artery Y Lower Artery 
Superior gluteal artery Umbilical artery 


Umbilical artery 

Uterine artery 

Vaginal artery 
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8 Medical and Surgical 
4 Lower Arteries 


V_ Restriction Definition: Partially closing an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


wy 4aM07 


sth Ousaliflane ican 
Character 7 


' Abdominal Aorta 


Inferior phrenic artery 
Lumbar artery 

Median sacral artery 
Middle suprarenal artery 
Ovarian artery 
Testicular artery 


3 Percutaneous 
4 Percutaneous Endoscopic 


Extraluminal Device 

E Intraluminal Device, 
Branched or Fenestrated, 
One or Two Arteries 

F Intraluminal Device, 
Branched or Fenestrated, 
Three or More Arteries 

Z No Device 


Z_ No Qualifier 


\) Abdominal Aorta ® Open Intraluminal Device J Temporary 
Inferior phrenic artery 3. Percutaneous Z No Qualifier 
Lumbar artery 4 Percutaneous Endoscopi 

- pic 
Median sacral artery 
Middle suprarenal artery 
Ovarian artery 
Testicular artery 

1 Celiac Artery H_ External Iliac Artery, Right ® Open Extraluminal Device Z_ No Qualifier 
Celiac trunk Deep circumflex iliac artery | 3 Percutaneous Intraluminal Device 

2 Gastric Artery Inferior epigastric artery 4 Percutaneous Endoscopic No Device 
Left gastric artery J External Iliac Artery, Left 
Right gastric artery See H External Iliac Artery, Right 

3 Hepatic Artery K Femoral Artery, Right 
Common hepatic artery Circumflex iliac artery 
Gastroduodenal artery Deep femoral artery 
Hepatic artery proper Descending genicular artery 

4 Splenic Artery External pudendal artery 
Left gastroepiploic artery Superficial epigastric artery 
Pancreatic artery L Femoral Artery, Left 
Short gastric artery See K Femoral Artery, Right 

5 Superior Mesenteric Artery | M _ Popliteal Artery, Right 
lleal artery Inferior genicular artery 
lleocolic artery Middle genicular artery 
Inferior pancreaticoduodenal Superior genicular artery 

artery Sural artery 
Jejunal artery Tibioperoneal trunk 

6 Colic Artery, Right N_ Popliteal Artery, Left 

7 Colic Artery, Left See M Popliteal Artery, Right 

8 Colic Artery, Middle P Anterior Tibial Artery, Right 

9 Renal Artery, Right Anterior lateral malleolar 
Inferior suprarenal artery artery 
Renal segmental artery Anterior medial malleolar 

A Renal Artery, Left puch sets 
See 9 Renal Artery, Right Anterior tibial recurrent artery 

B_ Inferior Mesenteric Artery Dorsalis pedis Beery 
Samold arte Posterior tibial recurrent artery 
een vera artery Q Anterior Tibial Artery, Left 

: : See P Anterior Tibial Artery, 

E Internal Iliac Artery, Right Right 
i pobre R_ Posterior Tibial Artery, Right 
iliolumbar artery S Posterior Tibial Artery, Left 
Inferior gluteal artery T Peroneal Artery, Right 
Inferior vesical artery Fibular artery 
Internal pudendal artery U_ Peroneal Artery, Left 
Lateral sacral artery See T Peroneal Artery, Right 
Middle rectal artery V Foot Artery, Right 
Obturator artery Arcuate artery 
Superior gluteal artery Dorsal metatarsal artery 
Umbilical artery Lateral plantar artery 
Uterine artery Lateral tarsal artery 
Vaginal artery Medial plantar artery 

F Internal Iliac Artery, Left W Foot Artery, Left 
See E Internal Iliac Artery, Right See V Foot Artery, Right 

Y Lower Artery 
Umbilical artery 
C Common lliac Artery, Right @ Open C Extraluminal Device Z No Qualifier 
D Common lliac Artery, Left 3 Percutaneous D_ Intraluminal Device 
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4 Percutaneous Endoscopic 


E Intraluminal Device, 
Branched or Fenestrated, 
One or Two Arteries 
No Device 
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O4W-04W Lower Arteries ICD-10-PCS 2021 


® Medical and Surgical 
4 Lower Arteries ; 
W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


- Qualifi ier Sth 2 aa 
at _ Character y dees asf 


Z No i Oustitier 


~ Approach. ae ‘Device 

Character 5 se eat ss eigen scm 

i) TET Device 

3 Percutaneous 2 Monitoring Device 

4 Percutaneous Endoscopic 3 Infusion Device 

7 Autologous Tissue 
Substitute 

C_ Extraluminal Device 

D_ Intraluminal Device 

J Synthetic Substitute 

K Nonautologous Tissue 


— 
ee 


,) 
a] 
i 
7) 
aed 
tn 
x 
he 
@Y 
= 
° 
oad 


ower Artery 
Umbilical artery 


Substitute 
Y Other Device 
Y Lower Artery X External ® Drainage Device Z No Qualifier 
Umbilical artery 2 Monitoring Device 


3 Infusion Device 

7 Autologous Tissue 
Substitute 

C_ Extraluminal Device 

D Intraluminal Device - 

J Synthetic Substitute 


K Nonautologous Tissue 
Substitute 
Non-OR O4WY3[0,2,3,D]Z 


Non-OR O4WY([3,4]YZ 
Non-OR O4WYX(G,2,3,7,C,D,J,K]Z 


04W-04W 
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ICD-10-PCS 2021 


Upper Veins 051-05W 


Upper Veins 


Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 


tables. It SHOULD NOT be used to build a PCS code. 


c peration—Character 3 


| Body Part-Character 4 


Approach-Character 5 


|Device-Character6 == 


Qualifier-Character 7 


1 Bypass 8 Azygos Vein ® Open ® Drainage Device @ Ultrasonic 
5 Destruction 1 Hemiazygos Vein 3 Percutaneous 2 Monitoring Device 1 Drug-Coated Balloon 
7 Dilation 3. Innominate Vein, Right 4 Percutaneous Endoscopic |3 Infusion Device X Diagnostic 
9 Drainage | 4 —_|Innominate Vein, Left X External 7  AutologousTissue Substitute] Y | Upper Vein 
B Excision 5 Subclavian Vein, Right “] 9 Autologous Venous Tissue |Z No Qualifier 
C  Extirpation | 6 Subclavian Vein, Left AE A Autologous Arterial Tissue 
D_ Extraction 7 Axillary Vein, Right C  Extraluminal Device 
F Fragmentation 8 Axillary Vein, Left D__Intraluminal Device 
H Insertion 9 Brachial Vein, Right J Synthetic Substitute 
J Inspection “TA Brachial Vein, Left K — Nonautologous Tissue 
Substitute 

L = Occlusion B_Basilic Vein, Right M_ Neurostimulator Lead 
N_ Release C  Basilic Vein, Left Y Other Device 
P = Removal D Cephalic Vein, Right Z_ No Device 
Q_ Repair F Cephalic Vein, Left oa 
R_ Replacement G_ Hand Vein, Right 
S Reposition H Hand Vein, Left [ 
U Supplement L Intracranial Vein | 
V Restriction M Internal Jugular Vein, Right 
W_ Revision N Internal Jugular Vein, Left 

P External Jugular Vein, Right _ 

Q_ External Jugular Vein, Left 

R_ Vertebral Vein, Right 

S_ Vertebral Vein, Left 

T Face Vein, Right 

V_ Face Vein, Left 

Y Upper Vein | 


AHA Coding Clinic for table 951 
2020, 1Q, 28 Free flap microvascular breast reconstruction 
2017,3Q,15 Bypass of innominate vein to atrial appendage 


AHA Coding Clinic for table 859 
2018, 3Q,7 Catheter placement for treatment of congestive heart failure 


AHA Coding Clinic for table 65B 
2020, 1Q, 24 Resection of vascular malformation, likely cavernoma 
2016, 2Q, 12 Resection of malignant neoplasm of infratemporal fossa 


AHA Coding Clinic for table 95H 
2016, 4Q,97-98 Phrenic neurostimulator 


AHA Coding Clinic for table 65P 
2016, 4Q, 97-98 Phrenic neurostimulator 


AHA Coding Clinic for table 05Q 
2017, 3Q, 15 Bypass of innominate vein to atrial appendage 


AHA Coding Clinic for table 5S 
2013, 4Q, 125 


AHA Coding Clinic for table 85W 
2016, 40,97-98 Phrenic neurostimulator 


Stage I cephalic vein transposition (superficialization) of arteriovenous fistula 


nn. 
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Upper Veins ICD-10-PCS 2021 


Head and Neck Veins 


Superior sagittal sinus L 


Superficial temporal L 
Inferior sagittal sinus L 


Superior ophthalmic L Btraighesimts El 


Transverse sinus L 


Retromandibular T, V 


Occipital sinus L 
Posterior auricular P, Q 


Facial T, V 


Lingual T, V 
Thyroid P, Q 


Deep cervical R, S 


Anterior jugular P,Q External jugular P, Q 


External jugular P, Q 


Vertebral R, S 


Bracheocephalic 3, 4 Subclavian 5, 6 


Superficial temporal L 


Vertebral R, S 


Internal jugular M, N 
External jugular P, Q 


Innominate 3, 4 


Axillary 7,8 
Hemiazygos 1 
Cephalic D, F 

Basilic B, C 


Azygos ® 


Brachial 9, A 


Radial 9, A 
Ulnar 9, A 


Digital G, H 
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Medical and Surgical 


Upper Veins 


Definition: Altering the route of passage of the contents of a tubular body part 


951-951 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 
route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Upper Veins 
Bypass 
Body Part — 
Character 4 
Azygos Vein H_ Hand Vein, Left 


Right ascending lumbar vein 
Right subcostal vein 
Hemiazygos Vein 

Left ascending lumbar vein 
Left subcostal vein 
Innominate Vein, Right 
Brachiocephalic vein 
Inferior thyroid vein 
Innominate Vein, Left 

See 3 Innominate Vein, Right 
Subclavian Vein, Right 
Subclavian Vein, Left 
Axillary Vein, Right 

Axillary Vein, Left 

Brachial Vein, Right 

Radial vein 

Ulnar vein 

Brachial Vein, Left 

See 9 Brachial Vein, Right 
Basilic Vein, Right 

Median antebrachial vein 
Median cubital vein 

Basilic Vein, Left 

See B Basilic Vein, Right 
Cephalic Vein, Right 
Accessory cephalic vein 
Cephalic Vein, Left 

See D Cephalic Vein, Right 
Hand Vein, Right 

Dorsal metacarpal vein 
Palmar (volar) digital vein 
Palmar (volar) metacarpal vein 
Superficial palmar venous arch 
Volar (palmar) digital vein 
Volar (palmar) metacarpal vein 


ICD-10-PCS 2021 


L 


vz= 


See G Hand Vein, Right 

Intracranial Vein 

Anterior cerebral vein 

Basal (internal) cerebral vein 

Dural venous sinus 

Great cerebral vein 

Inferior cerebellar vein 

Inferior cerebral vein 

Internal (basal) cerebral vein 

Middle cerebral vein 

Ophthalmic vein 

Superior cerebellar vein 

Superior cerebral vein 

Internal Jugular Vein, Right 

Internal Jugular Vein, Left 

External Jugular Vein, Right 

Posterior auricular vein 

External Jugular Vein, Left 

See P External Jugular Vein, 
Right 

Vertebral Vein, Right 

Deep cervical vein 

Suboccipital venous plexus 

Vertebral Vein, Left 

See R Vertebral Vein, Right 

Face Vein, Right 

Angular vein 

Anterior facial vein 

Common facial vein 

Deep facial vein 

Frontal vein 

Posterior facial 
(retromandibular) vein 

Supraorbital vein 

Face Vein, Left 

See T Face Vein, Right 


Approach Device 
Character 5 Character 6 | 


® Open 
4 Percutaneous Endoscopic 


Qualifier 
Character 7 


Autologous Tissue Y Upper Vein 


Substitute 

Autologous Venous Tissue 
Autologous Arterial Tissue 
Synthetic Substitute 


Nonautologous Tissue 
Substitute 


No Device 


re ty oT PES +, . * 
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055-655 Upper Veins ICD-10-PCS 2021 
® Medical and Surgical 
5 Upper Veins : 
5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out 
Body Part Approach Device _ Qualifier 
Character 4 _ Character 5 Character 6 Character 7 
@ Azygos Vein H_ Hand Vein, Left ® Open Z No Device Z_ No Qualifier 


woOnau 
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Right ascending lumbar vein 
Right subcostal vein 
Hemiazygos Vein 

Left ascending lumbar vein 
Left subcostal vein 
Innominate Vein, Right 
Brachiocephalic vein 

Inferior thyroid vein 
Innominate Vein, Left 

See 3 Innominate Vein, Right 
Subclavian Vein, Right 
Subclavian Vein, Left 
Axillary Vein, Right 

Axillary Vein, Left 

Brachial Vein, Right 

Radial vein 

Ulnar vein 

Brachial Vein, Left 

See 9 Brachial Vein, Right 
Basilic Vein, Right 

Median antebrachial vein 
Median cubital vein 

Basilic Vein, Left 

See B Basilic Vein, Right 
Cephalic Vein, Right 
Accessory cephalic vein 
Cephalic Vein, Left 

See D Cephalic Vein, Right 
Hand Vein, Right 

Dorsal metacarpal vein 
Palmar (volar) digital vein 
Palmar (volar) metacarpal vein 
Superficial palmar venous arch 
Volar (palmar) digital vein 
Volar (palmar) metacarpal vein 


L 


vz 


See G Hand Vein, Right 

Intracranial Vein 

Anterior cerebral vein 

Basal (internal) cerebral vein 

Dural venous sinus 

Great cerebral vein 

Inferior cerebellar vein 

Inferior cerebral vein 

Internal (basal) cerebral vein 

Middle cerebral vein 

Ophthalmic vein 

Superior cerebellar vein 

Superior cerebral vein 

Internal Jugular Vein, Right 

Internal Jugular Vein, Left 

External Jugular Vein, Right 

Posterior auricular vein 

External Jugular Vein, Left 

See P External Jugular Vein, 
Right 

Vertebral Vein, Right 

Deep cervical vein 

Suboccipital venous plexus 

Vertebral Vein, Left 

See R Vertebral Vein, Right 

Face Vein, Right 

Angular vein 

Anterior facial vein 

Common facial vein 

Deep facial vein 

Frontal vein 

Posterior facial 
(retromandibular) vein 

Supraorbital vein 


V_ Face Vein, Left 


See T Face Vein, Right 
Upper Vein 


G3 Limited Coverage [8 Noncovered [ Combination Member HAC associated procedure Combination Only BRC 


3 Percutaneous 
4 Percutaneous Endoscopic 


OR Non-OR 


New/Revised in GREEN 
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ICD-10-PCS 2021 


Upper Veins 


057-057 


8 Medical and Surgical 
5 Upper Veins 
7 Dilation 


Definition: Expanding an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 


Azygos Vein M 
Right ascending lumbar vein NN 
Right subcostal vein P 


1 Hemiazygos Vein 
Left ascending lumbar vein Q 
Left subcostal vein 
G Hand Vein, Right 
Dorsal metacarpal vein 
Palmar (volar) digital vein 
Palmar (volar) metacarpal vein 
Superficial palmar venous arch 
Volar (palmar) digital vein 
Volar (palmar) metacarpal vein 
H_ Hand Vein, Left 
See G Hand Vein, Right 
L Intracranial Vein NC 
Anterior cerebral vein 
Basal (internal) cerebral vein 
Dural venous sinus 
Great cerebral vein 
Inferior cerebellar vein 
Inferior cerebral vein 
Internal (basal) cerebral vein 
Middle cerebral vein 
Ophthalmic vein 
Superior cerebellar vein 
Superior cerebral vein 


3  Innominate Vein, Right A 
Brachiocephalic vein 
Inferior thyroid vein B 
4 innominate Vein, Left 
See 3 Innominate Vein, Right 
Subclavian Vein, Right C 
Subclavian Vein, Left 
Axillary Vein, Right D 
Axillary Vein, Left 
Brachial Vein, Right F 
Radial vein 
Ulnar vein 


T 


WwOnauw 


NC 057L[3,4]ZZ 


Body Part . 
Character 4 


Internal Jugular Vein, Right 

Internal Jugular Vein, Left 

External Jugular Vein, Right 

Posterior auricular vein 

External Jugular Vein, Left 

See P External Jugular Vein, 
Right 

Vertebral Vein, Right 

Deep cervical vein 

Suboccipital venous plexus 

Vertebral Vein, Left 

See R Vertebral Vein, Right 

Face Vein, Right 

Angular vein 

Anterior facial vein 

Common facial vein 

Deep facial vein 

Frontal vein 

Posterior facial 
(retromandibular) vein 

Supraorbital vein 

Face Vein, Left 

See T Face Vein, Right 

Upper Vein 


Brachial Vein, Left 

See 9 Brachial Vein, Right 
Basilic Vein, Right 
Median antebrachial vein 
Median cubital vein 
Basilic Vein, Left 

See B Basilic Vein, Right 
Cephalic Vein, Right 
Accessory cephalic vein 
Cephalic Vein, Left 

See D Cephalic Vein, Right 


ET oe — Sas 
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ICD-10-PCS 2021 


Approach 
Character 5 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


intraluminal pressure or by cutting part of the orifice or wall of the tubular body part 


Device 
Character 6 


D Intraluminal Device 
Z No Device 


Qualifier 
Character 7 


Z_ No Qualifier 


@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


D_ Intraluminal Device 


Z No Device 


1 Drug-Coated Balloon 
Z No Qualifier 
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959-859 


6 Medical and Surgical 
5 Upper Veins 
9 Drainage 


Body Part 
Character 4 
® Azygos Vein H_ Hand Vein, Left 
Right ascending lumbar vein See G Hand Vein, Right 


Right subcostal vein L 
1 Hemiazygos Vein 
Left ascending lumbar vein 
Left subcostal vein 
3 Innominate Vein, Right 
Brachiocephalic vein 
Inferior thyroid vein 
4 \Innominate Vein, Left 
See 3 Innominate Vein, Right 
Subclavian Vein, Right 
Subclavian Vein, Left 
Axillary Vein, Right 
Axillary Vein, Left 
Brachial Vein, Right 
Radial vein 
Ulnar vein Q 
R 


woOOoOnau 
 ~7z= 


A Brachial Vein, Left 
See 9 Brachial Vein, Right 
B Basilic Vein, Right 
Median antebrachial vein 
Median cubital vein S 
C Basilic Vein, Left 
See B Basilic Vein, Right T 
D Cephalic Vein, Right 
Accessory cephalic vein 
F Cephalic Vein, Left 
See D Cephalic Vein, Right 
G Hand Vein, Right 
Dorsal metacarpal vein 
Palmar (volar) digital vein 
Palmar (volar) metacarpal vein 
Superficial palmar venous arch y 
Volar (palmar) digital vein 


Volar (palmar) metacarpal vein y 
® Azygos Vein H 

Right ascending lumbar vein 

Right subcostal vein L 


1 Hemiazygos Vein 
Left ascending lumbar vein 
Left subcostal vein 
3 Innominate Vein, Right 
Brachiocephalic vein 
Inferior thyroid vein 
4 Innominate Vein, Left 
See 3 Innominate Vein, Right 
Subclavian Vein, Right 
Subclavian Vein, Left 
Axillary Vein, Right 
Axillary Vein, Left 
Brachial Vein, Right 
Radial vein 
Ulnar vein 
A Brachial Vein, Left Q 
See 9 Brachial Vein, Right 
B_ Basilic Vein, Right 
Median antebrachial vein 
Median cubital vein 
C Basilic Vein, Left 
See B Basilic Vein, Right T 
D Cephalic Vein, Right 
Accessory cephalic vein 
F Cephalic Vein, Left 
See D Cephalic Vein, Right 
G Hand Vein, Right 
Dorsal metacarpal vein 
Palmar (volar) digital vein 
Palmar (volar) metacarpal vein 
Superficial palmar venous arch y 
Volar (palmar) digital vein 
Volar (palmar) metacarpal vein y 


weonau 
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Intracranial Vein 

Anterior cerebral vein 

Basal (internal) cerebral vein 
Dural venous sinus 

Great cerebral vein 

Inferior cerebellar vein 
Inferior cerebral vein 
Internal (basal) cerebral vein 
Middle cerebral vein 
Ophthalmic vein 

Superior cerebellar vein 
Superior cerebral vein 
Internal Jugular Vein, Right 
Internal Jugular Vein, Left 
External Jugular Vein, Right 
Posterior auricular vein 
External Jugular Vein, Left 


See P External Jugular Vein, Right 


Vertebral Vein, Right 

Deep cervical vein 

Suboccipital venous plexus 

Vertebral Vein, Left 

See R Vertebral Vein, Right 

Face Vein, Right 

Angular vein 

Anterior facial vein 

Common facial vein 

Deep facial vein 

Frontal vein 

Posterior facial 
(retromandibular) vein 

Supraorbital vein 

Face Vein, Left 

See T Face Vein, Right 

Upper Vein 


Hand Vein, Left 

See G Hand Vein, Right 

Intracranial Vein 

Anterior cerebral vein 

Basal (internal) cerebral vein 

Dural venous sinus 

Great cerebral vein 

Inferior cerebellar vein 

Inferior cerebral vein 

Internal (basal) cerebral vein 

Middle cerebral vein 

Ophthalmic vein 

Superior cerebellar vein 

Superior cerebral vein 

Internal Jugular Vein, Right 

Internal Jugular Vein, Left 

External Jugular Vein, Right 

Posterior auricular vein 

External Jugular Vein, Left 

See P External Jugular Vein, Right 

Vertebral Vein, Right 

Deep cervical vein 

Suboccipital venous plexus 

Vertebral Vein, Left 

See R Vertebral Vein, Right 

Face Vein, Right 

Angular vein 

Anterior facial vein 

Common facial vein 

Deep facial vein 

Frontal vein 

Posterior facial 
(retromandibular) vein 

Supraorbital vein 

Face Vein, Left 

See T Face Vein, Right 

Upper Vein 


Upper Veins 


Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Approach Device 5 
Character 5 Character 6 


® Drainage Device 


@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


® Open Z No Device 
3 Percutaneous 


4 Percutaneous Endoscopic 


Non-OR 959[9,1,3,4,5,6,7,8,9,A,B,C,D,F,G,H,L,M,N,P,Q,R,S,T,V,Y][0,3,4]0Z 
Non-OR 959[0,1,3,4,5,6,7,8,9,A,B,C,D,F,G,H,L,M,N,P,Q,R,S,T,V,Y]3ZX 
Non-OR 959[0,1,3,4,5,6,7,8,9,A,B,C,D,F,G,H,L,M,N,P,Q,R,S,1,V,Y][0,3,4]ZZ 
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Qualifier 
Character 7 


Z_ No Qualifier 


X Diagnostic 
Z_ No Qualifier 


HAC associated procedure Combination Only DRGNON-OR Non-OR  New/Revised in GREEN 
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Limited Coverage [& Noncovered [4 Combination Member HAC associated procedure Combination Only DRG No 


Medical and Surgical 


Upper Veins 
Excision 
Body Part 
Character 4 
Azygos Vein H_ Hand Vein, Left 


Right ascending lumbar vein 
Right subcostal vein 
Hemiazygos Vein 

Left ascending lumbar vein 
Left subcostal vein 
Innominate Vein, Right 
Brachiocephalic vein 
Inferior thyroid vein 
Innominate Vein, Left 

See 3 Innominate Vein, Right 
Subclavian Vein, Right 
Subclavian Vein, Left 
Axillary Vein, Right 
Axillary Vein, Left 

Brachial Vein, Right 

Radial vein 

Ulnar vein 

Brachial Vein, Left 

See 9 Brachial Vein, Right 
Basilic Vein, Right 

Median antebrachial vein 
Median cubital vein 

Basilic Vein, Left 

See B Basilic Vein, Right 
Cephalic Vein, Right 
Accessory cephalic vein 
Cephalic Vein, Left 

See D Cephalic Vein, Right 
Hand Vein, Right 

Dorsal metacarpal vein 
Palmar (volar) digital vein 
Palmar (volar) metacarpal vein 
Superficial palmar venous arch 
Volar (palmar) digital vein 
Volar (palmar) metacarpal vein 


ICD-10-PCS 2021 


L 


oes 


See G Hand Vein, Right 

Intracranial Vein 

Anterior cerebral vein 

Basal (internal) cerebral vein 

Dural venous sinus 

Great cerebral vein 

Inferior cerebellar vein 

Inferior cerebral vein 

Internal (basal) cerebral vein 

Middle cerebral vein 

Ophthalmic vein 

Superior cerebellar vein 

Superior cerebral vein 

Internal Jugular Vein, Right 

Internal Jugular Vein, Left 

External Jugular Vein, Right 

Posterior auricular vein 

External Jugular Vein, Left 

See P External Jugular Vein, 
Right 

Vertebral Vein, Right 

Deep cervical vein 

Suboccipital venous plexus 

Vertebral Vein, Left 

See R Vertebral Vein, Right 

Face Vein, Right 

Angular vein 

Anterior facial vein 

Common facial vein 

Deep facial vein 

Frontal vein 

Posterior facial 
(retromandibular) vein 

Supraorbital vein 

Face Vein, Left 

See T Face Vein, Right 

Upper Vein 


Upper Veins 


Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Approach Device 
Character 5 Character 6 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Z No Device 


95B-85B 


Qualifier 
Character 7 


X Diagnostic 
Z_ No Qualifier 


n-OR Non-OR New/Revised in GREEN 
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95C-85D Upper Veins 
® Medical and Surgical 
5 Upper Veins 
C_ Extirpation Definition: Taking or cutting out solid matter from a body part 


ICD-10-PCS 2021 


Explanation: The solid matter may be an abnormal byproduct of a biological function ora foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Qualifier 


Body Part Approach Device 
Character 4 Character5 | Character 6 Character 7 
Azygos Vein H_ Hand Vein, Left Open Z No Device Z_ No Qualifier 
Right ascending lumbar vein See G Hand Vein, Right 3 Percutaneous 
Right subcostal vein L Intracranial Vein 4 Percutaneous Endoscopic 
1 Hemiazygos Vein Anterior cerebral vein 
Left ascending lumbar vein Basal (internal) cerebral vein 
Left subcostal vein Dural venous sinus 
3 Innominate Vein, Right Great cerebral vein 
Brachiocephalic vein Inferior cerebellar vein 
Inferior thyroid vein Inferior cerebral vein 
4 Innominate Vein, Left Internal (basal) cerebral vein 
See 3 Innominate Vein, Right Middle cerebral vein 
5 Subclavian Vein, Right Ophthalmic vein : 
; F Superior cerebellar vein 
6 Subclavian Vein, Left : 4 
> faxileruein Right Superior cerebral vein 
taal aba eae M Internal Jugular Vein, Right 
8 Axillary Vein, Left 3 
9 ‘BrachialVein, Right N_ Internal Jugular Vein, Left 
Sea ee 'g P External Jugular Vein, Right 
Wingeven Posterior auricular vein 
Amprochiniveinmlett Q External Jugular Vein, Left 
: ae See P External Jugular Vein, 
See 9 Brachial Vein, Right Righ 
B_ Basilic Vein, Right wi 
: f : : R_ Vertebral Vein, Right 
Median antebrachial vein D ; : 
: 5 : eep cervical vein 
Median cubital vein ze 
here Suboccipital venous plexus 
C Basilic Vein, Left ; 
iy tae S Vertebral Vein, Left 
See B Basilic Vein, Right aoe 
D Cephalic Vein, Right See R Vertebral Vein, Right 
Slate ine te 1 T Face Vein, Right 


Accessory cephalic vein 
Cephalic Vein, Left 

See D Cephalic Vein, Right 
Hand Vein, Right 

Dorsal metacarpal vein 

Palmar (volar) digital vein 
Palmar (volar) metacarpal vein 
Superficial palmar venous arch 
Volar (palmar) digital vein 
Volar (palmar) metacarpal vein 


Angular vein 

Anterior facial vein 

Common facial vein 

Deep facial vein 

Frontal vein 

Posterior facial 
(retromandibular) vein 

Supraorbital vein 

Face Vein, Left 

See T Face Vein, Right 

Upper Vein 


® Medical and Surgical 
5 Upper Veins 
D_ Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Brachial Vein, Right Cephalic Vein, Left ® Open Z No Device Z_ No Qualifier 
Radial vein See D Cephalic Vein, Right 3 Percutaneous 
Ulnar vein G Hand Vein, Right 
A Brachial Vein, Left Dorsal metacarpal vein 
See 9 Brachial Vein, Right Palmar (volar) digital vein 
B Basilic Vein, Right Palmar (volar) metacarpal vein 
Median antebrachial vein Superficial palmar venous arch 
Median cubital vein Volar (palmar) digital vein 
C Basilic Vein, Left Volar (palmar) metacarpal vein 
See B Basilic Vein, Right H_ Hand Vein, Left 
D Cephalic Vein, Right See G Hand Vein, Right 
Accessory cephalic vein Y Upper Vein 
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New/Revised in GREEN 
ICD-10-PCS 2021 


, ICD-10-PCS 2021 Upper Veins O5F-O5F 
00 So © °° =nleestues 
_ @ Medical and Surgical 


5 Upper Veins 
| F Fragmentation Definition: Breaking solid matter ina body part into pieces 


Explanation: Physical force (e.g., manual, ultrasonic) applied directly or indirectly is used to break the solid matter into pieces. The solid matter 
may be an abnormal byproduct of a biological function ora foreign body. The pieces of solid matter are not taken out. 


Body Part — Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
3 Innominate Vein, Right Brachial Vein, Left 3 Percutaneous Z No Device ® Ultrasonic 


Brachiocephalic vein 
Inferior thyroid vein 
4 Innominate Vein, Left 
See 3 Innominate Vein, Right 
Subclavian Vein, Right 
Subclavian Vein, Left 
Axillary Vein, Right 
Axillary Vein, Left 
Brachial Vein, Right 
Radial vein 


Con auw 


Ulnar vein Y Upper Vein 


Limited Coverage D8 Noncovered Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR 


CD-10-PCS 2021 


See 9 Brachial Vein, Right 
Basilic Vein, Right 
Median antebrachial vein 
Median cubital vein 
Basilic Vein, Left 

See B Basilic Vein, Right 
Cephalic Vein, Right 
Accessory cephalic vein 
Cephalic Vein, Left 

See D Cephalic Vein, Right 


Z_ No Qualifier 


New/Revised in GREEN 
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ICD-10-PCS 2021 


@5H-05H Upper Veins 
8 Medical and Surgical 
5 Upper Veins ; ; ; i 
H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


WwOnNA UU 


Ed Limited Coverage EX Noncovered [| Combination Member HACassociated procedure Combination Only DRGNOnOR Non-OR 


248 


take the place of a body part 
Explanation: None 


Body Part 
Character 4 


Azygos 


Right ascending lumbar vein 
Right subcostal vein 


Hemiazygos Vein 
Left ascending lumbar vein 
Left subcostal vein 


ra ow 
Subclavian 

Axillary Vein, Right 
Axillary Vein, Left 
Brachial Vein, Right 
Radial vein 

Ulnar vein 

Brachial Vein, Left 

See 9 Brachial Vein, Right 
Basilic Vein, Right 
Median antebrachial vein 
Median cubital vein 
Basilic Vein, Left 

See B Basilic Vein, Right 
Cephalic Vein, Right 
Accessory cephalic vein 
Cephalic Vein, Left 

See D Cephalic Vein, Right 
Hand Vein, Right 

Dorsal metacarpal vein 
Palmar (volar) digital vein 


Palmar (volar) metacarpal vein 


eal 


M 
N 
P 


Superficial palmar venous arch 


Volar (palmar) digital vein 


Volar (palmar) metacarpal vein 


Hand Vein, Left 
See G Hand Vein, Right 


Intracranial Vein 

Anterior cerebral vein 

Basal (internal) cerebral vein 

Dural venous sinus 

Great cerebral vein 

Inferior cerebellar vein 

Inferior cerebral vein 

Internal (basal) cerebral vein 

Middle cerebral vein 

Ophthalmic vein 

Superior cerebellar vein 

Superior cerebral vein 

Internal Jugul 

Internal Jugul 

External Jugul 

Posterior auricular vein 

External Jugul 

See P External Jugular Vein, 
Right 

Vertebral Vein, Right 

Deep cervical vein 

Suboccipital venous plexus 

Vertebral Vein, Left 

See R Vertebral Vein, Right 

Face Vein, Right 

Angular vein 

Anterior facial vein 

Common facial vein 

Deep facial vein 

Frontal vein 

Posterior facial 
(retromandibular) vein 

Supraorbital vein 

Face Vein, Left 

See T Face Vein, Right 


Approach Device 
Character 5 Character 6 


krwe 


Innominate Vein, Right 


Brachiocephalic vein 
Inferior thyroid vein 

Innominat 
See 3 Innominate Vein, Right 


Upper Vein 


O5HO[0,3,4]3Z 


Non-OR 


Non-OR 
Non-OR 
Non-OR 
Non-OR 


O5H[3,4][0,3,413Z 
OSHY[O,3,4]3Z 
O5HY32Z 
O5HY([3,4]YZ 


w 


Open 
Percutaneous 
Percutaneous Endoscopic 


Open 
Percutaneous 
Percutaneous Endoscopic 


Open 
Percutaneous 
Percutaneous Endoscopic 


O5H[1,5,6,7,8,9,A,B,C,D,F,G,H,L,M,N,P,Q,R,S,T,VI][@,3,4]3Z 


95H@[3,4]3Z when reported with SDx J95.811 
95H[1,5,6][3,4]3Z when reported with SDx J95.811 
O5H[M,N,P,Q]33Z when reported with SDx J95.811 
95H[3,4][3,4]3Z when reported with SDx J95.811 


we 


Open 
Percutaneous 
Percutaneous Endoscopic 


2 Monitoring Device 
3 Infusion Device 

D Intraluminal Device 
M_ Neurostimulator Lead 


3 Infusion Device 
D Intraluminal Device 


Infusion Device 
Intraluminal Device 
Neurostimulator Lead 


=ow 


2 Monitoring Device 
3 Infusion Device 

D Intraluminal Device 
Y Other Device 


Qualifier 
Character 7 


Z_ No Qualifier 


Z_ No Qualifier 


Z No Qualifier 


Z_ No Qualifier 


See Appendix L for Procedure Combinations 


ca O5HO[O,3,4]MZ 


[+] O5H[3,4][0,3,4]MZ 


New/Revised in GREEN 
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ICD-10-PCS 2021 Upper Veins @5J—O5L 


9 Medical and Surgical 
5 Upper Veins 


J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


' Bat a it Body Part Approach Device Qualifier 
os Character 4 Character 5 Character 6 Character 7 


Y Upper Vein 


Open 
Percutaneous 

Percutaneous Endoscopic 
External 


Z No Device Z No Qualifier 


<x<rwWwWes 


Non-OR 95JY([3,X]ZZ 


8 Medical and Surgical 
5 Upper Veins 
L Occlusion Definition: Completely closing an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Azygos Vein H_ Hand Vein, Left Open C_ Extraluminal Device Z_ No Qualifier 
Right ascending lumbar vein See G Hand Vein, Right 3 Percutaneous D Intraluminal Device 
Right subcostal vein L Intracranial Vein 4 Percutaneous Endoscopic |Z No Device 
1 Hemiazygos Vein Anterior cerebral vein 
Left ascending lumbar vein Basal (internal) cerebral vein 
Left subcostal vein Dural venous sinus 
3 Innominate Vein, Right Great cerebral vein 
Brachiocephalic vein Inferior cerebellar vein 
Inferior thyroid vein Inferior cerebral vein 
4 Innominate Vein, Left Internal (basal) cerebral vein 
See 3 Innominate Vein, Right Middle cerebral vein 
5 Subclavian Vein, Right Ophthalmic vein : 
6 Subclavian Vein, Left Superior cerebellar ven 
; padi ep Superior cerebral vein 
Ballons vee Bight M_ Internal Jugular Vein, Right 
. wary ven = N_ Internal Jugular Vein, Left 
. tek — P External Jugular Vein, Right 
Vicar usin Posterior auricular vein 
A Brachial Vein, Left Q_ External Jugular Vein, Left 


See P External Jugular Vein, 
Right 

R_ Vertebral Vein, Right 
Deep cervical vein 
Suboccipital venous plexus 

S Vertebral Vein, Left 


See 9 Brachial Vein, Right 
B Basilic Vein, Right 
Median antebrachial vein 
Median cubital vein 
C Basilic Vein, Left 


See B Basilic Vein, Right See R Vertebral Vein, Right 
D Cephalic Vein, Right T Face Vein, Right 
Accessory cephalic vein Angular vein 
F Cephalic Vein, Left _ Anterior facial vein 
See D Cephalic Vein, Right Common facial vein 
G Hand Vein, Right Deep facial vein 
Dorsal metacarpal vein Frontal vein 
Palmar (volar) digital vein Posterior facial 
Palmar (volar) metacarpal vein (retromandibular) vein 
Superficial palmar venous arch Supraorbital vein 
Volar (palmar) digital vein WV Face Vein, Left 
Volar (palmar) metacarpal vein See T Face Vein, Right 


Upper Vein 


rs . - AD . 2 
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O5N-O05N Upper Veins ICD-10-PCS 2021 
® Medical and Surgical 
5 Upper Veins 
N Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 — 

® Azygos Vein H_ Hand Vein, Left @ Open Z No Device Z_ No Qualifier 

Right ascending lumbar vein See G Hand Vein, Right 3 Percutaneous } 

Right subcostal vein L Intracranial Vein 4 Percutaneous Endoscopic 


Hemiazygos Vein 

Left ascending lumbar vein 
Left subcostal vein 
Innominate Vein, Right 
Brachiocephalic vein 
Inferior thyroid vein 
Innominate Vein, Left 

See 3 Innominate Vein, Right 


Anterior cerebral vein 

Basal (internal) cerebral vein 
Dural venous sinus 

Great cerebral vein 

Inferior cerebellar vein 
Inferior cerebral vein 
Internal (basal) cerebral vein 
Middle cerebral vein 
Ophthalmic vein 


5 Subclavian Vein, Right : ? 
Gmc cevian vein Loft Superior cerebellar vein 
5 Bera Superior cerebral vein 
7 Axillary Vein, Right 2a 
: : M_ Internal Jugular Vein, Right 
8 Axillary Vein, Left 
: a 9a N_ Internal Jugular Vein, Left 
2D SENE Nee P External Jugular Vein, Right 
Radial vein 9 a 


Ulnar vein 

Brachial Vein, Left 

See 9 Brachial Vein, Right 
Basilic Vein, Right 
Median antebrachial vein 
Median cubital vein 


Posterior auricular vein 

External Jugular Vein, Left 

See P External Jugular Vein, 
Right 

Vertebral Vein, Right 

Deep cervical vein 

Suboccipital venous plexus 


C Basilic Vein, Left 
See B Basilic Vein, Right SRAM Ea 
Ae aL See R Vertebral Vein, Right 
D Cephalic Vein, Right T Face Vein, Right 
Accessory cephalic vein lg 
Angular vein 


Cephalic Vein, Left 

See D Cephalic Vein, Right 
Hand Vein, Right 

Dorsal metacarpal vein 

Palmar (volar) digital vein 
Palmar (volar) metacarpal vein 
Superficial palmar venous arch 
Volar (palmar) digital vein 
Volar (palmar) metacarpal vein 


Anterior facial vein 

Common facial vein 

Deep facial vein 

Frontal vein 

Posterior facial 
(retromandibular) vein 

Supraorbital vein 


V_ Face Vein, Left 


See T Face Vein, Right 
Upper Vein 
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ICD-10-PCS 2021 


ICD-10-PCS 2021 


® Medical and Surgical 
5 Upper Veins 
P Removal 


Upper Veins 


Definition: Taking out or off a device from a body part 


O5P-65P 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Body Part : Approach Device Qualifier 
® Azygos Vein ® Open, 2 Monitoring Device Z_ No Qualifier 
Right ascending lumbar vein 3 Percutaneous M Neurostimulator Lead 
Right subcostal vein 4 Percutaneous Endoscopic 
X External | 
3 Innominate Vein, Right ® Open M Neurostimulator Lead Z_ No Qualifier 
Brachiocephalic vein 3 Percutaneous 
Inferior thyroid vein 4 Percutaneous Endoscopic 
4 Innominate Vein, Left X External 
See 3 Innominate Vein, Right 
Y Upper Vein @ Open ® Drainage Device Z_ No Qualifier 
3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 3 Infusion Device 
7 Autologous Tissue Substitute 
C Extraluminal Device 
D_ Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Y Other Device 
Y Upper Vein X External ® Drainage Device Z_ No Qualifier 
2 Monitoring Device 
3 Infusion Device 
D_ Intraluminal Device 


Non-OR 
Non-OR 
Non-OR 
Non-OR 


O5PQ[0,3,4,X]2Z 
O5PY3[0,2,3]Z 
O5PY[3,4]YZ 
O5PYX[0,2,3,D]Z 
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95Q-95Q 
8 Medical and Surgical 
5 Upper Veins 
Q_ Repair 


Upper Veins ICD-10-PCS 2021 


Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part 


Azygos Vein 
Right ascending lumbar vein 
Right subcostal vein L 
1 Hemiazygos Vein 
Left ascending lumbar vein 
Left subcostal vein 
3 Innominate Vein, Right 
Brachiocephalic vein 
Inferior thyroid vein 
4 \Innominate Vein, Left 
See 3 Innominate Vein, Right 


5 Subclavian Vein, Right 

6 Subclavian Vein, Left 

7 Axillary Vein, Right M 

8 Axillary Vein, Left N 

9 Brachial Vein, Right P 
Radial vein 
Ulnar vein 

A. Brachial Vein, Left Q 
See 9 Brachial Vein, Right 

B Basilic Vein, Right R 
Median antebrachial vein 
Median cubital vein 

C Basilic Vein, Left s 
See B Basilic Vein, Right 

D Cephalic Vein, Right T 


Accessory cephalic vein 

F Cephalic Vein, Left , 
See D Cephalic Vein, Right 

G Hand Vein, Right 
Dorsal metacarpal vein 
Palmar (volar) digital vein 
Palmar (volar) metacarpal vein 
Superficial palmar venous arch 
Volar (palmar) digital vein 
Volar (palmar) metacarpal vein 


Character 4 
H_ Hand Vein, Left 


See G Hand Vein, Right 

Intracranial Vein 

Anterior cerebral vein 

Basal (internal) cerebral vein 

Dural venous sinus 

Great cerebral vein 

Inferior cerebellar vein 

Inferior cerebral vein 

Internal (basal) cerebral vein 

Middle cerebral vein 

Ophthalmic vein 

Superior cerebellar vein 

Superior cerebral vein 

Internal Jugular Vein, Right 

Internal Jugular Vein, Left 

External Jugular Vein, Right 

Posterior auricular vein 

External Jugular Vein, Left 

See P External Jugular Vein, 
Right 

Vertebral Vein, Right 

Deep cervical vein 

Suboccipital venous plexus 

Vertebral Vein, Left 

See R Vertebral Vein, Right 

Face Vein, Right 

Angular vein 

Anterior facial vein 

Common facial vein 

Deep facial vein 

Frontal vein 

Posterior facial 
(retromandibular) vein 

Supraorbital vein 


V_ Face Vein, Left 


See T Face Vein, Right 


Approach Device Qualifier 
Character 5 Character 6 Character 7 


Z No Device Z_ No Qualifier 


Open 
Percutaneous 
Percutaneous Endoscopic 


Y Upper Vein 
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ICD-10-PCS 2021 


Upper Veins 


O5R-O5R 


5 
R 


wOoOnanu 


Limited Coverage [& Noncovered [ Combination Member 


Medical and Surgical 


Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used ina previous replacement procedure. 


Upper Veins 
Replacement 
; -— BodyPart 
Character 4 

Azygos Vein H_ Hand Vein, Left 
Right ascending lumbar vein See G Hand Vein, Right 
Right subcostal vein L_ Intracranial Vein 
Hemiazygos Vein Anterior cerebral vein 
Left ascending lumbar vein Basal (internal) cerebral vein 
Left subcostal vein Dural venous sinus 
Innominate Vein, Right Great cerebral vein 
Brachiocephalic vein Inferior cerebellar vein 
Inferior thyroid vein Inferior cerebral vein 
innominate Vein, Left Internal (basal) cerebral vein 
See 3 Innominate Vein, Right Middle cerebral vein 
Subclavian Vein, Right sane chiar , 
Subclavian Vein, Left hii atiaamriesrpeetas 
AidHary Vein: Richt Superior cerebral vein 

Tide M Internal Jugular Vein, Right 
Axillary Vein, Left : 

: eed N_ Internal Jugular Vein, Left 
Brachial Vein, Right P Ex b acudar Vein. Righ 
Radial vein is eee <-pamr abhi 

3 Posterior auricular vein 

Ulnar vein ; 
Brachial Vela. Left Q External Jugular Vein, Left 
See 9 Brachial Vein, Right See a Co Vein, 
Basilic Velny Right : R_ Vertebral Vein, Right 
Median antebrachial vein : : 
Median cubital vein Deca cemicaliveli 
Basilic Vein, Left Suboccipital venous plexus 
on adres Right S$ Vertebral Vein, Left 
Cephalic Vei Ri See R Vertebral Vein, Right 

sch st, ting ar ce T Face Vein, Right 
Accessory cephalic vein Angular vein 
Cephalic Vein, Left Anterior facial vein 
See D Cephalic Vein, Right eoameniaaainci 
Hand Vein, Right Deep facial vein 
Dorsal metacarpal vein Frontal vein 
Palmar (volar) digital vein Posterior facial 
Palmar (volar) metacarpal vein (retromandibular) vein 
Superficial palmar venous arch Supraorbital vein 
Volar (palmar) digital vein Face Vein, Left 
Volar (palmar) metacarpal vein See T Face Vein, Right 

Y Upper Vein 


ICD-10-PCS 2021 


® Open 
4 Percutaneous Endoscopic 


7 


J 
K 


Approach Device 
Character 5 ’ Character 6 


Autologous Tissue 
Substitute 


Synthetic Substitute 
Nonautologous Tissue 
Substitute 


Combination Only DRGNon-OR Non-OR 


Qualifier 
Character 7 


Z_ No Qualifier 
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Upper Veins ICD-10-PCS 2021 


Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


95S-05S 
6 Medical and Surgical 
5 Upper Veins 
S_ Reposition 
Body Part 
Character 4 
® Azygos Vein Hand Vein, Left 


WOON AUY 


Right ascending lumbar vein 
Right subcostal vein 
Hemiazygos Vein 

Left ascending lumbar vein 
Left subcostal vein 
Innominate Vein, Right 
Brachiocephalic vein 
Inferior thyroid vein 
Innominate Vein, Left 

See 3 Innominate Vein, Right 
Subclavian Vein, Right 
Subclavian Vein, Left 
Axillary Vein, Right 
Axillary Vein, Left 

Brachial Vein, Right 

Radial vein 

Ulnar vein 

Brachial Vein, Left 

See 9 Brachial Vein, Right 
Basilic Vein, Right 

Median antebrachial vein 
Median cubital vein 

Basilic Vein, Left 

See B Basilic Vein, Right 
Cephalic Vein, Right 
Accessory cephalic vein 
Cephalic Vein, Left 

See D Cephalic Vein, Right 
Hand Vein, Right 

Dorsal metacarpal vein 
Palmar (volar) digital vein 
Palmar (volar) metacarpal vein 
Superficial palmar venous arch 
Volar (palmar) digital vein 
Volar (palmar) metacarpal vein 


See G Hand Vein, Right 

Intracranial Vein 

Anterior cerebral vein 

Basal (internal) cerebral vein 

Dural venous sinus 

Great cerebral vein 

Inferior cerebellar vein 

Inferior cerebral vein 

Internal (basal) cerebral vein 

Middle cerebral vein 

Ophthalmic vein 

Superior cerebellar vein 

Superior cerebral vein 

Internal Jugular Vein, Right 

Internal Jugular Vein, Left 

External Jugular Vein, Right 

Posterior auricular vein 

External Jugular Vein, Left 

See P External Jugular Vein, 
Right 

Vertebral Vein, Right 

Deep cervical vein 

Suboccipital venous plexus 

Vertebral Vein, Left 

See R Vertebral Vein, Right 

Face Vein, Right 

Angular vein 

Anterior facial vein 

Common facial vein 

Deep facial vein 

Frontal vein 

Posterior facial 
(retromandibular) vein 

Supraorbital vein 


V_ Face Vein, Left 


See T Face Vein, Right 
Upper Vein 
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Approach Device Qualifier 
Character5 Character 6 Character 7 
@® Open Z No Device Z No Qualifier 


3 Percutaneous 
4 Percutaneous Endoscopic 
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ICD-10-PCS 2021 Upper Veins 95U-85U 


8 Medical and Surgical 
5 Upper Veins 


U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


es 3, ther Le Body Part : Approach Device Qualifier 
ee ne ee cnnractera Character 5 Character 6 Character 7 


6 Azygos Vein H_ Hand Vein, Left ® Open 7 Autologous Tissue Z_ No Qualifier 
Right ascending lumbar vein See G Hand Vein, Right 3 Percutaneous Substitute 
Right subcostal vein L_ Intracranial Vein 4 Percutaneous Endoscopic |J Synthetic Substitute 
1 Hemiazygos Vein Anterior cerebral vein K Nonautologous Tissue 
Left ascending lumbar vein Basal (internal) cerebral vein Substitute 
Left subcostal vein Dural venous sinus 
3 Innominate Vein, Right Great cerebral vein 
Brachiocephalic vein Inferior cerebellar vein 
Inferior thyroid vein Inferior cerebral vein 
4 Innominate Vein, Left Internal (basal) cerebral vein 
See 3 Innominate Vein, Right Middle cerebral vein 
5 Subclavian Vein, Right pee Sain a; , 
6 Subclavian Vein, Left UPCRGr Cage ie 
7 Axillary Vein, Right Superior cerebral vein 
: oe M Internal Jugular Vein, Right 
8 Axillary Vein, Left : 
Lee N_ Internal Jugular Vein, Left 
9 Brachial Vein, Right ee 
oak Eats P_ External Jugular Vein, Right 
Radial vein . . : 
: Posterior auricular vein 
Ulnar vein Ext i fucular Vein, Left 
& Brachial Vein, Left ss Seg P Eee Ha ae vein 
See 9 Brachial Vein, Right 9 , 


Right 

R_ Vertebral Vein, Right 

Deep cervical vein 

Suboccipital venous plexus 
S Vertebral Vein, Left 

See R Vertebral Vein, Right 
T Face Vein, Right 

Angular vein 

Anterior facial vein 

Common facial vein 


B Basilic Vein, Right 
Median antebrachial vein 
Median cubital vein 

C Basilic Vein, Left 
See B Basilic Vein, Right 

D Cephalic Vein, Right 
Accessory cephalic vein 

F Cephalic Vein, Left 
See D Cephalic Vein, Right 


G Hand Vein, Right Deep facial vein 
Dorsal metacarpal vein Frontal vein 
Palmar (volar) digital vein Posterior facial 
Palmar (volar) metacarpal vein (retromandibular) vein 
Superficial palmar venous arch Supraorbital vein 
Volar (palmar) digital vein V_ Face Vein, Left 
Volar (palmar) metacarpal vein See T Face Vein, Right 
Y Upper Vein 


aCe =r ast 
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O5V-O5V Upper Veins 
6 Medical and Surgical 
5 Upper Veins 
V_ Restriction Definition: Partially closing an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice 
Body Part Approach Device | Qualifier 
Character 4 Character 5 | Character 6 é Character 7 


Z_ No Qualifier 


C Extraluminal Device 
D Intraluminal Device 


Azygos Vein H_ Hand Vein, Left 
Right ascending lumbar vein See G Hand Vein, Right 


® Open 
3 Percutaneous 


Right subcostal vein L Intracranial Vein 4 Percutaneous Endoscopic | Z No Device 
1 Hemiazygos Vein Anterior cerebral vein 

Left ascending lumbar vein Basal (internal) cerebral vein 

Left subcostal vein Dural venous sinus 
3 Innominate Vein, Right Great cerebral vein 

Brachiocephalic vein Inferior cerebellar vein 

Inferior thyroid vein Inferior cerebral vein 
4 Innominate Vein, Left Internal (basal) cerebral vein 

See 3 Innominate Vein, Right Middle cerebral vein 


Ophthalmic vein 

Superior cerebellar vein 
Superior cerebral vein 
Internal Jugular Vein, Right 
Internal Jugular Vein, Left 
External Jugular Vein, Right 
Posterior auricular vein 


Subclavian Vein, Right 
Subclavian Vein, Left 
Axillary Vein, Right 
Axillary Vein, Left 
Brachial Vein, Right 
Radial vein 


won AW 
vz 


Ulnar vein ; 
A Srochalvein Left @ Eternal Juguar ein. Let 
See 9 Brachial Vein, Right 9 d 


Right 

R_ Vertebral Vein, Right 

Deep cervical vein 

Suboccipital venous plexus 
S Vertebral Vein, Left 

See R Vertebral Vein, Right 
T Face Vein, Right 

Angular vein 

Anterior facial vein 

Common facial vein 


B Basilic Vein, Right 
Median antebrachial vein 
Median cubital vein 

C Basilic Vein, Left 
See B Basilic Vein, Right 

D Cephalic Vein, Right 
Accessory cephalic vein 

F Cephalic Vein, Left 
See D Cephalic Vein, Right 


G Hand Vein, Right Deep facial vein 
Dorsal metacarpal vein Frontal vein 
Palmar (volar) digital vein Posterior facial 
Palmar (volar) metacarpal vein (retromandibular) vein 
Superficial palmar venous arch Supraorbital vein 
Volar (palmar) digital vein ~ V Face Vein, Left 
Volar (palmar) metacarpal vein SEeIIEnce. Vein, Right 


Upper Vein 
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8 Medical and Surgical 
5 Upper Veins 


W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


WP. SH Body Part _ = Approach Device Qualifier 
_ Character 4 Character 5 Character 6 Character 7 


® Azygos Vein ® Open 2 Monitoring Device Z_ No Qualifier 
Right ascending lumbar vein 3 Percutaneous M Neurostimulator Lead 
Right subcostal vein 4 Percutaneous Endoscopic 
X External 
3 Innominate Vein, Right @ Open Neurostimulator Lead Z No Qualifier 
Brachiocephalic vein 3 Percutaneous 
Inferior thyroid vein 4 Percutaneous Endoscopic 
4 Innominate Vein, Left X External 
See 3 Innominate Vein, Right 
Y Upper Vein ® Open ® Drainage Device Z_ No Qualifier 
3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 3 Infusion Device 
7 Autologous Tissue Substitute 
C_ Extraluminal Device 
D Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Y Other Device 
Y Upper Vein X External r Drainage Device Z No Qualifier 
Monitoring Device 
Infusion Device 


Autologous Tissue Substitute 
Extraluminal Device 
Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 


ZF K-OANWND 


Non-OR 95W@XMZ 

Non-OR 95W(3,4]XMZ 

Non-OR 9%5WY3(0,2,3,D]Z 
Non-OR 9%5WY([3,4]YZ 

Non-OR 9%5WYX(G,2,3,7,C,D,J,K]Z 
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Lower Veins 061-96W 


Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 


tables. It SHOULD NOT be used to build a PCS code. 
Approach-Character 5 


Lower Veins 


_Operation-Character 3 


Device-Character 6 


Body Part-Character 4 


Qualifier—Character 7 


1 Bypass hi Inferior Vena Cava ® Open 8 Drainage Device 8 Ultrasonic 
5 Destruction 1 Splenic Vein ‘|3 Percutaneous 2 Monitoring Device 4 Hepatic Vein 
7 Dilation 2 Gastric Vein [* Percutaneous Endoscopic |3 Infusion Device 5 Superior Mesenteric Vein 
9 Drainage 3. Esophageal Vein 7 Via Natural or Artificial 7 Autologous Tissue 6 Inferior Mesenteric Vein 
= | Opening Substitute 
B Excision 4 Hepatic Vein 8 Via Natural or Artificial 9 Autologous Venous Tissue |9 Renal Vein, Right 
—_ Opening Endoscopic 
C  Extirpation 5 Superior Mesenteric Vein |X — External A Autologous Arterial Tissue |B Renal Vein, Left 
ES 
D_ Extraction 6 Inferior Mesenteric Vein C  Extraluminal Device C —Hemorrhoidal Plexus 
- ; : | 
F Fragmentation 7 Colic Vein D_ Intraluminal Device P Pulmonary Trunk 
H Insertion 8 Portal Vein J Synthetic Substitute Q Pulmonary Artery, Right 
J Inspection 9 Renal Vein, Right K Nonautologous Tissue R Pulmonary Artery, Left 
| Substitute 

L = Occlusion B- Renal Vein, Left Y Other Device T Via Umbilical Vein 
N Release C Common iliac Vein, Right Z_ NoDevice X Diagnostic 
P Removal D Common lliac Vein, Left Y Lower Vein 
Q_ Repair F External Iliac Vein, Right Z No Qualifier 
R Replacement G_ External Iliac Vein, Left 
S_ Reposition H  Hypogastric Vein, Right 
U Supplement J Hypogastric Vein, Left 
V_ Restriction M_ Femoral Vein, Right I a 
W_ Revision N Femoral Vein, Left 

P Saphenous Vein, Right 

Q Saphenous Vein, Left 

T Foot Vein, Right 

V_ Foot Vein, Left 7 

Y Lower Vein 

— 


AHA Coding Clinic for table 961 AHA Coding Clinic for table 96L 


2017, 4Q, 36-38 Fontan completion procedure 2019, 4Q, 28 Transorifice occlusion of gastric varices 
2017, 4Q, 66-67 New qualifier values - Portal to hepatic shunt 2018, 2Q, 18 Transverse rectus abdominis myocutaneous (TRAM) delay 
AHA Coding Clinic for table 06B 2017, 4Q, 57-58 Sn ae - be aes esophageal vein banding 
2020, 1Q, 28 Free flap microvascular breast reconstruction 2013,40,112 ee COP Epa aINg Ol ceo pnageat Valles 
2017,3Q,5 Femoral artery to posterior tibial artery bypass using autologous and synthetic | AHA Coding Clinic for table 96V 

grafts 2018, 3Q, 11 Transvenous transcatheter placement of valve in inferior vena cava 
2017, 1Q, 31 Left to right common carotid artery bypass 2018, 1Q, 10 Revision of transjugular intrahepatic portosystemic shunt 
2017, 1Q, 32 Peroneal artery to dorsalis pedis artery bypass using saphenous vein graft AHA Coding Clinic for table 66W 
2016, 3Q 31 Femoral to peroneal artery bypass with in-situ saphenous vein graft and lysis of 2019, 20, 39 Transjugular intrahepatic portosystémie shunt révision 

uaNves ae d 2018, 1Q, 10 Revision of transjugular intrahepatic portosystemic shunt 
eerer2Q, 18 arly sal arteiy bypass ie cpt vein oral 2014, 3Q, 25 Revision of transjugular intrahepatic portosystemic shunt (TIPS) 
2016, 1Q, 27 Aortocoronary bypass graft utilizing Y-graft 
2014, 3,8 Excision of saphenous vein for coronary artery bypass graft _ 
2014, 3Q, 20 MAZE procedure performed with coronary artery bypass graft 
2014, 1Q, 10 Repair of thoracic aortic aneurysm & coronary artery bypass graft 


AHA Coding Clinic for table 86H 


2017, 3Q, 11 
2017, 1Q, 31 
2017, 1Q, 31 
2013, 3Q, 18 


Placement of peripherally inserted central catheter using 3CG ECG technology 
Umbilical vein catheterization 

Central catheter placement in femoral vein 

Heart transplant surgery 


ee 
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Lower Veins ICD-10-PCS 2021 


Lower Veins 


Inferior vena cava @ 
Esophageal 3 


Common hepatic 4 


Portal B 


Gastric 2 
Splenic 1 


Renal 9, B 


Inferior mesenteric 6 


Colic 7 


Superior mesenteric 5 


Internal 


pudendal H, J 
Common iliac C, D 


Internal iliac (Hypogastric) H, J 


External iliac F, G 


Rectal venous plexus H, J 


Femoral M, N 


Greater saphenous P, Q 


Popliteal M, N Portal Venous Circulation 


Inferior vena cava @ Gastric 2 


saphenous P, Q ; 
Superior 
mesenteric 5 


Greater 
saphenous P, Q 


Digital T, V Left colic 7 


Inferior mesenteric 6 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


Lower Veins 


661-861 


9 Medical and Surgical 
Lower Veins 
Bypass 


=O 


Inferior Vena Cava 


Definition: Altering the route of passage of the contents of a tubular body part 


Explanation: Rerouting contents of a bod 
route and dissimilar body part. Includes 


Body Part 
Character 4 


Device 
Character 6 


y part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 
one or more anastomoses, with or without the use of a device. 


Approach 


Qualifier 
Character 7 


® Open 7 Autologous Tissue 5 Superior Mesenteric Vein 
Cakes aeciaeniaval 4 Percutaneous Endoscopic Substitute 6 Inferior Mesenteric Vein 
Right ‘eave sae vein 9 Autologous Venous Tissue P Pulmonary Trunk 
Right second lumbar vein A Autologous Arterial Tissue} Q Pulmonary Artery, Right 
Right suprarenal vein J Synthetic Substitute R Pulmonary Artery, Left 
Right testicular vein K Nonautologous Tissue Y Lower Vein 
Substitute 
Z No Device 
1 Splenic Vein a ® Open 7 Autologous Tissue 9 Renal Vein, Right 
Left gastroepiploic vein 4 Percutaneous Endoscopic Substitute B_ Renal Vein, Left 
Pancreatic vein 9 Autologous Venous Tissue | Y Lower Vein 
A Autologous Arterial Tissue 
J Synthetic Substitute 
K Nonautologous Tissue 
Substitute 
|Z No Device 
2 Gastric Vein Hypogastric Vein, Left @ Open 7 Autologous Tissue Y Lower Vein 
3 Esophageal Vein See H Hypogastric Vein, Right |4 Percutaneous Endoscopic Substitute 
4 Hepatic Vein Femoral Vein, Right 9 Autologous Venous Tissue 
5 Superior Mesenteric Vein Deep femoral (profunda A Autologous Arterial Tissue 
Right gastroepiploic vein femoris) vein J Synthetic Substitute 
6 Inferior Mesenteric Vein Popliteal vein — K Nonautologous Tissue 
Sigmoid vein Profunda femoris (deep Substitute 
Superior rectal vein femoral) vein Z NoDevice 
7 ColicVein Femoral Vein, Left 
lleocolic vein See M Femoral Vein, Right 
Left colic vein Saphenous Vein, Right 
Middle colic vein External pudendal vein 
Right colic vein Great(er) saphenous vein 
9 Renal Vein, Right Lesser saphenous vein 
B Renal Vein, Left Small saphenous vein 
Left inferior phrenic vein Superficial circumflex iliac vein 
Left ovarian vein Superficial epigastric vein 
Left second lumbar vein Saphenous Vein, Left 
Left suprarenal vein See P Saphenous Vein, Right 
Left testicular vein Foot Vein, Right 
C Common lliac Vein, Right Common digital vein 
D Common lliac Vein, Left Dorsal metatarsal vein 
F External Iliac Vein, Right Bae eehe sr 
G External Iliac Vein, Left Plantar ears vein 
H_ Hypogastric Vein, Right Plantar venous arch 
Gluteal vein Foot Vein, Left 
Internal iliac vein See T Foot Vein, Right 
Internal pudendal vein 
Lateral sacral vein 
Middle hemorrhoidal vein 
Obturator vein 
Uterine vein 
Vaginal vein 
Vesical vein 
8 Portal Vein ® Open 7 Autologous Tissue 9 Renal Vein, Right 
Hepatic portal vein Substitute B_ Renal Vein, Left 
9 Autologous Venous Tissue | Y Lower Vein 
A Autologous Arterial Tissue 
J Synthetic Substitute 
K Nonautologous Tissue 
Substitute 
No Device 
8 Portal Vein 3 Percutaneous Synthetic Substitute 4 Hepatic Vein 
Hepatic portal vein Y Lower Vein 
8 Portal Vein 4 Percutaneous Endoscopic | 7 Autologous Tissue 9 Renal Vein, Right 
Hepatic portal vein Substitute ; B_ Renal Vein, Left 
9 Autologous Venous Tissue} y {Lower Vein 
A Autologous Arterial Tissue 
K Nonautologous Tissue 
Substitute 
Z No Device | 
8 Portal Vein 4 Percutaneous Endoscopic | J Synthetic Substitute Hepatic Vein 


Hepatic portal vein 
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Limited Coverage [8 Noncovered Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR — New/Revised in GREEN 


CD-|0-PCS 2021 


Renal Vein, Right 
Renal Vein, Left 
Lower Vein 
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965-065 Lower Veins ICD-10-PCS 2021 


® Medical and Surgical 
6 Lower Veins 
5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 


Explanation: None of the body part is physically taken out 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z_ No Qualifier 


Inferior Vena Cava Z No Device 
Postcava 
Right inferior phrenic vein 
Right ovarian vein 
Right second lumbar vein 
Right suprarenal vein 
Right testicular vein 
1 Splenic Vein 
Left gastroepiploic vein 
Pancreatic vein 
Gastric Vein 
Esophageal Vein 
Hepatic Vein 
Superior Mesenteric Vein 
Right gastroepiploic vein 
‘6 Inferior Mesenteric Vein 
Sigmoid vein 
Superior rectal vein 
7 Colic Vein 
lleocolic vein 
Left colic vein 
Middle colic vein 
Right colic vein 
8 Portal Vein 
Hepatic portal vein 
9 Renal Vein, Right 
B_ Renal Vein, Left 
Left inferior phrenic vein 
Left ovarian vein 
Left second lumbar vein 
Left suprarenal vein 
Left testicular vein 
Common lliac Vein, Right 
Common lliac Vein, Left 
External Iliac Vein, Right 
External Iliac Vein, Left 
Hypogastric Vein, Right 
Gluteal vein 
Internal iliac vein 
Internal pudendal vein 
Lateral sacral vein 
Middle hemorrhoidal vein 
Obturator vein 
Uterine vein 
Vaginal vein 
Vesical vein 
J Hypogastric Vein, Left 
See H Hypogastric Vein, Right 
M Femoral Vein, Right 
Deep femoral (profunda femoris) vein 
Popliteal vein 
Profunda femoris (deep femoral) vein 
N_ Femoral Vein, Left 
See M Femoral Vein, Right 
P Saphenous Vein, Right 
External pudendal vein 
Great(er) saphenous vein 
Lesser saphenous vein 
Small saphenous vein 
Superficial circumflex iliac vein 
Superficial epigastric vein 
Q Saphenous Vein, Left 
See P Saphenous Vein, Right 
T Foot Vein, Right 
Common digital vein 
Dorsal metatarsal vein 
Dorsal venous arch 
Plantar digital vein 
Plantar metatarsal vein 
Plantar venous arch 
V_ Foot Vein, Left 
See T Foot Vein, Right 


Y Lower Vein 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


ubwn 


zmranon 


@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Z NoDevice C Hemorrhoidal Plexus 


Z_ No Qualifier 
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ICD-10-PCS 2021 Lower Veins 067-067 


® Medical and Surgical 
6 Lower Veins 


7 Dilation Definition: Expanding an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


| rae 
=) 
= 
i) 
= 
< 
©. 
= 
7) 


Body Part _ Approach Device i 
Character 4 Character 6 Charan 7 


® Inferior Vena Cava 
Postcava 

Right inferior phrenic vein 
Right ovarian vein 

Right second lumbar vein 
Right suprarenal vein 
Right testicular vein 
Splenic Vein 

Left gastroepiploic vein 
Pancreatic vein 

Gastric Vein 


2 
3 Esophageal Vein 
4 
5 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


D Intraluminal Device 
Z No Device 


Z_ No Qualifier 


Seal 


Hepatic Vein 
Superior Mesenteric Vein 
Right gastroepiploic vein 
6 Inferior Mesenteric Vein 
Sigmoid vein 
Superior rectal vein 
7 Colic Vein 
lleocolic vein 
Left colic vein 
Middle colic vein 
Right colic vein 
8 Portal Vein 
Hepatic portal vein 
Renal Vein, Right 
Renal Vein, Left 
Left inferior phrenic vein 
Left ovarian vein 
Left second lumbar vein 
Left suprarenal vein 
Left testicular vein 
Common lliac Vein, Right 
Common lliac Vein, Left 
External Iliac Vein, Right 
External Iliac Vein, Left 
Hypogastric Vein, Right 
Gluteal vein 
Internal iliac vein 
Internal pudendal vein 
Lateral sacral vein 
Middle hemorrhoidal vein 
Obturator vein 
Uterine vein 
Vaginal vein 
Vesical vein 
Hypogastric Vein, Left 
See H Hypogastric Vein, Right 
M Femoral Vein, Right 
Deep femoral (profunda femoris) vein 
Popliteal vein 
Profunda femoris (deep femoral) vein 
N Femoral Vein, Left 
See M Femoral Vein, Right 
P Saphenous Vein, Right 
External pudendal vein 
Great(er) saphenous vein 
Lesser saphenous vein 
Small saphenous vein 
Superficial circumflex iliac vein Z 
Superficial epigastric vein 
Q Saphenous Vein, Left 
See P Saphenous Vein, Right 
T Foot Vein, Right 
Common digital vein 
Dorsal metatarsal vein 
Dorsal venous arch 
Plantar digital vein 
Plantar metatarsal vein 
Plantar venous arch 
V_ Foot Vein, Left 


See T Foot Vein, Right 
Y_ Lower Vein 


7, . . 
Limited Coverage DG Noncovered Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR  New/Revised in GREEN 
ICD-10-PCS 2021 263 


ww 


zanmnoan 


— 
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Lower Veins 


069-069 
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069-069 Lower Veins 


® Medical and Surgical 
6 Lower Veins 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device | Qualifier 
Character 4 Character 5 Character 6 Character 7 
Inferior Vena Cava H_ Hypogastric Vein, Right ® Open ® Drainage Device Z_ No Qualifier 
Postcava Gluteal vein 3 Percutaneous 


Right inferior phrenic vein Internal iliac vein 4 Percutaneous Endoscopic 
Right ovarian vein Internal pudendal vein 
Right second lumbar vein Lateral sacral vein 
Right suprarenal vein Middle hemorrhoidal vein 
Right testicular vein Obturator vein 
1 Splenic Vein Uterine vein 
Left gastroepiploic vein Vaginal vein 
Pancreatic vein Vesical vein 
2 Gastric Vein J Hypogastric Vein, Left 
3 Esophageal Vein See H Hypogastric Vein, Right 
4 Hepatic Vein M Femoral Vein, Right 
5 Superior Mesenteric Vein Deep femoral (profunda 


femoris) vein 
Popliteal vein ; 
Profunda femoris (deep 


Right gastroepiploic vein 
6 Inferior Mesenteric Vein 


ane Hl vein remake vey 
7 ee Vals N Femoral Vein, Left 
ee See M Femoral Vein, Right 
lleocolic vein ae 
lefrenticvela P Saphenous Vein, Right 


External pudendal vein 
Great(er) saphenous vein 
Lesser saphenous vein 


Middle colic vein 
Right colic vein 


8 oral rhyal Small saphenous vein 
Tels nails aS) Superficial circumflex iliac vein 
9 Renal Vein, Right Superficial epigastric vein 
B RenalVein, Left = Q Saphenous Vein, Left 
bereinfenor pnrenicveln See P Saphenous Vein, Right 
Left ovarian vein T Foot Vein, Right 


Left second lumbar vein 
Left suprarenal vein 
Left testicular vein 

C Common lliac Vein, Right 


Common digital vein 
Dorsal metatarsal vein 
Dorsal venous arch 
Plantar digital vein 


D Common lliac Vein, Left Plantar metatarsal vein 
F External Iliac Vein, Right Plantar venous arch 
G External lliac Vein, Left V_ Foot Vein, Left 


See T Foot Vein, Right 
Y Lower Vein 


Non-OR 969[0,1,2,4,5,6,7,8,9,B,C,D,F,G,H,J,M,N,P,Q,T,V,Y][0,3,4]0Z 
Non-OR 969330Z 


969 Continued on next page 
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869 Continued 


SUI9/ 12M07 


X Dy - 
Gluteal vein 3 Percutaneous Quali 
Right inferior phrenic vein intemal iliac vein i ina 


Right ovarian vein Internal pudendal vein 
Right second lumbar vein Lateral sacral vein 
Right suprarenal vein Middle hemorrhoidal vein 
Right testicular vein Obturator vein 
1 Splenic Vein Uterine vein 
Left gastroepiploic vein Vaginal vein 
Pancreatic vein Vesical vein 
2 Gastric Vein J Hypogastric Vein, Left 
3 Esophageal Vein See H Hypogastric Vein, Right 
4 Hepatic Vein M Femoral Vein, Right 
5 Superior Mesenteric Vein Deep femoral (profunda 
Right gastroepiploic vein Ere 
Inferi: MM senteric V: ‘i ver 
q Sigmoid vei Profunda femoris (deep 
= fi I) vein 
Superior rectal vein ccna 
7 Colic Vein N Femoral Vein, Left 
Pe See M Femoral Vein, Right 
lleocolic vein Sas dee i 
Left colic vein P Saphenous Vein, Right 
Middle colic vein Extemal pudendal vein 
Right colic vein Great(er) saphenous vein 
8 Portal Vein rise a eam 
stepatic postal vein Gee ick vee 
9 Renal Vein, Right Superfidal epigastric vein 
B fexivemtet = — Q Saphenous Vein, Left | 
= — =a — See P Saphenous Vein, Right | 
Left second lumbar vein J ae - win 4 fs 
Left suprarenal vein Rea a os 
Left testicular vein Site der esalt oats 
c Common Iliac Vein, Right Plantar digital vein 
D Common Iliac Vein, Left Plantar metatarsal vein 
F External Iliac Vein, Right Plantar venous arch 


G External Iliac Vein, Left V Foot Vein, Left 
See T Foot Vein, Right 


Y Lower Vein ' ' 
NN SSS 
Nom OR 9696123456729 8, DF GHIMNPOTVYI3ZX 


NonOR 69612456729 B.C DFGHIMNPOTV,YIG34IZZ 
Non-OR 969337Z 
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06B-06B Lower Veins 
® Medical and Surgical 
6 Lower Veins 
B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Body Part 
Character 4 


Inferior Vena Cava 
Postcava 
Right inferior phrenic vein 
Right ovarian vein 
Right second lumbar vein 
Right suprarenal vein 
Right testicular vein 
1 Splenic Vein 
Left gastroepiploic vein 
Pancreatic vein 
Gastric Vein 
Esophageal Vein 
Hepatic Vein 
Superior Mesenteric Vein 
Right gastroepiploic vein 
6 Inferior Mesenteric Vein 
Sigmoid vein 
Superior rectal vein 
7 Colic Vein 
lleocolic vein 
Left colic vein 
Middle colic vein 
Right colic vein 
8 Portal Vein 
Hepatic portal vein 
9 Renal Vein, Right 
B_ Renal Vein, Left 
Left inferior phrenic vein 
Left ovarian vein 
Left second lumbar vein 
Left suprarenal vein 
Left testicular vein 
Common lliac Vein, Right 
Common lliac Vein, Left 
External Iliac Vein, Right 
External Iliac Vein, Left 


UbhWN 


amTnon 


< 


Lower Vein 
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Hypogastric Vein, Right 

Gluteal vein 

Internal iliac vein 

Internal pudendal vein 

Lateral sacral vein 

Middle hemorrhoidal vein 

Obturator vein 

Uterine vein 

Vaginal vein 

Vesical vein 

Hypogastric Vein, Left 

See H Hypogastric Vein, Right 

Femoral Vein, Right 

Deep femoral (profunda 
femoris) vein 

Popliteal vein 

Profunda femoris (deep 
femoral) vein 

Femoral Vein, Left 

See M Femoral Vein, Right 

Saphenous Vein, Right 

External pudendal vein 

Great(er) saphenous vein 

Lesser saphenous vein 

Small saphenous vein 

Superficial circumflex iliac vein 

Superficial epigastric vein 

Saphenous Vein, Left 

See P Saphenous Vein, Right 

Foot Vein, Right 

Common digital vein 

Dorsal metatarsal vein 

Dorsal venous arch 

Plantar digital vein 

Plantar metatarsal vein 

Plantar venous arch 

Foot Vein, Left 

See T Foot Vein, Right 


Approach 
Character 5 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Device . Qualifier 
Character 6 Character7 


X Diagnostic 
Z_ No Qualifier 


Z No Device 


C Hemorrhoidal Plexus 
X Diagnostic 
Z_ No Qualifier 


Z No Device 


New/Revised in GREEN 
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Lower Veins ®6C-086D 
a nara pe a a 


8 Medical and Surgical 
6 Lower Veins 
C_sCExtirpation 


Definition: Taking or cutting out solid matter from a body part 


Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 


9 Inferior Vena Cava 
Postcava 
Right inferior phrenic vein 
Right ovarian vein 
Right second lumbar vein 
Right suprarenal vein 
Right testicular vein 
1. Splenic Vein 
Left gastroepiploic vein 
Pancreatic vein 
2 Gastric Vein 
3 Esophageal Vein 
4 Hepatic Vein 
5 Superior Mesenteric Vein 
Right gastroepiploic vein 
6 Inferior Mesenteric Vein 
Sigmoid vein 
Superior rectal vein 
7 Colic Vein 
lleocolic vein 
Left colic vein 
Middle colic vein 
Right colic vein 
8 Portal Vein 
Hepatic portal vein 
9 Renal Vein, Right 
B_ Renal Vein, Left 
Left inferior phrenic vein 
Left ovarian vein 
Left second lumbar vein 
Left suprarenal vein 
Left testicular vein 
C Common iliac Vein, Right 
D Common lliac Vein, Left 
F External Iliac Vein, Right 
G External Iliac Vein, Left 


® Medical and Surgical 
6 Lower Veins 
D_ Extraction 


Body Part — 
Character 4 


H_ Hypogastric Vein, Right 
Gluteal vein 
Internal iliac vein 
Internal pudendal vein 
Lateral sacral vein 
Middle hemorrhoidal vein 
Obturator vein 
Uterine vein 
Vaginal vein 
Vesical vein 

J Hypogastric Vein, Left 
See H Hypogastric Vein, Right 

M Femoral Vein, Right 
Deep femoral (profunda 

femoris) vein 
Popliteal vein 
Profunda femoris (deep 
femoral) vein 

N Femoral Vein, Left 
See M Femoral Vein, Right 

P Saphenous Vein, Right 
External pudendal vein 
Great(er) saphenous vein 
Lesser saphenous vein 
Small saphenous vein 


Superficial circumflex iliac vein 


Superficial epigastric vein 
Q Saphenous Vein, Left 
See P Saphenous Vein, Right 
T Foot Vein, Right 
Common digital vein 
Dorsal metatarsal vein 
Dorsal venous arch 
Plantar digital vein 
Plantar metatarsal vein 
Plantar venous arch 
V_ Foot Vein, Left 
See T Foot Vein, Right 
Y Lower Vein 


the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Approach 
Character 5 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Device 
Character 6 


Z No Device 


Qualifier 
Character 7 


Z_ No Qualifier 


Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


Body Part 


Character 4 


M Femoral Vein, Right 
Deep femoral (profunda 
femoris) vein 
Popliteal vein 
Profunda femoris (deep 
femoral) vein 
N Femoral Vein, Left 
See M Femoral Vein, Right 
P Saphenous Vein, Right 
External pudendal vein 
Great(er) saphenous vein 
Lesser saphenous vein 
Small saphenous vein 


Superficial circumflex iliac vein 


Superficial epigastric vein 
Q Saphenous Vein, Left 
See P Saphenous Vein, Right 


T Foot Vein, Right 
Common digital vein 
Dorsal metatarsal vein 
Dorsal venous arch 
Plantar digital vein 
Plantar metatarsal vein 
Plantar venous arch 

V_ Foot Vein, Left 
See T Foot Vein, Right 

Y Lower Vein 


Approach Device 
Character 5 Character 6 


@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Qualifier 
Character 7 


Z No Qualifier 


Z_ No Device 
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ICD-10-PCS 2021 


06F-O6F Lower Veins 
6 Medical and Surgical 
6 Lower Veins 
F Fragmentation Definition: Breaking solid matter in a body part into pieces 


za7non 


J 


Explanation: Physical force (e.g., manual, ultrasonic) applied directly or indirectly is used to break the solid matter into pieces. The solid matter 


may be an abnormal byproduct of a biological function or a foreign body. The pieces of solid matter are not taken out. 


Device 
Character 6 


Body Part 


Character 4 


Common lliac Vein, Right 
Common Iliac Vein, Left 
External Iliac Vein, Right 
External Iliac Vein, Left 
Hypogastric Vein, Right 
Gluteal vein 

Internal iliac vein 

Internal pudendal vein 
Lateral sacral vein 

Middle hemorrhoidal vein 
Obturator vein 

Uterine vein 

Vaginal vein 

Vesical vein 

Hypogastric Vein, Left 
See H Hypogastric Vein, Right 


M Femoral Vein, Right 
Deep femoral (profunda 
femoris) vein 
Popliteal vein 
Profunda femoris (deep 
femoral) vein 
N Femoral Vein, Left 
See M Femoral Vein, Right 
P Saphenous Vein, Right 
External pudendal vein 
Great(er) saphenous vein 
Lesser saphenous vein 
Small saphenous vein 


Superficial circumflex iliac vein 


Superficial epigastric vein 
Q Saphenous Vein, Left 


Approach 
Character 5 


3 Percutaneous 


Z No Device 


Qualifier 
Character 7 


@ Ultrasonic 
Z_ No Qualifier 


See P Saphenous Vein, Right 
Y Lower Vein 
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Lower Veins 


§6H-96H 


8 Medical and Surgical 
6 Lower Veins 
H_ Insertion 


Definition: Putting in a nonbiolo 
take the place of a body part 


Explanation: None 


gical appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


ie Body Part Approach Device Qualifier 
% [. Character 4 Character 5 Character 6 Character 7 
9 Inferior Vena Cava 8 Open 3 Infusion Device T Via Umbilical Vein 
Postcava — 3 Percutaneous Z No Qualifier 
Right inferior phrenic vein 
Right ovarian vein 
Right second lumbar vein 
Right suprarenal vein 
Right testicular vein 
® Inferior Vena Cava ® Open ~ 1D Intraluminal Device Z_ No Qualifier 
Postcava 3 Percutaneous 
Right inferior phrenic vein 
Right ovarian vein 
Right second lumbar vein 
Right suprarenal vein 
Right testicular vein 
8 Inferior Vena Cava 4 Percutaneous Endoscopic | 3 Infusion Device Z No Qualifier 
Postcava D intraluminal Device 
Right inferior phrenic vein 
Right ovarian vein 
Right second lumbar vein 
Right suprarenal vein 
Right testicular vein 
1 Splenic Vein Hypogastric Vein, Right 8 Open 3 Infusion Device Z_ No Qualifier 
Left gastroepiploic vein Gluteal vein 3 Percutaneous D_ Intraluminal Device 
Pancreatic vein Internal iliac vein 4 Percutaneous Endoscopic 
2. Gastric Vein Internal pudendal vein 
3 Esophageal Vein Lateral sacral vein 
4 Hepatic Vein Middle hemorrhoidal vein 
. ee Obturator vein 
5 Superior Mesenteric Vein Recsine ieee 
Right gastroepiploic vein Vaginal vein 
6 Inferior Mesenteric Vein Vectra 
Sigmoid vein cig Hypogastric Vein, Left 
SD ETOr cee See H Hypogastric Vein, Right 
7 Colic Vein : Femoral Vein, Right 
lleocolic = Deep femoral (profunda 
Left colic vein femoris) vein 
Middle colic vein Popliteal vein 
Right colic vein Profunda femoris (deep 
8 Portal Vein ; femoral) vein 
apa portal vein Femoral Vein, Left 
9 Renal Vein, Right See M Femoral Vein, Right 
B RenalVein,left = Saphenous Vein, Right 
Left inferior phrenic vein External pudendal vein 
Left ovarian vein Great(er) saphenous vein 
Left second lumbar vein Lesser saphenous vein 
Left suprarenal vein Small saphenous vein 
Left testicular vein Superficial circumflex iliac vein 
C Common lliac Vein, Right Superficial epigastric vein 
D Common lliac Vein, Left Saphenous Vein, Left 
F External Iliac Vein, Right See P Saphenous Vein, Right 
G External Iliac Vein, Left Foot Vein, Right 
Common digital vein 
Dorsal metatarsal vein 
Dorsal venous arch 
Plantar digital vein 
Plantar metatarsal vein 
Plantar venous arch 
Foot Vein, Left 
See T Foot Vein, Right + 
@ Open 2 Monitoring Device Z No Qualifier 


Y Lower Vein 


Non-OR G6HO[O,3]3[T,Z] 
Non-OR 06HO[G,3]DZ 
Non-OR 06HG4[3,D]Z 
Non-OR 

Non-OR B6HY[G,3,4]3Z 
Non-OR @6HY32Z 
Non-OR O6HY[3,4]YZ 
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3 Percutaneous 
4 Percutaneous Endoscopic 


O6H[1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,M,N,P,Q,T,VJ[@,3,4]3Z 


3 Infusion Device 
D Intraluminal Device 
Y Other Device 
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Lower Veins 


ICD-10-PCS 2021 


8 Medical and Surgical 
6 Lower Veins 
J Inspection 


Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


Lower Vein 


Non-OR 6JY[3,X]ZZ 


Body Part 
Character 4 


Medical and Surgical 
Lower Veins 
Occlusion 


rae 


<AhWwWOe 


Approach 
Character 5 


Open Z No Device 
Percutaneous 
Percutaneous Endoscopic 


External 


Device le 
Character 6 


Qualifier 
Character u 


Z No Qualifier 


Definition: Completely closing an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


Inferior Vena Cava 
Postcava 
Right inferior phrenic vein 
Right ovarian vein 
Right second lumbar vein 
Right suprarenal vein 
Right testicular vein 
1. Splenic Vein 
Left gastroepiploic vein 
Pancreatic vein 
4 Hepatic Vein 
5 Superior Mesenteric Vein 
Right gastroepiploic vein 
6 Inferior Mesenteric Vein 
Sigmoid vein 
Superior rectal vein 
7 Colic Vein 
lleocolic vein 
Left colic vein 
Middle colic vein 
Right colic vein 
8 Portal Vein 
Hepatic portal vein 
9 Renal Vein, Right 
B_ Renal Vein, Left 
Left inferior phrenic vein 
Left ovarian vein 
Left second lumbar vein 
Left suprarenal vein 
Left testicular vein 
Common Iliac Vein, Right 
Common Iliac Vein, Left 
External Iliac Vein, Right 
External Iliac Vein, Left 


aTnon 


Body Part 
Character 4 


2. Gastric Vein 
3 Esophageal Vein 


Hypogastric Vein, Right i] 
Gluteal vein 3 
Internal iliac vein 4 


Internal pudendal vein 

Lateral sacral vein 

Middle hemorrhoidal vein 

Obturator vein 

Uterine vein 

Vaginal vein 

Vesical vein 

Hypogastric Vein, Left 

See H Hypogastric Vein, Right 

Femoral Vein, Right 

Deep femoral (profunda 
femoris) vein 

Popliteal vein 

Profunda femoris (deep 
femoral) vein 

Femoral Vein, Left 

See M Femoral Vein, Right 

Saphenous Vein, Right 

External pudendal vein 

Great(er) saphenous vein 

Lesser saphenous vein 

Small saphenous vein 

Superficial circumflex iliac vein 

Superficial epigastric vein 

Saphenous Vein, Left 

See P Saphenous Vein, Right 

Foot Vein, Right 

Common digital vein 

Dorsal metatarsal vein 

Dorsal venous arch 

Plantar digital vein 

Plantar metatarsal vein 

Plantar venous arch 

Foot Vein, Left 

See T Foot Vein, Right 


Approach Device 
Character 5 Character 6 


Open C Extraluminal Device 
Percutaneous D Intraluminal Device 
Percutaneous Endoscopic |Z No Device 


Z_ No Qualifier 


Qualifier 
Character 7 


Open C_ Extraluminal Device 
Percutaneous D Intraluminal Device 
Percutaneous Endoscopic |Z No Device 


Via Natural or Artificial 
Opening 

Via Natural or Artificial 
Opening Endoscopic 


| 


Z_ No Qualifier 


Y_ Lower Vein 


Non-OR 6L2[7,8)[C,D,Z]Z 
Non-OR 613(3,4,7,8][C,D,Z]Z 


hwe i) N2we 


Extraluminal Device 
Intraluminal Device 
No Device 


Open 
Percutaneous 
Percutaneous Endoscopic 


C Hemorrhoidal Plexus 
Z_ No Qualifier 
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6 Medical and Surgical 
6 Lower Veins 


N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Body Part Approach Device 
Inferior Vena Cava Hypogastric Vein, Right ® Open Z No Device Z No Qualifier 
jouer phrenic vei heome i ne dea 
ic vein nternal iliac vein i 
Right ovarian vein Internal pudendal vein biiibaeal dies hapa 
Right second lumbar vein Lateral sacral vein 
Right suprarenal vein Middle hemorrhoidal vein 
Right testicular vein Obturator vein 
1 Splenic Vein Uterine vein 
Left gastroepiploic vein Vaginal vein 
Pancreatic vein Vesical vein 
2. Gastric Vein J Hypogastric Vein, Left 
3 Esophageal Vein See H Hypogastric Vein, Right 
4 Hepatic Vein M Femoral Vein, Right 
5 Superior Mesenteric Vein Deep femoral (profunda 
Right gastroepiploic vein femoris) vein 
6 Inferior Mesenteric Vein Popliteal vein : 
Sigmoid vein Profunda femoris (deep 
Superior rectal vein N thy Sense Pre 
pane ein, Le 
“ tet en See M Femoral Vein, Right 
Left colic vein P Saphenous Vein, Right 
Middle colic vein External pudendal vein 
Right colic vein Great(er) saphenous vein 
8 Portal Vein Lesser saphenous vein 


Small saphenous vein 
Superficial circumflex iliac vein 
Superficial epigastric vein 
Saphenous Vein, Left 
See P Saphenous Vein, Right 
T Foot Vein, Right 

Common digital vein 

Dorsal metatarsal vein 

Dorsal venous arch 


Hepatic portal vein 

9 Renal Vein, Right 

B_ Renal Vein, Left Q 
Left inferior phrenic vein 
Left ovarian vein 
Left second lumbar vein 
Left suprarenal vein 
Left testicular vein 


C Common lliac Vein, Right Plantar digital vein 

D Common Iliac Vein, Left Plantar metatarsal vein 
F External Iliac Vein, Right Plantar venous arch 

G External Iliac Vein, Left V_ Foot Vein, Left 


See T Foot Vein, Right 
Y Lower Vein 


6 Medical and Surgical 

6 Lower Veins 

P Removal Definition: Taking out or off a device from a body part 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Drainage Device Z No Qualifier 
Monitoring Device 
Infusion Device 
Autologous Tissue 
Substitute 
Extraluminal Device 
Intraluminal Device 
Synthetic Substitute 
Nonautologous Tissue 
Substitute 

Other Device 
Drainage Device Z No Qualifier 
Monitoring Device 
Infusion Device 
Intraluminal Device 


®@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Y Lower Vein 


NWN OD 


Aw on 


Y Lower Vein X External 


OWnad|< 


Non-OR 96PY3[,2,3]Z 
Non-OR 96PY(3,4]YZ 
Non-OR 96PYX(G,2,3,D]Z 
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96Q-86Q Lower Veins ICD-10-PCS 2021 


8 Medical and Surgical 
6 Lower Veins : 
Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 


Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z No Device Z_ No Qualifier 


Inferior Vena Cava 
Postcava 
Right inferior phrenic vein 
Right ovarian vein 
Right second lumbar vein 
Right suprarenal vein 
Right testicular vein 
1. Splenic Vein 
Left gastroepiploic vein 
Pancreatic vein 
Gastric Vein 
Esophageal Vein 
Hepatic Vein 
Superior Mesenteric Vein 
Right gastroepiploic vein 
6 Inferior Mesenteric Vein 
Sigmoid vein 
Superior rectal vein 
7 Colic Vein 
lleocolic vein 
Left colic vein 
Middle colic vein 
Right colic vein 
8 Portal Vein 
Hepatic portal vein 
9 Renal Vein, Right 
B_ Renal Vein, Left 
Left inferior phrenic vein 
Left ovarian vein 
Left second lumbar vein 
Left suprarenal vein 
Left testicular vein 
Common lliac Vein, Right 
Common lliac Vein, Left 
External Iliac Vein, Right 
External Iliac Vein, Left 
Hypogastric Vein, Right 
Gluteal vein 
Internal iliac vein 
Internal pudendal vein 
Lateral sacral vein 
Middle hemorrhoidal vein 
Obturator vein 
Uterine vein 
Vaginal vein 
Vesical vein 
J Hypogastric Vein, Left 
See H Hypogastric Vein, Right 
M_ Femoral Vein, Right 
Deep femoral (profunda femoris) vein 
Popliteal vein 
Profunda femoris (deep femoral) vein 
N Femoral Vein, Left 
See M Femoral Vein, Right 
P Saphenous Vein, Right 
External pudendal vein 
Great(er) saphenous vein 
Lesser saphenous vein 
Small saphenous vein 
Superficial circumflex iliac vein 
Superficial epigastric vein 
Q Saphenous Vein, Left 
See P Saphenous Vein, Right 
T Foot Vein, Right 
Common digital vein 
Dorsal metatarsal vein 
Dorsal venous arch 
Plantar digital vein 
Plantar metatarsal vein 
Plantar venous arch 
V_ Foot Vein, Left 
See T Foot Vein, Right 


Y Lower Vein 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 
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ICD-10-PCS 2021 Lower Veins 96R-96R 


9 Medical and Surgical 
6 Lower Veins 


R_ Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physi i i i 
; , physically eradicated, or rendered nonfunctional durin 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


eae Body Part Approach Device Qualifier 
fn Re Chavac ee ualifier 
ee ost Character 4 Character 5 Character 6 Character 7 
® Inferior Vena Cava ® Open 7 Autologous Tissue Substitute Z No Qualifier 


Postcava 4 Percutaneous Endoscopic J Synthetic Substitute 
K Nonautologous Tissue Substitute 


Right inferior phrenic vein 
Right ovarian vein 
Right second lumbar vein 
Right suprarenal vein 
Right testicular vein 
1 Splenic Vein 
Left gastroepiploic vein 
Pancreatic vein 
2. Gastric Vein 
3 Esophageal Vein 
4 Hepatic Vein 
5 Superior Mesenteric Vein 
Right gastroepiploic vein 
6 Inferior Mesenteric Vein 
Sigmoid vein 
Superior rectal vein 
7 Colic Vein 
lleocolic vein 
Left colic vein 
Middle colic vein 
Right colic vein 
8 Portal Vein 
Hepatic portal vein 
9 Renal Vein, Right 
B_ Renal Vein, Left 
Left inferior phrenic vein 
Left ovarian vein 
Left second lumbar vein 
Left suprarenal vein 
Left testicular vein 
C Common iliac Vein, Right 
D Common lliac Vein, Left 
F External Iliac Vein, Right 
G External Iliac Vein, Left 
H_ Hypogastric Vein, Right 
Gluteal vein 
Internal iliac vein 
Internal pudendal vein 
Lateral sacral vein 
Middle hemorrhoidal vein 
Obturator vein 
Uterine vein 
Vaginal vein 
Vesical vein 
J Hypogastric Vein, Left 
See H Hypogastric Vein, Right 
M Femoral Vein, Right 
Deep femoral (profunda femoris) vein 
Popliteal vein 
Profunda femoris (deep femoral) vein 
N Femoral Vein, Left 
See M Femoral Vein, Right 
P Saphenous Vein, Right 
External pudendal vein 
Great(er) saphenous vein 
Lesser saphenous vein 
Small saphenous vein 
Superficial circumflex iliac vein 
Superficial epigastric vein 
Q Saphenous Vein, Left 
See P Saphenous Vein, Right 
T Foot Vein, Right 
Common digital vein 
Dorsal metatarsal vein 
Dorsal venous arch 
Plantar digital vein 
Plantar metatarsal vein 
Plantar venous arch 
V_ Foot Vein, Left 
See T Foot Vein, Right 
Y Lower Vein 
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06S-96S Lower Veins ICD-10-PCS 2021 


® Medical and Surgical 

6 Lower Veins 

S_ Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 
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- Qualifier 


Body Part | Approach Device 
Character 4 : Character 5 Character 6 Character 7 


Z_ No Qualifier 


Inferior Vena Cava Z No Device 
Postcava 
Right inferior phrenic vein 
Right ovarian vein 
Right second lumbar vein 
Right suprarenal vein 
Right testicular vein 
1 Splenic Vein 
Left gastroepiploic vein 
Pancreatic vein 
Gastric Vein 
Esophageal Vein 
Hepatic Vein 
Superior Mesenteric Vein 
Right gastroepiploic vein 
6 Inferior Mesenteric Vein 
Sigmoid vein 
Superior rectal vein 
7 Colic Vein 
lleocolic vein 
Left colic vein 
Middle colic vein 
Right colic vein 
8 Portal Vein 
Hepatic portal vein 
9 Renal Vein, Right 
B_ Renal Vein, Left 
Left inferior phrenic vein 
Left ovarian vein 
Left second lumbar vein 
Left suprarenal vein 
Left testicular vein 
Common Iliac Vein, Right 
Common Iliac Vein, Left 
External Iliac Vein, Right 
External Iliac Vein, Left 
Hypogastric Vein, Right 
Gluteal vein 
Internal iliac vein 
Internal pudendal vein 
Lateral sacral vein 
Middle hemorrhoidal vein 
Obturator vein 
Uterine vein 
Vaginal vein 
Vesical vein 
J Hypogastric Vein, Left 
See H Hypogastric Vein, Right 
M Femoral Vein, Right 
Deep femoral (profunda femoris) vein 
Popliteal vein 
Profunda femoris (deep femoral) vein 
N Femoral Vein, Left 
See M Femoral Vein, Right 
P Saphenous Vein, Right 
External pudendal vein 
Great(er) saphenous vein 
Lesser saphenous vein 
Small saphenous vein 
Superficial circumflex iliac vein 
Superficial epigastric vein 
Q Saphenous Vein, Left 
See P Saphenous Vein, Right 
T Foot Vein, Right 
Common digital vein 
Dorsal metatarsal vein 
Dorsal venous arch 
Plantar digital vein 
Plantar metatarsal vein 
Plantar venous arch 
V_ Foot Vein, Left 
See T Foot Vein, Right 
Y Lower Vein 


EEE enn nnn SSS 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 
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ICD-10-PCS 2021 Lower Veins 96U-96U 


9 Medical and Surgical 
6 Lower Veins 


U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The bod i 
F é y part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. dia 


Inferior Vena Cava 
Postcava 
Right inferior phrenic vein 
Right ovarian vein 
Right second lumbar vein 
Right suprarenal vein 
Right testicular vein 
1. Splenic Vein 
Left gastroepiploic vein 
Pancreatic vein 
Gastric Vein 
Esophageal Vein 
Hepatic Vein 
Superior Mesenteric Vein 
Right gastroepiploic vein 
6 Inferior Mesenteric Vein 
Sigmoid vein 
Superior rectal vein 
7 Colic Vein 
lleocolic vein 
Left colic vein 
Middle colic vein 
Right colic vein 
8 Portal Vein 
Hepatic portal vein 
Renal Vein, Right 
Renal Vein, Left 
Left inferior phrenic vein 
Left ovarian vein 
Left second lumbar vein 
Left suprarenal vein 
Left testicular vein 
Common lliac Vein, Right 
Common lliac Vein, Left 
External Iliac Vein, Right 
External Iliac Vein, Left 
Hypogastric Vein, Right 
Gluteal vein 
Internal iliac vein 
Internal pudendal vein 
Lateral sacral vein 
Middle hemorrhoidal vein 
Obturator vein 
Uterine vein 
Vaginal vein 
Vesical vein 
J Hypogastric Vein, Left 
See H Hypogastric Vein, Right 
M Femoral Vein, Right 
Deep femoral (profunda femoris) vein 
Popliteal vein 
Profunda femoris (deep femoral) vein 
N Femoral Vein, Left 
See M Femoral Vein, Right 
P Saphenous Vein, Right 
External pudendal vein 
Great(er) saphenous vein 
Lesser saphenous vein 
Smail saphenous vein 
Superficial circumflex iliac vein 
Superficial epigastric vein 
Q Saphenous Vein, Left 
See P Saphenous Vein, Right 
T Foot Vein, Right 
Common digital vein 
Dorsal metatarsal vein 
Dorsal venous arch 
Plantar digital vein 
Plantar metatarsal vein 
Plantar venous arch 
V_ Foot Vein, Left 
See T Foot Vein, Right 
Lower Vein 
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® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


Body Part Approach ~ Device lifi 
Character 4 ~ Character 6 é peel 7 


Z_ No Qualifier 
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ICD-10-PCS 2021 


06V-96V Lower Veins 
® Medical and Surgical 
6 Lower Veins 
V_ Restriction Definition: Partially closing an orifice or the lumen of a tubular body part 


uhWN 


zanon 


Body Part 
Character 4 


Inferior Vena Cava 
Postcava 
Right inferior phrenic vein 
Right ovarian vein 

Right second lumbar vein 
Right suprarenal vein 

Right testicular vein 
Splenic Vein 

Left gastroepiploic vein 
Pancreatic vein 

Gastric Vein 

Esophageal Vein 

Hepatic Vein 

Superior Mesenteric Vein 
Right gastroepiploic vein 
Inferior Mesenteric Vein 
Sigmoid vein 

Superior rectal vein 

Colic Vein 

lleocolic vein 

Left colic vein 

Middle colic vein 

Right colic vein 

Portal Vein 

Hepatic portal vein 

Renal Vein, Right 

Renal Vein, Left 

Left inferior phrenic vein 
Left ovarian vein 

Left second lumbar vein 
Left suprarenal vein 

Left testicular vein 
Common lliac Vein, Right 
Common Iliac Vein, Left 
External Iliac Vein, Right 
External Iliac Vein, Left 
Hypogastric Vein, Right 
Gluteal vein 

Internal iliac vein 

Internal pudendal vein 
Lateral sacral vein 

Middle hemorrhoidal vein 
Obturator vein 

Uterine vein 

Vaginal vein 

Vesical vein 

Hypogastric Vein, Left 

See H Hypogastric Vein, Right 
Femoral Vein, Right 

Deep femoral (profunda femoris) vein 
Popliteal vein 

Profunda femoris (deep femoral) vein 
Femoral Vein, Left 

See M Femoral Vein, Right 
Saphenous Vein, Right 
External pudendal vein 
Great(er) saphenous vein 
Lesser saphenous vein 
Small saphenous vein 
Superficial circumflex iliac vein 
Superficial epigastric vein 
Saphenous Vein, Left 

See P Saphenous Vein, Right 
Foot Vein, Right 

Common digital vein 
Dorsal metatarsal vein 
Dorsal venous arch 

Plantar digital vein 

Plantar metatarsal vein 
Plantar venous arch 

Foot Vein, Left 

See T Foot Vein, Right 

Lower Vein 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


Approach 
Character 5 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Device 
Character 6 


Qualifier 
Character 7 


C_ Extraluminal Device Z_ No Qualifier 


D Intraluminal Device 
Z No Device 


Ss Eee ase 
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ICD-10-PCS 2021 Lower Veins ®6W-06W 


6 Medical and Surgical 
6 Lower Veins 


W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Y_ Lower Vein ® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Drainage Device Z No Qualifier 
Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Other Device 


Drainage Device Z_ No Qualifier 
Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 


Y Lower Vein X External 


FKOANWNO<X KR" TANWND 


Non-OR 96WY3[0,2,3,D]Z 
Non-OR G6WY([3,4]YZ 
Non-OR 96WYX(@,2,3,7,C,D,J,K]Z 
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Lymphatic and Hemic Systems 872-07Y 


Character Meanings* . 
This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 


tables. It SHOULD NOT be used to build a PCS code. 
Approach-Character5 —| Device-Character 6 = 


Lymphatic and Hemic Systems 


Operation-Character an 


Qualifier-Character 7 


| ee 
< 
3 
c 
> 
9 
S. 
A 
9 
5 
2. 
<= 
© 
3. 
A 
w 
< 
wn 
Cal 
© 
= 
A 


2 Change ® Lymphatic, Head @ Open @ Drainage Device ® Allogeneic 
5 Destruction 1 Lymphatic, Right Neck 3. Percutaneous 1 Radioactive Element i Syngeneic 
9 Drainage 2 Lymphatic, Left Neck 4 Percutaneous Endoscopic |3 Infusion Device 2  Zooplastic 
B Excision 3 Lymphatic, Right Upper 8 Via Natural or Artificial 7 Autologous Tissue X Diagnostic 
Extremity Opening Endoscopic Substitute 
C_ Extirpation 4 Lymphatic, Left Upper X External C  Extraluminal Device Z No Qualifier 
Extremity 
D_ Extraction : 5 Lymphatic, Right Axillary D — Intraluminal Device 
Insertion 6 Lymphatic, Left Axillary J Synthetic Substitute 
J Inspection 7 Lymphatic, Thorax K Nonautologous Tissue 
Substitute 
L Occlusion 8 Lymphatic, Internal Y Other Device 
Mammary, Right 
N_ Release 9 Lymphatic, Internal Z No Device 
Mammary, Left 
P= Removal B Lymphatic, Mesenteric 
Q_ Repair 1c Lymphatic, Pelvis ir 
S Reposition D Lymphatic, Aortic 
T Resection F Lymphatic, Right Lower 
Extremity 
U Supplement G__ Lymphatic, Left Lower 
Extremity | 
V_ Restriction H Lymphatic, Right Inguinal 
W_ Revision J Lymphatic, Left Inguinal es 
Y Transplantation K Thoracic Duct 
L Cisterna Chyli 
M Thymus 
; a 
N Lymphatic 
- = +— 
P= Spleen 
Q__Bone Marrow, Sternum 
R Bone Marrow, lliac 
S Bone Marrow, Vertebral 
T-Bone Marrow | 
eld 
* Includes lymph vessels and lymph nodes. 
AHA Coding Clinic for table 979 AHA Coding Clinic for table 07Q ; 
2018, 4Q, 84 Fine needle aspiration biopsy of lymphatic tissue 2017, 1Q, 34 Lymphovenous bypass following mastectomy 
2017, 1Q, 34 Lymphovenous bypass following mastectomy AHA Coding Clinic for table 87S 
2014, 1Q, 26 Transbronchial needle aspiration lymph node biopsy 2019, 30, 29 Thymus transplant for T-Cell production 
F 111 Transbronchial needle aspiration lymph node biopsy ; 
ae Arh ae ia gh ; a: e AHA Coding Clinic for table 87T 
AHA Coding Clinic for table 97B 2018, 10, 22 Resection of lymph node chains 
2019, 10, 3-8 Whipple procedure he 2016, 20, 12 Resection of malignant neoplasm of infratemporal fossa 
2018, 4Q, 84 Fine needle aspiration biopsy of lymphatic tissue 2016, 10, 30 Axillary lymph node resection with modified radical mastectomy 
2018, 1Q, 22 Resection of lymph node chains f 2015, 4Q, 13 New Section X codes—New Technology procedures 
2016, 1Q, 30 Axillary lymph node resection with modified radical mastectomy 2014, 30,9 Radical resection of level | lymph nodes 
2014, 3Q, 10 Selective excision of paratracheal lymph nodes 2014, 30, 16 Repair of Tetralogy of Fallot 
2014, 1Q, 20 Fiducial marker placement : en 
2014, 10, 26 Transbronchial endoscopic lymph node aspiration biopsy AHA Coding Clinic for table 87Y 
2019, 30, 29 Thymus transplant for T-Cell production 
AHA Coding Clinic for table 87D 
2018, 4Q, 84 Fine needle aspiration biopsy of lymphatic tissue 


2013, 4Q, 111 Root operation for bone marrow biopsy 
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Lymphatic and Hemic Systems ICD-10-PCS 2021 


Lymphatic System 


Parotid lymph 


nodes @ 
Entrance of 
thoracic duct into 
subclavian vein 1 
Cervical 
lymph nodes 1, 2 
Area of the right Intercostal 
lymphatic duct 1 lymph nodes 7 
Cisterna 
Axillary een 


iL 
lymph nodes 5, 6 chyli 


Spleen P 


Lumbar 
lymph nodes D 
Thymus M 
Thoracic 
duct K 
lliac lymph 
nodes C 
Mesenteric 
lymph nodes B 
Intestinal 


lymph nodes B 


Mesocolic 
lymph nodes B 


Inguinal 
lymph nodes 
H, J 


ee 
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ICD-10-PCS 2021 Lymphatic and Hemic Systems 072-675 


8 Medical and Surgical 
Lymphatic and Hemic Systems 


7 
2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 


Thoracic Duct M Thymus 


® Drainage Device Z_ No Qualifier 


Left jugular trunk Thymus gland i 

Left subclavian trunk N CaANae i ate 
L_ Cisterna Chyli P Spleen 

Intestinal lymphatic trunk Accessory spleen 

Lumbar lymphatic trunk T Bone Marrow 


Non-OR All body part, approach, device, and qualifier values 


Medical and Surgical 

Lymphatic and Hemic Systems 

Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out 


uns 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Lymphatic, Head Lymphatic, Left Axillary ® Open Z No Device Z_ No Qualifier 
Buccinator lymph node See 5 Lymphatic, Right Axillary 3 Percutaneous 
Infraauricular lymph node 7 Lymphatic, Thorax 4 Percutaneous 
Infraparotid lymph node Intercostal lymph node Endoscopic 
Parotid lymph node Mediastinal lymph node 
Preauricular lymph node Parasternal lymph node 
Submandibular lymph node Paratracheal lymph node 
Submaxillary lymph node Tracheobronchial lymph node 
Submental lymph node 8 Lymphatic, Internal Mammary, Right 
Subparotid lymph node 9 Lymphatic, Internal Mammary, Left 
Suprahyoid lymph node B_ Lymphatic, Mesenteric 

1 Lymphatic, Right Neck Inferior mesenteric lymph node 
Cervical lymph node Pararectal lymph node 
Jugular lymph node Superior mesenteric lymph node 
Mastoid (postauricular) lymph node C_ Lymphatic, Pelvis 
Occipital lymph node Common iliac (subaortic) lymph node 
Postauricular (mastoid) lymph node Gluteal lymph node 
Retropharyngeal lymph node lliac lymph node 
Right jugular trunk Inferior epigastric lymph node 
Right lymphatic duct Obturator lymph node 
Right subclavian trunk Sacral lymph node 
Supraclavicular (Virchow's) lymph node Subaortic (common iliac) lymph node 
Virchow's (supraclavicular) lymph node Suprainguinal lymph node 

2 Lymphatic, Left Neck D_ Lymphatic, Aortic 
Cervical lymph node Celiac lymph node 
Jugular lymph node Gastric lymph node 
Mastoid (postauricular) lymph node Hepatic lymph node 
Occipital lymph node Lumbar lymph node 
Postauricular (mastoid) lymph node Pancreaticosplenic lymph node 
Retropharyngeal lymph node Paraaortic lymph node 
Supraclavicular (Virchow's) lymph node Retroperitoneal lymph node 
Virchow's (supraclavicular) lymph node =F Lymphatic, Right Lower Extremity 

3 Lymphatic, Right Upper Extremity Femoral lymph node 
Cubital lymph node Popliteal lymph node 
Deltopectoral (infraclavicular) lymph G_ Lymphatic, Left Lower Extremity 

node See F Lymphatic, Right Lower Extremity 
Epitrochlear lymph node H_ Lymphatic, Right Inguinal 
Infraclavicular (deltopectoral) lymph J Lymphatic, Left Inguinal 
node K Thoracic Duct 

Supratrochlear lymph node Left jugular trunk 

4 Lymphatic, Left Upper Extremity Left subclavian trunk 
See 3 Lymphatic, Right Upper Extremity L  Cisterna Chyli 

5 Lymphatic, Right Axillary Intestinal lymphatic trunk 
Anterior (pectoral) lymph node Lumbar lymphatic trunk 
Apical (subclavicular) lymph node M Thymus 
Brachial (lateral) lymph node Thymus gland 
Central axillary lymph node P Spleen 
Lateral (brachial) lymph node Accessory spleen 
Pectoral (anterior) lymph node 
Posterior (subscapular) lymph node 
Subclavicular (apical) lymph node 


Subscapular (posterior) lymph node 


o . . 
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079-079 Lymphatic and Hemic Systems ICD-10-PCS 2021 
O7O-O7% . t—‘(tisCSCSCsSCCtymphaticianaitiomicssystemsy OE EE ee 


® Medical and Surgical 
7 Lymphatic and Hemic Systems 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Lymphatic, Head 6 Lymphatic, Left Axillary @ Open ® Drainage Device Z No Qualifier 
Buccinator lymph node See 5 Lymphatic, Right Axillary 3 Percutaneous 
Infraauricular lymph node 7 Lymphatic, Thorax 4 Percutaneous 
Infraparotid lymph node Intercostal lymph node Endoscopic 
Parotid lymph node Mediastinal lymph node 8 Via Natural or 
Preauricular lymph node Parasternal lymph node Artificial Opening 
Submandibular lymph node Paratracheal lymph node Endoscopic 
Submaxillary lymph node Tracheobronchial lymph node 


Submental lymph node 
Subparotid lymph node 
Suprahyoid lymph node 

1 Lymphatic, Right Neck 
Cervical lymph node 
Jugular lymph node 
Mastoid (postauricular) lymph node 
Occipital lymph node 
Postauricular (mastoid) lymph node 
Retropharyngeal lymph node 
Right jugular trunk 
Right lymphatic duct 
Right subclavian trunk 
Supraclavicular (Virchow's) lymph 

node 
Virchow's (supraclavicular) lymph 
node 

2 Lymphatic, Left Neck 
Cervical lymph node 
Jugular lymph node 
Mastoid (postauricular) lymph node 
Occipital lymph node 
Postauricular (mastoid) lymph node 
Retropharyngeal lymph node 
Supraclavicular (Virchow's) lymph 


Lymphatic, Internal Mammary, Right 
Lymphatic, Internal Mammary, Left 
Lymphatic, Mesenteric 
Inferior mesenteric lymph node 
Pararectal lymph node 
Superior mesenteric lymph node 
C Lymphatic, Pelvis 
Common iliac (subaortic) lymph node 
Gluteal lymph node 
lliac lymph node 
Inferior epigastric lymph node 
Obturator lymph node 
Sacral lymph node 
Subaortic (common iliac) lymph node 
Suprainguinal lymph node 
D Lymphatic, Aortic 
Celiac lymph node 
Gastric lymph node 
Hepatic lymph node 
Lumbar lymph node 
Pancreaticosplenic lymph node 
Paraaortic lymph node 
Retroperitoneal lymph node 
F Lymphatic, Right Lower Extremity 
Femoral lymph node 
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node : 
Virchow's (supraclavicular) lymph Popliteal lymph node , 
node G Lymphatic, Left Lower Extremity 
3 Lymphatic, Right Upper Extremity See F Lymphatic, Right Lower Extremity 
Cubital lymph node H_ Lymphatic, Right Inguinal 
Deltopectoral (infraclavicular) lymph J Lymphatic, Left Inguinal 
node K_ Thoracic Duct 
Epitrochlear lymph node Left jugular trunk 
Infraclavicular (deltopectoral) lymph Left subclavian trunk 
node L_ Cisterna Chyli 
Supratrochlear lymph node Intestinal lymphatic trunk 
4 Lymphatic, Left Upper Extremity Lumbar lymphatic trunk 
See 3 Lymphatic, Right Upper Extremity 
5 Lymphatic, Right Axillary 
Anterior (pectoral) lymph node 
Apical (subclavicular) lymph node 
Brachial (lateral) lymph node 
Central axillary lymph node 
Lateral (brachial) lymph node 
Pectoral (anterior) lymph node 
Posterior (subscapular) lymph node 
Subclavicular (apical) lymph node 
Subscapular (posterior) lymph node 
Non-OR 879[0,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L][3,8]0Z 


979 Continued on next page 
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8 Medical and Surgical i 
7 Lymphatic and Hemic Systems nt oe 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


re. 
< 
3 
ao) 
— 
S)) 
=. 
Body Part Approach Device ualifier 9 
ymphatic, Head Lymphatic, Left Axilla @ Open Zz i i i 
Buccinator lymph node See 5 Lymphatic, Right Axillary 3 Pariteneets i Dewias : Ke ate = 
A etalole lymph node 7 Lymphatic, Thorax 4 Pareatanagut J 
nfraparotid lymph node Intercostal lymph node Endoscopic 3 
Lae lymph node Mediastinal lymph node 8 ViaiNaturalor A 
a lymph node Parasternal lymph node Artifical Oventn (7, 
ubmandibular lymph node Paratracheal lymph node End oral = 
grein lymph node Tracheobronchial lymph node ndoscopic As 
Sy Saden 4 ba ie 8 Lymphatic, Internal Mammary, Right 3 
Suprahyoid lymph node 9 Lymphatic, Internal Mammary, Left w 
1 Lymphatic, Right Neck B_ Lymphatic, Mesenteric 
Canal lymph ROL Inferior mesenteric lymph node 
Jugular lymph node Pararectal lymph node 
cle aden lymph node - ERRRnaEE lymph node 
ccipital lymph node a : 
Postauricular (mastoid) lymph node er iliac (subaortic) lymph node 
lnc that lymph node fos Sasa gar 
ight jugular trunk 3 : ; 
Right Se geinte Shieh bea oo. lymph node 
Right subclavian trunk ¢ a ymph node 
“epi! paises tmp cry roe iliac) lymph node 
node ees 
Virchow's (supraclavicular) lymph D Buieeeicn a node 
node atic, Aortic 
2 Lymphatic, Left Neck “laa dds oaeen 
Cervical lymph node He a Ae 
ruben aaleumene apie fous node 
Mastoid (postauricular) lymph node aces Band Ladell Rea 
nestor ep dat Paraaortic | 4 oados rete 
sit lai sarorie bbe node Serban 5 cote lymph node 
etropharyngeal lymph node ane : 
Supraclavicular (Virchow's) lymph F corres ai Extremity 
node PEM 
Virchow's (supraclavicular) lymph Popliteal lymph node 
node G Lymphatic, Left Lower Extremity 
3 Lymphatic, Right Upper Extremity See F Lymphatic, Right Lower Extremity 
Cubital lymph node H_ Lymphatic, Right Inguinal 
Deltopectoral (infraclavicular) lymph J Lymphatic, Left Inguinal 
node K Thoracic Duct 
Epitrochlear lymph node Left jugular trunk 
Infraclavicular (deltopectoral) lymph Left subclavian trunk 
node L  Cisterna Chyli 
Supratrochlear lymph node Intestinal lymphatic trunk 
4 Lymphatic, Left Upper Extremity Lumbar lymphatic trunk 
See 3 Lymphatic, Right Upper Extremity 
5 Lymphatic, Right Axillary 
Anterior (pectoral) lymph node 
Apical (subclavicular) lymph node 
Brachial (lateral) lymph node 
Central axillary lymph node 
Lateral (brachial) lymph node 
Pectoral (anterior) lymph node 
Posterior (subscapular) lymph node 
Subclavicular (apical) lymph node 
Subscapular (posterior) lymph node 
M Thymus @ Open @ Drainage Device Z_ No Qualifier 
Thymus gland 3 Percutaneous 
P Spleen 4 Percutaneous 
Accessory spleen Endoscopic 
T Bone Marrow 4 
M Thymus ® Open Z No Device X Diagnostic 
Thymus gland 3 Percutaneous Z_ No Qualifier 
P Spleen 4 Percutaneous 


Accessory spleen Endoscopic 


Bone Marrow 


Non-OR 079[0,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L]8ZX 
Non-OR 079[G,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L][3,8]ZZ 
Non-OR @79M30Z 

Non-OR 9@79P([3,4]0Z 

Non-OR @79T[0,3,4]0Z 

Non-OR 979M3ZZ 

Non-OR 079P[3,4]Z[X,Z] 

Non-OR @797[0,3,4]Z[X,Z] 
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07B-97B Lymphatic and Hemic Systems ICD-10-PCS 2021 
® Medical and Surgical 
7 Lymphatic and Hemic Systems 
B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 
Body Part : Approach Device Qualifier _— 
: Character 4 ae Character 5 Character 6 Character 7 
® Lymphatic, Head 6 Lymphatic, Left Axillary ® Open Z No Device X Diagnostic 
Buccinator lymph node See 5 Lymphatic, Right Axillary 3 Percutaneous Z No Qualifier 
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Infraauricular lymph node 

Infraparotid lymph node 

Parotid lymph node 

Preauricular lymph node 

Submandibular lymph node 

Submaxillary lymph node 

Submental lymph node 

Subparotid lymph node 

Suprahyoid lymph node 

Lymphatic, Right Neck 

Cervical lymph node 

Jugular lymph node 

Mastoid (postauricular) lymph node 

Occipital lymph node 

Postauricular (mastoid) lymph node 

Retropharyngeal lymph node 

Right jugular trunk 

Right lymphatic duct 

Right subclavian trunk 

Supraclavicular (Virchow's) lymph 
node 

Virchow's (supraclavicular) lymph 
node 

Lymphatic, Left Neck 

Cervical lymph node 

Jugular lymph node 

Mastoid (postauricular) lymph node 

Occipital lymph node 

Postauricular (mastoid) lymph node 

Retropharyngeal lymph node 

Supraclavicular (Virchow's) lymph 
node 

Virchow's (supraclavicular) lymph 
node 

Lymphatic, Right Upper Extremity 

Cubital lymph node 

Deltopectoral (infraclavicular) lymph 
node 

Epitrochlear lymph node 

Infraclavicular (deltopectoral) lymph 
node 

Supratrochlear lymph node 

Lymphatic, Left Upper Extremity 

See 3 Lymphatic, Right Upper Extremity 

Lymphatic, Right Axillary 

Anterior (pectoral) lymph node 

Apical (subclavicular) lymph node 

Brachial (lateral) lymph node 

Central axillary lymph node 

Lateral (brachial) lymph node 

Pectoral (anterior) lymph node 

Posterior (subscapular) lymph node 

Subclavicular (apical) lymph node 

Subscapular (posterior) lymph node 


Non-OR 7BP([3,4]ZX 


7 


A =z aA 


Lymphatic, Thorax 

Intercostal lymph node 

Mediastinal lymph node 

Parasternal lymph node 
Paratracheal lymph node 
Tracheobronchial lymph node 
Lymphatic, Internal Mammary, Right 
Lymphatic, Internal Mammary, Left 
Lymphatic, Mesenteric 

Inferior mesenteric lymph node 
Pararectal lymph node 

Superior mesenteric lymph node 
Lymphatic, Pelvis 

Common iliac (subaortic) lymph node 
Gluteal lymph node 

lliac lymph node 

Inferior epigastric lymph node 
Obturator lymph node 

Sacral lymph node 

Subaortic (common iliac) lymph node 
Suprainguinal lymph node 
Lymphatic, Aortic 

Celiac lymph node 

Gastric lymph node 

Hepatic lymph node 

Lumbar lymph node 
Pancreaticosplenic lymph node 
Paraaortic lymph node 
Retroperitoneal lymph node 
Lymphatic, Right Lower Extremity 
Femoral lymph node 

Popliteal lymph node 

Lymphatic, Left Lower Extremity 
See F Lymphatic, Right Lower Extremity 
Lymphatic, Right Inguinal is 
Lymphatic, Left Inguinal ESI 
Thoracic Duct 

Left jugular trunk 

Left subclavian trunk 

Cisterna Chyli 

Intestinal lymphatic trunk 

Lumbar lymphatic trunk 

Thymus 

Thymus gland 

Spleen 

Accessory spleen 


4 Percutaneous 
Endoscopic 


See Appendix L for Procedure Combinations 
ies 07B[H,J][0,4]ZZ 


New/Revised in GREEN 
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ICD-10-PCS 2021 Lymphatic and Hemic Systems 07C-87C 


9 Medical and Surgical 
7 Lymphatic and Hemic Systems 
C_Extirpation Definition: Taking or cutting out solid matter from a body part 


Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of atubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part Approach Device Qualifier 
Character 4 — . Character 5 Character 6 Character 7 


® Lymphatic, Head 6 Lymphatic, Left Axillary ® Open Z No Device Z No Qualifier 
Buccinator lymph node See 5 Lymphatic, Right Axillary 3 Percutaneous 
Infraauricular lymph node 7 Lymphatic, Thorax 4 Percutaneous 
Infraparotid lymph node Intercostal lymph node Endoscopic 
Parotid lymph node Mediastinal lymph node 
Preauricular lymph node Parasternal lymph node 
Submandibular lymph node Paratracheal lymph node 
raat ane Hige Tracheobronchial lymph node 
ubmental lymph node i i 
ead moh node Lymphatic, Internal Mammary, Right 


Lymphatic, Internal Mammary, Left 
Lymphatic, Mesenteric 

Inferior mesenteric lymph node 
Pararectal lymph node 

Superior mesenteric lymph node 

C_ Lymphatic, Pelvis 

Common iliac (subaortic) lymph node 
Gluteal lymph node 

lliac lymph node 

Inferior epigastric lymph node 
Obturator lymph node 

Sacral lymph node 

Subaortic (common iliac) lymph node 


wwe 


Suprahyoid lymph node 
1 Lymphatic, Right Neck 
Cervical lymph node 
Jugular lymph node 
Mastoid (postauricular) lymph node 
Occipital lymph node 
Postauricular (mastoid) lymph node 
Retropharyngeal lymph node 
Right jugular trunk 
Right lymphatic duct 
Right subclavian trunk 
Supraclavicular (Virchow's) lymph 


node Suprainguinal lymph node 
Virchow's (supraclavicular) lymph Es me 
node D_ Lymphatic, Aortic 


Celiac lymph node 
Gastric lymph node 
Hepatic lymph node 
Lumbar lymph node 
Pancreaticosplenic lymph node 
Paraaortic lymph node 
Retroperitoneal lymph node 

F Lymphatic, Right Lower Extremity 
Femoral lymph node 


2 Lymphatic, Left Neck 
Cervical lymph node 
Jugular lymph node 
Mastoid (postauricular) lymph node 
Occipital lymph node 
Postauricular (mastoid) lymph node 
Retropharyngeal lymph node 
Supraclavicular (Virchow's) lymph 


node : 
Virchow's (supraclavicular) lymph Popliteal lymph node : 
node G Lymphatic, Left Lower Extremity — 
3 Lymphatic, Right Upper Extremity SeeF Lymphatic, Right Lower Extremity 
Cubital lymph node H_ Lymphatic, Right Inguinal 
Deltopectoral (infraclavicular) lymph J Lymphatic, Left Inguinal 
node K Thoracic Duct 
Epitrochlear lymph node Left jugular trunk 
Infraclavicular (deltopectoral) lymph Left subclavian trunk 
node L_ Cisterna Chyli 
Supratrochlear lymph node Intestinal lymphatic trunk 
4 Lymphatic, Left Upper Extremity Lumbar lymphatic trunk 
See 3 Lymphatic, Right Upper Extremity M Thymus 
5 Lymphatic, Right Axillary Thymus gland 
Anterior (pectoral) lymph node P Spleen 
Apical (subclavicular) lymph node Accessory spleen 
Brachial (lateral) lymph node 
Central axillary lymph node 
Lateral (brachial) lymph node 
Pectoral (anterior) lymph node 
Posterior (subscapular) lymph node 
Subclavicular (apical) lymph node 


Subscapular (posterior) lymph node 
Non-OR 97CP([3,4]ZZ 
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97D-97D 


67D-07D Lymphatic and Hemic Systems ICD-10-PCS 2021 
a a ee eee! 


® Medical and Surgical 
7 Lymphatic and Hemic Systems 
D Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


6 Lymphatic, Head Lymphatic, Left Axillary 3 Percutaneous Z No Device X Diagnostic 
Buccinator lymph node See 5 Lymphatic, Right Axillary |4 Percutaneous Endoscopic 
Infraauricular lymph node 7 Lymphatic, Thorax 8 Via Natural or Artificial 
Infraparotid lymph node Intercostal lymph node Opening Endoscopic 
Parotid lymph node Mediastinal lymph node 
Preauricular lymph node Parasternal lymph node 
Submandibular lymph node Paratracheal lymph node 
Submaxillary lymph node Tracheobronchial lymph node 
Submental lymph node 8 Lymphatic, Internal 
Subparotid lymph node Mammary, Right 
Suprahyoid lymph node Lymphatic, Internal 

1 Lymphatic, Right Neck Mammary, Left 
Cervical lymph node B_ Lymphatic, Mesenteric 
Jugular lymph node Inferior mesenteric lymph 
Mastoid (postauricular) lymph wore ; 


node 
Occipital lymph node 
Postauricular (mastoid) lymph 


Pararectal lymph node 
Superior mesenteric lymph 


mate node 
Retropharyngeal lymph node ee ic 
Right jugular trunk lymph node 
Right lymphatic duct Gluteal lymph node 
Right subclavian trunk iliac lymph node 
heer ae s} Inferior epigastric lymph node 
Virchow's (supraclavicular) Soe ees 
lymph node acral lymph node 
i Subaortic (common iliac) 
2 Lymphatic, Left Neck lymph node 
eet. dist Suprainguinal lymph node 
ees BN es D Lymphatic, Aortic 


Mastoid (postauricular) lymph 
node 

Occipital lymph node 

Postauricular (mastoid) lymph 
node 

Retropharyngeal lymph node 

Supraclavicular (Virchow's) 


Celiac lymph node 

Gastric lymph node 

Hepatic lymph node 

Lumbar lymph node 

Pancreaticosplenic lymph 
node 

Paraaortic lymph node 


lymph node . 
Virchow's (supraclavicular) Retroperitoneal lymph node 
lymph node F Rape hs Right Lower 
— xtremity 
Z ass plone Unper Femoral lymph node 
Cubital lymph node Popliteal lymph node 
Deltopectoral (infraclavicular) G Lymphatic, Left Lower 
lymph node Extremity | 
Epitrochlear lymph node See F Lymphatic, Right Lower 
Infraclavicular (deltopectoral) Extremity : : 
lymph node H_ Lymphatic, Right Inguinal 
Supratrochlear lymph node J Lymphatic, Left Inguinal 
4 Lymphatic, Left Upper K Thoracic Duct 
Extremity Left jugular trunk 
See 3 Lymphatic, Right Upper Left subclavian trunk 
Extremity L_ Cisterna Chyli 
5 Lymphatic, Right Axillary Intestinal lymphatic trunk 


Anterior (pectoral) lymph node — Lumbar lymphatic trunk 
Apical (subclavicular) lymph 
node 
Brachial (lateral) lymph node 
Central axillary lymph node 
Lateral (brachial) lymph node 
Pectoral (anterior) lymph node 
Posterior (subscapular) lymph 
node 
Subclavicular (apical) lymph 
node 
Subscapular (posterior) lymph 
node 
M Thymus Percutaneous Z No Device 
Thymus gland 4 Percutaneous Endoscopic 
P Spleen 
Accessory spleen 
Q Bone Marrow, Sternum 6 Open Z NoDevice 
R_ Bone Marrow, Iliac 3 Percutaneous 
Bone Marrow, Vertebral 


Non-OR All body part, approach, device, and qualifier values 


w 


X Diagnostic 


X Diagnostic 
Z_ No Qualifier 


————_——_ i=... +... . ui Ln a ana 
EE Limited Coverage D&Noncovered [i Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR New/Revisedin GREEN 
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ICD-10-PCS 2021 Lymphatic and Hemic Systems 67H-97) 


8 Medical and Surgical 
7 Lymphatic and Hemic Systems 
H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


take the place of a body part 
Device 
Character 6 


Explanation: None 
1 Radioactive Element 


Body Part Approach 
Character 5 
3 Infusion Device 


Character 4 
@ Open 
Y Other Device 


Qualifier 
Character 7 


Z_ No Qualifier 


Thoracic Duct 
3 Percutaneous 


Left jugular trunk 
4 Percutaneous Endoscopic 


Left subclavian trunk 
L_ Cisterna Chyli 
Intestinal lymphatic trunk 
Lumbar lymphatic trunk 
M Thymus 
Thymus gland 
N_ Lymphatic 
P Spleen 
Accessory spleen 
Bone Marrow 


Non-OR 97H[K,L,M,N,P][G,3,4]3Z 
Non-OR 97H[K,L,MJ3YZ 
Non-OR 97H([N,P][3,4]YZ 


Medical and Surgical 

Lymphatic and Hemic Systems 

Inspection Definition: Visually and/or manually exploring a body part 
Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


Body Part Approach Device 
chor’ 
Thoracic Duct @ Open Z No Device 
Left jugular trunk 3 Percutaneous 
Left subclavian trunk 4 Percutaneous Endoscopic 
L_ Cisterna Chyli 
Intestinal lymphatic trunk 
Lumbar lymphatic trunk 
M Thymus 
Thymus gland 


T Bone Marrow ia 


N_ Lymphatic 6 Open Z No Device Z No Qualifier 


3 Percutaneous 

4 Percutaneous Endoscopic 

8 Via Natural or Artificial Opening 
Endoscopic 


X External 
P Spleen @ Open Z_ No Device Z_ No Qualifier 
Accessory spleen 3 Percutaneous 
4 Percutaneous Endoscopic 
X External 


8 
7 
J 


Qualifier 
Character 7 


Z No Qualifier 


Non-OR 97J)[K,L,M]3ZZ 
Non-OR 97JT[G,3,4)]ZZ 
Non-OR 97JN([3,8,X]ZZ 
Non-OR 97JP[3,4,X]ZZ 


. . . . 
TG Limited Coverage E&Noncovered [i Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR — New/Revised in am 
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Supratrochlear lymph node 
4 Lymphatic, Left Upper Extremity 
See 3 Lymphatic, Right Upper Extremity 
5 Lymphatic, Right Axillary 
Anterior (pectoral) lymph node 
Apical (subclavicular) lymph node 
Brachial (lateral) lymph node 
Central axillary lymph node 
Lateral (brachial) lymph node 
Pectoral (anterior) lymph node 
Posterior (subscapular) lymph node 
Subclavicular (apical) lymph node 
Subscapular (posterior) lymph node 
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ee «(O7L-07L Lymphatic and Hemic Systems ICD-10-PCS 2021 
£ 
8 Medical and Surgical 
vw 7 Lymphatic and Hemic Systems 
a L Occlusion Definition: Completely closing an orifice or the lumen of a tubular body part 
wv Explanation: The orifice can be a natural orifice or an artificially created orifice 
¢j ™ - Body Part . roa 
@ te 7 Pp Character 4 o£. aes | ac 
= E ‘ es : 
os 8 Lymphatic, Head 6 Lymphatic, Left Axillary 6 Open Cc Extraluminal Device 
< Buccinator lymph node See 5 Lymphatic, Right Axillary 3 Percutaneous D_ Intraluminal Device 
Ss Infraauricular lymph node 7 Lymphatic, Thorax 4 Percutaneous Z No Device 
) Infraparotid lymph node intercostal lymph node Endoscopic 
= Parotid lymph node Mediastinal lymph node 
s Preauricular lymph node Parasternal lymph node 
= Submandibular lymph node Paratracheal lymph node 
a 
= Submaxillary lymph node Tracheobronchial lymph node 
> Submental lymph node 8 Lymphatic, Internal Mammary, Right 
= Subparotid lymph node 9 Lymphatic, Internal Mammary, Left 
Suprahyoid ee dee B_ Lymphatic, Mesenteric 
1 Lymphatic, Right Inferior mesenteric lymph node 
fates ae aa Pararectal lymph node 
Superior mesenteric lymph node 
Mastoid (postauricular) lymph node CL a hatic, Pelvis sas 
capes tymph node Co jiivion iiac (subaortic) lymph node 
Postauricular (mastoid) lymph node - og 
Retropharyngeal lymph node Gluteal lymph node 
gnejugurer trunk Ponce lymph node 
Right lymphatic duct Rnkinod 
Right subclavian trunk Obturatoryenprinode 
i clavicular (Virchow’s) lymph Sacral lymph node 
shin cop EA he Subaortic (common iliac) lymph node 
Virchow's (supraclavicular) lymph eters niaee pore 
node D ee “eae 
2 Lymphatic, Left Neck ahaa 4 at Whe 
Cervical lymph node ea Gine 
ne aay Seo nee Lumbar lymph node 
scabies eee) eneenede Pancreaticosplenic lymph node 
ee Paraaortic lymph node 
Postauricular (mastoid) lymph node Rete donesl ann knede 
Retropharyngeal lymph node : Lee _ P ‘ 
Supraclavicular (Virchow’s) lymph F Lymphatic, Right Lower Extremity 
node Femoral lymph node 
Virchow's (supraclavicular) lymph Popliteal lymph node , 
node G Lymphatic, Left Lower Extremity _ 
3 Lymphatic, Right Upper Extremity See F Lymphatic, Right Lower Extremity 
Cubital lymph node H_ Lymphatic, Right Inguinal 
Deltopectoral (infraclavicular) lymph J Lymphatic, Left Inguinal 
node K_ Thoracic Duct 
Epitrochlear lymph node Left jugular trunk 
Infraclavicular (deltopectoral) lymph Left subclavian trunk 
node L_ Cisterna Chyli 


——— on ao... ss =. =, nan 
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Intestinal lymphatic trunk 
Lumbar lymphatic trunk 
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ICD-10-PCS 2021 Lymphatic and Hemic Systems 67N-O7N 


8 Medical and Surgical 

7 Lymphatic and Hemic Systems 

N Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Lymphatic, Head 6 Lymphatic, Left Axillary @ Open 
Buccinator lymph node See 5 Lymphatic, Right Axillary 3 Percutaneous 
Infraauricular lymph node 7 Lymphatic, Thorax 4 Percutaneous 
Infraparotid lymph node Intercostal lymph node Endoscopic 
Parotid lymph node Mediastinal lymph node 

Preauricular lymph node Parasternal lymph node 

Submandibular lymph node Paratracheal lymph node 

Submaxillary lymph node Tracheobronchial lymph node 


Submental lymph node 
Subparotid lymph node 
Suprahyoid lymph node 
1 Lymphatic, Right Neck 
Cervical lymph node 


Lymphatic, Internal Mammary, Right 
Lymphatic, Internal Mammary, Left 
Lymphatic, Mesenteric 

Inferior mesenteric lymph node 
Pararectal lymph node 
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Jugular lymph node - : 
Mastoid (postauricular) lymph node : ie a lymph node 
Occipital lymph node ymphatic, Pelvis 


Common iliac (subaortic) lymph node 
Gluteal lymph node 
Iliac lymph node 


Postauricular (mastoid) lymph node 
Retropharyngeal lymph node 


Right jugular “4 unk Inferior epigastric lymph node 

Right lymphatic duct Obturator lymph node 

Right subclavian trunk Sacral ly ae vade 

reside witeerpede hte al Subaortic (common iliac) lymph node 


7 Suprainguinal lymph node 

oes (supraclavicular) lymph D Aynipheatic Natt 

: Celiac lymph node 

2 Eymphiatic, Left Neck Gastric lymph node 
Cervical lymph node : 
Hepatic lymph node 
Jugular lymph node 
Mastoid (postauricular) lymph node easiiice Tyla ie 
oe Y Pancreaticosplenic lymph node 

Occipital lymph node Paraaortic lymph node 
Postauricular (mastoid) lymph node 


Retroperitoneal lymph node 
Retropharyngeal lymph node ie J 
Supraclavicular (Virchow’s) lymph F Lymphatic, Right Lower Extremity 


node a 
‘ opliteal lymph node 
Seren (supraclavicular) lymph S ‘Spamhiiic tek Vonies Gitneinity 
3 Lymphatic, Right Upper Extremity SeeF Lymphatic, Right Lower Extremity 
Cubital lymph node H_ Lymphatic, Right Inguinal 
Deltopectoral (infraclavicular) lymph J Lymphatic, Left Inguinal 
node K Thoracic Duct 
Epitrochlear lymph node Left jugular trunk 
infraclavicular (deltopectoral) lymph Left subclavian trunk 
node L_ Cisterna Chyli 
Supratrochlear lymph node Intestinal lymphatic trunk 
4 Lymphatic, Left Upper Extremity Lumbar lymphatic trunk 
See 3 Lymphatic, Right Upper Extremity M Thymus 
5 Lymphatic, Right Axillary Thymus gland 
Anterior (pectoral) lymph node P Spleen 
Apical (subclavicular) lymph node Accessory spleen 


Brachial (lateral) lymph node 
Central axillary lymph node 

Lateral (brachial) lymph node 
Pectoral (anterior) lymph node 
Posterior (subscapular) lymph node 
Subclavicular (apical) lymph node 
Subscapular (posterior) lymph node 
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Medical and Surgical 


Lymphatic and Hemic Systems 


Lymphatic and Hemic Systems 


Removal Definition: Taking out or off a device from a body part 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Map wecey _ Body Part 
Hea Sea PS Character 4 


Thoracic Duct 

Left jugular trunk 

Left subclavian trunk 
Cisterna Chyli 

Intestinal lymphatic trunk 
Lumbar lymphatic trunk 
Lymphatic 


Thoracic Duct 

Left jugular trunk 

Left subclavian trunk 
Cisterna Chyli 

Intestinal lymphatic trunk 
Lumbar lymphatic trunk 
Lymphatic 

Thymus 

Thymus gland 

Spleen 

Accessory spleen 
Thymus 

Thymus gland 


Spleen 
Accessory spleen 


Bone Marrow 


Non-OR @7P[K,L,N][3,4]YZ 
Non-OR 97P[K,L,N]X[0,3,D]Z 
Non-OR 97P[M,P][3,4]YZ 
Non-OR 97P[M,P]X[@,3]Z 
Non-OR 97P1(0,3,4,X]OZ 


Bal tad Approach < Device 
| _ Character 5 | Character 6 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


X External 


Open 
Percutaneous 
4 Percutaneous Endoscopic 


wea 


X External 


Open 

Percutaneous 
Percutaneous Endoscopic 
External 


xaAwWa| 


ICD-10-PCS 2021 


Qualifier 
Character 7 


Drainage Device Z_ No Qualifier 
Infusion Device 


Autologous Tissue 
Substitute 
Extraluminal Device 
Intraluminal Device 
Synthetic Substitute 
Nonautologous Tissue 
Substitute 

Other Device 


Drainage Device Z No Qualifier 
Infusion Device 
Intraluminal Device 


Drainage Device Z No Qualifier 
Infusion Device 
Other Device 


Drainage Device Z_ No Qualifier 
Infusion Device 


Drainage Device Z No Qualifier 


-OR Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 


Lymphatic and Hemic Systems 97Q-97Q 


8 Medical and Surgical 
7 Lymphatic and Hemic Systems 
Q_ Repair 


Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Lymphatic, Head Lymphatic, Left Axillary 


® Open Z_ No Device Z_ No Qualifier 


Buccinator lymph node 

Infraauricular lymph node 

Infraparotid lymph node 

Parotid lymph node 

Preauricular lymph node 

Submandibular lymph node 

Submaxillary lymph node 

Submental lymph node 

Subparotid lymph node 

Suprahyoid lymph node 

Lymphatic, Right Neck 

Cervical lymph node 

Jugular lymph node 

Mastoid (postauricular) lymph node 

Occipital lymph node 

Postauricular (mastoid) lymph node 

Retropharyngeal lymph node 

Right jugular trunk 

Right lymphatic duct 

Right subclavian trunk 

Supraclavicular (Virchow's) lymph 
node 

Virchow's (supraclavicular) lymph 
node 

Lymphatic, Left Neck 

Cervical lymph node 

Jugular lymph node 

Mastoid (postauricular) lymph node 

Occipital lymph node 

Postauricular (mastoid) lymph node 

Retropharyngeal lymph node 

Supraclavicular (Virchow's) lymph 
node 

Virchow's (supraclavicular) lymph 
node 

Lymphatic, Right Upper Extremity 

Cubital lymph node 

Deltopectoral (infraclavicular) lymph 
node 

Epitrochlear lymph node 

Infraclavicular (deltopectoral) lymph 
node 

Supratrochlear lymph node 

Lymphatic, Left Upper Extremity 

See 3 Lymphatic, Right Upper Extremity 

Lymphatic, Right Axillary 

Anterior (pectoral) lymph node 

Apical (subclavicular) lymph node 

Brachial (lateral) lymph node 

Central axillary lymph node 

Lateral (brachial) lymph node 

Pectoral (anterior) lymph node 

Posterior (subscapular) lymph node 

Subclavicular (apical) lymph node 

Subscapular (posterior) lymph node 


fa) 


n 


See 5 Lymphatic, Right Axillary 
Lymphatic, Thorax 

Intercostal lymph node 

Mediastinal lymph node 

Parasternal lymph node 

Paratracheal lymph node 
Tracheobronchial lymph node 
Lymphatic, Internal Mammary, Right 
Lymphatic, Internal Mammary, Left 
Lymphatic, Mesenteric 

Inferior mesenteric lymph node 
Pararectal lymph node 

Superior mesenteric lymph node 
Lymphatic, Pelvis 

Common iliac (subaortic) lymph node 
Gluteal lymph node 

lliac lymph node 

Inferior epigastric lymph node 
Obturator lymph node 

Sacral lymph node 

Subaortic (common iliac) lymph node 
Suprainguinal lymph node 
Lymphatic, Aortic 

Celiac lymph node 

Gastric lymph node 

Hepatic lymph node 

Lumbar lymph node 
Pancreaticosplenic lymph node 
Paraaortic lymph node 
Retroperitoneal lymph node 
Lymphatic, Right Lower Extremity 
Femoral lymph node 

Popliteal lymph node 

Lymphatic, Left Lower Extremity 
See F Lymphatic, Right Lower Extremity 
Lymphatic, Right Inguinal 
Lymphatic, Left Inguinal 


K Thoracic Duct 


Left jugular trunk 

Left subclavian trunk 
Cisterna Chyli 

Intestinal lymphatic trunk 
Lumbar lymphatic trunk 


3 Percutaneous 

4 Percutaneous 
Endoscopic 

8 Via Natural or 
Artificial Opening 
Endoscopic 


Thymus @ Open Z_ No Device 
Thymus gland 3 Percutaneous 
Spleen 4 Percutaneous 


Accessory spleen 


Endoscopic 


Z_ No Qualifier 
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07S-07T Lymphatic and Hemic Systems ICD-10-PCS 2021 
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Medical and Surgical 

7 Lymphatic and Hemic Systems 

S Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Body Part | Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


M Thymus ® Open Z No Device Z No Qualifier 
Thymus gland 

P Spleen 
Accessory spleen 


® Medical and Surgical 
7 Lymphatic and Hemic Systems 
T Resection Definition: Cutting out or off, without replacement, all of a body part 
Explanation: None 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
@ Lymphatic, Head 6 Lymphatic, Left Axillary +1 |@® Open Z_ No Device Z_ No Qualifier 
Buccinator lymph node See 5 Lymphatic, Right Axillary 4 Percutaneous 
Infraauricular lymph node 7 Lymphatic, Thorax a Endoscopic 
Infraparotid lymph node Intercostal lymph node 
Parotid lymph node Mediastinal lymph node 
Preauricular lymph node Parasternal lymph node 
Submandibular lymph node Paratracheal lymph node 
Submaxillary lymph node Tracheobronchial lymph node 
Submental lymph node 8 Lymphatic, Internal | 
Subparotid lymph node Mammary, Right 
Suprahyoid lymph node 9 Lymphatic, Internal el 
1 Lymphatic, Right Neck Mammary, Left 
Cervical lymph node B_ Lymphatic, Mesenteric 
Jugular lymph node Inferior mesenteric lymph node 
Mastoid (postauricular) lymph node Pararectal lymph node 
Occipital lymph node Superior mesenteric lymph node 
Postauricular (mastoid) lymph node C Lymphatic, Pelvis 
Retropharyngeal lymph node Common iliac (subaortic) lymph node 
Right jugular trunk Gluteal lymph node 
Right lymphatic duct lliac lymph node | 
Right subclavian trunk Inferior epigastric lymph node 
Supraclavicular (Virchow's) lymph Obturator lymph node 
node Sacral lymph node 
Virchow's (supraclavicular) lymph Subaortic (common iliac) lymph node 
node Suprainguinal lymph node 
2 Lymphatic, Left Neck D_ Lymphatic, Aortic 
Cervical lymph node Celiac lymph node 
Jugular lymph node Gastric lymph node 
Mastoid (postauricular) lymph node Hepaticlymph node | 
Occipital lymph node Lumbar lymph node | 
Postauricular (mastoid) lymph node Pancreaticosplenic lymph node 
Retropharyngeal lymph node Paraaortic lymph node | 
Supraclavicular (Virchow's) lymph Retroperitoneal lymph node 
node F Lymphatic, Right Lower Extremity 
Virchow's (supraclavicular) lymph Femorallymphnode 
node Popliteal lymph node | 
3 Lymphatic, Right Upper Extremity G Lymphatic, Left Lower Extremity 
Cubital lymph node See F Lymphatic, Right Lower Extremity 
Deltopectoral (infraclavicular) lymph Lymphatic, Right Inguinal 
node J Lymphatic, Left Inguinal 
Epitrochlear lymph node K ‘Thoracic Duct 


Infraclavicular (deltopectoral) lymph 
node 
Supratrochlear lymph node 
4 Lymphatic, Left Upper Extremity 
See 3 Lymphatic, Right Upper Extremity 
5 Lymphatic, Right Axillary 


Left jugular trunk 
Left subclavian trunk 
L  Cisterna Chyli 
Intestinal lymphatic trunk 
Lumbar lymphatic trunk 


Anterior (pectoral) lymph node M te = 
Apical (subclavicular) lymph node Seed gian 


Brachial (lateral) lymph node 
Central axillary lymph node 
Lateral (brachial) lymph node 
Pectoral (anterior) lymph node 
Posterior (subscapular) lymph node 
Subclavicular (apical) lymph node 
Subscapular (posterior) lymph node 


Accessory spleen 


See Appendix L for Procedure Combinations 
ea 077[5,6,7,8,9]0ZZ 


pr a 
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ICD-10-PCS 2021 


9 Medical and Surgical 
7 Lymphatic and Hemic Systems 
U_ Supplement 


Lymphatic and Hemic Systems 


97U-67U 


Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


ie ryote ti 
yew Po ee - 
Yh wei eile & 3 / 
® Lymphatic, Head 
Buccinator lymph node 
Infraauricular lymph node 
Infraparotid lymph node 
Parotid lymph node 
Preauricular lymph node 
Submandibular lymph node 
Submaxillary lymph node 
Submental lymph node 
Subparotid lymph node 
Suprahyoid lymph node 
1 Lymphatic, Right Neck 
Cervical lymph node 
Jugular lymph node 
Mastoid (postauricular) lymph node 
Occipital lymph node 
Postauricular (mastoid) lymph node 
Retropharyngeal lymph node 
Right jugular trunk 
Right lymphatic duct 
Right subclavian trunk 
Supraclavicular (Virchow's) lymph 
node 
Virchow's (supraclavicular) lymph 
node 
2 Lymphatic, Left Neck 
Cervical lymph node 
Jugular lymph node 
Mastoid (postauricular) lymph node 
Occipital lymph node 
Postauricular (mastoid) lymph node 
Retropharyngeal lymph node 
Supraclavicular (Virchow's) lymph 
node 
Virchow's (supraclavicular) lymph 
node 
3 Lymphatic, Right Upper Extremity 
Cubital lymph node 
Deltopectoral (infraclavicular) lymph 
node 
Epitrochlear lymph node 
Infraclavicular (deltopectoral) lymph 
node 
Supratrochlear lymph node 
4 Lymphatic, Left Upper Extremity 
See 3 Lymphatic, Right Upper Extremity 
5 Lymphatic, Right Axillary 
Anterior (pectoral) lymph node 
Apical (subclavicular) lymph node 
Brachial (lateral) lymph node 
Central axillary lymph node 
Lateral (brachial) lymph node 
Pectoral (anterior) lymph node 
Posterior (subscapular) lymph node 
Subclavicular (apical) lymph node 
Subscapular (posterior) lymph node 


[3 Limited Coverage ES Noncovered # Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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6 


7 


woe 


a= 


Body Part ee 
Character4 0 e 


Lymphatic, Left Axillary 

See 5 Lymphatic, Right Axillary 
Lymphatic, Thorax 

Intercostal lymph node 

Mediastinal lymph node 

Parasternal lymph node 
Paratracheal lymph node 
Tracheobronchial lymph node 
Lymphatic, Internal Mammary, Right 
Lymphatic, Internal Mammary, Left 
Lymphatic, Mesenteric 

Inferior mesenteric lymph node 
Pararectal lymph node 

Superior mesenteric lymph node 
Lymphatic, Pelvis 

Common iliac (subaortic) lymph node 
Gluteal lymph node 

lliac lymph node 

Inferior epigastric lymph node 
Obturator lymph node 

Sacral lymph node 

Subaortic (common iliac) lymph node 
Suprainguinal lymph node 
Lymphatic, Aortic 

Celiac lymph node 

Gastric lymph node 

Hepatic lymph node 

Lumbar lymph node 
Pancreaticosplenic lymph node 
Paraaortic lymph node 
Retroperitoneal lymph node 
Lymphatic, Right Lower Extremity 
Femoral lymph node 

Popliteal lymph node 

Lymphatic, Left Lower Extremity 
See F Lymphatic, Right Lower Extremity 
Lymphatic, Right Inguinal 
Lymphatic, Left Inguinal 

Thoracic Duct 

Left jugular trunk 

Left subclavian trunk 

Cisterna Chyli 

Intestinal lymphatic trunk 

Lumbar lymphatic trunk 


Approach Device Qualifier 
Character 5 Character 6 Character7 
@ Open Autologous Tissue Z_ No Qualifier 


Substitute 
J Synthetic Substitute 
K Nonautologous 

Tissue Substitute 


4 Percutaneous 
Endoscopic 
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07V-97V 


6 Medical and Surgical 
7 Lymphatic and Hemic Systems 
V_ Restriction 


Lymphatic and Hemic Systems 


ICD-10-PCS 2021 


Definition: Partially closing an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
@ Lymphatic, Head 6 Lymphatic, Left Axillary ® Open C Extraluminal Device |Z No Qualifier 
Buccinator lymph node See 5 Lymphatic, Right Axillary 3 Percutaneous D Intraluminal Device 
Infraauricular lymph node 7 Lymphatic, Thorax 4 Percutaneous Z No Device 
Infraparotid lymph node Intercostal lymph node Endoscopic 


Parotid lymph node 
Preauricular lymph node 
Submandibular lymph node 
Submaxillary lymph node 
Submental lymph node 
Subparotid lymph node 
Suprahyoid lymph node 
1 Lymphatic, Right Neck 
Cervical lymph node 
Jugular lymph node 
Mastoid (postauricular) lymph node 
Occipital lymph node 
Postauricular (mastoid) lymph node 
Retropharyngeal lymph node 
Right jugular trunk 
Right lymphatic duct 
Right subclavian trunk 
Supraclavicular (Virchow's) lymph 
node 
Virchow's (supraclavicular) lymph 
node 
2 Lymphatic, Left Neck 
Cervical lymph node 
Jugular lymph node 
Mastoid (postauricular) lymph node 
Occipital lymph node 
Postauricular (mastoid) lymph node 
Retropharyngeal lymph node 
Supraclavicular (Virchow's) lymph 
node 
Virchow's (supraclavicular) lymph 
node 
3 Lymphatic, Right Upper Extremity 
Cubital lymph node 
Deltopectoral (infraclavicular) lymph 
node 
Epitrochlear lymph node 
Infraclavicular (deltopectoral) lymph 
node 
Supratrochlear lymph node 
4 Lymphatic, Left Upper Extremity 
See 3 Lymphatic, Right Upper Extremity 
5 Lymphatic, Right Axillary 
Anterior (pectoral) lymph node 
Apical (subclavicular) lymph node 
Brachial (lateral) lymph node 
Central axillary lymph node 
Lateral (brachial) lymph node 
Pectoral (anterior) lymph node 
Posterior (subscapular) lymph node 
Subclavicular (apical) lymph node 
Subscapular (posterior) lymph node 
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(a) 


in| 


= 


Mediastinal lymph node 

Parasternal lymph node 

Paratracheal lymph node 
Tracheobronchial lymph node 
Lymphatic, Internal Mammary, Right 
Lymphatic, Internal Mammary, Left 
Lymphatic, Mesenteric 

Inferior mesenteric lymph node 
Pararectal lymph node 

Superior mesenteric lymph node 
Lymphatic, Pelvis 

Common iliac (subaortic) lymph node 
Gluteal lymph node 

lliac lymph node 

Inferior epigastric lymph node 
Obturator lymph node 

Sacral lymph node 

Subaortic (common iliac) lymph node 
Suprainguinal lymph node 
Lymphatic, Aortic 

Celiac lymph node 

Gastric lymph node 

Hepatic lymph node 

Lumbar lymph node 
Pancreaticosplenic lymph node 
Paraaortic lymph node 
Retroperitoneal lymph node 
Lymphatic, Right Lower Extremity 
Femoral lymph node 

Popliteal lymph node 

Lymphatic, Left Lower Extremity 
See F Lymphatic, Right Lower Extremity 
Lymphatic, Right Inguinal 
Lymphatic, Left Inguinal 

Thoracic Duct 

Left jugular trunk 

Left subclavian trunk 

Cisterna Chyli 

Intestinal lymphatic trunk 

Lumbar lymphatic trunk 


New/Revised in GREEN 
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Lymphatic and Hemic Systems @7W-87Y 


6 Medical and Surgical 
7 Lymphatic and Hemic Systems 
W Revision 


Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device suchas 
a screw or pin 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


K Thoracic Duct 
Left jugular trunk 
Left subclavian trunk 
L  Cisterna Chyli 
Intestinal lymphatic trunk 
Lumbar lymphatic trunk 
N_ Lymphatic 


@ Open 9 Drainage Device 

3 Percutaneous 3 Infusion Device 

4 Percutaneous Endoscopic 7 Autologous Tissue 
Substitute 

C_ Extraluminal Device 

D Intraluminal Device 

J Synthetic Substitute 

K Nonautologous Tissue 
Substitute 

Y Other Device 


® Drainage Device 

3 Infusion Device 

7 Autologous Tissue 
Substitute 

C  Extraluminal Device 

D Intraluminal Device 

J Synthetic Substitute 

K Nonautologous Tissue 
Substitute 


Z_ No Qualifier 


K_ Thoracic Duct 
Left jugular trunk 
Left subclavian trunk 
L_ Cisterna Chyli 
Intestinal lymphatic trunk 
Lumbar lymphatic trunk 
N_ Lymphatic 


X External Z_ No Qualifier 


M Thymus @ Open ® Drainage Device Z_ No Qualifier 
Thymus gland 3 Percutaneous 3 Infusion Device 

P Spleen 4 Percutaneous Endoscopic Y Other Device 
Accessory spleen 

M Thymus X External @ Drainage Device Z No Qualifier 
Thymus gland 3 Infusion Device 

P Spleen 
Accessory spleen 

T Bone Marrow ® Open @ Drainage Device Z_ No Qualifier 


3 Percutaneous 


4 Percutaneous Endoscopic 
X External 


Non-OR 97W([K,L,N][3,4]YZ 

Non-OR 97W/([K,L,NJX[0,3,7,C,D,J,KJZ 
Non-OR @7W(M,P](3,4]YZ 

Non-OR @7W(M,P]X[@,3]Z 

Non-OR 907W1(@,3,4,X]0Z 


8 Medical and Surgical 

7 Lymphatic and Hemic Systems 

Y_ Transplantation Definition: Putting in or on all or a portion of a living body part taken from another individual or animal to physically take the place and/or 
function of all or a portion of a similar body part 
Explanation: The native body part may or may not be taken out, and the transplanted body part may take over all or a portion of its function 


Body Part Approach Device Qualifier 


M Thymus 
Thymus gland 


P Spleen 
Accessory spleen 


8 Allogeneic 
1 Syngeneic 
2 Zooplastic 


. . = P 
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ICD-10-PCS 2021 


Eye 080-068X 


Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identificati in thi ; 
tification of character members that may be found in th 
tables. It SHOULD NOT be used to build a PCS code. ae one ee ene ae 


Operation-Character 3 Qualifier-Character 7 
® Alteration ® Eye, Right ® Open ® Drainage Device 3. Nasal Cavity 
nian Substitute, 
| Intraocular Telescope 
1 Bypass 1 Eye, Left 3 Percutaneous 1 Radioactive Element 4 Sclera 
2 Change 2 Anterior Chamber, Right 7 Via Natural or Artificial 3. Infusion Device X Diagnostic 
ae Opening 
5 Destruction 3 Anterior Chamber, Left [8 Via Natural or Artificial 5 Epiretinal Visual Prosthesis | Z No Qualifier 
Opening Endoscopic 
7 Dilation 4 Vitreous, Right X External 7 Autologous Tissue 
Substitute 
9 Drainage 5 Vitreous, Left C  Extraluminal Device ] 
B_ Excision 16 Sclera, Right D _Intraluminal Device 
C _ Extirpation 7 Sclera, Left J Synthetic Substitute 
D_ Extraction 8 Cornea, Right K  Nonautologous Tissue 
Substitute 
F Fragmentation 9 Cornea, Left Y Other Device 
H_ Insertion A Choroid, Right =  __§ _gerih MZ Ne Device of 
J Inspection B  Choroid, Left rer vee 
L = Occlusion C Iris, Right 
M_ Reattachment D Iris, Left 
N_ Release E Retina, Right 
P Removal F Retina, Left 
Q Repair G Retinal Vessel, Right =o i 
R Replacement H Retinal Vessel, Left 
S Reposition : J Lens, Right ie: 
T Resection K Lens, Left 
U Supplement L  Extraocular Muscle, Right 
V_ Restriction M_ Extraocular Muscle, Left 
W_Revision N Upper Eyelid, Right 
X Transfer P Upper Eyelid, Left =e 
Q Lower Eyelid, Right 
R Lower Eyelid, Left 
S  Conjunctiva, Right 
T ~— Conjunctiva, Left 1 
V-_-Lacrimal Gland, Right ‘" 
W_ Lacrimal Gland, Left 
| X — Lacrimal Duct, Right 
| Y — Lacrimal Duct, Left 


AHA Coding Clinic for table 981 
2019, 1Q, 27 Glaucoma tube shunt 


AHA Coding Clinic for table 08Q 


2018, 3Q, 13 


Repair of ruptured globe 


AHA Coding Clinic for table 88R 

2015, 2Q, 24 Penetrating keratoplasty and anterior segment reconstruction 

2015, 2Q, 25 Penetrating keratoplasty and placement of viscoelastic eye with 
paracentesis 


AHA Coding Clinic for table 8T 
2015, 2Q, 12 Orbital exenteration 


AHA Coding Clinic for table 8U 
2014, 3Q,31 Corneal amniotic membrane transplantation 


AHA Coding Clinic for table 889 
2016, 2Q, 21 Laser trabeculoplasty 
AHA Coding Clinic for table 68B 


2014, 4Q, 35 Vitrectomy with air/fluid exchange 
2014, 4Q, 36 Pars plans vitrectomy without mention of instillation of oil, air or fluid 


AHA Coding Clinic for table 08) 
2015, 1, 35 Attempted removal of foreign body from cornea 


AHA Coding Clinic for table 68N 
2015, 2Q, 24 Penetrating keratoplasty and anterior segment reconstruction 


ae 
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Eye ICD-10-PCS 2021 


V : 


itreous 


Sclera 6, 7 


Cornea 8, 9 
lris C, D 


Superior oblique 


Lateral rectus \ Medial rectus 


Superior and inferior lobes 
of lacrimal gland V, W 


Medial angle 


Lacrimal canaliculi X, Y ae 


Vie 


Nasolacrimal sac X, Y Superior, inferior lacrimal puncta X, Y 


Left eye 


aaa a a 
00 ee 
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Eye 980-082 
9 Medical and Surgical 
8 Eye 
6 Alteration Definition: Modifying the anatomic structure of a body part without affecting the function of the body part 


Explanation: Principal purpose is to improve appearance 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Upper Eyelid, Right 
Lateral canthus 
Levator palpebrae superioris muscle 
Orbicularis oculi muscle 
Superior tarsal plate 
P Upper Eyelid, Left 
See N Upper Eyelid, Right 
Q Lower Eyelid, Right 
Inferior tarsal plate 
Medial canthus 
R_ Lower Eyelid, Left 
See Q Lower Eyelid, Right 


Non-OR All body part, approach, device, and qualifier values 


® Open 
3 Percutaneous 
X External 


Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


Z_ No Qualifier 


NAKSN 


8 Medical and Surgical 
8 Eye 
1 Bypass Definition: Altering the route of passage of the contents of a tubular body part 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 
route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Anterior Chamber, Right 
Aqueous humour 

3 Anterior Chamber, Left 
See 2 Anterior Chamber, Right 


X_ Lacrimal Duct, Right 
Lacrimal canaliculus 
Lacrimal punctum 
Lacrimal sac 
Nasolacrimal duct 

Y_ Lacrimal Duct, Left 

See X Lacrimal Duct, Right 


3 Percutaneous Synthetic Substitute Sclera 
K Nonautologous Tissue Substitute 


No Device 


4 


® Open 
3 Percutaneous 


J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Z No Device 


3 Nasal Cavity 


8 Medical and Surgical 
8 Eye 
2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 


cutting or puncturing the skin or a mucous membrane 
Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Eye, Right X External ® Drainage Device Z_ No Qualifier 


Ciliary body Y Other Device 
Posterior chamber 
1 Eye, Left 


See 0 Eye, Right 
Non-OR All body part, approach, device, and qualifier values 


a OSE — ers 
[i Limited Coverage M3 Noncovered Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in sees 
ICD-10-PCS 2021 


085-087 Eye ICD-10-PCS 2021 


® Medical and Surgical 

8 Eye ; F 

5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 7 


Eye, Right Cornea, Right X External Z_ No Device Z_ No Qualifier 
Ciliary body 9 Cornea, Left 
Posterior chamber S Conjunctiva, Right 
1 Eye, Left Plica semilunaris 
See 0 Eye, Right T Conjunctiva, Left 
6 Sclera, Right See S Conjunctiva, Right 
7 Sclera, Left 
Anterior Chamber, Right E Retina, Right 3 Percutaneous Z No Device Z No Qualifier 
Aqueous humour Fovea 
3 Anterior Chamber, Left Macula 
See 2 Anterior Chamber, Right Optic disc 
4 Vitreous, Right F Retina, Left 
Vitreous body See E Retina, Right 
5 Vitreous, Left G Retinal Vessel, Right 
See 4 Vitreous, Right H Retinal Vessel, Left 
C Iris, Right J Lens, Right 
D Iris, Left Zonule of Zinn 
K_ Lens, Left 
See J Lens, Right 
A Choroid, Right M Extraocular Muscle, Left ® Open Z No Device Z No Qualifier 
B Choroid, Left See L Extraocular Muscle, Right | 3 Percutaneous 
L Extraocular Muscle, Right V_Lacrimal Gland, Right 
Inferior oblique muscle W Lacrimal Gland, Left 
Inferior rectus muscle 
Lateral rectus muscle 
Medial rectus muscle 
Superior oblique muscle 
Superior rectus muscle 
N Upper Eyelid, Right Q Lower Eyelid, Right ® Open Z No Device Z No Qualifier 
Lateral canthus Inferior tarsal plate 3 Percutaneous 
Levator palpebrae superioris Medial canthus External 
muscle R_ Lower Eyelid, Left 
Orbicularis oculi muscle See Q Lower Eyelid, Right 
Superior tarsal plate 
P Upper Eyelid, Left 
See N Upper Eyelid, Right 
X Lacrimal Duct, Right | Y_ Lacrimal Duct, Left ® Open Z No Device Z_ No Qualifier 
Lacrimal canaliculus See X Lacrimal Duct, Right 3 Percutaneous 
Lacrimal punctum 7 Via Natural or Artificial 
Lacrimal sac Opening 
Nasolacrimal duct 8 Via Natural or Artificial 
Opening Endoscopic 


Non-OR O85[E,F]3ZZ 


@ Medical and Surgical 
8 Eye 
7 Dilation Definition: Expanding an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


Body Part 
Character 4 


Approach 
Character 5 


Device 
Character 6 


D intraluminal Device 
Z No Device 


Qualifier 
Character 7 


Z_ No Qualifier 


Lacrimal Duct, Right 

Lacrimal canaliculus 

Lacrimal punctum 

Lacrimal sac 
Nasolacrimal duct 

Y_ Lacrimal Duct, Left 

See X Lacrimal Duct, Right 


Open 

3 Percutaneous 

7 Via Natural or Artificial 
Opening 

8 Via Natural or Artificial 
Opening Endoscopic 


eee ee 
fj Limited Coverage DX Noncovered { Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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Eye 


989-689 


9 Medical and Surgical 
8 Eye 
9 Drainage 


Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part 
Character 4 


Approach 
Character 5 


Device 
Character 6 


Qualifier 
Character 7 


Z No Qualifier 


"1X Diagnostic 
Z_ No Qualifier 


Eye, Right Cornea, Right X External ® Drainage Device 
Ciliary body 9 Cornea, Left 
Posterior chamber S$ Conjunctiva, Right 
1 Eye, Left ' Plica semilunaris 
Seed Eye, Right T Conjunctiva, Left 
6 Sclera, Right See S Conjunctiva, Right 
7 Sclera, Left 
® Eye, Right 8 Cornea, Right X External Z No Device 
Ciliary body 9 Cornea, Left 
Posterior chamber S Conjunctiva, Right 
1 Eye, Left — Plica semilunaris 
See D Eye, Right T Conjunctiva, Left 
6 Sclera, Right See S Conjunctiva, Right 
7 Sclera, Left 
2 Anterior Chamber, Right E Retina, Right 3 Percutaneous ® Drainage Device 
Aqueous humour Fovea 
3 Anterior Chamber, Left Macula 
See 2 Anterior Chamber, Right Optic disc 
4 Vitreous, Right F Retina, Left 
Vitreous body See E Retina, Right 
5 Vitreous, Left G Retinal Vessel, Right 
See 4 Vitreous, Right H_ Retinal Vessel, Left 
C Iris, Right J Lens, Right 
D Iris, Left Zonule of Zinn 
K Lens, Left 
See J Lens, Right 
2 Anterior Chamber, Right E Retina, Right 3 Percutaneous Z No Device 
Aqueous humour Fovea 
3 Anterior Chamber, Left Macula 
See 2 Anterior Chamber, Right Optic disc 
4 Vitreous, Right F Retina, Left 
Vitreous body See E Retina, Right 
5 Vitreous, Left G Retinal Vessel, Right 
See 4 Vitreous, Right H_ Retinal Vessel, Left 
C Iris, Right J Lens, Right 
D iris, Left Zonule of Zinn 
K Lens, Left 
See J Lens, Right 
A Choroid, Right M Extraocular Muscle, Left @ Open ® Drainage Device 
B_ Choroid, Left See L Extraocular Muscle, Right | 3 Percutaneous 
L  Extraocular Muscle, Right V_ Lacrimal Gland, Right 
Inferior oblique muscle W Lacrimal Gland, Left 
Inferior rectus muscle 
Lateral rectus muscle 
Medial rectus muscle 
Superior oblique muscle 
Superior rectus muscle 
A Choroid, Right M Extraocular Muscle, Left @ Open Z No Device 
B Choroid, Left See L Extraocular Muscle, Right |3 Percutaneous 
L Extraocular Muscle, Right V_Lacrimal Gland, Right 
Inferior oblique muscle W Lacrimal Gland, Left 
Inferior rectus muscle 
Lateral rectus muscle 
Medial rectus muscle 
Superior oblique muscle 
Superior rectus muscle 
N Upper Eyelid, Right Q Lower Eyelid, Right 7 |@ Open ® Drainage Device 
Lateral canthus Inferior tarsal plate 3 Percutaneous 
Levator palpebrae superioris Medial canthus External 
muscle R_ Lower Eyelid, Left 


Orbicularis oculi muscle 
Superior tarsal plate 
P Upper Eyelid, Left 


See Q Lower Eyelid, Right 


See N Upper Eyelid, Right 
Non-OR 089[0,1,6,7,8,9,S,TIXZ[X,Z] 
Non-OR O89[N,P,Q,R][0,3,X]0Z 
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| ee 
Z No Qualifier 


X Diagnostic 
Z_ No Qualifier 


Z No Qualifier 


X Diagnostic 
Z_ No Qualifier 


Z_ No Qualifier 


089 Continued on next page 
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089-08B Eye 
® Medical and Surgical 989 Continued 
8 Eye 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 
i ifier 
Body Part Approach Device Quali 
Character 4 Character 5 Character 6 Character 7 
Upper Eyelid, Right Lower Eyelid, Right @ Open Z No Device Diagnostic 
Lateral canthus Inferior tarsal plate 3 Percutaneous Z_ No Qualifier 
Levator palpebrae superioris Medial canthus X External 
muscle R_ Lower Eyelid, Left 
Orbicularis oculi muscle See Q Lower Eyelid, Right 
Superior tarsal plate 
P Upper Eyelid, Left 
See N Upper Eyelid, Right 
X_ Lacrimal Duct, Right Y Lacrimal Duct, Left 6 Open ® Drainage Device Z_ No Qualifier 
Lacrimal canaliculus See X Lacrimal Duct, Right 3 Percutaneous 
Lacrimal punctum 7 Via Natural or Artificial 
Lacrimal sac Opening 
Nasolacrimal duct 8 Via Natural or Artificial 
Opening Endoscopic 
X_ Lacrimal Duct, Right Y_ Lacrimal Duct, Left @ Open Z_ No Device X Diagnostic 
Lacrimal canaliculus See X Lacrimal Duct, Right 3 Percutaneous Z No Qualifier 


Lacrimal punctum 
Lacrimal sac 
Nasolacrimal duct 


Non-OR 989[N,P,Q,R]OZZ 


Non-OR 89[N,P,Q,R][3,X]Z[X,Z] 


7 Via Natural or Artificial 
Opening 

8 Via Natural or Artificial 

Opening Endoscopic 


® Medical and Surgical 
8 Eye 
B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 
ss 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Eye, Right Upper Eyelid, Left Open Z No Device X Diagnostic 
Ciliary body See N Upper Eyelid, Right 3 Percutaneous Z No Qualifier 
Posterior chamber Q Lower Eyelid, Right X External 
1 Eye, Left Inferior tarsal plate 
See 0 Eye, Right Medial canthus 
N Upper Eyelid, Right R_ Lower Eyelid, Left 
Lateral canthus _ See Q Lower Eyelid, Right 
Levator palpebrae superioris 
muscle 
Orbicularis oculi muscle 
Superior tarsal plate 
4 Vitreous, Right F Retina, Left 3 Percutaneous Z No Device X Diagnostic 
Vitreous body See E Retina, Right Z No Qualifier 
5 Vitreous, Left J Lens, Right 
See 4 Vitreous, Right Zonule of Zinn 
C Iris, Right K_ Lens, Left 
D Iris, Left See J Lens, Right 
E Retina, Right 
Fovea 
Macula 
Optic disc | 
a 
6 Sclera, Right S$ Conjunctiva, Right X External Z No Device X Diagnostic 
7 Sclera, Left Plica semilunaris Z No Qualifier 
8 Cornea, Right T Conjunctiva, Left 
9 Cornea, Left See S Conjunctiva, Right 
A Choroid, Right M_ Extraocular Muscle, Left ® Open Z NoDevice X Diagnostic 
B_ Choroid, Left See L Extraocular Muscle, Right | 3 Percutaneous Z No Qualifier 
L_ Extraocular Muscle, Right V_Lacrimal Gland, Right 
Inferior oblique muscle W Lacrimal Gland, Left 
Inferior rectus muscle 
Lateral rectus muscle 
Medial rectus muscle 
Superior oblique muscle 
Superior rectus muscle 
X_ Lacrimal Duct, Right Y_ Lacrimal Duct, Left ® Open Z No Device X Diagnostic 
Lacrimal canaliculus See X Lacrimal Duct, Right 3 Percutaneous Z No Qualifier 
Lacrimal punctum 7 Via Natural or Artificial 
Lacrimal sac 


Nasolacrimal duct 
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Opening 
8 Via Natural or Artificial 
Opening Endoscopic 


New/Revised in GREEN 
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ICD-10-PCS 2021 Eye 98C-68C 


8 Medical and Surgical 
8 Eye 
C_ Extirpation Definition: Taking or cutting out solid matter froma body part 


Explanation: The solid matter may be an abnormal byproduct of a biologi i i i i i i 
: gical function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. An 


Body Part Approach Device ifi 


Eye, Right 
Ciliary body 

Posterior chamber 

1 Eye, Left 

See 0 Eye, Right 

Sclera, Right 

Sclera, Left 

Cornea, Right 

Cornea, Left 
Conjunctiva, Right 
Plica semilunaris 

T Conjunctiva, Left 

See S Conjunctiva, Right 


2 Anterior Chamber, Right 
Aqueous humour 

3 Anterior Chamber, Left 
See 2 Anterior Chamber, Right 

4 Vitreous, Right 
Vitreous body 

5 Vitreous, Left 

See 4 Vitreous, Right 

lris, Right 

lris, Left 

Retina, Right 

Fovea 

Macula 

Optic disc 

Retina, Left 

See E Retina, Right 

Retinal Vessel, Right 

Retinal Vessel, Left 

Lens, Right 

Zonule of Zinn 

Lens, Left 

See J Lens, Right 


Choroid, Right ® Open 
Choroid, Left 3 Percutaneous 
Extraocular Muscle, Right X External 
Inferior oblique muscle 
Inferior rectus muscle 
Lateral rectus muscle 
Medial rectus muscle 
Superior oblique muscle 
Superior rectus muscle 
M Extraocular Muscle, Left 
See L Extraocular Muscle, Right 
Upper Eyelid, Right 
Lateral canthus 
Levator palpebrae superioris muscle 
Orbicularis oculi muscle 
Superior tarsal plate 
P Upper Eyelid, Left 
See N Upper Eyelid, Right 
Q Lower Eyelid, Right 
Inferior tarsal plate 
Medial canthus 
R_ Lower Eyelid, Left 
See QLower Eyelid, Right 


X External Z No Device Z_ No Qualifier 


UO oOnN GD 


3 Percutaneous Z No Device 
X External 


Z_ No Qualifier 


mon 


nn 


-zia 


zx 


Z No Device Z No Qualifier 


-op 


V_Lacrimal Gland, Right 

W Lacrimal Gland, Left 

X Lacrimal Duct, Right Open Z No Device Z No Qualifier 
Lacrimal canaliculus Percutaneous 


Lacrimal punctum 
Lacrimal sac 
Nasolacrimal duct 

Y_ Lacrimal Duct, Left 

See X Lacrimal Duct, Right 


Non-OR @8C[0,1,6,7,S,1]XZZ 


Non-OR @8C[2,3]XZZ 
Non-OR 48C[N,P,Q,R][0,3,X]ZZ 


Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


on we 
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98D-08H Eye ICD-10-PCS 2021 


® Medical and Surgical 
8 Eye 
D_ Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z No Device 


Cornea, Right X External X Diagnostic 


9 Cornea, Left Z_ No Qualifier 

J Lens, Right 3 Percutaneous Z No Device Z_ No Qualifier 
Zonule of Zinn 

K_ Lens, Left 


See J Lens, Right 


Medical and Surgical 

Eye 

Fragmentation Definition: Breaking solid matter ina body part into pieces 
Explanation: Physical force (e.g., manual, ultrasonic) applied directly or indirectly is used to break the solid matter into pieces. The solid matter 
may be an abnormal byproduct of a biological function or a foreign body. The pieces of solid matter are not taken out. 


"02 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Vitreous, Right [5 |3 Percutaneous Z No Device Z_ No Qualifier 
Vitreous body X External 
5 Vitreous, Left NC : 


See 4 Vitreous, Right 


Non-OR 8F([4,5]XZZ 
NC | O8F[4,5]XZZ 


Medical and Surgical 

Eye 

Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 
take the place of a body part 


Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Eye, Right 
Ciliary body 
Posterior chamber 
Eye, Left 

See 9 Eye, Right 
Eye, Right Percutaneous 1 Radioactive Element Z_ No Qualifier 
Ciliary body 3 Infusion Device 
Posterior chamber Y Other Device 
Eye, Left 
See 0 Eye, Right 


Eye, Right 7 Via Natural or Artificial Opening Y Other Device Z_ No Qualifier 
Ciliary body 8 Via Natural or Artificial Opening 
Posterior chamber Endoscopic 

Eye, Left 

See 0 Eye, Right 


Eye, Right X External 1 Radioactive Element Z No Qualifier 


Ciliary body 3 Infusion Device 
Posterior chamber 


Eye, Left 

See 9 Eye, Right 

Non-OR 98H[0,1]3YZ 
Non-OR 9%8H[Q,1][7,8]YZ 


@ Open 5 Epiretinal Visual Prosthesis 


Y Other Device 


Z_ No Qualifier 


—_ 


—_ 


—_ 


—_ 
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Ey 


e 


98J-68M 


9 Medical and Surgical 
8 Eye 
J Inspection 


Definition: Visually and/or manually exploring a body part 
Explanation: Visual exploration ma 


through intervening body layers. 


Body Part 
Character 4 


Approach 
Character 5 


y be performed with or without optical instrumentation. Manual exploration may be performed directly or 


Device 
Character 6 


Qualifier 
Character 7 


® Eye, Right X External Z No Device Z No Qualifier 
Ciliary body 
Posterior chamber 

1 Eye, Left 
See Eye, Right 

J Lens, Right 
Zonule of Zinn 

K Lens, Left 
See J Lens, Right 

L_ Extraocular Muscle, Right ® Open Z No Device Z No Qualifier 
Inferior oblique muscle X External 


Inferior rectus muscle 
Lateral rectus muscle 
Medial rectus muscle 
Superior oblique muscle 
Superior rectus muscle 

M Extraocular Muscle, Left 
See L Extraocular Muscle, Right 


Non-OR 98)(0,1,J,K]XZZ 
Non-OR 98)(L,M)XZZ 


8 Medical and Surgical 
8 Eye 
L Occlusion 


Definition: Completely closing an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


Body Part 
Character 4 


Lacrimal Duct, Right 
Lacrimal canaliculus 
Lacrimal punctum 
Lacrimal sac 
Nasolacrimal duct 
Lacrimal Duct, Left 
See X Lacrimal Duct, Right 


X Lacrimal Duct, Right 
Lacrimal canaliculus 
Lacrimal punctum 
Lacrimal sac 
Nasolacrimal duct 

Y_ Lacrimal Duct, Left 

See X Lacrimal Duct, Right 


X 


vi 


Medical and Surgical 
Eye 


V1) 
8 
M_ Reattachment 


Approach 
Character 5 


Device 
Character 6 


Qualifier 
Character 7 


® Open C_ Extraluminal Device Z_ No Qualifier 
3 Percutaneous D_ Intraluminal Device 

Z No Device 
7 Via Natural or Artificial Opening D Intraluminal Device Z No Qualifier 
8 Via Natural or Artificial Opening Z No Device 


Endoscopic 


Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Body Part 
Character 4 


N Upper Eyelid, Right 
Lateral canthus 
Levator palpebrae superioris muscle 
Orbicularis oculi muscle 
Superior tarsal plate 

P Upper Eyelid, Left 
See N Upper Eyelid, Right 

Q Lower Eyelid, Right 
Inferior tarsal plate 
Medial canthus 

R_ Lower Eyelid, Left 

See QLower Eyelid, Right 
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Approach 
Character 5 


X External 


Device 
Character 6 


Z No Device 


Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 


Qualifier 
Character 7 


Z No Qualifier 
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O08N-08N 
6 Medical and Surgical 
8 Eye 
N_ Release 


Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 


Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Body Part 
Character 4 


Approach 
Character 5 


Eye, Right X External 
Ciliary body 
Posterior chamber 
1 Eye, Left 
See J Eye, Right 
Sclera, Right 
Sclera, Left 
Cornea, Right 
Cornea, Left 
Conjunctiva, Right 
Plica semilunaris 
T Conjunctiva, Left 
See S Conjunctiva, Right 


NUON A 


Qualifier 
Character 7 


Z_ No Qualifier 


Device 
Character 6 


Z No Device 


2 Anterior Chamber, Right 3 Percutaneous 
Aqueous humour 
3. Anterior Chamber, Left 
See 2 Anterior Chamber, Right 
4 Vitreous, Right 
Vitreous body 
5 Vitreous, Left 
See 4 Vitreous, Right 
Iris, Right 
Iris, Left 
Retina, Right 
Fovea 
Macula 
Optic disc 
F Retina, Left 
See E Retina, Right 
G Retinal Vessel, Right 
H_ Retinal Vessel, Left 


mon 


J Lens, Right 
Zonule of Zinn 
K_ Lens, Left 


See J Lens, Right 


A Choroid, Right 

B_ Choroid, Left 

L Extraocular Muscle, Right 
Inferior oblique muscle 
Inferior rectus muscle 
Lateral rectus muscle 
Medial rectus muscle 
Superior oblique muscle 
Superior rectus muscle 
Extraocular Muscle, Left 
See L Extraocular Muscle, Right 
Lacrimal Gland, Right 
Lacrimal Gland, Left 


® Open 
3 Percutaneous 


zis< = 


Z No Device 


Z_ No Qualifier 


Z No Device Z_ No Qualifier 


Upper Eyelid, Right 
Lateral canthus 
Levator palpebrae superioris muscle 
Orbicularis oculi muscle 
Superior tarsal plate 
P Upper Eyelid, Left 
See N Upper Eyelid, Right 
Q Lower Eyelid, Right 
Inferior tarsal plate 
Medial canthus 
R_ Lower Eyelid, Left 
See Q Lower Eyelid, Right 


® Open 
3 Percutaneous 
X External 


Z No Device Z No Qualifier 


X_ Lacrimal Duct, Right 
Lacrimal canaliculus 
Lacrimal punctum 
Lacrimal sac 
Nasolacrimal duct 

Y_ Lacrimal Duct, Left 

See X Lacrimal Duct, Right 


® Open 
3 Percutaneous 

7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
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Eye 


98P-68P 


8 Medical and Surgical 
8 Eye 
P Removal 


Definition: Taking out or off a device from a body part 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Body Part 
Character 4 


Eye, Right 
Ciliary body 
Posterior chamber 
1 Eye, Left 

See 0 Eye, Right 


Approach 
Character 5 


Open 

Percutaneous 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


onwe 


® Eye, Right 
Ciliary body 
Posterior chamber 
1 Eye, Left 
See 0 Eye, Right 


Device 
Character 6 


Drainage Device 

Radioactive Element 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Other Device 


X External 


J Lens, Right 
Zonule of Zinn 
K Lens, Left 
See J Lens, Right 


L Extraocular Muscle, Right 
Inferior oblique muscle 
Inferior rectus muscle 
Lateral rectus muscle 
Medial rectus muscle 
Superior oblique muscle 
Superior rectus muscle 

M Extraocular Muscle, Left 

See L Extraocular Muscle, Right 


Non-OR 98P(0,1)3YZ 
Non-OR 68P(9,1)[7,8][0,3,D,Y]Z 
Non-OR 98P([9,1}X[0,1,3,C,D,J)Z 
Non-OR 98P[J,K]3YZ 
Non-OR @8P[L,M]3YZ 


SF ES TE Se — me 
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Drainage Device 

Radioactive Element 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 


3 Percutaneous 


<“|x-onNw=8/<Z-OnNWa=e 


Synthetic Substitute 
Other Device 


® Open 
3 Percutaneous 


<ASNG 


Drainage Device 
Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Other Device 


Qualifier 
Character 7 


Z_ No Qualifier 


Z_ No Qualifier 


Z No Qualifier 


Z_ No Qualifier 
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® Medical and Surgical 
8 Eye 
Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 


Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Eye, Right X External Z No Device Z_ No Qualifier 
Ciliary body 
Posterior chamber 

1 Eye, Left 
See 0 Eye, Right 

Sclera, Right 

Sclera, Left 


6 
7 
8 Cornea, Right 
9 
S 


Cornea, Left 
Conjunctiva, Right 
Plica semilunaris 

T Conjunctiva, Left 

See S Conjunctiva, Right 


2 Anterior Chamber, Right 
Aqueous humour , 

3 Anterior Chamber, Left 
See 2 Anterior Chamber, Right 

4 Vitreous, Right 
Vitreous body 

5 Vitreous, Left 

See 4 Vitreous, Right 

Iris, Right 

Iris, Left 

Retina, Right 

Fovea 

Macula 

Optic disc 

Retina, Left 

See E Retina, Right 

Retinal Vessel, Right 

Retinal Vessel, Left 

Lens, Right 

Zonule of Zinn 

Lens, Left 

See J Lens, Right 


Choroid, Right ® Open Z No Device Z_ No Qualifier 
Choroid, Left 3 Percutaneous 

Extraocular Muscle, Right 
Inferior oblique muscle 
Inferior rectus muscle 

Lateral rectus muscle 

Medial rectus muscle 
Superior oblique muscle 
Superior rectus muscle 
Extraocular Muscle, Left 

See L Extraocular Muscle, Right 
Lacrimal Gland, Right 
Lacrimal Gland, Left 


Upper Eyelid, Right Open Z No Device Z No Qualifier 
Lateral canthus Percutaneous 
Levator palpebrae superioris muscle | x External 
Orbicularis oculi muscle 
Superior tarsal plate 
P Upper Eyelid, Left 
See N Upper Eyelid, Right 
Q_ Lower Eyelid, Right 
Inferior tarsal plate 
Medial canthus 
R_ Lower Eyelid, Left 
See QLower Eyelid, Right 
X_Lacrimal Duct, Right 
Lacrimal canaliculus 
Lacrimal punctum 
Lacrimal sac 
Nasolacrimal duct 
Y_ Lacrimal Duct, Left 
See X Lacrimal Duct, Ri 


Non-OR @8Q([N,P,Q,R][0,3,X]ZZ 
INC 08Q[8,9]XZZ 


3 Percutaneous Z No Device Z_ No Qualifier 


mon 


= Ge ot 


za 


rap 


2\es = 
3 


w 


Open Z No Device Z_ No Qualifier 
Percutaneous 
Via Natural or Artificial Opening 


Via Natural or Artificial Opening 
Endoscopic 


oeonwe 
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ICD-10-PCS 2021 Eye O8R-B8R 


8 Medical and Surgical 
8 Eye 


R_ Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Eye, Right ® Open 7 Autologous Tissue Substitute Z_ No Qualifier 
Sie Lge - 3 Percutaneous J Synthetic Substitute 
; Eye, Left chamber K Nonautologous Tissue Substitute 


See 0 Eye, Right 
A Choroid, Right 
B 


Choroid, Left 
4 Vitreous, Right 3 Percutaneous 7 Autologous Tissue Substitute Z No Qualifier 
Vitreous body J Synthetic Substitute 


5 Vitreous, Left K Nonautologous Tissue Substitute 


See 4 Vitreous, Right 
C Iris, Right 
D iris, Left 
G Retinal Vessel, Right 
H_ Retinal Vessel, Left 
6 Sclera, Right |X External af 7 Autologous Tissue Substitute Z_ No Qualifier 
7 Sclera, Left J Synthetic Substitute 
S$ Conjunctiva, Right K Nonautologous Tissue Substitute 
Plica semilunaris 
T Conjunctiva, Left 
See S Conjunctiva, Right 
8 Cornea, Right 3 Percutaneous 7 Autologous Tissue Substitute Z No Qualifier 
9 Cornea, Left X External J Synthetic Substitute 
K Nonautologous Tissue Substitute 
J Lens, Right 3 Percutaneous @ Synthetic Substitute, Intraocular Z_ No Qualifier 
Zonule of Zinn Telescope 
K Lens, Left 7 Autologous Tissue Substitute 
See J Lens, Right J Synthetic Substitute 
| K Nonautologous Tissue Substitute 
N Upper Eyelid, Right @ Open 7 Autologous Tissue Substitute Z No Qualifier 
Lateral canthus 3 Percutaneous J Synthetic Substitute 
Levator palpebrae superioris muscle | x External K Nonautologous Tissue Substitute 
Orbicularis oculi muscle 
Superior tarsal plate 
P Upper Eyelid, Left 
See N Upper Eyelid, Right 


fe) 


Lower Eyelid, Right 
Inferior tarsal plate 
Medial canthus 

Lower Eyelid, Left 

See Q Lower Eyelid, Right 


Lacrimal Duct, Right 
Lacrimal canaliculus 
Lacrimal punctum 
Lacrimal sac 
Nasolacrimal duct 
Lacrimal Duct, Left 

See X Lacrimal Duct, Right 


Z_ No Qualifier 


~< 


® Open 7 Autologous Tissue Substitute 

3 Percutaneous J Synthetic Substitute 

7 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 

8 Via Natural or Artificial Opening 
Endoscopic 


< 


rat Se = mere 
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08S-98S ICD-10-PCS 2021 
® Medical and Surgical 
8 Eye 
S Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 


Body Part 
Character 4 


C Iris, Right 

D Iris, Left 

G Retinal Vessel, Right 

H_ Retinal Vessel, Left 

J Lens, Right 
Zonule of Zinn 

K_ Lens, Left 

See J Lens, Right 


L Extraocular Muscle, Right 
Inferior oblique muscle 
Inferior rectus muscle 
Lateral rectus muscle 
Medial rectus muscle 
Superior oblique muscle 
Superior rectus muscle 
Extraocular Muscle, Left 
See L Extraocular Muscle, Right 
Lacrimal Gland, Right 
Lacrimal Gland, Left 


correctly. The body part may or may not be cut out or off to be moved to the new location. 


Approach 
Character 5 


3 Percutaneous 


Device 
Character 6 


Z No Device 


® Open 
3 Percutaneous 


Z No Device 


Qualifier 
Character 7 


Z_ No Qualifier 


Z- No Qualifier 


$e ee 


2\e< = 


Upper Eyelid, Right 
Lateral canthus 
Levator palpebrae superioris muscle 
Orbicularis oculi muscle 
Superior tarsal plate 
P Upper Eyelid, Left 
See N Upper Eyelid, Right 
Q Lower Eyelid, Right 
Inferior tarsal plate 
Medial canthus 
R_ Lower Eyelid, Left 
See Q Lower Eyelid, Right 


X_ Lacrimal Duct, Right 
Lacrimal canaliculus 
Lacrimal punctum 
Lacrimal sac 
Nasolacrimal duct 

Y_ Lacrimal Duct, Left 

See X Lacrimal Duct, Ri 


@ Open 
3 Percutaneous 
X External 


Open 

Percutaneous 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


on we 
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Z No Device 


Z_ No Qualifier 


Z No Device 


Z_ No Qualifier 
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Eye 


O8T-68T 


8 Medical and Surgical 
8 Eye 
T Resection 


Explanation: None 


Body Part 
Character 4 


Eye, Right 
Ciliary body 
Posterior chamber 

1 Eye, Left 
See 0 Eye, Right 

8 Cornea, Right 

9 Cornea, Left 


Approach 
Character 5 


X External 


Definition: Cutting out or off, without replacement, all of a body part 


Device 
Character 6 


Z No Device 


> 


Vitreous, Right 
Vitreous body 

5 Vitreous, Left 

See 4 Vitreous, Right 
lris, Right 

lris, Left 

Lens, Right 

Zonule of Zinn 

K Lens, Left 

See J Lens, Right 


“on 


3 


Percutaneous 


L Extraocular Muscle, Right 
Inferior oblique muscle 
Inferior rectus muscle 
Lateral rectus muscle 
Medial rectus muscle 
Superior oblique muscle 
Superior rectus muscle 
Extraocular Muscle, Left 
See L Extraocular Muscle, Right 
Lacrimal Gland, Right 
Lacrimal Gland, Left 


Z No Device 


Open 
Percutaneous 


rire) E - 


Upper Eyelid, Right 
Lateral canthus 
Levator palpebrae superioris muscle 
Orbicularis oculi muscle 
Superior tarsal plate 
P Upper Eyelid, Left 

See N Upper Eyelid, Right 
Q Lower Eyelid, Right 

Inferior tarsal plate 

Medial canthus 
R_ Lower Eyelid, Left 
See Q Lower Eyelid, Right 


X_ Lacrimal Duct, Right 
Lacrimal canaliculus 
Lacrimal punctum 
Lacrimal sac 
Nasolacrimal duct 

Y_ Lacrimal Duct, Left 


onwe 


Open 
External 


Open 

Percutaneous 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Z No Device 


Z No Device 


Z_ No Qualifier 


Qualifier 
Character 7 


Z_ No Qualifier 


Z_ No Qualifier 


Z_ No Qualifier 


Z No Device Z_ No Qualifier 


See X Lacrimal Duct, Right 
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98U-08V Eye ICD-10-PCS 2021 


® Medical and Surgical 
8 Eye : ; 
U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a partion of a body part 
Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part Approach Device Qualifier 
Charatan 4 Character 5 Character 6 Character 7 


® Eye, Right Z No Qualifier 
Ciliary body 
Posterior chamber 

1 Eye, Left 
See 0 Eye, Right 

C Iris, Right 

D iris, Left 

E Retina, Right 
Fovea 
Macula 
Optic disc 

F Retina, Left 
See E Retina, Right 

G Retinal Vessel, Right 

H_ Retinal Vessel, Left 

L Extraocular Muscle, Right 
Inferior oblique muscle 
Inferior rectus muscle 
Lateral rectus muscle 
Medial rectus muscle 
Superior oblique muscle 
Superior rectus muscle 

M Extraocular Muscle, Left 
See L Extraocular Muscle, Right 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


@ Open 
3 Percutaneous 


8 Cornea, Right {3 |@ Open 7 Autologous Tissue Substitute Z No Qualifier 
9 Cornea, Left ; (3 |3 Percutaneous J Synthetic Substitute 
N Upper Eyelid, Right X External K Nonautologous Tissue Substitute 


Lateral canthus 
Levator palpebrae superioris muscle 
Orbicularis oculi muscle 
Superior tarsal plate 
P Upper Eyelid, Left 
See N Upper Eyelid, Right 
Q Lower Eyelid, Right 
Inferior tarsal plate 
Medial canthus 
R_ Lower Eyelid, Left 
See Q Lower Eyelid, Right 


X_ Lacrimal Duct, Right ® Open 7 Autologous Tissue Substitute Z_ No Qualifier 
Lacrimal canaliculus 3 Percutaneous J Synthetic Substitute 
Lacrimal punctum 7 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
ee 8 Via Natural or Artificial Opening 
asolacrimal duct Endoscopic 


Y_ Lacrimal Duct, Left 
See X Lacrimal Duct, Right 


[3 98U[8,9][0,3,X]KZ 


@ Medical and Surgical 

8 Eye 

V_ Restriction Definition: Partially closing an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Extraluminal Device 
Intraluminal Device 
No Device 


X_Lacrimal Duct, Right ® Open 
Lacrimal canaliculus 3 Percutaneous 
Lacrimal punctum 
Lacrimal sac 
Nasolacrimal duct 

Y_Lacrimal Duct, Left 

See X Lacrimal Duct, Right 


X_ Lacrimal Duct, Right 7 Via Natural or Artificial Opening 
Lacrimal canaliculus 8 Via Natural or Artificial Opening 
Lacrimal punctum Endoscopic 
Lacrimal sac 
Nasolacrimal duct 

Y Lacrimal Duct, Left 


See X Lacrimal Duct, Right 


Z_ No Qualifier 


NON 


| 


Intraluminal Device lz No Qualifier 
No Device 


NO 
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ICD-10-PCS 2021 Eye O8W-G8X 


6 Medical and Surgical 
8 Eye 


W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Body Part 
Character 4 


Approach 


Device 
$ Character 5 


Qualifier 
Character 6 


Character 7 


® Eye, Right 8 Open ® Drainage Device Z No Qualifier 
Ciliary body 3 Percutaneous 3 Infusion Device 
Posterior chamber 7 Via Natural or Artificial Opening | 7 Autologous Tissue Substitute 
1 Eye,Left — 8 Via Natural or Artificial Opening C Extraluminal Device 
See Eye, Right Endoscopic D Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Y Other Device 
8 Eye, Right X External 8 Drainage Device Z No Qualifier 
Ciliary body 3 Infusion Device 
Posterior chamber 7 Autologous Tissue Substitute 
1 Eye, Left C_ Extraluminal Device 
See @ Eye, Right D Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
J Lens, Right 3 Percutaneous J Synthetic Substitute No Qualifier 
Zonule of Zinn Y Other Device 
K Lens, Left 
See J Lens, Right 
J Lens, Right X External J Synthetic Substitute No Qualifier 
Zonule of Zinn 
K Lens, Left 
See J Lens, Right 
L_ Extraocular Muscle, Right @ Open @ Drainage Device Z_ No Qualifier 
Inferior oblique muscle 3 Percutaneous 7 Autologous Tissue Substitute 
oe rectus anise J Synthetic Substitute 
ateral rectus muscle : : 
a eee . ine kB Tissue Substitute 
Superior oblique muscle 
Superior rectus muscle 
M Extraocular Muscle, Left 
See L Extraocular Muscle, Ri 


Non-OR @8W(@,1)[3,7,8]YZ 
Non-OR 68W(9,1)X[0,3,7,C,D,J,K]Z 


[ 
Non-OR 88W[J,K]3YZ 
Non-OR O8WUJ,K]XJZ 
Non-OR 98W(L,M)3YZ 


6 Medical and Surgical 
8 Eye 
X Transfer Definition: Moving, without taking out, all or a portion of a body part to another location to take over the function of all or a portion of a body part 


Explanation: The body part transferred remains connected to its vascular and nervous supply 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


@ Open Z No Device Z_ No Qualifier 


3 Percutaneous 


Extraocular Muscle, Right 

Inferior oblique muscle 

Inferior rectus muscle 
Lateral rectus muscle 
Medial rectus muscle 
Superior oblique muscle 
Superior rectus muscle 

M Extraocular Muscle, Left 

See L Extraocular Muscle, Right 


a IT =e are 
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ICD-10-PCS 2021 


Ear, Nose, Sinus 699-89W 


Ear, Nose, Sinus 


Character Meanings* 


This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 


tables. It SHOULD NOT be used to build a PCS code, 


-Operation-Character 3 


Body Part-Character 4 


aes ria 5 


| Device-Character6 


/ Qualifier-Character 7 he 


9 Alteration i? External Ear, Right Open ® Drainage Device ® Endolymphatic 
1 Bypass 1 External Ear, Left 3 Percutaneous 1 Radioactive Element 1X Diagnostic 
2 Change 2 External Ear, Bilateral 4 Percutaneous Endoscopic |4 Hearing Device, Bone No Qualifier 
é Conduction 
3. Control 3 External Auditory Canal, 7 Via Natural or Artificial 5 Hearing Device, Single 
Right Opening Channel Cochlear 
| Prosthesis 
5 Destruction 4 External Auditory Canal, 8 Via Natural or Artificial 6 Hearing Device, Multiple 
Left Opening Endoscopic Channel Cochlear 
Prosthesis 
7 Dilation 5 Middle Ear, Right X External 7 Autologous Tissue 
Substitute 
8 Division 6 Middle Ear, Left B_ Intraluminal Device, Airway 
9 Drainage 7 Tympanic Membrane, Right D_ Intraluminal Device 
B_ Excision 8 Tympanic Membrane, Left J Synthetic Substitute 
C_ Extirpation 9 Auditory Ossicle, Right K  Nonautologous Tissue 
| Substitute 
D_ Extraction A Auditory Ossicle, Left S Hearing Device 
Insertion B_Mastoid Sinus, Right Y Other Device a 
J Inspection C_ Mastoid Sinus, Left Z_ No Device 


M_ Reattachment D Inner Ear, Right 

N_ Release E Inner Ear, Left 

P Removal ‘|F Eustachian Tube, Right 
Q_ Repair G__ Eustachian Tube, Left 
R_ Replacement H_— Ear, Right 

S Reposition J Ear, Left 

T Resection K Nasal Mucosa and Soft 


Tissue 


U Supplement [L Nasal Turbinate 
Revision M_ Nasal Septum 
| N  Nasopharynx 
P Accessory Sinus 
a8 


Q Maxillary Sinus, Right 


Maxillary Sinus, Left 


Frontal Sinus, Right 


Frontal Sinus, Left 


Ethmoid Sinus, Right 


Ethmoid Sinus, Left 


Sphenoid Sinus, Right 


Sphenoid Sinus, Left 


Sinus 


* Includes sinus ducts. 


AHA Coding Clinic for table 993 - 
2018, 4Q, 38 Control of epistaxis 


AHA Coding Clinic for table 895 
2018, 10, 19 Control of epistaxis via silver nitrate cauterization 


AHA Coding Clinic for table 89Q 


2018, 10, 19 Control of epistaxis via silver nitrate cauterization 

2017, 4Q, 106 Control of bleeding of external naris using suture 

2014, 4Q, 20 Control of epistaxis 

2014, 3Q, 22 Transsphenoidal removal of pituitary tumor and fat graft placement 
2013, 4Q, 114 Balloon sinuplasty 


AHA Coding Clinic for table 89U 
2019, 4Q, 28-29 Sinus supplement 
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Ear Anatomy 


Semicircular 
Mastoid Auditory ossicles canals D, E 
: b ir cells 
Pinna @, 1 eas Malleus Incus 
sid 4 Stapes Vestibular nerve 
9,A 
Cochlear nerve 
Cochlea D, E 
Lobule 8, 1 auditory ‘Tympani Round Eustachian 
canal 3, 4 membrane 7,8 window D, E tube F, G 


External Ear 8,1 | | Middle Ear 5, 6 | Inner Ear D, E 


Nasal Turbinates 


Mid frontal cutaway view Side view schematic 


Frontal sinus S, T 
Eye Orbit 


Ethmoid air cells bee a = a 
(sinus) U, V ZN oi : = Superior turbinate L 


Superior turbinate L a =) yy \\ ' : = | + Middle turbinate L 


Inferior turbinate L 
Middle turbinate L 


~Sphenoid sinus W, X 


Inferior turbinate L 


Maxillary sinus Q,R 


Paranasal Sinuses 


Frontal S, T 


— Ethmoid U, V Frontal S, T Ethmoid U, V 
= pares W, X ) Sphenoid W, X 
IL. Maxillary Q, R ,S 20 
/ “ oo * 
7 lla 


Maxillary Q, R 
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ICD-10-PCS 2021 Ear, Nose, Sinus 899-693 


8 Medical and Surgical 
9 Ear, Nose, Sinus 


8 Alteration Definition: Modifying the anatomic structure of a body part without affecting the function of the body part 
Explanation: Principal purpose is to improve appearance 


Body Part Approach Device ualifier 

External Ear, Right 2 External Ear, Bilateral ® Open Autologous Tissue Z No Qualifier 
Anti helix See @ External Ear, Right 3 Percutaneous Substitute 
aoe K Nasal Mucosa and Soft Tissue] 4 Percutaneous Endoscopic |J Synthetic Substitute 
oe ih X External K Nonautologous Tissue 

, xternal naris Substitute 
Helix Greater alar cartilage 7aNo Device 
Pinna Internal naris 
Tragus Lateral nasal cartilage 

1 External Ear, Left Lesser alar cartilage 
See 0 External Ear, Right Nasal cavity 
Nostril 


Medical and Surgical 
Ear, Nose, Sinus 
Bypass Definition: Altering the route of passage of the contents of a tubular body part 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 
route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


8 
5 
1 


Body Part 


Qualifier 
Character 4 


Character 7 
® Endolymphatic 


Inner Ear, Right 
Bony labyrinth 
Bony vestibule 
Cochlea 

Round window 
Semicircular canal 

E Inner Ear, Left 

See D Inner Ear, Right 


7 Autologous Tissue 

Substitute 

J Synthetic Substitute 

K Nonautologous Tissue 
Substitute 

Z No Device 


Medical and Surgical 

Ear, Nose, Sinus 

Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Nos 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Ear, Right X External @ Drainage Device Z_ No Qualifier 
J Ear, Left Y Other Device 


K Nasal Mucosa and Soft Tissue 
Columella 

External naris 

Greater alar cartilage 

Internal naris 

Lateral nasal cartilage 

Lesser alar cartilage 

Nasal cavity 

Nostril 

Sinus 


Non-OR All body part, approach, device, and qualifier values 


Medical and Surgical 
Ear, Nose, Sinus 
Control Definition: Stopping, or attempting to stop, postprocedural or other acute bleeding 


Explanation: None 


woe 


Body Part Approach Device Qualifier 


Z_ No Qualifier 


7 Via Natural or Artificial Z No Device 
Opening 

8 Via Natural or Artificial 

Opening Endoscopic 


Nasal Mucosa and Soft Tissue 
Columella 

External naris 

Greater alar cartilage 

Internal naris 

Lateral nasal cartilage 

Lesser alar cartilage 

Nasal cavity 

Nostril 


Non-OR 993K[7,8]ZZ 
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i 
) 
T 
Q 
Ks) 
Ww 


995-995 


Medical and Surgical 
Ear, Nose, Sinus 


Ear, Nose, Sinus ICD-10-PCS 2021 


Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out 
Approach Device Qualifier 
cork chor? 
External Ear, Right 1. External Ear, Left @ Open Z No Device Z No Qualifier 
Antihelix See 0 External Ear, Right 3 Percutaneous 
Antitragus 4 Percutaneous Endoscopic 
Auricle X External 
Earlobe 
Helix 
Pinna 
Tragus 
External Auditory Canal, 4 External Auditory Canal, Left | @ Open Z No Device Z_ No Qualifier 
Right See 3 External Auditory Canal, |3 Percutaneous 
External auditory meatus Right 4 Percutaneous Endoscopic 
7 Via Natural or Artificial 
Opening 
8 Via Natural or Artificial 
Opening Endoscopic 
X External 
Middle Ear, Right D Inner Ear, Right ® Open Z No Device Z No Qualifier 
Oval window Bony labyrinth 8 Via Natural or Artificial 
Tympanic cavity Bony vestibule Opening Endoscopic 
Middle Ear, Left Cochlea 
See 5 Middle Ear, Right Round window 
Auditory Ossicle, Right Semicircular canal 
Incus E_ Inner Ear, Left 
Malleus See D Inner Ear, Right 
Stapes 
Auditory Ossicle, Left 
See 9 Auditory Ossicle, Right 
Tympanic Membrane, Right L Nasal Turbinate ® Open Z No Device Z_ No Qualifier 
Pars flaccida Inferior turbinate 3 Percutaneous 
Tympanic Membrane, Left Middle turbinate 4 Percutaneous Endoscopic 
See 7 Tympanic Membrane, Nasal concha 7 Via Natural or Artificial 
Right Superior turbinate Opening 
Eustachian Tube, Right N_ Nasopharynx 8 Via Natural or Artificial 
Auditory tube Choana Opening Endoscopic 
Pharyngotympanic tube Fossa of Rosenmuller 
Eustachian Tube, Left Pharyngeal recess 
See F Eustachian Tube, Right Rhinopharynx 
Mastoid Sinus, Right R Maxillary Sinus, Left ® Open Z No Device Z_ No Qualifier 
Mastoid air cells See Q Maxillary Sinus, Right 3 Percutaneous 
Mastoid Sinus, Left S_ Frontal Sinus, Right 4 Percutaneous Endoscopic 
See B Mastoid Sinus, Right T Frontal Sinus, Left 8 Via Natural or Artificial 
Nasal Septum U_ Ethmoid Sinus, Right Opening Endoscopic 
Quadrangular cartilage Ethmoidal air cell 
Septal cartilage V_ Ethmoid Sinus, Left 
Vomer bone See U Ethmoid Sinus, Right 
Accessory Sinus W Sphenoid Sinus, Right 
Maxillary Sinus, Right X Sphenoid Sinus, Left 
Antrum of Highmore 
Nasal Mucosa and Soft Tissue ® Open Z No Device Z_ No Qualifier 
Columella — 3 Percutaneous 
External naris 4 Percutaneous Endoscopic 


Greater alar cartilage 
Internal naris 

Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 

Nostril 


Non-OR 
Non-OR 
Non-OR 
Non-OR 
Non-OR 


995[0,1][0,3,4,X]ZZ 
995[3,4][0,3,4,7,8,X]ZZ 
O95[F,G][G,3,4,7,8]ZZ 
O95M[O,3,4,8]ZZ 
095K[G,3,4,8,X]ZZ 


8 Via Natural or Artificial 
Opening Endoscopic 
X External 


[3 Limited Coverage HS Noncovered [| Combination Member HAC associated procedure Combination Only DRG 
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ICD-10-PCS 2021 Ear, Nose, Sinus 997-998 


8 Medical and Surgical 
9 Ear, Nose, Sinus 


7 Dilation Definition: Expanding an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


Body Part 


Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Eustachian Tube, Right Open D Intraluminal Device Z No Qualifier 
Auditory tube 7 Via Natural or ArtificialOpening |Z No Device 


Pharyngotympanic tube 

G Eustachian Tube, Left 

See F Eustachian Tube, Right 

F Eustachian Tube, Right 
Auditory tube 
Pharyngotympanic tube 

G Eustachian Tube, Left 

See F Eustachian Tube, Right 


8 Via Natural or Artificial Opening 
Endoscopic 


Percutaneous 
4 Percutaneous Endoscopic 


Z No Device Z_ No Qualifier 


Non-OR All body part, approach, device, and qualifier values 


Medical and Surgical 
Ear, Nose, Sinus 


Division Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 
Explanation: All or a portion of the body part is separated into two or more portions 


ows 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Nasal Turbinate Open Z No Device Z No Qualifier 


Inferior turbinate 
Middle turbinate 
Nasal concha 
Superior turbinate 


Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


On hwo 


New/Revised in GREEN 


inati mbination Only DRGNon-OR Non-OR 
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2 
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i] 
Oo 
eo 


qi 
a 
= 
oO 
oO 
Qa 


999-999 


Ear, Nose, Sinus 


ICD-10-PCS 2021 


Medical and Surgical 
Ear, Nose, Sinus 
Drainage 


ooe 


Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part 
Character 4 


® External Ear, Right 
Antihelix 
Antitragus 
Auricle 
Earlobe 
Helix 
Pinna 
Tragus 


® External Ear, Right 
Antihelix 
Antitragus 
Auricle 
Earlobe 
Helix 
Pinna 
Tragus 


1 External Ear, Left 
See 9 External Ear, Right 


1. External Ear, Left 
See @ External Ear, Right 


Approach Device 
Character 5 Character 6 


<xhwe 


Open @ Drainage Device 
Percutaneous 
Percutaneous Endoscopic 


External 


Open No Device 
Percutaneous 
Percutaneous Endoscopic 


External 


Qualifier 
Character 7 


Z_ No Qualifier 


X Diagnostic 


Z_ No Qualifier 


Z_ No Qualifier 


X Diagnostic 
Z_ No Qualifier 


Z_ No Qualifier 


3 External Auditory Canal, K_ Nasal Mucosa and Soft Tissue| ®@ Open @ Drainage Device 
Right Columella 3 Percutaneous 
External auditory meatus External naris 4 Percutaneous Endoscopic 
4 External Auditory Canal, Left Greater alar cartilage 7 Via Natural or Artificial 
See 3 External Auditory Canal, Internal naris Opening 
Right ae toes luce 8 Via Natural or Artificial 
esser alar cartilage On Lhing Endéscopre 
Nasal cavity P 9 P 
Nostril X External — 
3 External Auditory Canal, K Nasal Mucosa and Soft Tissue] @ Open Z No Device 
Right Columella 3 Percutaneous 
External auditory meatus External naris 4 Percutaneous Endoscopic 
4 External Auditory Canal, Left Greater alar cartilage 7 Via Natural or Artificial 
See 3 External Auditory Canal, Internal naris Opening 
Right Lateral nasal cartilage 8 Via Natural or Artificial 
Lesser alar cartilage Opening Endoscopic 
Nasal cavity X External 
Nostril 
5 Middle Ear, Right A Auditory Ossicle, Left ® Open ® Drainage Device 
Oval window See 9 Auditory Ossicle, Right 7 Via Natural or Artificial 
Tympanic cavity D Inner Ear, Right Opening 
6 Middle Ear, Left Bony labyrinth 8 Via Natural or Artificial 
See 5 Middle Ear, Right Bony vestibule Opening Endoscopic 
9 Auditory Ossicle, Right Cochlea 
Incus Round window 
Malleus Semicircular canal 
Stapes E Inner Ear, Left 
See D Inner Ear, Right 
5 Middle Ear, Right A Auditory Ossicle, Left @® Open Z No Device 
Oval window See 9 Auditory Ossicle, Right 7 Via Natural or Artificial 
Tympanic cavity D Inner Ear, Right Opening 
6 Middle Ear, Left Bony labyrinth 8 Via Natural or Artificial 


See 5 Middle Ear, Right 
9 Auditory Ossicle, Right 

Incus 

Malleus 

Stapes 


Non-OR 
Non-OR 
Non-OR 
Non-OR 
Non-OR 999[5,6]80Z 
Non-OR 999(9,A,D,E][7,8]0Z 
Non-OR 999[5,6]0ZZ 
Non-OR [ 


999[0,1][0,3,4,X]0Z 


999[0,1][,3,4,X]Z[X,Z] 
999[3,4,K][0,3,4,7,8,X]0Z 
999[3,4,K][0,3,4,7,8,X]Z[X,Z] 


Bony vestibule 

Cochlea 

Round window 

Semicircular canal 
E Inner Ear, Left 
See D Inner Ear, Ri 


ht 


999[5,6,9,A,D,E][7,8]Z[X,Z] 


320 


Opening Endoscopic 


X Diagnostic 
Z_ No Qualifier 


899 Continued on next page 
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ICD-10-PCS 2021 


ICD-10-PCS 2021 


Ear, Nose, Sinus 899-099 
8 Medical and Surgical i 
9 Ear, Nose, Sinus eA Lonsinued 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device ualifier 
Character 4 Character 6 csacter 7 


7 Tympanic Membrane, Right N Nasopharynx ® Open @ Drainage Device Z No Qualifier 
E sie Laie E Choana 3 Percutaneous 
ympanic Membrane, Left Fossa of Rosenmuller i 
See 7 Tympanic Membrane, Pharyngeal recess A Percutaneous BaPiqgcopic 
Right Beoghanvns 7 hi Natural or Artificial 
S 4 pening 
Mastoid Sinus, Right P Accessory Sinus 8 Via Natural or Artificial 
Mastoid air cells Maxill : P 
ce Q Maxillary Sinus, Right Opening Endoscopic 
c pastels Sinus, Left Antrum of Highmore 
ee B Mastoid Sinus, Right R Maxillary Sinus, Left 
F Eustachian Tube, Right SeeQ Maxillary Sinus, Right 
Petnconsis sate S Frontal Sinus, Right 
G Eustachian Tube, Left is pn ee msi h 
See F Eustachian Tube, Right E — dal mus, : 
L_ Nasal Turbinate : bells 
Inferior turbinate V_ Ethmoid Sinus, Left _ 
Middliesurbinate See U Ethmoid Sinus, Right 
Racal Concha WwW Sphenoid Sinus, Right 
Superior turbinate X Sphenoid Sinus, Left 
M Nasal Septum 
Quadrangular cartilage 
Septal cartilage 
Vomer bone 
7 Tympanic Membrane, Right N Nasopharynx @® Open Z No Device X Diagnostic 
Pars flaccida Choana 3 Percutaneous Z No Qualifier 
8 Tympanic Membrane, Left Fossa of Rosenmuller 4 Percutaneous Endoscopic 
eee Membrane, i. 7 Via Natural or Artificial 
Le : i Opening 
B Macieid ie Right P Accessory Sinus — 8 Via Natural or Artificial 
astoid air cells Q Maxillary Sinus, Right Opening Endoscopic 
C Mastoid Sinus, Left Antrum of Highmore 
See B Mastoid Sinus, Right R Maxillary Sinus, Left 
F Eustachian Tube, Right See Q Maxillary Sinus, Right 
Auditory tube S Frontal Sinus, Right 
é eas EA re T Frontal Sinus, Left 
ustachian Tube, Le sues , 
aie : U_ Ethmoid Sinus, Right 
See F Eustachian Tube, Right e Araaiial aincen 


L Nasal Turbinate 
Inferior turbinate 
Middle turbinate 
Nasal concha 
Superior turbinate 

M Nasal Septum 

Quadrangular cartilage 

Septal cartilage 

Vomer bone 


Non-OR 999(B,C][3,7,8]0Z 

Non-OR 999[F,G,L,M][0,3,4,7,8]0Z 
Non-OR 999N30Z 

Non-OR 999[P,Q,R,S,T,U,V,W,X][3,4,7,8]0Z 
Non-OR 999[7,8][0,3,4,7,8]ZZ 

Non-OR 999[7,8][7,8]ZX 

Non-OR 999[B,C]3ZZ 

Non-OR 999[B,C)[7,8]Z[X,Z] 

Non-OR 099[F,G][0,3,4,7,8)ZZ 

Non-OR 999[F,G][7,8]ZX 

Non-OR 999([L,MJ[G,3,4,7,8]Z[X,Z] 

Non-OR 999N[O,3,4,7,8]ZX 

Non-OR 999N3ZZ 

Non-OR 299[P,Q,R,S,T,U,V,W,X][3,4,7,8]Z[X,Z] 2 


V_ Ethmoid Sinus, Left 

See U Ethmoid Sinus, Right 
W Sphenoid Sinus, Right 
X Sphenoid Sinus, Left 


i=) 
=] 
me 
a 
=) 
=] 
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89B-69B 


Medical and Surgical 
Ear, Nose, Sinus 


Ear, Nose, Sinus 


ICD-10-PCS 2021 


Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 
Approach Device Qualifier 
chara chor? 
External Ear, Right 1 External Ear, Left ® Open Z No Device X Diagnostic 
Antihelix See @ External Ear, Right 3 Percutaneous Z No Qualifier 
Antitragus 4 Percutaneous Endoscopic 
Auricle X External 
Earlobe 
Helix 
Pinna 
Tragus 
External Auditory Canal, 4 External Auditory Canal, Left | ® Open Z No Device X Diagnostic 
Right See 3 External Auditory Canal, |3 Percutaneous Z_ No Qualifier 
External auditory meatus Right 4 Percutaneous Endoscopic 
7 Via Natural or Artificial 
Opening 
8 Via Natural or Artificial 
Opening Endoscopic 
X External 
Middle Ear, Right A Auditory Ossicle, Left ® Open Z No Device X Diagnostic 
Oval window See 9 Auditory Ossicle, Right 8 Via Natural or Artificial Z_ No Qualifier 
Tympanic cavity D Inner Ear, Right Opening Endoscopic 
Middle Ear, Left Bony labyrinth 
See 5 Middle Ear, Right Bony vestibule 
Auditory Ossicle, Right Cochlea 
Incus Round window 
Malleus Semicircular canal 
Stapes E Inner Ear, Left 
See D Inner Ear, Right 
Tympanic Membrane, Right L Nasal Turbinate @ Open Z No Device X Diagnostic 
Pars flaccida Inferior turbinate 3 Percutaneous Z_ No Qualifier 
Tympanic Membrane, Left Middle turbinate 4 Percutaneous Endoscopic 
See 7 Tympanic Membrane, Nasal concha 7 Via Natural or Artificial 
Right Superior turbinate Opening 
Eustachian Tube, Right N Nasopharynx 8 Via Natural or Artificial 
Auditory tube Choana Opening Endoscopic 
Pharyngotympanic tube Fossa of Rosenmuller 
Eustachian Tube, Left Pharyngeal recess 
See F Eustachian Tube, Right Rhinopharynx 
Mastoid Sinus, Right R_ Maxillary Sinus, Left ® Open Z No Device X Diagnostic 
Mastoid air cells See Q Maxillary Sinus, Right 3 Percutaneous Z No Qualifier 
Mastoid Sinus, Left S Frontal Sinus, Right 4 Percutaneous Endoscopic 
See B Mastoid Sinus, Right T Frontal Sinus, Left 8 Via Natural or Artificial 
Nasal Septum U_ Ethmoid Sinus, Right Opening Endoscopic 
Quadrangular cartilage Ethmoidal air cell 
Septal cartilage V_ Ethmoid Sinus, Left 
Vomer bone See U Ethmoid Sinus, Right 
Accessory Sinus W Sphenoid Sinus, Right 
Maxillary Sinus, Right X Sphenoid Sinus, Left 
Antrum of Highmore 4 
Nasal Mucosa and Soft Tissue Open Z No Device X Diagnostic 
Columella Percutaneous Z_ No Qualifier 


External naris 
Greater alar cartilage 
Internal naris 

Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 

Nostril 


Non-OR 99B[0,1][0,3,4,X]Z[X,Z] 


onwe 


=< 


Percutaneous Endoscopic 
Via Natural or Artificial 
Opening Endoscopic 
External 


Non-OR 
Non-OR 
Non-OR 
Non-OR 
Non-OR 


99B[3,4][0,3,4,7,8,X]Z[X,Z] 
OOB[F,G,L,N}[G,3,4,7,8]Z[X,Z] 
O9BM[O,3,4,8]ZX 
O9B[P,Q,R,S,T,U,V,W,X][3,4,8]ZX 
O9BK8Z[X,Z] 
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CD-10-PCS 2021 


Ear, Nose, Sinus 


89C-69C 


8 Medical and Surgical 
9 Ear, Nose, Sinus 
C_Extirpation 


Definition: Taking or cutting out solid matter from a body part 


Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part 
Character 4 
® External Ear, Right 1 External Ear, Left 
Antihelix See 0 External Ear, Right 
Antitragus 
Auricle 
Earlobe 
Helix 
Pinna 
Tragus 


3 External Auditory Canal, 4 
Right 
External auditory meatus 


5 Middle Ear, Right A 
Oval window 
Tympanic cavity D 
6 Middle Ear, Left 
See 5 Middle Ear, Right 
9 Auditory Ossicle, Right 
Incus 
Malleus 
Stapes E 


7 Tympanic Membrane, Right L 
Pars flaccida 
8 Tympanic Membrane, Left 
See 7 Tympanic Membrane, 
Right 
F Eustachian Tube, Right N 
Auditory tube 
Pharyngotympanic tube 
G Eustachian Tube, Left 
See F Eustachian Tube, Right 


B_ Mastoid Sinus, Right 
Mastoid air cells 
C Mastoid Sinus, Left 
See B Mastoid Sinus, Right 
Nasal Septum 
Quadrangular cartilage 
Septal cartilage 
Vomer bone 
Accessory Sinus 
Maxillary Sinus, Right 
Antrum of Highmore 


K Nasal Mucosa and Soft Tissue 
Columella 
External naris 
Greater alar cartilage 
Internal naris 
Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 
Nostril 


oft a to ke) 


nov 


Non-OR 
Non-OR 
Non-OR 
Non-OR 
Non-OR 


89C[G,1][0,3,4,X]ZZ 
09C[3,4][0,3,4,7,8,X]ZZ 
09C[7,8,F,G,L][0,3,4,7,8]ZZ 
O9CM[0,3,4,8]ZZ 

O9CK8ZZ 


External Auditory Canal, Left 
See 3 External Auditory Canal, 
Right 


Auditory Ossicle, Left 

See 9 Auditory Ossicle, Right 
Inner Ear, Right 

Bony labyrinth 

Bony vestibule 

Cochlea 

Round window 
Semicircular canal 

Inner Ear, Left 

See D Inner Ear, Right 


Nasal Turbinate 
Inferior turbinate 
Middle turbinate 
Nasal concha 
Superior turbinate 
Nasopharynx 
Choana 

Fossa of Rosenmuller 
Pharyngeal recess 
Rhinopharynx 


Maxillary Sinus, Left 

See Q Maxillary Sinus, Right 
Frontal Sinus, Right 
Frontal Sinus, Left 
Ethmoid Sinus, Right 
Ethmoidal air cell 

Ethmoid Sinus, Left 

See U Ethmoid Sinus, Right 
Sphenoid Sinus, Right 
Sphenoid Sinus, Left 


TG Limited Coverage [3 Noncovered 
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] Combination Member HAC associated procedure CombinationOnly DRGNon-OR Non-OR — New/Revised in GREEN 


Approach Device 
Character 5 Character 6 


Open 

Percutaneous 
Percutaneous Endoscopic 
External 


Open 

Percutaneous 
Percutaneous Endoscopic 
Via Natural or Artificial 
Opening 

Via Natural or Artificial - 
Opening Endoscopic 
External 

Open 

Via Natural or Artificial 
Opening Endoscopic 


Open 
Percutaneous 


Percutaneous Endoscopic 
Via Natural or Artificial 
Opening 

Via Natural or Artificial 
Opening Endoscopic 


Open 

Percutaneous 
Percutaneous Endoscopic 
Via Natural or Artificial 
Opening Endoscopic 


Open 

Percutaneous 
Percutaneous Endoscopic 
Via Natural or Artificial 
Opening Endoscopic 
External 


Qualifier 
Character 7 
Z No Device Z_ No Qualifier 
Z No Device Z_ No Qualifier 
Z No Device Z_ No Qualifier 
Z No Device Z No Qualifier 
Z No Device Z_ No Qualifier 
Z No Device Z_ No Qualifier 
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ICD-10-PCS 2021 


®9D-09H Ear, Nose, Sinus 
® Medical and Surgical 
9 Ear, Nose, Sinus 
D_ Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 
Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 
ody Part Approach Device Qualifier 
7 Tympanic Membrane, Right Open Z No Device Z_ No Qualifier 
Pars flaccida Percutaneous 
8 Tympanic Membrane, Left Percutaneous Endoscopic 
See 7 Tympanic Membrane, Right Via Natural or Artificial Opening 
L Nasal Turbinate Via Natural or Artificial Opening 
Inferior turbinate Endoscopic 
Middle turbinate 
Nasal concha 
Superior turbinate 
9 Auditory Ossicle, Right ®@ Open Z No Device Z_ No Qualifier 
Incus 
Malleus 
Stapes 
A Auditory Ossicle, Left 
See 9 Auditory Ossicle, Right 
B_ Mastoid Sinus, Right Open Z No Device Z_ No Qualifier 
Mastoid air cells Percutaneous 
C Mastoid Sinus, Left Percutaneous Endoscopic = 
See B Mastoid Sinus, Right 
M Nasal Septum 
Quadrangular cartilage 
Septal cartilage 
Vomer bone 
P Accessory Sinus 


Q Maxillary Sinus, Right 


Antrum of Highmore 
Maxillary Sinus, Left 

See Q Maxillary Sinus, Right 
Frontal Sinus, Right 
Frontal Sinus, Left 
Ethmoid Sinus, Right 
Ethmoidal air cell 
Ethmoid Sinus, Left 

See U Ethmoid Sinus, Right 
Sphenoid Sinus, Right 
Sphenoid Sinus, Left 


Medical and Surgical 
Ear, Nose, Sinus 
Insertion 


r 


Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


take the place of a body part 
Explanation: None 


Body Part 
Character 4. 


Inner Ear, Right 
Bony labyrinth 

Bony vestibule 
Cochlea 

Round window 
Semicircular canal 
Inner Ear, Left 

See D Inner Ear, Right 


Ear, Right 

Ear, Left 

Nasal Mucosa and Soft Tissue 
Columella 

External naris 

Greater alar cartilage 
Internal naris 

Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 

Nostril 

Sinus 


Nasopharynx 
Choana 

Fossa of Rosenmuller 
Pharyngeal recess 
Rhinopharynx 


Non-OR @9H[H,J][3,4,7,8]YZ 
Non-OR Q@9H[K,Y][0,3,4,7,8]YZ 
Non-OR @9HN[7,8]BZ 


we 


on hw Se 


Character 5 Character 6 
Open 1 Radioactive Element 
Percutaneous 4 Hearing Device, Bone Conduction 
Percutaneous Endoscopic 5 Hearing Device, Single Channel 
Cochlear Prosthesis 
6 Hearing Device, Multiple Channel 
Cochlear Prosthesis 
S Hearing Device 


Qualifier 
Character 7 


Z_ No Qualifier 


Radioactive Element 
Other Device 


Open 1 
Percutaneous Y 
Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Z_ No Qualifier 


Via Natural or Artificial Opening 1 Radioactive Element 


Via Natural or Artificial Opening B_ Intraluminal Device, Airway 
Endoscopic 


Z_ No Qualifier 
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ICD-10-PCS 2021 Ear, Nose, Sinus 09J-69M 


9 Medical and Surgical 
9 Ear, Nose, Sinus 


J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


Body Part Approach Device ualifier 
Character 4 Character 6 Comal 7 


Tympanic Membrane, Right 

Pars flaccida 

8 Tympanic Membrane, Left 
See 7 Tympanic Membrane, Right 

H_ Ear, Right 

J Ear, Left 


Open 

Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 

External 


Z No Device Z_ No Qualifier 


eon fwesd 


Inner Ear, Right 
Bony labyrinth 
Bony vestibule 
Cochlea 
Round window 
Semicircular canal 
E Inner Ear, Left 
See D Inner Ear, Right 
K Nasal Mucosa and Soft Tissue 
Columella 
External naris 
Greater alar cartilage 
Internal naris 
Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 
Nostril 
Sinus 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Endoscopic 

External 


Z No Device Z_ No Qualifier 


ohwsa x 


=< 


Non-OR 09)(7,8](3,7,8,X]ZZ 
Non-OR 09)(H,J][0,3,4,7,8,X]ZZ 
Non-OR 99)[D,E][3,8,X]ZZ 
Non-OR 09)[K,Y][0,3,4,8,X]ZZ 


8 Medicaland Surgical 
9 Ear, Nose, Sinus 
M Reattachment Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 


Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


External Ear, Right Z No Device Z No Qualifier 
Antihelix 
Antitragus 
Auricle 
Earlobe 
Helix 
Pinna 
Tragus 
1 External Ear, Left 
See @ External Ear, Right 
K Nasal Mucosa and Soft Tissue 
Columella 
External naris 
Greater alar cartilage 
Internal naris 
Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 
Nostril 


New/Revised in GREEN 
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O9N-O9N Ear, Nose, Sinus ICD-10-PCS 2021 


® Medical and Surgical 
9 Ear, Nose, Sinus : 
N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 


Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Body Part Approach Device Qualifier 
Character 4 Cheraeter 5 Character 7 


® External Ear, Right 1 External Ear, Left @® Open Z_ No Device Z_ No Qualifier 
Antihelix See 0 External Ear, Right 3 Percutaneous 
Antitragus 4 Percutaneous Endoscopic 
Auricle X External 
Earlobe 
Helix 
Pinna 
Tragus 
3 External Auditory Canal, 4 External Auditory Canal, Left |®@ Open Z No Device Z No Qualifier 
Right See 3 External Auditory Canal, |3 Percutaneous 
External auditory meatus Right 4 Percutaneous Endoscopic 
7 Via Natural or Artificial 
Opening 
8 Via Natural or Artificial 
Opening Endoscopic 
X External 
5 Middle Ear, Right A_ Auditory Ossicle, Left @® Open Z_ No Device : Z_ No Qualifier 
Oval window See 9 Auditory Ossicle, Right 8 Via Natural or Artificial 
Tympanic cavity D Inner Ear, Right Opening Endoscopic 
6 Middle Ear, Left Bony labyrinth 
See 5 Middle Ear, Right Bony vestibule 
9 Auditory Ossicle, Right Cochlea 
Incus Round window 
Malleus Semicircular canal 
Stapes E_ Inner Ear, Left 
See D Inner Ear, Right 
7 Tympanic Membrane, Right L Nasal Turbinate ® Open Z No Device Z_ No Qualifier 
Pars flaccida Inferior turbinate 3 Percutaneous 
8 Tympanic Membrane, Left Middle turbinate 4 Percutaneous Endoscopic 
See 7 Tympanic Membrane, Nasal concha 7 Via Natural or Artificial 
Right Superior turbinate Opening 
F Eustachian Tube, Right N_ Nasopharynx 8 Via Natural or Artificial 
Auditory tube Choana Opening Endoscopic 
Pharyngotympanic tube Fossa of Rosenmuller 
G Eustachian Tube, Left Pharyngeal recess 
See F Eustachian Tube, Right Rhinopharynx 
B_ Mastoid Sinus, Right R_ Maxillary Sinus, Left ® Open Z No Device Z_ No Qualifier 
Mastoid air cells See Q Maxillary Sinus, Right 3 Percutaneous 
C Mastoid Sinus, Left S_ Frontal Sinus, Right 4 Percutaneous Endoscopic 
See B Mastoid Sinus, Right T Frontal Sinus, Left 8 Via Natural or Artificial 
M Nasal Septum U_ Ethmoid Sinus, Right Opening Endoscopic 
Quadrangular cartilage Ethmoidal air cell 
Septal cartilage V_ Ethmoid Sinus, Left 
Vomer bone See U Ethmoid Sinus, Right 
P Accessory Sinus W Sphenoid Sinus, Right 
Q Maxillary Sinus, Right X Sphenoid Sinus, Left 
Antrum of Highmore : 
K Nasal Mucosa and Soft Tissue ® Open j Z NoDevice Z No Qualifier 
Columella : 3 Percutaneous 
External naris 4 Percutaneous Endoscopic 
Seed iegrtaae 8 Via Natural or Artificial 
, Opening Endoscopic 
Lateral nasal cartilage XE 
Lesser alar cartilage HUT, 
Nasal cavity 
Nostril 


Non-OR Q9N[@,1]XZZ 
Non-OR 99N[3,4]XZZ 
Non-OR @O9ONI[F,G,L][0,3,4,7,8]ZZ 
Non-OR 99NM[Q,3,4,8]ZZ 
Non-OR @9NK[O,3,4,8,X]ZZ 
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8 
9 
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— 
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Medical and Surgical 
Ear, Nose, Sinus 
Removal 


Ear, Nose, Sinus @9P-99P 


Definition: Taking out or off a device from a body part 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Body Part 
Character 4 


Tympanic Membrane, Right 
Pars flaccida 

Tympanic Membrane, Left 

See 7 Tympanic Membrane, Right 


Inner Ear, Right 
Bony labyrinth 

Bony vestibule 
Cochlea 

Round window 
Semicircular canal 
Inner Ear, Left 

See D Inner Ear, Right 


Ear, Right 

Ear, Left 

Nasal Mucosa and Soft Tissue 
Columella 

External naris 
Greater alar cartilage 
Internal naris 

Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 

Nostril 


Ear, Right 

Ear, Left 

Nasal Mucosa and Soft Tissue 
Columella 

External naris 

Greater alar cartilage 
Internal naris 

Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 

Nostril 


Sinus 


O9P[7,8][0,7,8,X]0Z 
O9P[H,J}(3,4][0,J,K,Y]Z 
O9P[H,J][7,8][8,D,Y]Z 


O9P[H,J]X[9,7,D,J,K]Z 
O9PKX[@,7,D,J,K]Z 
O9PY[3,4]YZ 
O9PY[7,8]YZ 
B9PYXOZ 


O9PK[O,3,4,7,8][8,7,D,J,K,YIZ 


Approach Device Qualifier 
Open ® Drainage Device Z_ No Qualifier 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
X External 
®@ Open Hearing Device Z_ No Qualifier 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
® Open ® Drainage Device Z No Qualifier 
3 Percutaneous 7 Autologous Tissue Substitute 
4 Percutaneous Endoscopic D Intraluminal Device 
7 Via Natural or Artificial Opening J Synthetic Substitute 
8 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
Endoscopic Y Other Device 
Drainage Device Z_ No Qualifier 
Autologous Tissue Substitute 
intraluminal Device 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Open Drainage Device Z_ No Qualifier 
Percutaneous Other Device 
Percutaneous Endoscopic 
Via Natural or Artificial Opening Y Other Device Z No Qualifier 


Via Natural or Artificial Opening 
Endoscopic 


X External | ® Drainage Device Z_No Qualifier 
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99Q-89Q 


Ear, Nose, Sinus ICD-10-PCS 2021 


Medical and Surgical 
Ear, Nose, Sinus 


Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 
Body Part Approach Device Qualifier_ 
Character 4 Character 5 Character 6 Character 7 
External Ear, Right 1 External Ear, Left Open Z_ No Device Z No Qualifier 
Antihelix See 0 External Ear, Right Percutaneous 
Antitragus 2 External Ear, Bilateral Percutaneous Endoscopic 
Auricle See @ External Ear, Right External 
Earlobe 
Helix 
Pinna 
Tragus 
External Auditory Canal, F Eustachian Tube, Right Open Z No Device ; Z No Qualifier 
Right Auditory tube Percutaneous 
External auditory meatus Pharyngotympanic tube Percutaneous Endoscopic 
External Auditory Canal, Left G Eustachian Tube, Left Via Natural or Artificial 
See 3 External Auditory Canal, See F Eustachian Tube, Right Opening 
Right Via Natural or Artificial 
Opening Endoscopic 
External 
Middle Ear, Right A Auditory Ossicle, Left Open Z_ No Device Z No Qualifier 
Oval window _ See 9 Auditory Ossicle, Right Via Natural or Artificial » 
Tympanic cavity D Inner Ear, Right Opening Endoscopic 
Middle Ear, Left Bony labyrinth 
See 5 Middle Ear, Right Bony vestibule 
Auditory Ossicle, Right Cochlea 
Incus Round window 
Malleus Semicircular canal 
Stapes E Inner Ear, Left 
See D Inner Ear, Right 
Tympanic Membrane, Right N Nasopharynx ® Open Z No Device Z No Qualifier 
Pars flaccida Choana 3 Percutaneous 
Tympanic Membrane, Left Fossa of Rosenmuller 4 Percutaneous Endoscopic 
See 7 Tympanic Membrane, Pharyngeal recess 7 Via Natural or Artificial 
Right Rhinopharynx Opening 
eR 8 Via Natural or Artificial 
Middle turbinate De Ce 
Nasal concha 
Superior turbinate 
Mastoid Sinus, Right R Maxillary Sinus, Left @® Open Z No Device Z_ No Qualifier 
meee at cells . See Q Maxillary Sinus, Right 3 Percutaneous 
astoid Sinus, Le S Frontal Sinus, Right i 
See B Mastoid Sinus, Right T Frontal Sinus, Left Veneers: Aves 
Nasal Septum U_ Ethmoid Sinus, Right a Nagar OGNTE ve 
: Be ool one, Opening Endoscopic 
Quadrangular cartilage Ethmoidal air cell 
Septal cartilage V_ Ethmoid Sinus, Left 
Vomer bone See U Ethmoid Sinus, Right 
Accessory Sinus W Sphenoid Sinus, Right 
Maxillary Sinus, Right X Sphenoid Sinus, Left 
Antrum of Highmore 
Nasal Mucosa and Soft Tissue 6 Open Z No Device Z_ No Qualifier 
Columella 3 Percutaneous 
acai ae i 4 Percutaneous Endoscopic 
eed uote Ee 8 Via Natural or Artificial 
Lateral nasal cartilage ge ENANE OS os 
Lesser alar cartilage External 
Nasal cavity 
Nostril 
Non-OR 990Q[0,1,2]XZZ 
Non-OR 99Q[3,4]XZZ 
Non-OR 990Q([F,G][0,3,4,7,8,X]ZZ 
Non-OR %9QKXZZ 
Ed Limited Coverage D8 Noncovered [ Combination Member HACassociated procedure Combination Only DR Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 


ICD-10-PCS 2021 


Ear, Nose, Sinus 


Y) 


9R-B9OR 


9 Medical and Surgical 
9 Ear, Nose, Sinus 
R_ Replacement 


Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 


the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


Body Part 
Character 4 


External Ear, Right 
Antihelix 
Antitragus 
Auricle 
Earlobe 
Helix 
Pinna 
Tragus 
1 External Ear, Left 
See @ External Ear, Right 
2 External Ear, Bilateral 
See @ External Ear, Right 
K Nasal Mucosa and Soft Tissue 
Columella 
External naris 
Greater alar cartilage 
Internal naris 
Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 
Nostril 


Approach 
Character 5 


® Open 
X External 


Device 
Character 6 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


5 Middle Ear, Right 
Oval window 
Tympanic cavity 
6 Middle Ear, Left 
See 5 Middle Ear, Right 
9 Auditory Ossicle, Right 
Incus 
Malleus 
Stapes 
A Auditory Ossicle, Left 
See 9 Auditory Ossicle, Right 
D Inner Ear, Right 
Bony labyrinth 
Bony vestibule 
Cochlea 
Round window 
Semicircular canal 
E_ Inner Ear, Left 
See D Inner Ear, Right 


7 Tympanic Membrane, Right 
Pars flaccida 
8 Tympanic Membrane, Left 
See 7 Tympanic Membrane, Right 
N Nasopharynx 
Choana 
Fossa of Rosenmuller 
Pharyngeal recess 
Rhinopharynx 
L_ Nasal Turbinate 
Inferior turbinate 
Middle turbinate 
Nasal concha 
Superior turbinate 


Open 

Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 


“ 


Open 

Percutaneous 
Percutaneous Endoscopic 
Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


On AW 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


Qualifier 
Character 7 


Z_ No Qualifier 


Z_ No Qualifier 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


Z_ No Qualifier 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


M Nasal Septum 
Quadrangular cartilage 
Septal cartilage 

Vomer bone 


Limited Coverage EX Noncovered [i Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in GREEN 
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@ Open 
3 Percutaneous 
Percutaneous Endoscopic 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


Z_ No Qualifier 


Z_ No Qualifier 


329 


@9S-99S Ear, Nose, Sinus ICD-10-PCS 2021 
® Medical and Surgical 
9 Ear, Nose, Sinus : 
S Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Approach Device 


Body Part 
Character 4 


External Ear, Right 
Antihelix 

Antitragus 

Auricle 

Earlobe 

Helix 

Pinna 

Tragus 

External Ear, Left 

See @ External Ear, Right 
External Ear, Bilateral 
See @ External Ear, Right 
Nasal Mucosa and Soft Tissue 
Columella 

External naris 

Greater alar cartilage 
Internal naris 

Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 

Nostril 


Tympanic Membrane, Right 
Pars flaccida 

Tympanic Membrane, Left 
See 7 Tympanic Membrane, Right 
Eustachian Tube, Right 
Auditory tube 
Pharyngotympanic tube 
Eustachian Tube, Left 

See F Eustachian Tube, Right 
Nasal Turbinate 

Inferior turbinate 

Middle turbinate 

Nasal concha 

Superior turbinate 


Auditory Ossicle, Right 
Incus 

Malleus 

Stapes 


A Auditory Ossicle, Left 


See 9 Auditory Ossicle, Right 
Nasal Septum 
Quadrangular cartilage 
Septal cartilage 

Vomer bone 


Non-OR 9S[F,G][0,4,7,8]ZZ 


Z No Device 


® Open 
4 Percutaneous Endoscopic 
X External 


Open Z No Device 
Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


on tr @ 


® Open 
4 Percutaneous Endoscopic 


Z No Device 


Qualifier 


Z_ No Qualifier 


Z_ No Qualifier 


Z_ No Qualifier 


[9 Limited Coverage [3 Noncovered [| Combination Member HAC associated procedure Combination Only 
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Non-OR 


New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 


8 Medical and Surgical 
9 Ear, Nose, Sinus 
T Resection 


Explanation: None 


Body Part 
Character 4 
® External Ear, Right 1 External Ear, Left 
Antihelix See @ External Ear, Right 
Antitragus 
Auricle 
Earlobe 
Helix 
Pinna 
Tragus 
5 Middle Ear, Right A Auditory Ossicle, Left 
Oval window See 9 Auditory Ossicle, Right 


Tympanic cavity 
6 Middle Ear, Left 
See 5 Middle Ear, Right 
9 Auditory Ossicle, Right 
Incus 
Malleus 
Stapes 


7 Tympanic Membrane, Right 
Pars flaccida 

8 Tympanic Membrane, Left 
See 7 Tympanic Membrane, 

Right 

F Eustachian Tube, Right 
Auditory tube 
Pharyngotympanic tube 

G Eustachian Tube, Left 
See F Eustachian Tube, Right 


B Mastoid Sinus, Right 
Mastoid air cells 

C Mastoid Sinus, Left 
See B Mastoid Sinus, Right 

M Nasal Septum 

Quadrangular cartilage 

Septal cartilage 

Vomer bone 

Accessory Sinus 

Maxillary Sinus, Right 

Antrum of Highmore 


nov 


K Nasal Mucosa and Soft Tissue 
Columella 
External naris 
Greater alar cartilage 

Internal naris 

Lateral nasal cartilage 

Lesser alar cartilage 

Nasal cavity 

Nostril 


Non-OR 99T[F,G)[0,4,7,8)ZZ 


[J Limited Coverage BE Noncovered [# Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR 


ICD-10-PCS 2021 


xs < 


Inner Ear, Right 
Bony labyrinth 

Bony vestibule 
Cochlea 

Round window 
Semicircular canal 
Inner Ear, Left 

See D Inner Ear, Right 


Nasal Turbinate 
Inferior turbinate 
Middle turbinate 
Nasal concha 
Superior turbinate 
Nasopharynx 
Choana 

Fossa of Rosenmuller 
Pharyngeal recess 
Rhinopharynx 


Maxillary Sinus, Left 

See Q Maxillary Sinus, Right 
Frontal Sinus, Right 
Frontal Sinus, Left 
Ethmoid Sinus, Right 
Ethmoidal air cell 

Ethmoid Sinus, Left 

See U Ethmoid Sinus, Right 
Sphenoid Sinus, Right 
Sphenoid Sinus, Left 


Ear, Nose, Sinus 


Definition: Cutting out or off, without replacement, all of a body part 


Approach Device 
Character 5 Character 6 


® Open 
4 Percutaneous Endoscopic 
X External 


® Open 
8 Via Natural or Artificial 
Opening Endoscopic 


®@ Open 

4 Percutaneous Endoscopic 

7 Via Natural or Artificial 
Opening 

8 Via Natural or Artificial 
Opening Endoscopic 


® Open 

4 Percutaneous Endoscopic 

8 Via Natural or Artificial 
Opening Endoscopic 


Z No Device 


Z No Device 


Z No Device 


Z No Device 


Z No Device 


O69T-B9T 


Qualifier 
Character 7 


Z_ No Qualifier 


Z_ No Qualifier 


Z_ No Qualifier 


Z_ No Qualifier 


a ee EE eee 
® Open 
4 Percutaneous Endoscopic 
8 Via Natural or Artificial 
Opening Endoscopic 
X External 


Z_ No Qualifier 


New/Revised in GREEN 
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® Medical and Surgical 

9 Ear, Nose, Sinus ‘ : 

U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 
Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part : Approach Device Qualifier 
charsktet 4 Chivatig: 5 Character 7 


® External Ear, Right 1 External Ear, Left ® Open 7 Autologous Tissue Z_ No Qualifier 
Antihelix See 0 External Ear, Right X External Substitute 
Antitragus 2 External Ear, Bilateral J Synthetic Substitute 
Auricle See @ External Ear, Right K Nonautologous Tissue 
Earlobe Substitute 
Helix 
Pinna 
Tragus 
5 Middle Ear, Right D Inner Ear, Right Open Autologous Tissue Z_ No Qualifier 
Oval window Bony labyrinth 8 Via Natural or Artificial Substitute 
Tympanic cavity Bony vestibule Opening Endoscopic J Synthetic Substitute 
6 Middle Ear, Left Cochlea K Nonautologous Tissue 
See 5 Middle Ear, Right Round window Substitute 
9 Auditory Ossicle, Right Semicircular canal 
Incus E Inner Ear, Left 
Malleus See D Inner Ear, Right 
Stapes 
A Auditory Ossicle, Left 
See 9 Auditory Ossicle, Right 
7 Tympanic Membrane, Right N Nasopharynx Open Autologous Tissue Z_ No Qualifier 
Pars flaccida Choana 7 Via Natural or Artificial Substitute 
8 Tympanic Membrane, Left Fossa of Rosenmuller Opening J Synthetic Substitute 
See 7 Tympanic Membrane, Pharyngeal recess 8 Via Natural or Artificial K Nonautologous Tissue 
Right Rhinopharynx Opening Endoscopic Substitute 
B_ Mastoid Sinus, Right R_ Maxillary Sinus, Left ® Open 7 Autologous Tissue Z_ No Qualifier 
Mastoid air cells See Q Maxillary Sinus, Right 3 Percutaneous Substitute 
C Mastoid Sinus, Left S Frontal Sinus, Right 4 Percutaneous Endoscopic |J Synthetic Substitute 
See B Mastoid Sinus, Right T Frontal Sinus, Left 7 Via Natural or Artificial K Nonautologous Tissue 
L Nasal Turbinate U_ Ethmoid Sinus, Right Opening Substitute 
Inferior turbinate Ethmoidal air cell 8 Via Natural or Artificial 
Middle turbinate V_ Ethmoid Sinus, Left Opening Endoscopic 
Nasal concha See U Ethmoid Sinus, Right 
Superior turbinate W Sphenoid Sinus, Right 
P Accessory Sinus X_ Sphenoid Sinus, Left 
Q Maxillary Sinus, Right 
Antrum of Highmore 
K Nasal Mucosa and Soft Tissue Open Autologous Tissue Z_ No Qualifier 
Columella 8 Via Natural or Artificial Substitute 
External naris Opening Endoscopic J Synthetic Substitute 
Greater alar cartilage External K Nonautologous Tissue 
Internal naris Substitute 
Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 
Nostril 
M Nasal Septum Open Autologous Tissue Z_ No Qualifier 


Quadrangular cartilage 
Septal cartilage 
Vomer bone 


Substitute 
J Synthetic Substitute 
K Nonautologous Tissue 
Substitute 


Percutaneous 
Percutaneous Endoscopic 
Via Natural or Artificial 
Opening Endoscopic 


ohwe 
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ICD-10-PCS 2021 Ear, Nose, Sinus 69W-GS9W 


9 Medical and Surgical 
9 Ear, Nose, Sinus 


W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Body Part Approach Device lifi 
Character 4 Character 6 Aen i] 


7 Tympanic Membrane, Right Open 7 Autologous Tissue Substitute Z No Qualifier 
Pars flaccida 7 Via Natural or ArtificialOpening | J Synthetic Substitute 


8 Tympanic Membrane, Left — 8 Via Natural or Artificial Opening | K Nonautologous Tissue Substitute 
See 7 Tympanic Membrane, Right Endoscopic 


9 Auditory Ossicle, Right 
Incus 
Malleus 
Stapes 
A Auditory Ossicle, Left 
See 9 Auditory Ossicle, Right 


D Inner Ear, Right 
Bony labyrinth 
Bony vestibule 
Cochlea 
Round window 
Semicircular canal 

E Inner Ear, Left 
See D Inner Ear, Right 


H_ Ear, Right 

Ear, Left 

K Nasal Mucosa and Soft Tissue 
Columella 
External naris 
Greater alar cartilage 
Internal naris 
Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 
Nostril 


H_ Ear, Right 

Ear, Left 

K Nasal Mucosa and Soft Tissue 
Columella 
External naris 
Greater alar cartilage 
Internal naris 
Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 
Nostril 


Y Sinus 


Open 
7 Via Natural or Artificial Opening 


8 Via Natural or Artificial Opening 
Endoscopic 


Hearing Device Z_ No Qualifier 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Drainage Device Z_ No Qualifier 
Autologous Tissue Substitute 
Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 


Other Device 


— 


on hwo 
<x+onue 


Drainage Device Z No Qualifier 
Autologous Tissue Substitute 
intraluminal Device 
Synthetic Substitute 


Nonautologous Tissue Substitute 


= 
Aone 


Drainage Device Z_ No Qualifier 


Other Device 


Open 
Percutaneous 
Percutaneous Endoscopic 


Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Y Sinus [x External = Drainage Device Z_ No Qualifier 


Non-OR @9W([H,J][3,4]U,K,Y]Z 
Non-OR @9W[H,J][7,8][D,Y]Z 

Non-OR @9WK(@,3,4,7,8][0,7,D,J,K,YIZ 
Non-OR @9W[H,J,K]X(9,7,D,J,K]Z 
Non-OR @9WY([3,4]YZ 

Non-OR @9WY(7,8]YZ 

Non-OR @9WYXOZ 


Y Sinus Y Other Device Z No Qualifier 


o 
= 
a 
rr) 
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ICD-10-PCS 2021 


Respiratory System 9 
e 
Respiratory System 6B1-OBY a 
= 
— 
Character Meanings 3 
Sates wae oS 2 : ee to assist the user in the identification of character members that may be found in this section of code < 
“< 
_Operation-Character 3 [Body Part-Character4 | Approach-Character5 | Device-Character 6 | Qualifier-Character 7 o 
1 Bypass ® Tracheobronchial Tree @ Open 0 Drainage Device 8 Allogeneic 3 
2 Change 1 Trachea 3 Percutaneous 1 Radioactive Element 1 Syngeneic 
5 Destruction 2 Carina 4 Percutaneous Endoscopic |2 Monitoring Device 2 Zooplastic 
7 Dilation 3. Main Bronchus, Right 7 Via Natural or Artificial 3 Infusion Device 4 Cutaneous 
a Nee Opening 
9 Drainage 4 Upper Lobe Bronchus, 8 Via Natural or Artificial Autologous Tissue 6 Esophagus 
Right Opening Endoscopic Substitute 
B_ Excision He Middle Lobe Bronchus, X External Extraluminal Device X Diagnostic 
\AL Right 
C_ Extirpation 6 mi Lobe Bronchus, _ 4 Intraluminal Device Z No Qualifier 
1g 
D_ Extraction 7 Main Bronchus, Left E _Intraluminal Device, 
Endotracheal Airway 
F Fragmentation 8 Upper Lobe Bronchus, Left F Tracheostomy Device 
H Insertion 9 Lingula Bronchus G__Intraluminal Device, 
Endobronchial Valve 
J Inspection B Lower Lobe Bronchus, Left Synthetic Substitute 
L Occlusion C Upper Lung Lobe, Right K  Nonautologous Tissue 
Substitute 
M_ Reattachment D Middle Lung Lobe, Right M_ Diaphragmatic Pacemaker 
Lead 
N_ Release Lower Lung Lobe, Right Y Other Device 
P = Removal 1g Upper Lung Lobe, Left No Device 
Q_ Repair H Lung Lingula 
R_ Replacement J Lower Lung Lobe, Left 
S Reposition K Lung, Right 
T Resection L Lung, Left 
U Supplement M__ Lungs, Bilateral 
V_ Restriction N Pleura, Right 
W Revision P Pleura, Left 
| 


Y Transplantation Q_ Pleura 
T Diaphragm 


AHA Coding Clinic for table 9B5 


2016, 2Q, 17 
2015, 2Q, 31 


2015, 2Q, 31 
2014, 1Q, 20 


Photodynamic therapy for treatment of malignant mesothelioma 
Thoracoscopic talc pleurodesis 


AHA Coding Clinic for table @BJ 


Thoracoscopic talc pleurodesis 
Fiducial marker placement 


AHA Coding Clinic for table OBL 


AHA Coding Clinic for table 8B9 


2017, 3Q,15 Bronchoscopy with suctioning for removal of retained secretions 2019, 3Q, 33 Insertion of endobronchial valve 

ea es bronchoaivetiallavage = ae AHA Coding Clinic for table OBN 

2016, 1Q, 26 Bronchoalveolar lavage, endobronchial biopsy and transbronchial biopsy 2019, 20, 20 Pericardiactomy foreanstrictive pericarditis 

2016, 1Q, 27 Fiberoptic bronchoscopy with brushings and bronchoalveolar lavage 2018, 30, 28 Lung decortication 

AHA Coding Clinic for table 9BB 2018, 3Q, 28 Lung decortication for empyema 

2016, 1Q, 26 Bronchoalveolar lavage, endobronchial biopsy and transbronchial biopsy 2015, 3Q, 15 Vascular ring surgery with release of esophagus and trachea 
2016, 1Q, 27 Fiberoptic bronchoscopy with brushings and bronchoalveolar lavage AHA Coding Clinic for table 0BQ 

2014, 1, 20 Fiducial marker placement 2016, 2Q, 22 Esophageal lengthening Collis gastroplasty with Nissen 

AHA Coding Clinic for table OBC fundoplication and hiatal hernia 

2017, 3Q, 14 Bronchoscopy with suctioning and washings for removal of mucus plug 2014, 3Q, 28 Laparoscopic Nissen fundoplication and diaphragmatic hernia 


4 


AHA Coding Clinic for table @BD 
2018, 3Q, 28 Lung decortication for empyema 


AHA Coding Clinic for table BH 
2019, 3Q, 33 Insertion of endobronchial valve 
2014, 4Q, 3-10 Mechanical ventilation 


Sr nnn EEE 


ICD-10-PCS 2021 


repair 


AHA Coding Clinic for table @BU 


2015, 1, 28 


Repair of bronchopleural fistula using omental pedicle graft 


335 


Respiratory System ICD-10-PCS 2021 


Respiratory System 


Trachea 1 Pleura N, P,Q 
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Right lung K Left lung L 


Carina of trachea 2 


Left main/ 
primary 
bronchus 7 


Diaphragm T 


Right Lung Bronchi 


Right lung K 


R. main Meee ie eer 
bronchus 3 Gore! f be 


R. upper lobe 
bronchus 4 


Tracheobronchial tree @ 


R. middle lobe 
bronchus 5 


bronchus 6 
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iCD-10-PCS 2021 Respiratory System 6B1-OB5 


8 Medical and Surgical 
B_ Respiratory System 
1 Bypass Definition: Altering the route of passage of the contents of a tubular body part 
Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 
route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
1 Trachea ® Open D_ Intraluminal Device 6 Esophagus 
Cricoid cartilage 
4 Trachea ® Open F Tracheostomy Device 4 Cutaneous 
Cricoid cartilage Z No Device 
1 Trachea ; 3 Percutaneous F Tracheostomy Device 4 Cutaneous 
Cricoid cartilage 4 Percutaneous Endoscopic Z No Device 
DRGNon-OR 98113/F,Z]4 
Non-OR 0B118D6 
8 Medical and Surgical 
B_ Respiratory System 
2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 


cutting or puncturing the skin or a mucous membrane 
Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part Approach Device 
Character 5 Character 6 


Qualifier 
Character 7 


Character 4 


® Tracheobronchial Tree X External ® Drainage Device Z_ No Qualifier 
K Lung, Right Y Other Device 
L_ Lung, Left 
Q Pleura 
T Diaphragm 
1 Trachea X External ® Drainage Device Z_ No Qualifier 
Cricoid cartilage E Intraluminal Device, Endotracheal 
Airway 
Tracheostomy Device 
Other Device 


Non-OR All body part, approach, device, and qualifier values 


Medical and Surgical 
Respiratory System 
Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 


Explanation: None of the body part is physically taken out 


une 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Trachea Z No Qualifier 
Cricoid cartilage 


Carina 


Open Z No Device 
Percutaneous 

Percutaneous Endoscopic 

Main Bronchus, Right Via Natural or Artificial Opening 


Bronchus intermedius Via Natural or Artificial Opening 
Intermediate bronchus Endoscopic 


Upper Lobe Bronchus, Right 
Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 

Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 
Upper Lung Lobe, Right 
Middle Lung Lobe, Right 
Lower Lung Lobe, Right 
Upper Lung Lobe, Left 

Lung Lingula 

Lower Lung Lobe, Left 

Lung, Right 

Lung, Left 

Lungs, Bilateral 

N Pleura, Right To Open Z No Device Z No Qualifier 
P Pleura, Left 3 Percutaneous 

T Diaphragm 4 Percutaneous Endoscopic 


Non-OR 985[3,4,5,6,7,8,9,B][4,8]ZZ 
Non-OR @B5(C,D,F,G,H,J,K,L,M]8ZZ 
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9B7-9B9 


®B7-B9 Respiratory System ICD-10-PCS 2021 
BOT ROSPIRA ONY SY SRE 


Medical and Surgical 

Respiratory System 

Dilation Definition: Expanding an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 

intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


nwo 


Bo roach Device Qualifier 
on chr 
1. Trachea @ Open D_ Intraluminal Device Z_ No Qualifier 
Cricoid cartilage 3 Percutaneous Z No Device 
2 Carina , 4 Percutaneous Endoscopic 
3 Main Bronchus, Right 7 Via Natural or Artificial 
Bronchus intermedius Opening 
Intermediate bronchus 8 Via Natural or Artificial 
Upper Lobe Bronchus, Right Opening Endoscopic 


Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 
Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 


wBweonau sh 


Non-OR 9%B7[3,4,5,6,7,8,9,B][0,3,4,7,8][D,Z]Z 


Medical and Surgical 

Respiratory System 

Drainage Definition: Taking or letting out fluids and/or gases from a body part 

Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


one 


; : Body Part. : Approach Device Qualifier 
4 ss Character 4 . Character 5 Character 6 Character 7 


Trachea 8 Upper Lobe Bronchus, Left |@ Open ® Drainage Device Z No Qualifier 
Cricoid cartilage 9 Lingula Bronchus 3 Percutaneous 
2 Pe Re Rie B Lower Lobe BrSHen Ss: Left | 4 Percutaneous Endoscopic 
3 Main Bronchus, Right C Upper Lung Lobe, Right F fic 
Bronchus intermedius D Middle Lung Lobe, Right Z ti Nefural pc rica 
: : pening 
Intermediate bronchus F Lower Lung Lobe, Right 8 Via Natural or Artificial 
4 Upper Lobe Bronchus, G Upper Lung Lobe, Left OnenlhaEnd ; 
Right H_ Lung Lingula See tS ane 
5 Middle Lobe Bronchus, J Lower Lung Lobe, Left 
Right K Lung, Right 
6 Lower Lobe Bronchus, L_ Lung, Left 
Right M_ Lungs, Bilateral 
7 Main Bronchus, Left 
1 Trachea 8 Upper Lobe Bronchus, Left | @ Open Z NoDevice X Diagnostic 
Cricoid cartilage 9 Lingula Bronchus 3 Percutaneous Z_ No Qualifier 
2 Car ia . B_ LowerLobe Bronchus, Left | 4 Percutaneous Endoscopic 
3 Main Bronchus, Right C UpperLungLobe,Right | 7 Via Natural or Artificial 
Bronchus intermedius D Middle Lung Lobe, Right Opening 
Intermediate bronchus F Lower Lung Lobe, Right 8 Via Natural or Artificial 
4 fea Lobe Bronchus, G Upper Lung Lobe, Left Opening Endoscopic 
Shs H_ Lung Lingula 
5 Middle Lobe Bronchus, J Lower Lung Lobe, Left 
Right K_ Lung, Right 
6 LowerLobe Bronchus, Right 1 Lung, Left 
7 Main Bronchus, Left M_ Lungs, Bilateral 
N_ Pleura, Right @® Open ® Drainage Device Z_ No Qualifier 
P_ Pleura, Left 3 Percutaneous 
4 Percutaneous Endoscopic 
8 Via Natural or Artificial 
Opening Endoscopic 
N_ Pleura, Right ® Open Z No Device |x Diagnostic 
P Pleura, Left 3 Percutaneous Z No Qualifier 
4 Percutaneous Endoscopic 
8 Via Natural or Artificial 
Opening Endoscopic 
T Diaphragm ~[@ Open ® Drainage Device ic No Qualifier 
3 Percutaneous 
4 Percutaneous Endoscopic 
T Diaphragm @ Open Z No Device = Diagnostic 
3 Percutaneous Z No Qualifier 
4 Percutaneous Endoscopic 


Non-OR 9B9[1,2,3,4,5,6,7,8,9,B][7,8]0Z Non-OR @B9[N,P][0,3,8]0Z 
Non-OR 9B9[1,2,3,4,5,6,7,8,9,B][3,4]ZX Non-OR @B9[N,P][0,3,8]Z[X,Z] 
Non-OR @B9(1,2,3,4,5,6,7,8,9,B][7,8]Z[X,Z] Non-OR @B9[N,P]4ZX 
Non-OR QB9(C,D,F,G,H,J,K,L,M][3,4,7]ZX Non-OR @B97[3,4]0Z 

Non-OR @B9(C,D,F,G,H,J,K,L,MJ8Z[X,Z] Non-OR @B9T(3,4]Z[X,Z] 


en 9 Aland GD coh LLL, T___2_a a -<=—————e —... i —_——_ 
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ICD-10-PCS 2021 


Respiratory System 


OBB-OBC 


8 Medical and Surgical 
B_ Respiratory System 
B_ Excision 


Body Part 
b _ Character 4 
1 Trachea 
Cricoid cartilage 
2 Carina 
3 Main Bronchus, Right 
Bronchus intermedius 
Intermediate bronchus 
4 Upper Lobe Bronchus, Right 
5 Middle Lobe Bronchus, Right 
6 Lower Lobe Bronchus, Right 
7 Main Bronchus, Left 
8 Upper Lobe Bronchus, Left 
9 Lingula Bronchus 
B_ Lower Lobe Bronchus, Left 
C Upper Lung Lobe, Right 
D Middle Lung Lobe, Right 
F Lower Lung Lobe, Right 
G Upper Lung Lobe, Left 
H_ Lung Lingula 
J Lower Lung Lobe, Left 
K_ Lung, Right 
L_ Lung, Left 
M Lungs, Bilateral 


N_ Pleura, Right 
P Pleura, Left 


T Diaphragm 


®@ Open 

3 Percutaneous 

4 Percutaneous Endoscopic 

7 Via Natural or Artificial Opening 


8 Via Natural or Artificial Opening 
Endoscopic 


® Open 

3 Percutaneous 

4 Percutaneous Endoscopic 

8 Via Natural or Artificial Opening 
Endoscopic 


@ Open 


3 Percutaneous 
4 Percutaneous Endoscopic 


Non-OR 9BB(1,2,3,4,5,6,7,8,9,B][3,4,7,8]ZX 


Non-OR 98B(3,4,5,6,7,8,9,B,M)[4,8]ZZ 
Non-OR @BB[C,D,F,G,H,J,K,L,MJ3ZX 


@ Medical and Surgical 
B_ Respiratory System 
C_ Extirpation 


Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Approach Device 
Character 5 Character6 


Z No Device 


Z No Device 


No Device 


Non-OR @BB[C,D,F,G,H,J,K,L]8ZZ 
Non-OR 9BB[N,P][0,3]ZX 


Definition: Taking or cutting out solid matter from a body part 


Qualifier 
Character 7 


X Diagnostic 
Z_ No Qualifier 


X Diagnostic 
Z_ No Qualifier 


X Diagnostic 
Z No Qualifier 


Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part 
Character 4 


1 Trachea 
Cricoid cartilage 

2 Carina 

3 Main Bronchus, Right 
Bronchus intermedius 
Intermediate bronchus 

4 Upper Lobe Bronchus, Right 

5 Middle Lobe Bronchus, Right 

6 Lower Lobe Bronchus, Right 

7 Main Bronchus, Left 

8 Upper Lobe Bronchus, Left 

9 Lingula Bronchus 

B_ Lower Lobe Bronchus, Left 

C Upper Lung Lobe, Right 

D Middle Lung Lobe, Right 

F Lower Lung Lobe, Right 

G Upper Lung Lobe, Left 

H_ Lung Lingula 

J Lower Lung Lobe, Left 

K Lung, Right 

L_ Lung, Left 

M Lungs, Bilateral 


® Open 

3 Percutaneous 

4 Percutaneous Endoscopic 

7 Via Natural or Artificial Opening 

8 Via Natural or Artificial Opening 
Endoscopic 


Approach Device 
Character 5 Character 6 


Z No Device 


Qualifier 
Character 7 


Z_ No Qualifier 


N Pleura, Right 

P Pleura, Left 

T Diaphragm 
Non-OR @BC[1,2,3,4,5,6,7,8,9,B][7,8]ZZ 
Non-OR @BC(N,P]3ZZ 


@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Z No Device 


Z_ No Qualifier 
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OBD-OBF 


OBD-OBF Respiratory System ICD-10-PCS 2021 
On es RESPEC ee 


Medical and Surgical 
Respiratory System 
Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


Body Part _ Approach pebevice | Spe) 9 
Character 4 Character 5 Character 6 Character 7 ed 


1 Trachea 4 Percutaneous Endoscopic Z_ No Device X Diagnostic 
Cricoid cartilage 8 Via Natural or Artificial Opening 
2 Carina Endoscopic 


3 Main Bronchus, Right 
Bronchus intermedius 
Intermediate bronchus 
Upper Lobe Bronchus, Right 
Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 

Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 
Upper Lung Lobe, Right 
Middle Lung Lobe, Right 
Lower Lung Lobe, Right 
Upper Lung Lobe, Left 

Lung Lingula 

Lower Lung Lobe, Left 
Lung, Right 

Lung, Left 

Lungs, Bilateral 

Pleura, Right 

Pleura, Left 


X Diagnostic 
Z_ No Qualifier 


® Open Z_ No Device 
3 Percutaneous 
4 Percutaneous Endoscopic 


VZiSrKReTANINATWCONauesa 


Non-OR OBD[1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M][4,8]ZX 


Medical and Surgical 

Respiratory System 

Fragmentation Definition: Breaking solid matter in a body part into pieces 
Explanation: Physical force (e.g., manual, ultrasonic) applied directly or indirectly is used to break the solid matter into pieces. The solid matter 
may be an abnormal byproduct of a biological function or a foreign body. The pieces of solid matter are not taken out. 


: ees Body Part | 7 Approach Device Qualifier 
___. Character 4 Character 5 Character 6 Character7 _ 
Trachea 


6 
B 
F 


® Open Z No Device Z_ No Qualifier 
Cricoid cartilage 3 Percutaneous 
2 Carina ‘ 4 Percutaneous Endoscopic 
3 patti Bronchus, Right 7 Via Natural or Artificiai Opening 
8 Via Natural or Artificial Opening 


Intermediate bronchus 
Upper Lobe Bronchus, Right 
Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 
Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 


Non-OR @BF[1,2,3,4,5,6,7,8,9,B]XZZ 
Non-OR @BF(3,4,5,6,7,8,9,B][7,8]ZZ 
[Nc OBF[1,2,3,4,5,6,7,8,9,B]XZZ 


Endoscopic 
External 


x 
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ICD-10-PCS 2021 Respiratory System @BH-6BH 


oY 
® Medical and Surgical 3S 
B_ Respiratory System . z. 
H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically Py 
take the place of a body part S 
Explanation: None = 
ie ba, Body Part Approach Device Qualifier a 
=... Charactera*” ~*~ "} Character5 x Character 6 Character 7_— “< 
8 Tracheobronchial Tree ® Open 1 Radioactive Element Z_ No Qualifier o 
3 Percutaneous 2 Monitoring Device 3 
4 Percutaneous Endoscopic 3 Infusion Device 
7 Via Natural or Artificial Opening D intraluminal Device 
8 Via Natural or Artificial Opening Y Other Devi 
Endoscopic ipa 
1 Trachea ‘ 2 Monitoring Device Z No Qualifier 
Cricoid cartilage D Intraluminal Device 
Y Other Device 
1 Trachea Percutaneous D Intraluminal Device Z_ No Qualifier 


Cricoid cartilage E_ Intraluminal Device, Endotracheal 


Airway 
Y Other Device 


1. Trachea 4 Percutaneous Endoscopic D Intraluminal Device Z_ No Qualifier 
Cricoid cartilage Y Other Device 
1 Trachea Via Natural or Artificial Opening 2 Monitoring Device Z_ No Qualifier 


Cricoid cartilage D Intraluminal Device 


E  Intraluminal Device, Endotracheal 
Airway 
Y Other Device 


G Intraluminal Device, Endobronchial | Z No Qualifier 


8 Via Natural or Artificial Opening 
Endoscopic 


3 Main Bronchus, Right 
Bronchus intermedius 
Intermediate bronchus 


Open 
Percutaneous 
Percutaneous Endoscopic 


on hwo 


4 Upper Lobe Bronchus, Right Via Natural or Artificial Opening 
5 Middle Lobe Bronchus, Right Via Natural or Artificial Opening 
6 Lower Lobe Bronchus, Right Endoscopic 
7 Main Bronchus, Left 
8 Upper Lobe Bronchus, Left 
9 Lingula Bronchus 
B_ Lower Lobe Bronchus, Left 
K Lung, Right @ Open 1. Radioactive Element Z No Qualifier 
L_ Lung, Left 3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 3 Infusion Device 
7 Via Natural or Artificial Openin F 
8 Via Natural or Artificial ie y sdesel Devic’ 
Endoscopic 
Q Pleura @ Open Y Other Device Z No Qualifier 
3 Percutaneous 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
T Diaphragm Open 2 Monitoring Device Z No Qualifier 
Percutaneous M_ Diaphragmatic Pacemaker Lead 
Percutaneous Endoscopic Y Other Device 
T Diaphragm Via Natural or Artificial Opening Y Other Device Z No Qualifier 


Via Natural or Artificial Opening 
Endoscopic 


DRGNon-OR 9BH([3,4,5,6,7,8,9,B]8GZ 


Non-OR OBHO3YZ 

Non-OR QBH9[7,8][2,3,D,Y]Z 

Non-OR OBH13[E,Y]Z 

Non-OR 9BH1[7,8][2,D,E,Y]Z 

Non-OR OBH[K,L]3YZ 

Non-OR OBH[K,L]7[2,3,Y]Z a 
Non-OR OBH{K,L}8[2,3]Z 

Non-OR OBHQ[3,7]YZ 

Non-OR OBHT3YZ 

Non-OR OBHT[7,8] YZ 
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ICD-10-PCS 2021 


= OBJ-OBL Respiratory System 
1) 
7 6 Medical and Surgical 
~~ B_ Respiratory System 
wn J Inspection Definition: Visually and/or manually exploring a body part 
Fag Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
3 through intervening body layers. E oe “a 
© Fara area v-Part. © 8 ie ane sroach TSS ra hey A : . Device : she hakaen Qualifier — c oe 
= eee ish CP ee ee be Bieter hak’ SRE Uso kitaenCharacter 6: a Mitr Characters eng em 
o ® Tracheobronchial Tree ® Open Z No Device Z_ No Qualifier 
Po 1 Trachea 3 Percutaneous 
Cricoid cartilage 4 Percutaneous Endoscopic 

K_ Lung, Right 7 Via Natural or Artificial Opening 

L Lung, Left 8 Via Natural or Artificial Opening 

Q Pleur. Endoscopic 

T Diaphragm External 


Non-OR %BJ[0,K,L,Q,T][3,7,8,X]ZZ 
Non-OR 9BJ1[3,4,7,8,X]ZZ 


® Medical and Surgical 

B_ Respiratory System : 

L Occlusion Definition: Completely closing an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice 


fe LO hae an " a - 
pou. Body Partic. ocr ol Approach. Se <2 Device Qualifier — “ 
ne ee _ Character 4 a Seo Salk oe oe Characten simasne< a _ Character6 ate Character7 
1 Trachea 6 Open C Extraluminal Device Z_ No Qualifier 
Cricoid cartilage 3 Percutaneous D Intraluminal Device 
2 Carina 4 Percutaneous Endoscopic Z No Device 


3 Main Bronchus, Right 
Bronchus intermedius 
Intermediate bronchus 
Upper Lobe Bronchus, Right 
Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 

Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 
Trachea 

Cricoid cartilage 

Carina 

Main Bronchus, Right 
Bronchus intermedius 
Intermediate bronchus 
Upper Lobe Bronchus, Right 
Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 

Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 


=\DUOON AUS 


D Intraluminal Device 
Z No Device 


7 Via Natural or Artificial Opening Z_ No Qualifier 
8 Via Natural or Artificial Opening 


Endoscopic 


Wn 


DBwueaonau sh 
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ICD-10-PCS 2021 Respiratory System @BM-OBN 


> 

8 Medical and Surgical G 
B_ Respiratory System — 
M Reattachment _ Definition: Putting back in or on all ora portion of a separated body part to its normal location or other suitable location <) 
Explanation: Vascular circulation and nervous pathways may or may not be reestablished o 
a=) j->-Body Part A ch i i < 
| ae ch pproach - Device Qualifier Bis 
foo = Character 4) Jind Character 5 Character 6 ; Character 7 mm WN 
1 Trachea ; @ Open Z No Device Z_ No Qualifier S 
Cricoid cartilage ® 

2 Carina 3 


3 Main Bronchus, Right 
Bronchus intermedius 
Intermediate bronchus 
Upper Lobe Bronchus, Right 
Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 

Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 
Upper Lung Lobe, Right 
Middle Lung Lobe, Right 
Lower Lung Lobe, Right 
Upper Lung Lobe, Left 

Lung Lingula 

Lower Lung Lobe, Left 
Lung, Right 

Lung, Left 

Diaphragm 


4oHexex=- TA "ION wWOONaUA 


Medical and Surgical 

Respiratory System : 

Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Body Part Approach k Device Qualifier 
Character 4 Character 5 Character 6 Character7 __ 


Trachea ® Open Z No Device Z_ No Qualifier 
Cricoid cartilage 3 Percutaneous 

Carina . 4 Percutaneous Endoscopic 

Main Bronchus, Right 7 Via Natural or Artificial Opening 


tg ba ahaa 8 Via Natural or Artificial Opening 
ntermediate u Endoscopic 


Upper Lobe Bronchus, Right 
Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 
Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 
Upper Lung Lobe, Right 
Middle Lung Lobe, Right 
Lower Lung Lobe, Right 
Upper Lung Lobe, Left 
Lung Lingula 

Lower Lung Lobe, Left 
Lung, Right 

Lung, Left 

Lungs, Bilateral 

Pleura, Right @ Open Z_ No Device Z No Qualifier 
Pleura, Left 3 Percutaneous 

Diaphragm 4 Percutaneous Endoscopic 


4 
5 
6 
7s 
8 
9 
B 
Cc 
D 
F 
G 
H 
J 
K 
L 
M 
N 
P 
mi 
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Non-OR %BPQ[3,4]YZ 

Non-OR BPQ[7,8](0,2,3,D,Y]Z 
Non-OR @%BPOX[0,1,2,3,D]Z 
Non-OR @BP1[0,3,4]FZ 
Non-OR @BP1[7,8][0,2,D,FJZ 
Non-OR QBP1X(0,2,D,F]Z 
Non-OR QBP[K,L]3YZ 

Non-OR @BPK7[@,1,2,3,Y]Z 
Non-OR QBPK8[9,1,2,3]Z 


Qs 
ia) 
v 
a. 
(aa) 
i=) 
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Non-OR @BPL7[@,2,3,Y]Z 
Non-OR @BPL8[0,2,3]Z 

Non-OR @BP[K,L]X[0,1,2,3]Z 
Non-OR @BPQ([O,3,4,7,8)[0,1,2,]Z 
Non-OR @BPQ[3,7]YZ 

Non-OR @BPQX(@,1,2]Z 

Non-OR @BPT3YZ 

Non-OR QBPT[7,8][0,2,Y]Z 
Non-OR 9BPTX[0,2,M]Z 


= OBP-OBP Respiratory System 
iY 
74 ® Medical and Surgical 
~ B_ Respiratory System 
n P Removal Definition: Taking out or off a device from a body part 
S Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
() coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 
— 4 jones Character saree eee 
rs @ Tracheobronchial Tree 6 Open ® Drainage Device Z_ No Qualifier 
a 3 Percutaneous 1 Radioactive Element 
4 Percutaneous Endoscopic 2 Monitoring Device 
7 Via Natural or Artificial Opening 3 Infusion Device 
8 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
Endoscopic C Extraluminal Device 
D Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Y Other Device 
® Tracheobronchial Tree ® Drainage Device No Qualifier 
1 Radioactive Element 
2 Monitoring Device 
3 Infusion Device 
D_ Intraluminal Device 
1 Trachea ® Open ® Drainage Device No Qualifier 
Cricoid cartilage 3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 7 Autologous Tissue Substitute 
7 Via Natural or Artificial Opening C_ Extraluminal Device 
8 Via Natural or Artificial Opening D Intraluminal Device 
Endoscopic F Tracheostomy Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
1 Trachea X External ® Drainage Device No Qualifier 
Cricoid cartilage 2 Monitoring Device 
D Intraluminal Device 
F Tracheostomy Device 
K_ Lung, Right Open ® Drainage Device No Qualifier 
L_ Lung, Left Percutaneous 1 Radioactive Element 
Percutaneous Endoscopic 2 Monitoring Device 
Via Natural or Artificial Opening a intucioniDevice 
Via Natural or Artificial Opening y. GtherDevice 
Endoscopic 
K_ Lung, Right X External ® Drainage Device No Qualifier 
L_ Lung, Left 1 Radioactive Element 
2 Monitoring Device 
3 Infusion Device 
Q Pleura @ Open ® Drainage Device No Qualifier 
3 Percutaneous 1 Radioactive Element 
4 Percutaneous Endoscopic 2 Monitoring Device 
7 Via Natural or Artificial Opening Y Other Device 
8 Via Natural or Artificial Opening 
Endoscopic 
Q Pleura X External 9 Drainage Device No Qualifier 
1 Radioactive Element 
2 Monitoring Device 
T Diaphragm ® Open ® Drainage Device No Qualifier 
3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 7 Autologous Tissue Substitute 
7 Via Natural or Artificial Opening J Synthetic Substitute 
8 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
Endoscopic M_ Diaphragmatic Pacemaker Lead 
Y Other Device 
T Diaphragm X External ® Drainage Device No Qualifier 
2 Monitoring Device 
M_Diaphragmatic Pacemaker Lead 
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De a ad ec) 


8 Medical and Surgical 
B_ Respiratory System 


Q Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part - sii \pproach Device Qualifier 
a  Character4 Ganeats Character 6 Character 7 
1 


Trachea Open Z No Device Z No Qualifier 


Fe) 
1) 
1) 
ct 
= 
i) 
a 
c~) 
=] 
< 
wn 
< 
~ 
© 
3 


Cricoid cartilage Percutaneous 
2 Carina Percutaneous Endoscopic 
3 Main Bronchus, Right 


Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


eon swe 


Bronchus intermedius 
Intermediate bronchus 
Upper Lobe Bronchus, Right 
Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 

Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 
Upper Lung Lobe, Right 
Middle Lung Lobe, Right 
Lower Lung Lobe, Right 
Upper Lung Lobe, Left 

Lung Lingula 

Lower Lung Lobe, Left 
Lung, Right 

Lung, Left 

Lungs, Bilateral 


Pleura, Right 
Pleura, Left 


Diaphragm 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Z No Device Z No Qualifier 


AVZSrR- TANGA wDWOMNAUA 
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® Medical and Surgical 

B_ Respiratory System 

R_ Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 
Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


RES a ec ies Body Part ame ee Bh st Approach Sate > ek a tt Device eat, len ene SV oualifier!® “cong 
-— Character4 voe*oCharacter Ses Sua ih ees re CHataCtel Ot nh Rp es eee cee 


Z_ No Qualifier 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


1 Trachea 

Cricoid cartilage 

Carina 

Main Bronchus, Right 
Bronchus intermedius 
Intermediate bronchus 
Upper Lobe Bronchus, Right 
Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 

Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 
Diaphragm 
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4 Percutaneous Endoscopic 
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Medical and Surgical 
Respiratory System ; - 

Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 

Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


une 


Body Part Bes ushpproach co | he _ Device : Qualifier 
Rte 5 Characterfnee ns Sh oo jo Character S'voune < |. = Character 6 Character? 2 
1. Trachea Z No Device Z No Qualifier 

Cricoid cartilage 
2 Carina 


3 Main Bronchus, Right 
Bronchus intermedius 
Intermediate bronchus 
Upper Lobe Bronchus, Right 
Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 

Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 
Upper Lung Lobe, Right 
Middle Lung Lobe, Right 
Lower Lung Lobe, Right 
Upper Lung Lobe, Left 

Lung Lingula 

Lower Lung Lobe, Left 
Lung, Right 

Lung, Left 

Diaphragm 


Ar-R=-§TANGONWOMONAUA 


9BR-OBS 
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9 Medical and Surgical 

B_ Respiratory System 

T Resection Definition: Cutting out or off, without replacement, all of a body part 
Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 


Trachea 
Cricoid cartilage 

2 Carina 

3 Main Bronchus, Right 
Bronchus intermedius 
Intermediate bronchus 
Upper Lobe Bronchus, Right 
Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 

Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 
Upper Lung Lobe, Right 
Middle Lung Lobe, Right 
Lower Lung Lobe, Right 
Upper Lung Lobe, Left 

Lung Lingula 

Lower Lung Lobe, Left 

Lung, Right 

Lung, Left 

Lungs, Bilateral 

Diaphragm 


® Open 
4 Percutaneous Endoscopic 


Z No Device 


Z_ No Qualifier 


ASR TANGONBOCMONAWUSD 


Medical and Surgical 
Respiratory System 
Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


cue 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part — Approach Device Qualifier 
Character 5 Character 6 


Character 4 Character 7 
® Open 7 Autologous Tissue Substitute Z_ No Qualifier 

4 Percutaneous Endoscopic J Synthetic Substitute 

8 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 

Endoscopic 


Trachea 
Cricoid cartilage 

2 Carina 

3 Main Bronchus, Right 
Bronchus intermedius 
Intermediate bronchus 
Upper Lobe Bronchus, Right 
Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 

Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 


Al Doon aus 


7 Autologous Tissue Substitute Z_ No Qualifier 
J Synthetic Substitute 


K Nonautologous Tissue Substitute 


®@ Open 
4 Percutaneous Endoscopic 


Diaphragm 


Se ee oy, — —_ 
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Medical and Surgical 
Respiratory System 
Restriction 


Respiratory System 


Definition: Partially closing an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


= 


Bia aaa S 
Pa 

ahs peoay nen a 

ag LO bo ee ea 

Trachea 

Cricoid cartilage 

Carina 

Main Bronchus, Right 

Bronchus intermedius 

Intermediate bronchus 

Upper Lobe Bronchus, Right 

Middle Lobe Bronchus, Right 

Lower Lobe Bronchus, Right 

Main Bronchus, Left 

Upper Lobe Bronchus, Left 

Lingula Bronchus 

Lower Lobe Bronchus, Left 

Trachea 

Cricoid cartilage 

Carina 

Main Bronchus, Right 


- Bronchus intermedius 


DBwVeaonaunth 


Intermediate bronchus 
Upper Lobe Bronchus, Right 
Middle Lobe Bronchus, Right 
Lower Lobe Bronchus, Right 
Main Bronchus, Left 

Upper Lobe Bronchus, Left 
Lingula Bronchus 

Lower Lobe Bronchus, Left 


; Approach 
Character 5 
® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Endoscopic 


7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 


C_ Extraluminal Device 
D Intraluminal Device 
Z No Device 


D Intraluminal Device 
Z No Device 


i eDevicews ea. 
; Character 6 


ys 


Z No Qualifier 


Z_ No Qualifier 
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r=] 
9 Medical and Surgical 
B_ Respiratory System = 
W_ Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 9 
Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as So 
a screw or pin = 
Approach Device lifi Ps 
® Tracheobronchial Tree ® Open 68 Drainage Device Z No Qualifier © 
3 Percutaneous 2 Monitoring Device 3 
4 Percutaneous Endoscopic 3 Infusion Device 
7 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
8 Via Natural or Artificial Opening C_ Extraluminal Device 
Endoscopic D Intraluminal Device 


J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Y Other Device 
Tracheobronchial Tree X External ® Drainage Device Z No Qualifier 
2 Monitoring Device 
3 Infusion Device 
7 Autologous Tissue Substitute 
C Extraluminal Device 
D Intraluminal Device 
J Synthetic Substitute 


K Nonautologous Tissue Substitute 
1 Trachea ® Open ® Drainage Device Z_ No Qualifier 
Cricoid cartilage 3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 7 Autologous Tissue Substitute 
7 Via Natural or Artificial Opening C_ Extraluminal Device 
8 Via Natural or Artificial Opening D_ Intraluminal Device 
Endoscopic F Tracheostomy Device 
X External J Synthetic Substitute 
K Nonautologous Tissue Substitute 
K_ Lung, Right Open ® Drainage Device No Qualifier 
L_ Lung, Left Percutaneous 2 Monitoring Device 
Percutaneous Endoscopic 3 Infusion Device 
Via Natural or Artificial Opening Y Other Device 
Via Natural or Artificial Opening 
Endoscopic 
K Lung, Right External @ Drainage Device No Qualifier 
L_ Lung, Left 2 Monitoring Device 
3 Infusion Device 
Q Pleura Open @ Drainage Device No Qualifier 


Percutaneous 2 Monitoring Device 
Percutaneous Endoscopic Y Other Device 

Via Natural or Artificial Opening 

Via Natural or Artificial Opening 

Endoscopic 


Q Pleura @ Drainage Device Z No Qualifier 
2 Monitoring Device 


@ Drainage Device Z_ No Qualifier 
2 Monitoring Device 

7 Autologous Tissue Substitute 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 
M_ Diaphragmatic Pacemaker Lead 


Y Other Device 


® Drainage Device 

2 Monitoring Device 

7 Autologous Tissue Substitute 
J Synthetic Substitute 

K Nonautologous Tissue Substitute 
M_ Diaphragmatic Pacemaker Lead 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


T Diaphragm 


on AW OD 


Z_ No Qualifier 


T Diaphragm External 


Non-OR @BWO[3,4]YZ 

Non-OR @BWQ[7,8][2,3,D,Y]Z 
Non-OR @BWOX[0,2,3,7,C,D,J,K]Z 
Non-OR @BW1X(@,2,7,C,D,F,J,K]Z 
Non-OR @BWIK,L]3YZ 

Non-OR @BW(K,L]7[0,2,3,Y]Z 
Non-OR @BW([K,L]8[G,2,3]Z 
Non-OR @BWI[K,L]X(0,2,3]Z 
Non-OR 9%BWOQ[G,3,4,7,8)[9,2]Z 
Non-OR @BWQ[G,3,7]YZ 

Non-OR @BWOQX(,2]Z 

Non-OR @BWT(3,7,8]YZ 

Non-OR @BWTX[Q,2,7,J,K,M]Z 
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@BY-OBY Respiratory System ICD-10-PCS 2021 


£ 
v 
a ® Medical and Surgical 
~ B_ Respiratory System F . 
Ww Y_ Transplantation Definition: Putting in or on all or a portion of a living body part taken from another individual or animal to physically take the place and/or ) 
rag function of all or a portion of a similar body part 
A} Explanation: The native ud part may or fey not be taken out, and fhe spiaepionied body eam may take over rallic ora portion of it its s function 
s 3 Body Part _ 3 es ee ae; $72 Approach aay i ¥ a : % _ Device — jad |S SAE 
>. goaCharacter 4S 38 | Characters: -te5 Se sera ¢ aracter 6 oe 
r+ C Wy = Lobe, Right ® Open Z No Device G Alogenelai 
D Middle Lung Lobe, Right 1 Syngeneic 
ce y | 
F Lower Lung Lobe, Right 2. Zooplastic 


G Upper Lung Lobe, Left 


J Lower Lung Lobe, Left 
K_ Lung, Right 

L Lung, Left 

M Lungs, Bilateral 


ES OBY[CD,F,G,H,J,K,L,MJ9Z[d,1,2] 


[ic] 
[LC | 
[LC 
Lc | 
H_ Lung Lingula iLc | 
Lc | 
Lc | 
jc 
jc | 


> 
co 
7 
> 
€ 
(=) 
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Mouth and Throat 6CO-98CX 


Mouth and Throat 


Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 


tables. lt SHOULD NOT be used 


-Operation-Character 3 


to build a PCS code. 


Body Part-Character 4 


Approach-Character 5 


| Qualifier-Character 7 


Device-Character 6 


9 Alteration ® Upper Lip ® Open ® Drainage Device @ Single 
Change 1 Lower Lip 3 Percutaneous 1 Radioactive Element 1 Multiple 
5 Destruction 2 Hard Palate 4 Percutaneous Endoscopic |5 External FixationDevice |2 All 
7 Dilation 3 Soft Palate 7 Via Natural or Artificial 7 Autologous Tissue x Diagnostic 
Opening Substitute 
9 Drainage 4 Buccal Mucosa 8 Via Natural or Artificial B Intraluminal Device, Airway| Z No Qualifier 
Opening Endoscopic 
B Excision 5 Upper Gingiva X External C  Extraluminal Device 
C _ Extirpation 6 Lower Gingiva D__Intraluminal Device 
D_ Extraction 7 Tongue J Synthetic Substitute 
F Fragmentation 8 Parotid Gland, Right K  Nonautologous Tissue 
| Substitute 
H Insertion 9 Parotid Gland, Left Y Other Device 
J Inspection A _ Salivary Gland Z No Device 
L = Occlusion B_ Parotid Duct, Right 
M_ Reattachment C Parotid Duct, Left 
N Release D Sublingual Gland, Right 
P Removal F Sublingual Gland, Left 
Q_ Repair G  Submaxillary Gland, Right 
R Replacement H  Submaxillary Gland, Left 
S Reposition J Minor Salivary Gland 
T Resection M_ Pharynx 
U Supplement N Uvula 
V_ Restriction P— Tonsils 
W_ Revision Q_ Adenoids i. 
X Transfer R_ Epiglottis 
S Larynx 
T Vocal Cord, Right 
V_ Vocal Cord, Left 
W_ Upper Tooth 
X . Lower Tooth a 
Y Mouth and Throat 
AHA Coding Clinic for table C9 AHA Coding Clinic for table @CS 
2017, 2Q, 16 Incision and drainage of floor of mouth 2016, 3Q, 28 Lingual tonsillectomy, tongue base excision and epiglottopexy 
AHA Coding Clinic for table 6CB 2) AHA Coding Clinic for table OCT 
2017, 2Q, 16 Excision of floor of mouth 2016, 2Q, 12 Resection of malignant neoplasm of infratemporal fossa 
2016, 3Q, 28 Lingual tonsillectomy, tongue base excision and epiglottopexy 2014, 3Q, 21 Superficial parotidectomy 
2016, 2Q, 19 Biopsy of the base of tongue 2014, 3Q, 23 Le Fort | osteotomy 
2014, 3Q, 21 Superficial parotidectomy 


AHA Coding Clinic for table 8CC 
2016, 2Q, 20 


AHA Coding Clinic for table 8CQ 
Preparatory nasal adhesion repair before definitive cleft palate repair 


2017, 1Q, 20 


AHA Coding Clinic for table OCR 
2014, 3Q 25 
2014, 20,5 
2014, 20, 6 


Sialendoscopy with stone removal 


Excision of soft palate with placement of surgical obturator 
Oasis acellular matrix graft 
Composite grafting (synthetic versus nonautologous tissue substitute) 


ee eT 
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Mouth and Throat 


Salivary Glands 


Parotid gland 8,9 \—_\} 


Parotid duct B,C 


qu 
Sublingual 
gland D, F 


SS 
a> 
Submandibular 


(submaxillary) gland G, H 


Oral Anatomy 


Hard palate 2 
Tongue 7 Pharynx M 
Epiglottis R 
Nasopharynx 
region M | Larynx $ 
Oropharynx | 
region M 


Hypopharynx 
region M 


Vocal cords 
av 


Mouth Frontal View (Upper) Mouth Frontal View (Lower) 


Labial frenulum @ Mucosa 4 


Hard 
palate 2 K Lower 
Soft gingiva 6 
palate 3 


Uvula 1 
LU) 


Mucosa 4 Vestibule 1 


Frenulum 1 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


ICD-10-PCS 2021 Mouth and Throat 8CB-GC2 
I dnl 


® 
C 
1] 


Medical and Surgical 
Mouth and Throat 


Alteration Definition: Modifying the anatomic structure of a body part without affecting the function of the body part 
Explanation: Principal purpose is to improve appearance 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Upper Lip 7 Autologous Tissue Substitute Z No Qualifier 
Frenulum labii superioris J Synthetic Substitute 
Labial gland K Nonautologous Tissue Substitute 
Vermilion border Z NoDevice 
1 Lower Lip 
Frenulum labii inferioris 
Labial gland 
Vermilion border 


Medical and Surgical 
Mouth and Throat 


Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


9 
Cc 
2 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Salivary Gland 

S Larynx 
Aryepiglottic fold 
Arytenoid cartilage 
Corniculate cartilage 
Cuneiform cartilage 
False vocal cord 
Glottis 
Rima glottidis 
Thyroid cartilage 
Ventricular fold 


X External ® Drainage Device 
Y Other Device 
Mouth and Throat 


Non-OR All body part, approach, device, and qualifier values 


Z No Qualifier 


. . STUY . . 
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8C5-0C7 


@ Medical and Surgical 
C Mouth and Throat 
5 Destruction 


Body Part : 


Upper Lip ; 
Frenulum labii superioris 6 


Labial gland 7 
Vermilion border 

1 Lower Lip N 
Frenulum labii inferioris 
Labial gland Pp 
Vermilion border 

2 Hard Palate Q 


3 Soft Palate 

4 Buccal Mucosa 
Buccal gland 
Molar gland 
Palatine gland 


8 Parotid Gland, Right F 
9 Parotid Gland, Left G 
B_ Parotid Duct, Right 

Stensen's duct H 
C Parotid Duct, Left 
See B Parotid Duct, Right J 
Sublingual Gland, Right 


M Pharynx s 
Base of tongue 
Hypopharynx 
Laryngopharynx 
Lingual tonsil 
Oropharynx 
Piriform recess (sinus) 
Tongue, base of 
R_ Epiglottis 
Glossoepiglottic fold 


Character 4 


Upper Gingiva 
Lower Gingiva 
Tongue 
Frenulum linguae 
Uvula 

Palatine uvula 
Tonsils 

Palatine tonsil 
Adenoids 
Pharyngeal tonsil 


Y) 
3 
X 


Mouth and Throat 


Open 
Percutaneous 
External 


Z 


Device 
Character 6 


No Device 


Sublingual Gland, Left 
Submaxillary Gland, Right 
Submandibular gland 
Submaxillary Gland, Left 


See G Submaxillary Gland, Right 


Minor Salivary Gland 
Anterior lingual gland 


Larynx 
Aryepiglottic fold 
Arytenoid cartilage 
Corniculate cartilage 
Cuneiform cartilage 
False vocal cord 
Glottis 

Rima glottidis 
Thyroid cartilage 
Ventricular fold 
Vocal Cord, Right 
Vocal fold 

Vocal Cord, Left 

See T Vocal Cord, Right 


NBWO 


Open 
Percutaneous 


Open 
Percutaneous 


Percutaneous Endoscopic 
Via Natural or Artificial 
Opening 

Via Natural or Artificial 
Opening Endoscopic 


Upper Tooth 
Lower Tooth 


x= 


Non-OR 6C5[5,6][0,3,X]ZZ 
Non-OR 9C5[W,X][9,X]Z[9,1,2] 


Medical and Surgical 
Mouth and Throat 
Dilation 


NOA& 


Open 
External 


Z 


zZ 


Z 


No Device 


No Device 


No Device 


ICD-10-PCS 2021 


Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out 


Approach 
Character 5 


Qualifier 
Character 7 


Z_ No Qualifier 


Z No Qualifier 


Z_ No Qualifier 


@ Single 
1 Multiple 
2 All 


Definition: Expanding an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


Body Part Approach Device : Qualifier 
Character 4 Character 5 Character 6 Character 7 
B_ Parotid Duct, Right ® Open D_ Intraluminal Device Z No Qualifier 
Stensen's duct 3 Percutaneous Z No Device 
C Parotid Duct, Left 7 Via Natural or Artificial 
See B Parotid Duct, Right Opening 
M Pharynx 7 Via Natural or Artificial D Intraluminal Device Z No Qualifier 
Base of tongue Opening Z No Device 
Hypopharynx 8 Via Natural or Artificial 
Laryngopharynx Opening Endoscopic 
Lingual tonsil 
Oropharynx 
Piriform recess (sinus) 
Tongue, base of 
S Larynx ® Open D Intraluminal Device TZ No Qualifier 
Aryepiglottic fold 3 Percutaneous Z No Device 
Be Oe ilies 4 Percutaneous Endoscopic 
Corniculate cartilage 7 Via Natural or Artificial 
Cuneiform cartilage Openin 
False vocal cord P g ae 
Glottis 8 Via Natural or Artificial 
Rima glottidis Opening Endoscopic 


Thyroid cartilage 
Ventricular fold 

Non-OR 9C7([B,C][@,3,7][D,Z]Z 
Non-OR 9C7M([7,8](D,Z]Z 
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9 Medical and Surgical 
C Mouth and Throat 


9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part 
Character 4 


Device 
Character 6 


Approach 
Character 5 


Qualifier 
Character 7 


® Upper Lip 


= “— 5 Upper Gingiva @ Open ® Drainage Device Z_ No Quali 
Santina superioris 6 Lower Gingiva 3 Percutaneous 5 Gyo 
Vermilion border J — linguae uso on 
1 Lower Lip N Uvula 
Frenulum labii inferioris Palatine uvula 
Labial gland P Tonsil 
Vermilion border Palatine tensil 
2 Hard Palate : 
Q Adenoids 
3 Soft Palate Pharyngeal tonsil 
4 Buccal Mucosa 
Buccal gland 
Molar gland 
Palatine gland 
6 Eppet Ad re faz 5 Upper Gingiva @ Open Z No Device X Diagnostic 
Joly Thee ii superioris 6 Lower Gingiva 3 Percutaneous Z_ No Qualifier 
Jie) 7 Tongue X External 
Vermilion border Frenulum linguae 
1 LowerLip N Uvula 
Frenulum labii inferioris Palatine uvula 
Labial gland Pp Wencn 
Vermilion border : . 
Palatine tonsil 
2 Hard Palate Q Adenoids 
3 Soft Palate Pharyngeal tonsil 
4 Buccal Mucosa 
Buccal gland 
Molar gland 
Palatine gland 
8 Parotid Gland, Right F Sublingual Gland, Left Open ® Drainage Device Z No Qualifier 
9 Parotid Gland, Left G Submaxillary Gland, Right 3 Percutaneous 
B Parotid Duct, Right Submandibular gland 
Stensen's duct . H Submaxillary Gland, Left 
C Parotid Duct, Left See G Submaxillary Gland, Right 
See B Parotid Duct, Right J Minor Salivary Gland 
D Sublingual Gland, Right Anterior lingual gland 
8 Parotid Gland, Right D Sublingual Gland, Right @ Open Z No Device X Diagnostic 
9 Parotid Gland, Left F Sublingual Gland, Left 3 Percutaneous Z_ No Qualifier 
B cons — Right G cubmedinty eee iat 
tensen's duct ubmandibular glan 
C Parotid Duct, Left H Submaxillary Gland, Left 
See B Parotid Duct, Right See G Submaxillary Gland, Right 
J Minor Salivary Gland 
Anterior lingual gland 
M Pharynx Ss Larynx @ Open 68 Drainage Device Z No Qualifier 
Base of tongue Aryepiglottic fold 3 Percutaneous 
Hypopharynx Arytenoid cartilage 4 Percutaneous Endoscopic 
Laryngopharynx Corniculate cartilage 7 Via Natural or Artificial 
Lingual tonsil Cuneiform cartilage Opening 
Pree (sinus) cae aa Beviehaeeror ice 
Tongue, base of Rima glottidis Opening Endezcopic 
R_ Epiglottis Thyroid cartilage 
Glossoepiglottic fold Ventricular fold 
T Vocal Cord, Right 
Vocal fold 


V_ Vocal Cord, Left 
See T Vocal Cord, Right 4 


Non-OR 9C9[@,1,2,3,4,7,N,P,Q]30Z 
Non-OR 9C9[5,6][9,3,X]OZ 
Non-OR 9C9[9,1,4][0,3,X]ZX 
Non-OR 9C9[0,1,2,3,4,7,N,P,Q]3ZZ 
Non-OR 9C9(5,6][0,3,X]Z[X,Z] 
Non-OR 9C97[3,X]ZX 

Non-OR 9(9(8,9,B,C,D,F,G,H,J][0,3]0Z 
Non-OR @C9[8,9,B,C,D,F,G,H,J]3ZX 
Non-OR 9C9[8,9,G,H]3ZZ 

Non-OR 9C9[B,C,D, F,J][9,3]ZZ 
Non-OR 9C9[M,R,S,T,V]30Z 


9C9 Continued on next page 
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® Medical and Surgical 
C Mouth and Throat 
9 Drainage 


Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part 
Character 4 


Pharynx Ss Larynx ® Open Z No Device 
Base of tongue Aryepiglottic fold 3 Percutaneous 
Hypopharynx Arytenoid cartilage 4 Percutaneous Endoscopic 
Laryngopharynx RomicUiate cartilage 7 Via Natural or Artificial 
Lingual tonsil Cuneiform cartilage Opening 
areas ings) es cord 8 Via Natural or Artificial 
iriform recess (sinus Ottis 2 P 
Tongue, base of Rima glottidis pening Endoscopic 
R_ Epiglottis Thyroid cartilage 


Ventricular fold 
T Vocal Cord, Right 


Glossoepiglottic fold 


Vocal fold 
V_ Vocal Cord, Left 
See T Vocal Cord, Right 
W Upper Tooth @ Open ® Drainage Device 
X Lower Tooth X External Z No Device 


Non-OR 9C9M[Q,3,4,7,8]ZX 
Non-OR Q@C9[M,R,S,T,V]3ZZ 
Non-OR C9[R,S,T,V][3,4,7,8]ZX 
Non-OR 9C9[W,X][9,X][9,Z][0,1,2] 


Approach Device 
Character 5 Character 6 


® Medical and Surgical 
C Mouth and Throat 
B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 
Body Part Approach Device 
Character 4 Character 5 Character 6 
@ Upper Lip 5 Upper Gingiva ® Open Z No Device 
Frenulum labii superioris 6 Lower Gingiva 3 Percutaneous 
Labial gland 7 Tongue X External 
Vermilion border Frenulum linguae 
1 Lower Lip N Uvula 
Frenulum labii inferioris Palatine uvula 
Labial gland Pietoncie 
Vermilion border Palatine tonsil 
2 Hard Palate Q Adenoids 
3 Soft Palate Pharyngeal tonsil 
4 Buccal Mucosa 
Buccal gland 
Molar gland 
Palatine gland 
8 Parotid Gland, Right F Sublingual Gland, Left ® Open Z No Device 
9 Parotid Gland, Left G Submaxillary Gland, Right 3 Percutaneous 
B Parotid Duct, Right Submandibular gland 


Stensen's duct 
C Parotid Duct, Left 

See B Parotid Duct, Right 
D Sublingual Gland, Right 


H Submaxillary Gland, Left 


See G Submaxillary Gland, Right 


J Minor Salivary Gland 
Anterior lingual gland 


M Pharynx 
Base of tongue 
Hypopharynx 
Laryngopharynx 
Lingual tonsil 
Oropharynx 
Piriform recess (sinus) 
Tongue, base of 

R_ Epiglottis 
Glossoepiglottic fold 


Upper Tooth 
Lower Tooth 


x= 


Non-OR @CB[@,1,4][0,3,X]ZX 
Non-OR 9CB[5,6](0,3,X1Z[X,Z] 


Non-OR 9CB7([3,X]ZX 


S Larynx 
Aryepiglottic fold 
Arytenoid cartilage 
Corniculate cartilage 
Cuneiform cartilage 
False vocal cord 
Glottis 
Rima glottidis 
Thyroid cartilage 
Ventricular fold, 

T Vocal Cord, Right 


0C9 Continued 


Qualifier 
Character 7 


X Diagnostic 
Z_ No Qualifier 


@ Single 
1 Multiple 
2 All 


Qualifier 
Character 7 


X Diagnostic 
Z_ No Qualifier 


X Diagnostic 
Z_ No Qualifier 


Open 

Percutaneous 
Percutaneous Endoscopic 
Via Natural or Artificial 
Opening 

Via Natural or Artificial 
Opening Endoscopic 


Z No Device 


nN Swe 


eo 


X Diagnostic 
Z_ No Qualifier 


Vocal fold 
V_ Vocal Cord, Left 
See T Vocal Cord, Right 
® Open Z No Device ® Single 
X External 


Non-OR 9CB[8,9,B,C,D,F,G,H,J]3ZX 


356 


Non-OR 9CBM[O,3,4,7,8]ZX 
Non-OR OCBIR,S,T,V][3,4,7,8]ZX 
Non-OR 9CB[W,X][@,X]Z[G,1,2] 


1 Multiple 
2 All 


[Limited Coverage BA Noncovered [i CombinationMember HACassociated [procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 


ICD-|10-PCS 2021] 


ICD-10-PCS 2021 Mouth and Throat @CC-8CD 


9 Medical and Surgical 
C Mouth and Throat 


C_ Extirpation Definition: Taking or cutting out solid matter from a body part 


Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


a Body Part Approach Device Qualifier 
e Character 4 Character 6 Character 7 


® Upper Lip c vol 5 Upper Gingiva ® Open Z_ No Device Z No Qualifier 
Frenulum labii superioris 6 Lower Gingiva 3 Percutaneous 
Labial gland 7 Tongue X External 
Vermilion border Frenulum linguae 
1 Lower Lip N Uvula 
Frenulum labii inferioris Palatine uvula 
Labial gland P Tonals 


Vermilion border 


Palatine tonsil 
2 Hard Palate Q Adenoids 
3 Soft Palate Pharyngeal tonsil 
4 Buccal Mucosa 
Buccal gland 
Molar gland 
Palatine gland 
8 Parotid Gland, Right F Sublingual Gland, Left ® Open Z No Device Z No Qualifier 
9 Parotid Gland, Left G Submaxillary Gland, Right 3 Percutaneous 
B_ Parotid Duct, Right Submandibular gland 
Stensen's duct H Submaxillary Gland, Left 
C Parotid Duct, Left See G Submaxillary Gland, Right 
See B Parotid Duct, Right J Minor Salivary Gland 
D Sublingual Gland, Right Anterior lingual gland 
M Pharynx S Larynx @ Open Z_ No Device Z_ No Qualifier 
Base of tongue Aryepiglottic fold 3 Percutaneous 
Hypopharynx Arytenoid cartilage 4 Percutaneous Endoscopic 
Laryngopharynx Corniculate cartilage 7i\ia Naturallon Artificial 
Lingual tonsil Cuneiform cartilage Opening 
Oropharynx False vocal cord 8 Via Natural or Artificial 
Piriform recess (sinus) Glottis ne Te ¥ See 
Tongue, base of Rima glottidis fas) SUNS 
R_ Epiglottis Thyroid cartilage 
Glossoepiglottic fold Ventricular fold 
T Vocal Cord, Right 


Vocal fold 


V_ Vocal Cord, Left 
See T Vocal Cord, Right 


W Upper Tooth @ Open Z_ No Device 8 Single 
X Lower Tooth X External 1 Multiple 
2 All 


rr i ma nD 
Non-OR QCC[O,1,2,3,4,7,N,P,Q]XZZ 
Non-OR 9CC[5,6][0,3,XJZZ 
Non-OR 9CC[8,9,G,H]3ZZ 
Non-OR 9@CC[B,C,D, F,J][8,3]ZZ 
Non-OR OCC[M,S][7,8]ZZ 
Non-OR 9%CC[W,X][0,X]Z[0,1,2] 


Medical and Surgical 
Mouth and Throat 
Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


ons 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Vocal Cord, Right Open Z_ No Device No Qualifier 


Vocal fold 
V_ Vocal Cord, Left 
See T Vocal Cord, Right 


Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


on hw 


Z No Device Single 
1 Multiple 


2 All 


Upper Tooth X External 


Lower Tooth 


cal 


Non-OR 9%CD[W,X]XZ[G,1,2] 


. -- * * 
Limited Coverage DM Noncovered [] Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in ares 
CD-10-PCS 2021 


OCF-0CJ Mouth and Throat ICD-10-PCS 2021 
a re 0h LL Lb — 


i) 
Cc 
F 


Medical and Surgical 

Mouth and Throat 

Fragmentation Definition: Breaking solid matter in a body part into pieces 
Explanation: Physical force (e.g., manual, ultrasonic) applied directly or indirectly is used to break the solid matter into pieces. The solid matter 
may be an abnormal byproduct of a biological function or a foreign body. The pieces of solid matter are not taken out. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z No Device Z_ No Qualifier 


Parotid Duct, Right {3 |@ Open 
Stensen's duct 3 Percutaneous 

C Parotid Duct, Left {©} |7 Via Natural or Artificial Opening 

See B Parotid Duct, Right X External 


Non-OR All body part, approach, device, and qualifier values 
INC OCF[B,C]XZZ 


8 Medical and Surgical 
C Mouth and Throat 
H__ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a.physiological function but does not physically 
take the place of a body part 
Explanation: None 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
7 Tongue @ Open 1 Radioactive Element No Qualifier 
Frenulum linguae 3 Percutaneous 
X External 
A Salivary Gland ® Open 1 Radioactive Element Z No Qualifier 
S Larynx 3 Percutaneous Y Other Device 
Aryepiglottic fold 7 Via Natural or Artificial Opening 
Arytenoid cartilage 8 Via Natural or Artificial Opening 
Corniculate cartilage Endoscopic 
Cuneiform cartilage 
False vocal cord 
Glottis 
Rima glottidis 
Thyroid cartilage 
Ventricular fold 
Y Mouth and Throat @® Open 1 Radioactive Element Z_ No Qualifier 
3 Percutaneous Y Other Device 
Y Mouth and Throat 7 Via Natural or Artificial Opening 1 Radioactive Element Z_ No Qualifier 
8 Via Natural or Artificial Opening B_ Intraluminal Device, Airway 
Endoscopic Y Other Device 
Non-OR QCH[A,S][3,7,8]YZ 
Non-OR @CHSOYZ 
Non-OR QOCHY[9,3]YZ 
Non-OR @CHY[7,8][B,Y]Z 
6 Medical and Surgical 
C Mouth and Throat 
J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


Body Part Approach Device ‘ ualifie 
Character 4 Character 5 Character 6 eres 7 
A Salivary Gland ® Open Z No Device Z No Qualifier 
3 Percutaneous 
X External 
S Larynx — \o Open Z No Device Z_ No Qualifier 
Aryepiglottic fold 3 Percutaneous 
Arytenoid cartilage 4 Percutaneous Endoscopic 
A ace oe 7 Via Natural or Artificial Opening 
une! He) 8 Via Natural or Artificial Opening 


False vocal cord 
Glottis 
Rima glottidis 
Thyroid cartilage 
Ventricular fold 

Y Mouth and Throat 


Non-OR All body part, approach, device, and qualifier values 


Endoscopic 
X External 


. . z 
[3 Limited Coverage EX Noncovered [ Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
358 ICD._10N.pce 909) 


ICD-10-PCS 2021 Mouth and Throat @CL-8CM 
(a I 


8 Medical and Surgical 
C Mouth and Throat 


L Occlusion Definition: Completely closing an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Parotid Duct, Right 

Stensen's duct 

C Parotid Duct, Left 
See B Parotid Duct, Right 


B Parotid Duct, Right 
Stensen's duct 

C Parotid Duct, Left 

See B Parotid Duct, Right 


Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Extraluminal Device 
Intraluminal Device 
No Device 


Z_ No Qualifier 


NO” 


7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 


Intraluminal Device 
No Device 


Z No Qualifier 


NO 


Medical and Surgical 
Mouth and Throat 


Reattachment Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 
Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


7) 
Cc 
M 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z_ No Qualifier 


Upper Lip @ Open Z No Device 
Frenulum labii superioris 
Labial gland 
Vermilion border 

1 Lower Lip 
Frenulum labii inferioris 
Labial gland 
Vermilion border 

3 Soft Palate 

7 Tongue 
Frenulum linguae 

N Uvula 
Palatine uvula 


Upper Tooth @ Open Z No Device 
Lower Tooth X External 


@ Single 
1 Multiple 
2 All 


Non-OR 8CM[W,X][G,X]Z[0,1,2] 


Limited Coverage EX Noncovered [ Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in er 
ICD_10-PCS 2071 


OCN-OCN Mouth and Throat 
® Medical and Surgical 
C Mouth and Throat 
N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 


Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Body Part Approach Device 
Character 4 Character 5 Character 6 
® Open Z No Device 


3 Percutaneous 
X External 


Upper Lip 
Frenulum labii superioris 
Labial gland 

Vermilion border 
Lower Lip 

Frenulum labii inferioris 
Labial gland 

Vermilion border 

Hard Palate 

Soft Palate 

Buccal Mucosa 

Buccal gland 

Molar gland 

Palatine gland 

Upper Gingiva 

Lower Gingiva 

Tongue 

Frenulum linguae 
Uvula 

Palatine uvula 

Tonsils 

Palatine tonsil 
Adenoids 

Pharyngeal tonsil 


ICD-10-PCS 2021 


Qualifier 
Character 7 


Z_ No Qualifier 


Parotid Gland, Right 
Parotid Gland, Left 
Parotid Duct, Right 
Stensen's duct 

Parotid Duct, Left 

See B Parotid Duct, Right 
Sublingual Gland, Right 
Sublingual Gland, Left 
Submaxillary Gland, Right 
Submandibular gland 
Submaxillary Gland, Left 
See G Submaxillary Gland, Right 
Minor Salivary Gland 
Anterior lingual gland 


® Open 
3 Percutaneous 


Z No Device 


Z No Device 


Pharynx 

Base of tongue 
Hypopharynx 
Laryngopharynx 
Lingual tonsil 
Oropharynx 

Piriform recess (sinus) 
Tongue, base of 
Epiglottis 
Glossoepiglottic fold 
Larynx 
Aryepiglottic fold 
Arytenoid cartilage 
Corniculate cartilage 
Cuneiform cartilage 
False vocal cord 
Glottis 

Rima glottidis 
Thyroid cartilage 
Ventricular fold 
Vocal Cord, Right 
Vocal fold 

Vocal Cord, Left 

See T Vocal Cord, Right 


Open 

Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


on hPwe 


=i 


Z_ No Qualifier 


Z No Qualifier 


=" 


Upper Tooth Z No Device 


Lower Tooth 


® Open 
X External 


Non-OR 9CN[Q,1,5,6,7][0,3,X]ZZ 
Non-OR 9%CN[W,X][O,X]Z[0,1,2] 


® Single 
1 Multiple 
2 All 


[2 Limited Coverage [3 Noncovered [4 Combination Member HACassociated procedure Combination Only DRGNonOR Non-OR 


360 


New/Revised in GREEN 
ICD-10-PCS 2021 


CD-10-PCS 2021 Mouth and Throat @CP-OCP 
eee 


8 Medical and Surgical 
C Mouth and Throat 


P Removal Definition: Taking out or off a device from a body part 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


: Body Part Approach Device Qualifier 
a Character 4 Character 6 Character 7 


A Salivary Gland ® Open ® Drainage Device Z No Qualifier 
3 Percutaneous C Extraluminal Device 
Y Other Device 
A Salivary Gland 7 Via Natural or Artificial Opening Y Other Device Z No Qualifier 
8 Via Natural or Artificial Opening 
Endoscopic 
s Larynx 8 Open ® Drainage Device Z_ No Qualifier 
Aryepiglottic fold 3 Percutaneous 7 Autologous Tissue Substitute 
al 7 Via Natural or Artificial Opening D Intraluminal Device 
Cuneiform cartilage 8 Via Natural or Artificial Opening J Synthetic Substitute 
Estes varal cord Endoscopic K Nonautologous Tissue Substitute 
Glottis Y Other Device 
Rima glottidis 
Thyroid cartilage 
Ventricular fold 
S_ Larynx X External ® Drainage Device Z No Qualifier 
Aryepiglottic fold 7 Autologous Tissue Substitute 
Arytenoid cartilage D Intraluminal Device 
| etm cartilage J Synthetic Substitute 
uneiform cartilage K Nonautcle . P 
hited Set gous Tissue Substitute 
Glottis 
Rima glottidis 
Thyroid cartilage 
Ventricular fold 
Y Mouth and Throat @ Open Drainage Device Z No Qualifier 
3 Percutaneous Radioactive Element 
7 Via Natural or Artificial Opening Autologous Tissue Substitute 
8 Via Natural or Artificial Opening Intraluminal Device 


Endoscopic Synthetic Substitute 
Nonautologous Tissue Substitute 


Other Device 


Drainage Device Z_ No Qualifier 
Radioactive Element 

Autologous Tissue Substitute 
Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 


Y Mouth and Throat 


Rr on He oa<x ond 


Non-OR 9OCPA[G,3][0,C Y]Z 
Non-OR OCPA[7,8]YZ 
Non-OR 9CPS3YZ 

Non-OR OCPS[7,8][0,D,Y]Z 
Non-OR 9CPSX[G,7,D,J,K]Z 
Non-OR OCPY3YZ 

Non-OR 9CPY(7,8][0,D,Y]Z 
Non-OR 9CPYX[G,1,7,D,J,K]Z 


Limited Coverage EE Noncovered [| Combination Member HAC associated procedure CombinationOnly DRGNon-OR Non-OR  New/Revised in ae 
CD-10-PCS 2021 


8CQ-8CQ Mouth and Throat ICD-10-PCS 2021 4 


6 Medical and Surgical 
C Mouth and Throat ; 
Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 


Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part Approach Device 
Character 4 Character 5 Character 6 
® Open Z No Device 


3 Percutaneous 
X External 


Qualifier 
Character 7 


Z_ No Qualifier 


Upper Lip 
Frenulum labii superioris 
Labial gland 
Vermilion border 
1 Lower Lip 
Frenulum labii inferioris 
Labial gland 
Vermilion border 
Hard Palate 
Soft Palate 
4 Buccal Mucosa 
Buccal gland 
Molar gland 
Palatine gland 
5 Upper Gingiva 
6 Lower Gingiva 
7 Tongue 
Frenulum linguae 
N Uvula 
Palatine uvula 
P Tonsils 
Palatine tonsil 
Q Adenoids 
Pharyngeal tonsil 
8 Parotid Gland, Right ® Open Z No Device Z_ No Qualifier 
9 Parotid Gland, Left 3 Percutaneous 
B_ Parotid Duct, Right 
Stensen's duct 
C Parotid Duct, Left 
See B Parotid Duct, Right 
D Sublingual Gland, Right 
F Sublingual Gland, Left 
G Submaxillary Gland, Right 
Submandibular gland 
H Submaxillary Gland, Left 
See G Submaxillary Gland, Right 
J Minor Salivary Gland 


wn 


Anterior lingual gland 

M Pharynx ® Open Z No Device Z No Qualifier 
Base of tongue 3 Percutaneous 
Hypopharynx 4 Percutaneous Endoscopic 
eaonk 7 Via Natural or Artificial Opening 

9 8 Via Natural or Artificial Opening 

Oropharynx Endoscopic 
Piriform recess (sinus) P 
Tongue, base of 

R_ Epiglottis 
Glossoepiglottic fold 

S_ Larynx 
Aryepiglottic fold 


Arytenoid cartilage 
Corniculate cartilage 
Cuneiform cartilage 
False vocal cord 
Glottis 
Rima glottidis 
Thyroid cartilage 
Ventricular fold 

T Vocal Cord, Right 
Vocal fold 

V_ Vocal Cord, Left 

See T Vocal Cord, Right 


W Upper Tooth 
X Lower Tooth 


® Open Z No Device 


8 Single 
X External 


1 Multiple 
2 All 


Non-OR 9CQ[O,1,4,7]XZZ 
Non-OR @CQ[5,6][0,3,X]ZZ 
Non-OR OCQ[W,X][@,X]Z[9,1,2] 


[Gi Limited Coverage BE Noncovered [#) Combination Member HACassociated procedure Combination Only DRG Non-OR Non-OR New/Revised in GREEN 
362 ICD-10-PCS 2021 


CD-10-PCS 2021 


Mouth and Throat 


8CR-GCR 


4) 
C 
R 


N 


Medical and Surgical 


Mouth and Throat 
Replacement 


Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 


Body Part 

Gerard 
Upper Lip 
Frenulum labii superioris 
Labial gland 
Vermilion border 
Lower Lip 
Frenulum labii inferioris 
Labial gland 
Vermilion border 
Hard Palate 
Soft Palate 
Buccal Mucosa 
Buccal gland 
Molar gland 


Palatine gland 
Upper Gingiva 
Lower Gingiva 
Tongue 
Frenulum linguae 
Uvula 

Palatine uvula 


>= ae ee a = ya 
J Limited Coverage BE Noncovered [4 Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 


Parotid Duct, Right 
Stensen's duct 

Parotid Duct, Left 

See B Parotid Duct, Right 


@ Open 
3 Percutaneous 
X External 


Device 
Character 6 


Open 
3 Percutaneous 


Pharynx 

Base of tongue 
Hypopharynx 
Laryngopharynx 
Lingual tonsil 
Oropharynx 

Piriform recess (sinus) 
Tongue, base of 
Epiglottis 
Glossoepiglottic fold 
Larynx 
Aryepiglottic fold 
Arytenoid cartilage 
Corniculate cartilage 
Cuneiform cartilage 
False vocal cord 
Glottis 

Rima glottidis 
Thyroid cartilage 
Ventricular fold 
Vocal Cord, Right 
Vocal fold 

Vocal Cord, Left 

See T Vocal Cord, Right 


Open 

Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 


N 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


Approach 
Character 5 


Qualifier 
Character 7 


Z_ No Qualifier 


Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


Upper Tooth 
Lower Tooth 


Non-OR OCRIW,X][9,X][7,J,K][9,1,2] 


®@ Open 
X External 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


‘D-10-PCS 2021 


Z_ No Qualifier 


Z_ No Qualifier 


® Single 
1 Multiple 
2 All 


363 


OCS-98CS Mouth and Throat ICD-10-PCS 2021 
® Medical and Surgical 
C Mouth and Throat 
S Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Upper Lip 


Frenulum labii superioris 


Labial gland 
Vermilion border 
1 Lower Lip 
Frenulum labii inferioris 
Labial gland 
Vermilion border 
Hard Palate 
Soft Palate 
7 Tongue 
Frenulum linguae 
N Uvula 
Palatine uvula 


Wn 


® Open 
X External 


Z No Device 


B_ Parotid Duct, Right 
Stensen's duct 

C Parotid Duct, Left 

See B Parotid Duct, Right 

R_ Epiglottis 
Glossoepiglottic fold 

T Vocal Cord, Right 

Vocal fold 

Vocal Cord, Left 

See T Vocal Cord, Right 


Upper Tooth 
Lower Tooth 


< 


x= 


Non-OR 9CS[W,X][@,X][5,Z][9,1,2] 


Open 
Percutaneous 


Open 

Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 


Z No Device 


Z No Device 


Z_ No Qualifier 


Z_ No Qualifier 


Z_ No Qualifier 


Open 
External 


No Device 


5 External Fixation Device 


8 Single 
1 Multiple 
2 All 


[i Limited Coverage [8 Noncovered [ Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR — New/Revised in GREEN 


364 


ICD-10-PCS 2021 


ICD-10-PCS 2021 Mouth and Throat @CT-OCT 


9 Medical and Surgical 

C Mouth and Throat 

T Resection Definition: Cutting out or off, without replacement, all of a body part 
Explanation: None 


Body Part Approach i ifi 
® UpperLip = ® Open Z No Device Z_ No Qualifier 
Frenulum labii superioris X External 
Labial gland 
Vermilion border 
1 Lower Lip 
Frenulum labii inferioris 
Labial gland 
Vermilion border 
2 Hard Palate 
3 Soft Palate 
7 Tongue 
Frenulum linguae 
N Uvula 
Palatine uvula 
P Tonsils 
Palatine tonsil 
Adenoids 
Pharyngeal tonsil 
Parotid Gland, Right 
Parotid Gland, Left 
Parotid Duct, Right 
Stensen's duct 
Parotid Duct, Left 
See B Parotid Duct, Right 
D Sublingual Gland, Right 
F Sublingual Gland, Left 
G Submaxillary Gland, Right 
Submandibular gland 
H Submaxillary Gland, Left 
See G Submaxillary Gland, Right 
J Minor Salivary Gland 
Anterior lingual gland 


M Pharynx 
Base of tongue 
Hypopharynx 
Laryngopharynx 
Lingual tonsil 
Oropharynx 
Piriform recess (sinus) 
Tongue, base of 
R_ Epiglottis 
Glossoepiglottic fold 
S_ Larynx 
Aryepiglottic fold 
Arytenoid cartilage 
Corniculate cartilage 
Cuneiform cartilage 
False vocal cord 
Glottis 
Rima glottidis 
Thyroid cartilage 
Ventricular fold 
Vocal Cord, Right 


Vocal fold 
Vocal Cord, Left 
See T Vocal Cord, Right 


Upper Tooth @ Open 
Lower Tooth 


fo) 


Z No Device Z No Qualifier 


ww oo 


n 


Open Z_ No Device Z No Qualifier 
Percutaneous Endoscopic 

Via Natural or Artificial Opening 

Via Natural or Artificial Opening 

Endoscopic 


on rh @ 


— 


< 


Z_ No Device ® Single 
1 Multiple 


2 All 


x= 


Non-OR @CT[W,X]9Z[0,1,2] 


. 7 y . . 
Limited Coverage [8 Noncovered [# Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in saris 
ICD-10-PCS 2021 


O@CU-OCV 


® Medical and Surgical 
C Mouth and Throat 
U Supplement 


Explanation: The biological material is non-living, 
and the SUPPLEMENT procedure is performed to physica 


Body Part 
Character 4 


® Upper Lip 
Frenulum labii superioris 
Labial gland 
Vermilion border 
1 Lower Lip 
Frenulum labii inferioris 
Labial gland 
Vermilion border 
2 Hard Palate 
3 Soft Palate 
4 Buccal Mucosa 
Buccal gland 
Molar gland 
Palatine gland 
5 Upper Gingiva 
6 Lower Gingiva 
7 Tongue 
Frenulum linguae 
N Uvula 
Palatine uvula 


M Pharynx 
Base of tongue 
Hypopharynx 
Laryngopharynx 
Lingual tonsil 
Oropharynx 
Piriform recess (sinus) 
Tongue, base of 

R_ Epiglottis 
Glossoepiglottic fold 

S$ Larynx 
Aryepiglottic fold 
Arytenoid cartilage 
Corniculate cartilage 
Cuneiform cartilage 
False vocal cord 
Glottis 
Rima glottidis 
Thyroid cartilage 
Ventricular fold 

T Vocal Cord, Right 
Vocal fold 

V_ Vocal Cord, Left 


Mouth and Throat 
Shieh Rh hhh ee 


Approach 
Character 5. 
® Open 
3 Percutaneous 
X External 


® Open 

7 Via Natural or Artificial Opening 

8 Via Natural or Artificial Opening 
Endoscopic 


Device 
Character 6 
7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


J Synthetic Substitute 
K Nonautologous Tissue Substitute 


ICD-10-PCS 2021 


Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


or is living and from the same individual. The body part may have been previously replaced, 
lly reinforce and/or augment the function of the replaced body part. 


Qualifier 
Character 7 


Z No Qualifier 


7 Autologous Tissue Substitute Z_ No Qualifier 


See T Vocal Cord, Right 


Non-OR 9CU2([0,3]JZ 


6 Medical and Surgical 
C Mouth and Throat 
V_ Restriction 


Definition: Partially closing an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


Body Part 
Character 4 


B_ Parotid Duct, Right 
Stensen's duct 

C Parotid Duct, Left 
See B Parotid Duct, Right 


B_ Parotid Duct, Right 
Stensen's duct 


C Parotid Duct, Left 
See B Parotid Duct, Right 


Approach Device Qualifier 
Character 5 Character 6 Character 7 
® Open C Extraluminal Device Z_ No Qualifier 
3 Percutaneous D Intraluminal Device 
Z No Device 
7 Via Natural or Artificial Opening D Intraluminal Device Z_ No Qualifier 


8 Via Natural or Artificial Opening 
Endoscopic 


[J Limited Coverage M& Noncovered [# 


366 


Z No Device 


Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR 


New/Revised in GREEN 
ICD-10-PCS 2021 


CD-10-PCS 2021 Mouth and Throat ®CW-8CW 
I, ee ERE 


8 Medical and Surgical 
C Mouth and Throat 


W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


; Body Part 
ieee Character 4 


A Salivary Gland 


Qualifier 
Character 7 


Z_ No Qualifier 


Open 
Percutaneous 


Drainage Device 
Extraluminal Device 
Other Device 


Other Device 


A Salivary Gland Via Natural or Artificial Opening 


Via Natural or Artificial Opening 
Endoscopic 


Z_ No Qualifier 


A Salivary Gland External 


Drainage Device Z_ No Qualifier 


Extraluminal Device 


S Larynx 
Aryepiglottic fold 
Arytenoid cartilage 
Corniculate cartilage 
Cuneiform cartilage 
False vocal cord 


® Open 
3 Percutaneous 

7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 


Drainage Device 
Autologous Tissue Substitute 
Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 


Z_ No Qualifier 


<x*+ounalne 


Glottis Other Device 
Rima glottidis 
Thyroid cartilage 
Ventricular fold 
S Larynx External ® Drainage Device Z_ No Qualifier 
Aryepiglottic fold 7 Autologous Tissue Substitute 
Arytenoid cartilage D Intraluminal Device 
Corniculate cartilage J Synthetic Substitute 
bl Cartilage K Nonautologous Tissue Substitute 
alse vocal cord 
Glottis 
Rima glottidis 
Thyroid cartilage 
Ventricular fold 
Y Mouth and Throat @ Open ® Drainage Device Z No Qualifier 
3 Percutaneous 1 Radioactive Element 
7 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
8 Via Natural or Artificial Opening D_ Intraluminal Device 
Endoscopic J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Y Other Device 
Y Mouth and Throat External @ Drainage Device Z No Qualifier 
1 Radioactive Element 
7 Autologous Tissue Substitute 
D_ Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


Non-OR 9CWAIG,3][0,C,Y]Z 
Non-OR OCWAI7,8]YZ 
Non-OR SCWAX[G,C]Z 
Non-OR OCWS([3,7,8]YZ 
Non-OR 9%CWSX{(0,7,D,J,K]Z 
Non-OR OCWYO7Z 

Non-OR 9CWY(3,7,8]YZ 
Non-OR 9%CWYX(0,1,7,D,J,K]Z 


—e SW aes ee ae en ere 
Limited Coverage [3 Noncovered [# Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in spn 
CD-10-PCS 2021 


OCX-8CX Mouth and Throat ICD-10-PCS 2021 


8 Medical and Surgical 
C Mouth and Throat 


X_ Transfer Definition: Moving, without taking out, all or a portion of a body part to another location to take over the function of all or a portion of a body part 
Explanation: The body part transferred remains connected to its vascular and nervous supply 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 

® Upper Lip ® Open Z NoDevice Z_ No Qualifier 

Frenulum labii superioris X External 

Labial gland 

Vermilion border 
1 Lower Lip 

Frenulum labii inferioris 

Labial gland 


Vermilion border 
3 Soft Palate 
4 Buccal Mucosa 
Buccal gland 
Molar gland 
Palatine gland 
5 Upper Gingiva 
6 Lower Gingiva 


7 Tongue 
Frenulum linguae ; 


FA Limited Coverage B8Noncovered fl Combination Member HA 
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ICD-10-PCS 2021 


Gastrointestinal System 6D1-9DY 


Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 


tables. It SHOULD NOT be used to build a PCS code. 


Gastrointestinal System 


_Operation-Character 3 Body Part-Character 4 Approach-Character 5 Device-Character6 —_—*i| Qualifier-Character 7 
1 Bypass ® Upper Intestinal Tract @ Open ® Drainage Device 8 Allogeneic 
2 Change 1 Esophagus, Upper 3 Percutaneous 1 Radioactive Element 1 Syngeneic 
5 Destruction 2 Esophagus, Middle 4 Percutaneous Endoscopic |2 Monitoring Device 2 Zooplastic 
7 Dilation 3 Esophagus, Lower 7 Via Natural or Artificial 3 Infusion Device 3 Vertical 
Opening 
8 Division 4  Esophagogastric Junction |8 Via Natural or Artificial 7 Autologous Tissue 4 Cutaneous 
Opening Endoscopic Substitute 
9 Drainage 5 Esophagus F Via Natural or Artificial B  Intraluminal Device, Airway | 5 Esophagus 
Opening with 
Percutaneous Endoscopic 
Assistance 
B Excision 6 Stomach X External C — Extraluminal Device 6 Stomach 
C_ Extirpation “17 Stomach, Pylorus D_Intraluminal Device 7 Vagina 
D_ Extraction 8 Small Intestine J Synthetic Substitute 8 Small Intestine 
F Fragmentation 9  Duodenum K  Nonautologous Tissue 9  Duodenum 
Substitute 
H Insertion TA Jejunum L Artificial Sphincter A Jejunum 
J Inspection B- lleum M_ Stimulator Lead B lleum 
L = Occlusion TC Mleocecal Valve U Feeding Device E Large Intestine 
M_ Reattachment D Lower Intestinal Tract 1 Y Other Device H Cecum 
N_ Release E Large Intestine Z No Device K Ascending Colon 
P Removal F Large Intestine, Right L Transverse Colon 
Q_ Repair G Large Intestine, Left ie M_ Descending Colon 
R Replacement H Cecum N  Sigmoid Colon 
S__ Reposition J Appendix P= Rectum 
T Resection K Ascending Colon a Q_ Anus 
U Supplement L Transverse Colon i ‘iene X Diagnostic 
V_ Restriction M_ Descending Colon Z No Qualifier 
W_ Revision N  Sigmoid Colon 
X Transfer P= Rectum 
Y Transplantation Q_ Anus ar 
R_ Anal Sphincter 
U  Omentum 
V_ Mesentery 
W_ Peritoneum 
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Gastrointestinal System 


ICD-10-PCS 2021 


Gastrointestinal System. $$$ 


AHA Coding Clinic for table 9D1 


2019, 4Q, 29 Intestinal bypass 

2017, 2Q, 17 Billroth II (distal gastrectomy and gastrojejunostomy) 

2016, 2Q, 31 Laparoscopic biliopancreatic diversion with duodenal switch 

2014, 4Q, 41 Abdominoperineal resection (APR) with flap closure of perineum and 


colostomy 


AHA Coding Clinic for table 8D2 
2019, 1Q, 26 Exchange of clogged gastrojejunostomy tube 


AHA Coding Clinic for table D5 
2017, 1Q, 34 Debulking of tumor and peritoneum ablation 


AHA Coding Clinic for table D7 
2017, 3Q 23 Laparoscopic pyloromyotomy 
2014, 4Q, 40 Dilation of gastrojejunostomy anastomosis stricture 


AHA Coding Clinic for table D8 


2019, 2Q, 15 Reversal of Roux-en-Y bypass 

2017, 3Q, 22 Laparoscopic esophagomyotomy (Heller type) and Toupet 
fundoplication 

2017, 3Q, 23 Laparoscopic pyloromyotomy 


AHA Coding Clinic for table 6D9 
2015, 2Q, 29 Insertion of nasogastric tube for drainage and feeding 


AHA Coding Clinic for table 8DB 


2019, 2Q, 15 Reversal of Roux-en-Y bypass 

2019, 1Q, 3-8 Whipple procedure 

2019, 1Q, 27 Excision of pelvic sidewall mass 

2017, 2Q, 17 Billroth II (distal gastrectomy and gastrojejunostomy) 

2017, 10, 16 Hepatic flexure versus transverse colon 

2016, 3Q, 3-7 Stoma creation & takedown procedures 

2016, 2Q, 31 Laparoscopic biliopancreatic diversion with duodenal switch 

2016, 1Q, 22 Perineal proctectomy 

2016, 1Q, 24 Endoscopic brush biopsy of esophagus 

2014, 4Q, 40 Abdominoperineal resection (APR) with flap closure of perineum and 
colostomy 

2014, 3Q, 28 lleostomy takedown and parastomal hernia repair 

2014, 3Q, 32 Pyloric-sparing Whipple procedure 


AHA Coding Clinic for table DD 
2017, 4Q, 41-42 Extraction procedures 


AHA Coding Clinic for table DH 


2019, 20, 18 Endoscopic wound VAC placement 
2016, 3Q, 26 Insertion of gastrostomy tube 
2013, 40,117 Percutaneous endoscopic placement of gastrostomy tube 


AHA Coding Clinic for table 8DJ 


2019, 1Q, 25 Laparoscopic appendectomy converted to open procedure 
2019, 1Q, 25 Milking of inspissated material from ileum to colon 

2017, 2Q, 15 Low anterior resection with sigmoidoscopy 

2016, 2Q, 20 Capsule endoscopy of small intestine 

2015, 3Q, 24 Esophagogastroduodenoscopy with epinephrine injection for 


control of bleeding 


AHA Coding Clinic for table DL 
2013, 4Q, 112 Endoscopic banding of esophageal varices 


AHA Coding Clinic for table ODN ; ‘ 
2017, 40, 49-50 Newand revised body part values - Repositioning of the intestine 


2017, 10,35 Lysis of omental and peritoneal adhesions 
2015, 3Q,15 Vascular ring surgery with release of esophagus and trachea 
2015, 3Q, 16 Vascular ring surgery and double aortic arch 


AHA Coding Clinic for table DP 
2019, 20,18 Removal of wound VAC 


AHA Coding Clinic for table 8DQ 


2019, 2Q, 15 Reversal of Roux-en-Y bypass 

2018, 2Q, 25 Third and fourth degree obstetric lacerations 
2018, 10, 11 Repair of internal hernia at Petersen space 
2017, 3Q, 17 Posterior sagittal anorectoplasty 

2016, 3Q, 3-7 Stoma creation & takedown procedures 
2016, 3Q, 26 Insertion of gastrostomy tube 

2016, 10,7 Obstetrical perineal laceration repair 

2016, 10,8 Obstetrical perineal laceration repair 

2014, 4Q, 20 Control of bleeding duodenal ulcer 


AHA Coding Clinic for table DS 


2019, 10, 30 Laparoscopic-assisted rectopexy with manual reduction of prolapse 
2017, 40, 49-50 Newand revised body part values - Repositioning of the intestine 
2017, 30,9 lleocolic intussusception reduction via air enema 

2017, 3Q, 17 Posterior sagittal anorectoplasty 


2016, 3Q, 3-5 


AHA Coding Clinic for table DT 
2019, 1Q, 3-8 Whipple procedure 


Stoma creation & takedown procedures 


2019, 1Q, 14 Esophagectomy with colon interposition 

2017, 4Q,49-50 Newand revised body part values - Repositioning of the intestine 

2014, 4Q, 40 Abdominoperineal resection (APR) with flap closure of perineum and 
colostomy 

2014, 4Q, 42 Right colectomy with side-to-side functional end-to-end anastomosis 

2014, 30,6 lleocecectomy including cecum, terminal ileum and appendix 

2014, 30,6 Right colectomy 


AHA Coding Clinic for table @DU 
2019, 10, 30 Laparoscopic-assisted rectopexy with manual reduction of prolapse 


AHA Coding Clinic for table 8DV 


2017, 3Q, 22 Laparoscopic esophagomyotomy (Heller type) and Toupet fundoplication 

2016, 2Q, 22 Esophageal lengthening Collis gastroplasty with Nissen fundoplication and 
hiatal hernia 

2014, 3Q, 28 Laparoscopic Nissen fundoplication and diaphragmatic hernia repair 


AHA Coding Clinic for table DW 
2018, 1Q, 20 Adjustment of gastric band 


AHA Coding Clinic for table @DX 
2019, 4Q, 29-30 Transfer large intestine to vagina 


2019, 10, 14 Esophagectomy with colon interposition 

2017, 2Q, 18 Esophagectomy and esophagogastrectomy with cervical 
esophagogastrostomy 

2016, 2Q, 22 Esophageal lengthening Collis gastroplasty with Nissen fundoplication and 
hiatal hernia 

2015, 1Q, 28 Repair of bronchopleural fistula using omental pedicle graft 
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Esophageal region 5: Upper esophagus 1 


Cervical portion 


Middle esophagus 2 


Lower esophagus 3 
Thoracic portion 


Esophagogastric 


junction 4 
Stomach 6 
o. Stomach, pylorus 7 


VI 


Abdominal portion 


Pylorus sphincter 7 


Duodenum 9 


Lower Intestinal Tract 


(Jejunum Down to and Including Rectum/Anus) Rectum and Anus 
Transverse a 
colonL : 
Sigmoid 
ia , olonN 
Hepatic Cc 
flexure K Splenic 
wi flexure L Rectum P Rectosigmoid 
wv = A= junction N 
ules S . 
ola © Inferior rectal 
| S| Ascending Descending 5 ieee 
S| o colon K colon M 8 | 
B/E 5 Levator ani 
vl} oy fe muscle 
5 5 Bs Anal col R 
peroneal!) External sphincter: 
lleum B geoph 
CecumH Pectinate line P 
=| Anus Q Internal 
= Siamold sphincter R 
—  lleocecal S colon N 
value C ; 
AppendixJ — sigmoid Rectum P 
flexure N 
Anal canal Q 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


8 Medical and Surgical 
D_ Gastrointestinal System 
1 Bypass 


Gastrointestinal System 


Definition: Altering the route of passage of the contents of a tubular body part 


gD1-9D1 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 
route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Body Part 
Character 4 


1 Esophagus, Upper 


Approach 
Character 5 


Device 
Character 6 


Qualifier 
Character 7 


J ® Open 7 Autologous Tissue Substitute 4 Cutaneous 
Cervical esophagus 4 Percutaneous Endoscopic J Synthetic Substitute 6 Stomach 
2 eropnagus, Mile 8 Via Natural or Artificial Opening K Nonautologous Tissue Substitute |9 Duodenum 
Thoracic esophagus Endoscopic ieNGiDevice A ei 

3 Esophagus, Lower ah 
Abdominal esophagus PIS 

5 Esophagus 

1 Esophagus, Upper 3 Percutaneous J Synthetic Substitute 4 Cutaneous 
Cervical esophagus 

2 Esophagus, Middle 
Thoracic esophagus 

3 Esophagus, Lower 
Abdominal esophagus 

5 Esophagus 

6 Stomach 8 Open 7 Autologous Tissue Substitute 4 Cutaneous 

9 Duodenum 


9 Duodenum 


> 


Percutaneous Endoscopic 
8 Via Natural or Artificial Opening 
Endoscopic 


J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Z No Device 


6 Stomach 
9 Duodenum 


3 Percutaneous 


J Synthetic Substitute 


8 Small Intestine ® Open 
4 Percutaneous Endoscopic 
8 Via Natural or Artificial Opening 


Endoscopic 


A Jejunum 
Duodenojejunal flexure 


@ Open 

4 Percutaneous Endoscopic 

8 Via Natural or Artificial Opening 
Endoscopic 


a7 Autologous Tissue Substitute 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 
Z No Device 


7 Autologous Tissue Substitute 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 
Z No Device 


A Jejunum 
B ileum 
L_ Transverse Colon 


4 Cutaneous 


4 Cutaneous 

8 Small Intestine 

H Cecum 

K Ascending Colon 
L_ Transverse Colon 
M Descending Colon 
N Sigmoid Colon 

P Rectum 

Q Anus 


4 Cutaneous 

A Jejunum 

B lleum 

H Cecum 

K Ascending Colon 
L Transverse Colon 
M Descending Colon 
N_ Sigmoid Colon 

P Rectum 

Q Anus 


A Jejunum 3 Percutaneous 


J Synthetic Substitute 


4 Cutaneous 


Duodenojejunal flexure 
B tleum ®@ Open 7 Autologous Tissue Substitute 4 Cutaneous 
4 Percutaneous Endoscopic J Synthetic Substitute B lleum 


8 Via Natural or Artificial Opening 
Endoscopic 


K Nonautologous Tissue Substitute 
Z No Device 


H Cecum 

K Ascending Colon 
L_ Transverse Colon 
M Descending Colon 
N_ Sigmoid Colon 
P Rectum 

Q Anus 


B lleum 3 Percutaneous 


4 Cutaneous 


@ Open 

4 Percutaneous Endoscopic 

8 Via Natural or Artificial Opening 
Endoscopic 


E Large Intestine 


J Synthetic Substitute 
7 Autologous Tissue Substitute 
J Synthetic Substitute 


K Nonautologous Tissue Substitute 
Z_ No Device 


@ Open 

4 Percutaneous Endoscopic 

8 Via Natural or Artificial Opening 
Endoscopic 


H Cecum 


7 Autologous Tissue Substitute 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 
Z No Device 


4 Cutaneous 
E Large Intestine 
P Rectum 


4 Cutaneous 

H Cecum 

K Ascending Colon 
L_ Transverse Colon 
M_ Descending Colon 
N Sigmoid Colon 

P Rectum 


3 Percutaneous 


J Synthetic Substitute 


4 Cutaneous 


Non-OR @D16[@,4,8][7,J,K,Z]4 
Non-OR 9D163J4 


ie 
[ Limited Coverage BS Noncovered [& Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR  New/Revised in GREEN 


ICD-10-PCS 2021 


0D 16[@,4,8][7,J,K,Z][9,A,B,L] when reported with PDx £66.01 and SDx K68.11, K95.01, K95.81 or T81.40-181.49 with7th character A 
9D1 Continued on next page 
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6D1-9D2 


® Medical and Surgical 
D_ Gastrointestinal System 
1 Bypass 


Gastrointestinal System 


Definition: Altering the route of passage of the contents of a tubular body part 


ICD-10-PCS 2021 
9D1 Continued 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, toa similar route and body part, or to an abnormal 


route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Body Part Approach Device Qualifier 
charatter 4 Charsetee 5 Character 7 


Ascending Colon 


Ascending Colon 


r- 


Transverse Colon 
Hepatic flexure 
Splenic flexure 


r 


Transverse Colon 
Hepatic flexure 
Splenic flexure 


M Descending Colon 


® Open 
4 Percutaneous Endoscopic 

8 Via Natural or Artificial Opening 
Endoscopic 


NAN 


Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


4 Cutaneous 
K Ascending Colon 
L_ Transverse Colon 
M_ Descending Colon 
N_ Sigmoid Colon 

P Rectum 


3 Percutaneous 
® Open 
4 Percutaneous Endoscopic 


8 Via Natural or Artificial Opening 
Endoscopic 


3 Percutaneous 


® Open 

4 Percutaneous Endoscopic 

8 Via Natural or Artificial Opening 
Endoscopic 


M Descending Colon 


3 Percutaneous 


Synthetic Substitute 


4 Cutaneous 


NAS NS 


— 


Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


4 Cutaneous 

L_ Transverse Colon 
M Descending Colon 
N_ Sigmoid Colon 

P Rectum 


Synthetic Substitute 


4 Cutaneous 


Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 
No Device 


Synthetic Substitute 


Sigmoid Colon 
Rectosigmoid junction 
Sigmoid flexure 


Sigmoid Colon 
Rectosigmoid junction 


® Open 

4 Percutaneous Endoscopic 

8 Via Natural or Artificial Opening 
Endoscopic 


BIN ARE NIEIN KEN 


Autologous Tissue Substitute 
Synthetic Substitute 

Nonautologous Tissue Substitute 
No Device 


Synthetic Substitute 


4 Cutaneous 

M Descending Colon 
N_ Sigmoid Colon 

P Rectum 


4 Cutaneous 


4 Cutaneous 
N_ Sigmoid Colon 
P Rectum 


4 Cutaneous 


3 Percutaneous 


Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


Sigmoid flexure 


Medical and Surgical 
Gastrointestinal System 
Change 


Noe 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Upper Intestinal Tract 
D Lower Intestinal Tract 


X External 


U Omentum 
Gastrocolic ligament 
Gastrocolic omentum 
Gastrohepatic omentum 
Gastrophrenic ligament 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 
Lesser Omentum 

V_ Mesentery 
Mesoappendix 
Mesocolon 

W Peritoneum 
Epiploic foramen 


Drainage Device 
Feeding Device 
Other Device 


Z_ No Qualifier 


X External 


Non-OR All body part, approach, device, and qualifier values 


<a;<cea 


: : ae) 
Drainage Device 


Other Device 


Z_ No Qualifier 


[A Limited Coverage [a Noncovered [#) Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR 
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ICD-10-PCS 2021 Gastrointestinal System §D5-0D5 


9 Medical and Surgical 

D_ Gastrointestinal System 

5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
1 Esophagus, Upper Open Z No Device Z No Qualifier 
Cervical esophagus Percutaneous 


2 Esophagus, Middle 
Thoracic esophagus 

3 Esophagus, Lower 
Abdominal esophagus 

4 Esophagogastric Junction 
Cardia 
Cardioesophageal junction 
Gastroesophageal (GE) junction 

5 Esophagus 

6 Stomach 

7 Stomach, Pylorus 
Pyloric antrum 
Pyloric canal 
Pyloric sphincter 

8 Small Intestine 

9 Duodenum 

A Jejunum 
Duodenojejunal flexure 

B fleum 

C lleocecal Valve 

E Large Intestine 

F Large Intestine, Right 

G Large Intestine, Left 

H Cecum 

J Appendix 
Vermiform appendix 

K Ascending Colon 

L_ Transverse Colon 
Hepatic flexure 
Splenic flexure 

M Descending Colon 

N_ Sigmoid Colon 
Rectosigmoid junction 
Sigmoid flexure 


Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 
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P Rectum 
Anorectal junction 
Q Anus ® Open Z No Device Z_ No Qualifier 
Anal orifice 3 Percutaneous 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
X External 
R_ Anal Sphincter @ Open Z No Device Z_ No Qualifier 
External anal sphincter 3 Percutaneous 
Internal anal sphincter 4 Percutaneous Endoscopic 


U Omentum 
Gastrocolic ligament 
Gastrocolic omentum 
Gastrohepatic omentum 
Gastrophrenic ligament 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament ¥ 
Lesser Omentum 

V Mesentery 
Mesoappendix 
Mesocolon 


W Peritoneum 
Epiploic foramen 


Non-OR 9D5[1,2,3,4,5,6,7,9,E,F,G,H,K,L,M,N][4,8]ZZ 
Non-OR @D5(8,A,B,C]8ZZ 
Non-OR @D5P[@,3,4,7,8]ZZ 
Non-OR @D5Q([4,8]ZZ 
Non-OR @D5R4ZZ 


Limited Coverage BS Noncovered [) Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in ger 
CD-10-PCS 2021 


8D7-0D8 Gastrointestinal System ICD-10-PCS 2021 
a 


® Medical and Surgical 

D_ Gastrointestinal System 

7 Dilation Definition: Expanding an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


Body Part 
Character 4 


Esophagus, Upper 
Cervical esophagus 
2 Esophagus, Middle 


Qualifier 
Character 7 


Z_ No Qualifier 


Device 
Character 6 


Open D_ Intraluminal Device 
Percutaneous Z No Device 
Percutaneous Endoscopic 

Thoracic esophagus Via Natural or Artificial Opening 


3 Esophagus, Lower Via Natural or Artificial Opening 
Abdominal esophagus Endoscopic 


4 Esophagogastric Junction 
Cardia 
Cardioesophageal junction 
Gastroesophageal (GE) junction 
5 Esophagus 
6 Stomach 
7 Stomach, Pylorus 
Pyloric antrum 
Pyloric canal 
Pyloric sphincter 
Small Intestine 
Duodenum 
Jejunum 
Duodenojejunal flexure 
lleum 
leocecal Valve 
Large Intestine 
Large Intestine, Right 
Large Intestine, Left 
Cecum 
Ascending Colon 
Transverse Colon 
Hepatic flexure 
Splenic flexure 
Descending Colon 
Sigmoid Colon 
Rectosigmoid junction 
Sigmoid flexure 
P Rectum 
Anorectal junction 
Q Anus 
Anal orifice 


Approach 
Character 5 
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Non-OR 9D7([1,2,3,4,5,6,8,9,A,B,C,E,F,G,H,K,L,M,N,P,Q][7,8][D,Z]Z 
Non-OR 9D77[4,8]DZ 

Non-OR 9D777(D,Z]Z 

Non-OR 9D7[8,9,A,B,C,E,F,G,H,K,L,M,N][9,3,4]DZ 


Medical and Surgical 

Gastrointestinal System 

Division Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 
Explanation: All or a portion of the body part is separated into two or more portions 


Body Part 
Character 4 


Esophagogastric Junction 
Cardia 
Cardioesophageal junction 
Gastroesophageal (GE) junction 
7 Stomach, Pylorus 

Pyloric antrum 

Pyloric canal 

Pyloric sphincter 


R_ Anal Sphincter 
External anal sphincter 
Internal anal sphincter 


eoeoe 


Approach 
Character 5 


Device 


ualifier 
Character 6 My 


Character 7 
Z No Qualifier 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Z No Device 


eon hwe 


® Open 


Z No Device Z No Qualifier 
Percutaneous 


9D7-9D8 
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ICD-10-PCS 2021 Gastrointestinal System §D9-9D9 


8 Medical and Surgical 
D_ Gastrointestinal System 
9 Drainage Definition: Taking or letting out fluids and/or gases froma body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device Qualifi 
ualifier 
Character 4 Character 5 Character 6 Character 7 
1 Esophagus, Upper Jejunum @ Open ® Drainage Device Z_ No Qualifier 
Cervical esophagus Duodenojejunal flexure} 3 Percutaneous 
2 Esophagus, Misidle B_ tleum 4 Percutaneous Endoscopic 
. eee agus C= Ileocecal Valve 7 Via Natural or Artificial 
rm — _— E Large Intestine Opening 
Sueeopeagus Large Intestine, Right | 8 Via Natural or Artificial 
4 Esophagogastric ; ; : 
iunctlon G Large Intestine, Left Opening Endoscopic 
Cardia H Cecum 
Cardioesophageal J Appendix 
junction Vermiform appendix 
Gastroesophageal (GE) K Ascending Colon 
junction L_ Transverse Colon 
5 Esophagus Hepatic flexure 
6 Stomach Splenic flexure 
7 Stomach, Pylorus M Descending Colon 
Pyloric antrum N_ Sigmoid Colon 
Pyloric canal Rectosigmoid junction 
Pyloric sphincter Sigmoid flexure 
8 Small Intestine P Rectum 
9 Duodenum Anorectal junction 
1 Esophagus, Upper A Jejunum Open Z No Device X Diagnostic 
Cervical esophagus Duodenojejunal flexure Percutaneous Z_ No Qualifier 


lleum 
lleocecal Valve 


2 Esophagus, Middle Percutaneous Endoscopic 
Thoracic esophagus Via Natural or Artificial 
3 Esophagus, Lower Large Intestine Opening 


B 
(é 
E 
Abdominal esophagus Large Intestine, Right 
G 
H 
J 


Naweol 


s 8 Via Natural or Artificial 
4 Esophagogastric Large Intestine, Left Opening Endoscopic 
Junction Gecum 
Cardia 


Appendix 


ee ages Vermiform appendix 


junction : 
Exiweecophagel (Ge) K Ascending Colon 
junction L Transverse Colon 
5 Esophagus Hepatic flexure 
6 Stomach Splenic flexure 


7 Stomach, Pylorus 
Pyloric antrum 
Pyloric canal 


M_ Descending Colon 

N Sigmoid Colon 
Rectosigmoid junction 
Pyloric sphincter Sigmoid flexure 

8 Small Intestine P Rectum 


| junction 
9 Duodenum Anorectal junctio 


Q Anus 
Anal orifice 


Open ® Drainage Device Z_ No Qualifier 
Percutaneous 
Percutaneous Endoscopic 
Via Natural or Artificial 
Opening 

Via Natural or Artificial 
Opening Endoscopic 
External 

Open Z No Device 
Percutaneous 
Percutaneous Endoscopic 
Via Natural or Artificial 
Opening 

Via Natural or Artificial 
Opening Endoscopic 

X External 7 


Nhweo 


X Diagnostic 
Z_ No Qualifier 


Q Anus 
Anal orifice 


N 2 w | x 


Non-OR 0D9[1,2,3,4,5,C,J]30Z 

Non-OR @D9[6,7,8,9,A,B,E,F,G,H,K,L,M,N,P][3,7,8]0Z 

Non-OR 0D9[1,2,3,4,5,6,7,8,9,A,B,C,E,F,G,H,K,L,M,N,P][3,4,7,8]ZX 
Non-OR @D9[1,2,3,4,5,6,7,8,9,A,B,C,E,F,G,H,J,K,L,M,N,PJ3ZZ 
Non-OR @D9Q30Z 

Non-OR @D9Q[0,4,7,8,X]ZX 

Non-OR @D9Q3Z[X,Z] 


9D9 Continued on next page 
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@D9-9D9 Gastrointestinal System ICD-10-PCS 2021 


8 Medical and Surgical 9D9 Continued 
D_ Gastrointestinal System 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device 
Character 5 Character 6 


Character4 ~ 

Anal Sphincter ® Open ® Drainage Device 

External anal sphincter 3 Percutaneous 

Internal anal sphincter 4 Percutaneous Endoscopic 

U Omentum 
Gastrocolic ligament 
Gastrocolic omentum 
Gastrohepatic omentum 
Gastrophrenic ligament 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 
Lesser Omentum 

V_ Mesentery 
Mesoappendix 
Mesocolon 

W Peritoneum 

Epiploic foramen 


R_ Anal Sphincter ® Open Z No Device - |X Diagnostic 
External anal sphincter 3 Percutaneous Z_ No Qualifier 
Internal anal sphincter 4 Percutaneous Endoscopic 

U Omentum 
Gastrocolic ligament 
Gastrocolic omentum 
Gastrohepatic omentum 
Gastrophrenic ligament 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 
Lesser Omentum 

V_ Mesentery 
Mesoappendix 
Mesocolon 

W Peritoneum 


Epiploic foramen 


Non-OR 9D9R30Z 

Non-OR QD9[U,V,W][3,4]0Z 
Non-OR QD9R[G,4]ZX 
Non-OR 9D9[R,U,V,W]3Z[X,Z] 
Non-OR 9D9[U,V,W]4ZZ 


Qualifier 
Character-7 


Z_ No Qualifier 


eee 
[J Limited Coverage [3 Noncovered Combination M HAC associated procedure inati 
= g ion Member Combination Only DRGNon-OR Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


'D-10-PCS 2021 


§ Medical and Surgical 
) Gastrointestinal System 
3. «= Excision 


Body Part 
Character 4 
Small Intestine 
Duodenum 
Jejunum 


Esophagus, Upper 
Cervical esophagus 9 
2 +Esophagus, Middle A 
Thoracic esophagus 
$ Esophagus, Lower 


: B ileum 
Abdominal esophagus ¢€ jfeocecal Valve 
j aptesogariic E Large Intestine 
aunren F Large Intestine, Right 
ardia HC 

Cardioesophageal eons ; 

junction J Appendix ; 
Gastroesophageal (GE) Vermiform appendix 

junction K Ascending Colon 
Esophagus P Rectum 


ee” ae 


Stomach, Pylorus Anorectal junction 


Pyloric antrum 


Duodenojejunal flexure 


Gastrointestinal System 


® Open 

3 Percutaneous 

4 Percutaneous Endoscopic 

7 Via Natural or Artificial 
Opening 

8 Via Natural or Artificial 
Opening Endoscopic 


Approach 


Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


§DB-9DB 


Device 
Character 6 


Z No Device 


x 
Z 


Qualifier 
Character 7 


Diagnostic 
No Qualifier 


Pyloric canal 
Pyloric sphincter. 
5 Stomach |® Open Z No Device 3 Vertical 
3 Percutaneous X Diagnostic 
4 Percutaneous Endoscopic Z_ No Qualifier 
7 Via Natural or Artificial 
Opening 
8 Via Natural or Artificial 
Opening Endoscopic 
3 Large Intestine, Left @ Open Z No Device X Diagnostic 
. Transverse Colon 3 Percutaneous Z_ No Qualifier 
Hepatic flexure 4 Percutaneous Endoscopic 
Splenic flexure 7 Via Natural or Artificial 
Mi Descending Colon Opening 
NV Sigmoid Colon 8 Via Natural or Artificial 
Rectosigmoid junction Opening Endoscopic 
Sigmoid flexure 
3 Large Intestine, Left F Via Natural or Artificial Z No Device Z_ No Qualifier 
Transverse Colon Opening with Percutaneous 
Hepatic flexure Endoscopic Assistance 
Splenic flexure 
M Descending Colon 
¥ Sigmoid Colon 
Rectosigmoid junction 
Sigmoid flexure 
2 Anus @ Open Z_ No Device X Diagnostic 
Anal orifi 3 Percutaneous Z_ No Qualifier 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial 
Opening 
8 Via Natural or Artificial 
Opening Endoscopic 
X External ‘ 
. Anal Sphincter 8 Open Z No Device X Diagnostic 
External anal sphincter 3 Percutaneous Z_ No Qualifier 


Internal anal sphincter 

} Omentum 
Gastrocolic ligament 
Gastrocolic omentum 
Gastrohepatic omentum 
Gastrophrenic ligament 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 
Lesser Omentum 

| Mesentery 
Mesoappendix 
Mesocolon 

y Peritoneum 

Epiploic foramen 

ODB[1,2,3,4,5,7,8,9,A,B,C,E,F,H,K,P][3,4,7,8]ZX 

ODB[1,2,3,5,7,9][4,8]ZZ 

ODB[4,E,F,H,K,P]8ZZ 

ODB6[3,7,8]Z[3,X,Z] 

@DB[G,L,M,N][3,4,7,8]ZX 


Non-OR 
Non-OR 
Non-OR 
Non-OR 
Non-OR 


4 Percutaneous Endoscopic 


Non-OR 
Non-OR 
Non-OR 
Non-OR 
Non-OR 


ODBIG,L,M,N]8ZZ 
ODBQ[G,3,4,7,8,X]ZX 
ODBQ8ZZ 
ODBRIG,3,4]ZX 
ODBLU,V,W][3,4]ZX 
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@DC-98DC Gastrointestinal System ICD-10-PCS 2021 
BDCODC eS SEFOINCESHIN AN SYST O 


® Medical and Surgical 

D_ Gastrointestinal System 

C_ Extirpation Definition: Taking or cutting out solid matter from a body part : 
Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part Approach Device 

Character 4 Character 5 Character 6 
Esophagus, Upper Z No Device 
Cervical esophagus 
2 Esophagus, Middle 


- Qualifier 
Character 7 


Z No Qualifier 


Open 
Percutaneous 

Percutaneous Endoscopic 
Thoracic esophagus Via Natural or Artificial Opening 


3 Esophagus, Lower Via Natural or Artificial Opening 
Abdominal esophagus Endoscopic 


4 Esophagogastric Junction 

Cardia 

Cardioesophageal junction 

Gastroesophageal (GE) junction 

Esophagus 

Stomach 

Stomach, Pylorus 

Pyloric antrum 

Pyloric canal 

Pyloric sphincter 

8 Small Intestine 

9 Duodenum 

A Jejunum 
Duodenojejunal flexure 

B_ tleum 

C_ lleocecal Valve 

E Large Intestine 

F Large Intestine, Right 

G 

H 

J 


on sbwe 


Naw 


Large Intestine, Left 
Cecum 
Appendix 
Vermiform appendix 
K Ascending Colon 
L_ Transverse Colon 
Hepatic flexure 
Splenic flexure 
M Descending Colon 
N_ Sigmoid Colon 
Rectosigmoid junction 
Sigmoid flexure 
P Rectum 
Anorectal junction 
Q Anus 
Anal orifice 


Open Z No Device Z No Qualifier 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 

External 


eon AWE 


| - a 
Open Z No Device Z No Qualifier 
Percutaneous 


Percutaneous Endoscopic 


Anal Sphincter 

External anal sphincter 

Intérnal anal sphincter 

U Omentum 
Gastrocolic ligament 
Gastrocolic omentum 
Gastrohepatic omentum 
Gastrophrenic ligament 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 
Lesser Omentum 

V Mesentery 
Mesoappendix 
Mesocolon 

W Peritoneum 

Epiploic foramen 


Non-OR @DC[1,2,3,4,5,6,7,8,9,A,B,C,E,F,G,H,K,L,M,N,P][7,8]ZZ 
Non-OR @DCQ[7,8,X]ZZ 
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ICD-10-PCS 2021 


-D-10-PCS 2021 Gastrointestinal System §DD-6DD 
ee ee yee CC 


B Medical and Surgical 
D Gastrointestinal System 


D Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 
Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


q Body Part Approach Device Qualifier 

: Character 4 Character 5 Character 6 Character 7 
1 Esophagus, Upper 3 Percutaneous Z No Device X Diagnostic 

Cervical esophagus 4 Percutaneous Endoscopic 
2 Esophagus, Middle 8 Via Natural or Artificial Opening 

Thoracic esophagus Endoscopic 


3 Esophagus, Lower 
Abdominal esophagus 

4 Esophagogastric Junction 
Cardia 
Cardioesophageal junction 
Gastroesophageal (GE) junction 

5 Esophagus 

6 Stomach 

7 Stomach, Pylorus 
Pyloric antrum 
Pyloric canal 
Pyloric sphincter 

8 Small intestine 

9 Duodenum 

A Jejunum 

Duodenojejunal flexure 

lleum 

lleocecal Valve 

Large Intestine 

Large Intestine, Right 

Large Intestine, Left 

Cecum 

Appendix 

Vermiform appendix 

K Ascending Colon 

L Transverse Colon 
Hepatic flexure 
Splenic flexure 

M Descending Colon 

N Sigmoid Colon 
Rectosigmoid junction 
Sigmoid flexure 
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P Rectum 
Anorectal junction 

Q Anus 3 Percutaneous Z No Device X Diagnostic 
Anal orifice 4 Percutaneous Endoscopic 


8 Via Natural or Artificial Opening 
Endoscopic 
External 


Non-OR @DD[1,2,3,4,5,6,7,8,9,A,B,C,E,F,G,H,K,L,M,N,P][3,4,8]ZX 


Non-OR 9DDQ[3,4,8,xX]ZX 


aa9g-aag 
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ODF-ODF Gastrointestinal System ICD-10-PCS 2021 


8 Medical and Surgical 

D_ Gastrointestinal System 

F Fragmentation Definition: Breaking solid matter in a body part into pieces 

Explanation: Physical force (e.g., manual, ultrasonic) applied directly or indirectly is us 
may be an abnormal byproduct of a biological function or a foreign body. The pieces 0 


Body Part Device 
Character 4 Character 6 


Esophagus 

Stomach 

Small Intestine 

Duodenum 

Jejunum 

Duodenojejunal flexure 

lleum 

Large Intestine 

Large Intestine, Right 

Large Intestine, Left 

Cecum 

Appendix 

Vermiform appendix 

Ascending Colon 

Transverse Colon 

Hepatic flexure 

Splenic flexure 

Descending Colon 

Sigmoid Colon 

Rectosigmoid junction 

Sigmoid flexure 

P Rectum NC 
Anorectal junction 

Q Anus NC] 

Anal orifice 


ed to break the solid matter into pieces. The solid matter 
f solid matter are not taken out. 


Qualifier 
Character 7 


Z No Qualifier 


Approach 
Character 5 
Open Z No Device 
Percutaneous 
Percutaneous Endoscopic 
Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 
External 
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Non-OR QDF(5,6,8,9,A,B,E,F,G,H,J,K,L,M,N,P,Q\XZZ 
Nc | ODF[5,6,8,9,A,B,E,F,G,H,J,K,L,M,N,P,Q\XZZ 


ODF-ODF 
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ICD-10-PCS 2021 Gastrointestinal System 9DH-8DH 


6 Medical and Surgical 
D_ Gastrointestinal System 


H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, 
take the place of a body part 


Explanation: None 


performs, or prevents a physiological function but does not physically 


s Body Part 2 Approach Device Qualifier 
charkctor' character? 


® Open 

3 Percutaneous 

4 Percutaneous Endoscopic 

7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 


Y Other Device No Qualifier 


D Lower Intestinal Tract 
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Endoscopic 
5 Esophagus ee Open [1 Radioactive Element Z No Qualifier 
3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 3 Infusion Device 
D Intraluminal Device 
U Feeding Device 
i Y Other Device 
5 Esophagus 7 Via Natural or Artificial Opening 1 Radioactive Element Z_ No Qualifier 
8 Via Natural or Artificial Opening 2 Monitoring Device 
Endoscopic 3 Infusion Device 
B_ Intraluminal Device, Airway 
D_ Intraluminal Device 
U_ Feeding Device 
Y Other Device 
6 Stomach | |® Open 1 Radioactive Element Z No Qualifier 
3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 3 Infusion Device 
D_ Intraluminal Device 
M Stimulator Lead 
U Feeding Device 
Y Other Device 
6 Stomach 7 Via Natural or Artificial Opening 1 Radioactive Element Z_ No Qualifier 
8 Via Natural or Artificial Opening 2 Monitoring Device 
Endoscopic 3 Infusion Device 
D Intraluminal Device 
U_ Feeding Device 
Y Other Device 
8 Small Intestine =e Open 1 Radioactive Element Z_ No Qualifier 
9 Duodenum 3 Percutaneous 2 Monitoring Device 
A Jejunum 4 Percutaneous Endoscopic 3 Infusion Device 
Duodenojejunal flexure 7 Via Natural or Artificial Opening D Intraluminal Device 
B fleum 8 Via Natural or Artificia! Opening U_ Feeding Device 
| __ Endoscopic 
E Large Intestine @ Open 1 Radioactive Element |z No Qualifier 
P Rectum 3 Percutaneous D_ Intraluminal Device 
Anorectal junction 4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic Me 
Q Anus 6 Open D Intraluminal Device Z_ No Qualifier 
Anal orifice 3 Percutaneous L_ Artificial Sphincter 
4 Percutaneous Endoscopic tal 
Q Anus 7 Via Natural or Artificial Opening D_ Intraluminal Device Z_ No Qualifier 
Anal orifice 8 Via Natural or Artificial Opening 
Endoscopic 
R Anal Sphincter bse M Stimulator Lead Z No Qualifier 
External anal sphincter 3 Percutaneous 
Internal anal sphincter 4 Percutaneous Endoscopic 
Non-OR @DH([@,D][0,3,4,7,8]YZ - See Appendix L for Procedure Combinations 
Non-OR @DH5[0,3,4][D,UJZ BDH6[G,3,4]MZ 


Non-OR @DH5[3,4]YZ 

Non-OR 9DH5[7,8}[2,3,B,D,U,Y]Z 
Non-OR @DH6[3,4][U,Y]Z 

Non-OR @DHO6[7,8][2,3,D,U,YIZ 
Non-OR QDH[8,9,A,B][0,3,4][D,U]Z 
Non-OR 9DH[8,9,A,B)[7,8][2,3,D,U]Z 
Non-OR Q@DH[E,P][0,3,4,7,8]DZ 


Limited Coverage EE Noncovered [Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in | 
CD-10-PCS 2021 


Gastrointestinal System 


9DJ-9DJ 


0DJ-8DJ Gastrointestinal System ICD-10-PCS 2021 
orc! in ee 


8 Medicaland Surgical 

D_ Gastrointestinal System 

J Inspection Definition: Visually and/or manually exploring a body part 

Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


Body Part 
Character 4 
Upper Intestinal Tract 6 Open Z No Device Z_ No Qualifier 
6 Stomach 3 Percutaneous 
D Lower Intestinal Tract | 4 Percutaneous Endoscopic 
|7 Via Natural or Artificial Opening 
|8 Via Natural or Artificial Opening Endoscopic | 
|X External Me 
U Omentum |® Open Z No Device |Z No Qualifier 
Gastrocolic ligament 3 Percutaneous 
Gastrocolic omentum |4 Percutaneous Endoscopic 
Gastrohepatic omentum sees 


Gastrophrenic ligament 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 
Lesser Omentum | 
V_ Mesentery 
Mesoappendix 
Mesocolon 
W Peritoneum 
Epiploic foramen =) 
Non-OR 8DJ[6,6,D)(3,7,8,X]ZZ 
Non-OR ODJI[U,V,W)[3,X]ZZ 
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ICD-10-PCS 2021 Gastrointestinal System @DL-6DL 


8 Medical and Surgical 
D_ Gastrointestinal System 


L Occlusion Definition: Completely closing an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice 


) , Body Part ee ee ees Device Qualifier 
’ Character 4 Character 6 Character 7 


1 ear : rie wi 8 Open C &xtraluminal Device Z No Qualifier 
2 Esophagus, Middle Dosa einanienwels Pocnee ok Peas tere elle 
Theracic esophagus Becks jejunal texure| 4 Percutaneous Endoscopic Z No Device 
3 Esophagus, Lower C lleocecal Valve 
ee esophagus E Large Intestine 
4 —— F Large Intestine, Right 
Cardia G Large Intestine, Left 
. H Cecum 
Cardioesophageal : 
junction K Ascending Colon 
Gastroesophageal (GE) L_ Transverse Colon 
junction Hepatic flexure 
5 Esophagus Splenic flexure 
6 Stomach M Descending Colon 
7 Stomach, Pylorus N SigmoidColon — 
Pyloric antrum Rectosigmoid junction 
Pyloric canal Sigmoid flexure 
Pyloric sphincter P Rectum 
8 Small Intestine Anorectal junction 
1 Esophagus, Upper 9 Duodenum 7 Via Natural or Artificial 7] D Intraluminal Device Z_ No Qualifier 
Cervical esophagus A Jejunum Opening Z No Device 
2 Esophagus, Middle Duodenojejunal flexure} 8 Via Natural or Artificial 
: ns ae B lleum Opening Endoscopic 
opnagus, Lower C_ lleocecal Valve 
Abdominal esophagus E Large Intestine 
4 Esophagogastric F Large Intestine, Right 
= G Large Intestine, Left 
Cardioesophageal H_ Ceam : 
junction K Ascending Colon 
Gastroesophageal (GE) & Transverse Colon 
junction Hepatic flexure 
5 Esophagus Splenic flexure 
Reach M Descending Colon 
7 Stomach, Pylorus N Sigmoid Colon ; 
Pyloric antrum Rectosigmoid junction 
Pyloric canal Sigmoid flexure 
Pyloric sphincter P Rectum 
8 Small Intestine Anorectal junction 
Q Anus @ Open C Extraluminal Device Z_ No Qualifier 
Anal orifice 3 Percutaneous D Intraluminal Device 
4 Percutaneous Endoscopic Z No Device 
X External 
Q Anus 7 Via Natural or Artificial D intraluminal Device Z_ No Qualifier 
Anal orifice Opening Z No Device 


8 Via Natural or Artificial : 
Opening Endoscopic 
Non-OR @DL[1,2,3,4,5][9,3,4)(C,D,Z)Z 
Non-OR 4@DL[1,2,3,4,5][7,8][D,ZJZ 


ile 
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9DM-9DN 


®DM-6DN Gastrointestinal System ICD-10-PCS 2021 
BOMSODN fe ee GA SIND CSIIN RS) SEGRE ee 


® Medical and Surgical 
D Gastrointestinal System ; ; : 
M Reattachment _ Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 


Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Body Part Approach Device Qualifier 
caste | i aig 


Z No Device Z No Qualifier 


1) Open 
4 Percutaneous Endoscopic 


Esophagus 
Stomach 
Small Intestine 
Duodenum 

Jejunum 
Duodenojejunal flexure 
lleum 

Large Intestine 

Large Intestine, Right 
Large Intestine, Left 
Cecum 

Ascending Colon 
Transverse Colon 
Hepatic flexure 

Splenic flexure 
Descending Colon 
Sigmoid Colon 
Rectosigmoid junction 
Sigmoid flexure 

P Rectum 

Anorectal junction 


FRITOAMM™BD PpPwowmaun 


Medical and Surgical 
Gastrointestinal System 
Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 


Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Qualifier 


Body Part 
Character 7 


Character 4 


Approach Device 
Character 5 Character 6 


Esophagus, Upper Jejunum ® Open Z No Device Z_ No Qualifier 
Cervical esophagus Duodenojejunal flexure] 3 Percutaneous 
2 Esophagus, Middle B tleum 4 Percutaneous Endoscopic 
Thoracic esophagus C lleocecal Valve 7 Via Natural or Artificial 
3 Esophagus, Lower E Large Intestine Opening 
Abdominal esophagus fF Large Intestine, Right | 8 Via Natural or Artificial 
4 Esophagogastric G Large Intestine, Left Opening Endoscopic 
Junction H Cecum 
di ; 
Eaecereen paenPEendlx 
junction Vermiform appendix 
Gastroesophageal (GE) K Ascending Colon 
junction L_ Transverse Colon 
Hepatic flexure 
Esoph 
BaEsophagus Splenic flexure 
6 Stomach 
M_ Descending Colon 
7 Stomach, Pylorus ° : 
Pyloric antrum Sigmoid Colon 
Pyloric canal Rectosigmoid junction 
Pyloric sphincter ea flexure 
8 Small Intestine pe od 
9 Huodenur Anorectal junction 
Q Anus @ Open Z No Device Z_ No Qualifier 
Anal orifice 3 Percutaneous 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial 
Opening 
8 Via Natural or Artificial 
Opening Endoscopic 
X External 
R_ Anal Sphincter ® Open Z No Device Z_ No Qualifier 
External anal sphincter 3 Percutaneous 
Internal anal sphincter 4 Percutaneous Endoscopic 


U Omentum 
Gastrocolic ligament 
Gastrocolic omentum 
Gastrohepatic omentum 
Gastrophrenic ligament 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 
Lesser Omentum 

V_ Mesentery 
Mesoappendix 
Mesocolon 

W Peritoneum 

Epiploic foramen 


Non-OR QODN([8,9,A,B,E,F,G,H,K,L,M,NJ[7,8]ZZ 
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ICD-10-PCS 2021 G 


® Medica 


astrointestinal System @DP-@DP 


land Surgical 


D_ Gastrointestinal System 


P Removal 


Definition: Taking out or off a device from a body part 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 


Body Part 
Character 4 


Upper Intestinal Tract 
Lower Intestinal Tract 


Approach 
Character 5 


® Open 

3 Percutaneous 

4 Percutaneous Endoscopic 

7 Via Natural or Artificial Opening 

8 Via Natural or Artificial Opening 
Endoscopic 


coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Device 
Character 6 


Qualifier 
Character 7 


Z_ No Qualifier 


Drainage Device 

Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 


Upper Intestinal Tract 
Lower Intestinal Tract 


op X External 


Drainage Device 
Monitoring Device 
Infusion Device 
Intraluminal Device 
Feeding Device 


Feeding Device 
Z_ No Qualifier 


Esophagus 


®@ Open 


3 Percutaneous 
4 Percutaneous Endoscopic 


Other Device 
Radioactive Element Z_ No Qualifier 


Monitoring Device 
Infusion Device 
Feeding Device 
Other Device 


Esophagus 


7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 


Radioactive Element Z_ No Qualifier 
Intraluminal Device 


Other Device 


Esophagus 


X External 


Stomach 


Radioactive Element Z_ No Qualifier 
Monitoring Device 

Infusion Device 

Intraluminal Device 


Feeding Device 


@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Drainage Device _ Z No Qualifier 
Monitoring Device 


Infusion Device 
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Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Stimulator Lead 

Feeding Device 

Other Device 


Drainage Device 

Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Feeding Device 

Other Device 


Drainage Device 
Monitoring Device 
Infusion Device 
Intraluminal Device 
Feeding Device 


7 Via Natural or Artificial Opening 


8 Via Natural or Artificial Opening 
Endoscopic 


6 Stomach Z_ No Qualifier 


X External Z_ No Qualifier 


6 Stomach 


Non-OR @%DP([@,D][3,4]YZ 

Non-OR @DP[@,D][7,8][,2,3,D,U,Y]Z 

Non-OR @DP[@,D]X[0,2,3,D,U]Z 

Non-OR @DP5([3,4]YZ 

Non-OR @DP5[7,8][1,D,Y]Z # 
Non-OR @DP5X[1,2,3,D,UJZ 

Non-OR @DP6[3,4]YZ 

Non-OR QDP6[7,8][0,2,3,D,U,Y]Z 

Non-OR @DP6X([0,2,3,D,U]Z 


ODP Continued on next page 
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9DP-9DP 


ODP-9DP Gastrointestinal System ICD-10-PCS 2021 
ODP Continued 


Medical and Surgical 

Gastrointestinal System 

Removal Definition: Taking out or off a device from a body part 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


 cv70e2 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Rectum ® Open 1 Radioactive Element Z No Qualifier 


3 Percutaneous 

4 Percutaneous Endoscopic 

7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 


Anorectal junction 


Endoscopic 
X External 8 
Q Anus ® Open L Artificial Sphincter Z No Qualifier 
Anal orifice 3 Percutaneous 


4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 


Endoscopic 
R_ Anal Sphincter ® Open M Stimulator Lead Z_ No Qualifier 
External anal sphincter 3 Percutaneous 
Internal anal sphincter 4 Percutaneous Endoscopic 
U Omentum ® Open @ Drainage Device Z No Qualifier 
Gastrocolic ligament 3 Percutaneous 1 Radioactive Element 
Gastrocolic omentum 4 Percutaneous Endoscopic 7 Autologous Tissue Substitute 
Gastrohepatic omentum J Synthetic Substitute 
Gastrophrenic ligament K Nonautologous Tissue Substitute 


Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 
Lesser Omentum 

V_ Mesentery 
Mesoappendix 
Mesocolon 

W Peritoneum 
Epiploic foramen 


Non-OR @DPP[7,8,X]1Z 
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ICD-10-PCS 2021 


Gastrointestinal System 6DQ-98DQ 
9 Medical and Surgical 
D_ Gastrointestinal System 
Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 


K-KZa7T7™mMOAaD ba) 
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Esophagus, Upper 
Cervical esophagus 
Esophagus, Middle 
Thoracic esophagus 
Esophagus, Lower 
Abdominal esophagus 
Esophagogastric Junction 
Cardia 
Cardioesophageal junction 
Gastroesophageal (GE) junction 
Esophagus 

Stomach 

Stomach, Pylorus 
Pyloric antrum 

Pyloric canal 

Pyloric sphincter 

Small Intestine 
Duodenum 

Jejunum 
Duodenojejunal flexure 
lleum 

lleocecal Valve 

Large Intestine 

Large Intestine, Right 
Large Intestine, Left 
Cecum 

Appendix 

Vermiform appendix 
Ascending Colon 
Transverse Colon 
Hepatic flexure 

Splenic flexure 
Descending Colon 
Sigmoid Colon 
Rectosigmoid junction 
Sigmoid flexure 
Rectum 

Anorectal junction 
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Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 


Via Natural or Artificial Opening 
Endoscopic 


Body Part Approach Device ualifier 
Character 4 Character 5 Character 6 erie 7 


Z No Device Z_ No Qualifier 


Q Anus ® Open Z No Device Z_ No Qualifier 
Anal orifice 3 Percutaneous 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
X External 
R_ Anal Sphincter ® Open Z No Device Z_ No Qualifier 
External anal sphincter 3 Percutaneous 
Internal anal sphincter 4 Percutaneous Endoscopic 
U Omentum 
Gastrocolic ligament 
Gastrocolic omentum 


Gastrohepatic omentum 
Gastrophrenic ligament 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 
Lesser Omentum 
Mesentery 
Mesoappendix 
Mesocolon 
Peritoneum 

Epiploic foramen 


Non-OR 9DQU[G,3,4]ZZ 


See Appendix L for Procedure Combinations 
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ODR-@DS Gastrointestinal System ICD-10-PCS 2021 
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8 Medical and Surgical 

D_ Gastrointestinal System ; » 

R_ Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 
Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 

Qualifier 

Character 7 


Z No Qualifier 


Device 
Character 6 

Autologous Tissue Substitute 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 


Body Part Approach 
Character 4 Character 5 


Esophagus 


® Open 
4 Percutaneous Endoscopic 

7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
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Endoscopic 
R_ Anal Sphincter ® Open 7 Autologous Tissue Substitute = Z_ No Qualifier 
External anal sphincter 4 Percutaneous Endoscopic J Synthetic Substitute 
Internal anal sphincter K Nonautologous Tissue Substitute 


U Omentum 
Gastrocolic ligament 
Gastrocolic omentum 
Gastrohepatic omentum 
Gastrophrenic ligament 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 
Lesser Omentum 

V_ Mesentery 
Mesoappendix 
Mesocolon 

W Peritoneum 
Epiploic foramen 


Medical and Surgical 

Gastrointestinal System 

Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Body Part 
Character 4 


uge 


Qualifier 
Character 7 


Device 


Approach 
Character 6 


Character 5 


5 Esophagus ® Open Z No Device Z No Qualifier 
6 Stomach 4 Percutaneous Endoscopic 
9 Duodenum 7 Via Natural or Artificial Opening 
A Jejunum 8 Via Natural or Artificial Opening 
Duodenojejunal flexure Endoscopic 
B_ lleum X External 
H Cecum 
K Ascending Colon 
L_ Transverse Colon 
Hepatic flexure 
Splenic flexure 
M Descending Colon 
N_ Sigmoid Colon 
Rectosigmoid junction 
Sigmoid flexure 
P Rectum 
Anorectal junction 
Q Anus 
Anal orifice 
8 Small intestine ® Open Z No Device Z_ No Qualifier 
E Large Intestine 4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 


Endoscopic 


Non-OR 9DS(5,6,9,A,B,H,K,L,M,N,P,Q)XZZ 
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ICD-10-PCS 2021 Gastrointestinal System @DT-@DT 
rr e tstina System) CCC “BT: 


8 Medical and Surgical 
D_ Gastrointestinal System 
T Resection Definition: Cutting out or off, without replacement, all of a body part 
Explanation: None 
Body Part. 
Character 4 
1 Esophagus, Upper 
Cervical esophagus 
2 Esophagus, Middle 
Thoracic esophagus 
3 Esophagus, Lower 
Abdominal esophagus 
4 Esophagogastric Junction 
Cardia 
Cardioesophageal junction 
Gastroesophageal (GE) junction 
Esophagus 
Stomach 
7 Stomach, Pylorus 
Pyloric antrum 
Pyloric canal 
Pyloric sphincter 
Small Intestine 
9 Duodenum ea 
A Jejunum 
Duodenojejunal flexure 
B lleum 
C lleocecal Valve 
E Large Intestine 
F 
H 
J 


Approach 


Device 
Character 5 


Qualifier 
Character 6 


Character 7 
Z_ No Qualifier 


Open 
Percutaneous Endoscopic 
Via Natural or Artificial Opening 


Via Natural or Artificial Opening 
Endoscopic 


Z No Device 
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Large Intestine, Right 
Cecum 
Appendix 
Vermiform appendix 
K Ascending Colon 
P Rectum 
Anorectal junction 


Q Anus 
Anal orifice 4 
Large Intestine, Left 6 Open Z No Device Z No Qualifier 
Transverse Colon 4 Percutaneous Endoscopic 
7 
8 


reo 


Hepatic flexure Via Natural or Artificial Opening 
Splenic flexure Via Natural or Artificial Opening 
Descending Colon Endoscopic 

Sigmoid Colon F Via Natural or Artificial Opening 
Rectosigmoid junction with Percutaneous Endoscopic 
Sigmoid flexure Assistance 


R_ Anal Sphincter @ Open Z No Device Z_ No Qualifier 
External anal sphincter 4 Percutaneous Endoscopic 
Internal anal sphincter 

U Omentum 
Gastrocolic ligament 
Gastrocolic omentum 
Gastrohepatic omentum 
Gastrophrenic ligament 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 
Lesser Omentum 


See Appendix L for Procedure Combinations 
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®DU-8DU Gastrointestinal System ICD-10-PCS 2021 
Oa i ee Ee 


® Medical and Surgical 
D_ Gastrointestinal System , : 
U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Esophagus, Upper Open 7 Autologous Tissue Substitute Z_ No Qualifier 
Cervical esophagus Percutaneous Endoscopic J Synthetic Substitute 
2 Esophagus, Middle Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
Thoracic esophagus Via Natural or Artificial Opening 
3 Esophagus, Lower Endoscopic 
Abdominal esophagus 
4 Esophagogastric Junction 
Cardia 
Cardioesophageal junction 
Gastroesophageal (GE) junction 
Esophagus 
6 Stomach 
Stomach, Pylorus 
Pyloric antrum 
Pyloric canal 
Pyloric sphincter 
Small Intestine 
Duodenum 
Jejunum 
Duodenojejunal flexure 
lleum 
lleocecal Valve 
Large Intestine 
Large Intestine, Right 
Large Intestine, Left 
Cecum 
Ascending Colon 
Transverse Colon 
Hepatic flexure 
Splenic flexure 
Descending Colon 
Sigmoid Colon 
Rectosigmoid junction 
Sigmoid flexure 
P Rectum 
Anorectal junction 
Q Anus 
Anal orifice 
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Open 7 Autologous Tissue Substitute Z_ No Qualifier 
Percutaneous Endoscopic J Synthetic Substitute 

Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
Via Natural or Artificial Opening 
Endoscopic 

External 


— 

Anal Sphincter Open 7 Autologous Tissue Substitute Z No Qualifier 

External anal sphincter Percutaneous Endoscopic J Synthetic Substitute 

Internal anal sphincter K Nonautologous Tissue Substitute 

U Omentum 
Gastrocolic ligament 
Gastrocolic omentum 
Gastrohepatic omentum 
Gastrophrenic ligament 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 
Lesser Omentum 

V Mesentery 
Mesoappendix 
Mesocolon 

W Peritoneum 


Epiploic foramen 
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ICD-10-PCS 2021 Gastrointestinal System @DV-9DV 


8 Medical and Surgical 
D_ Gastrointestinal System 


V_ Restriction Definition: Partially closing an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice 
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Body Part Approach Device ualifier 
Character 4 Gieracie; 5 Character 6 cpactey 7 
1 ae oe 9 Duodenum Open C_ Extraluminal Device Z No Qualifier 
p ae A Jejunum 3 Percutaneous D Intraluminal Device 
2 ihe 2 ay Wo hans 4 Percutaneous Endoscopic Z No Device 
3 Esophagus, Lower C lleocecal Valve 
Abdominal esophagus E Large Intestine 
4 7 teas ea F Large Intestine, Right 
Cardia G Large Intestine, Left 
Cardioesophageal H Cecum : 
junction K Ascending Colon 
Gastroesophageal (GE) & Transverse Colon 
junction Hepatic flexure 
5 Esophagus Splenic flexure 
6 M Descending Colon 
7 Stomach, Pylorus N SigmoidColon — 
Pyloric antrum Rectosigmoid junction 
Pyloric canal Sigmoid flexure 
Pyloric sphincter P Rectum 
8 Small Intestine Anorectal junction 
1 Esophagus, Upper 9 Duodenum 7 Via Natural or Artificial D_ Intraluminal Device [z No Qualifier 
Cervical esophagus A Jejunum Opening Z No Device 
2 Esophagus, Middle Duodenojejunal flexure} 8 Via Natural or Artificial 
Thoracic esophagus B lleum Opening Endoscopic 
3 Esophagus, Lower C lleocecal Valve 
Abdominal esophagus € Large Intestine 
4 Esophagogastric F Large Intestine, Right 
cae G Large Intestine, Left 
: H Cecum 
y Caen ie K Ascending Colon 
Gastroesophageal (GE) / Transverse Colon 
junction Hepatic flexure 
5 Esophagus Splenic flexure 
6 Samedi Nc M Descending Colon 
7 Stomach, Pylorus N Sigmoid Colon 
Pyloric antrum Rectosigmoid junction 
Pyloric canal Sigmoid flexure 
Pyloric sphincter P Rectum 
S) Small intestine Anorectal junction 
Q Anus @ Open C Extraluminal Device Z_ No Qualifier 
Anal orifice 3 Percutaneous D Intraluminal Device 
4 Percutaneous Endoscopic Z No Device 
X External 
Q Anus 7 Via Natural or Artificial D Intraluminal Device ae No Qualifier 
Anal orifice Opening Z No Device 
8 Via Natural or Artificial 
a nl et a BR UE 


Non-OR @DV6[7,8]DZ 
@DV64CZ when reported with PDx £66.01 and SDx K68.11, K95.01, K95.81, or T81.40-T81.49 with 7th character A 
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6 Medical and Surgical 
D Gastrointestinal System e oh ; 
W_ Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 
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Approach Device Qualifier 
character characte? 
® Upper Intestinal Tract @ Open ® Drainage Device Z No Qualifier 
D Lower Intestinal Tract © 3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 3 Infusion Device ‘ 
7 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
: ae F C Extraluminal Device 
8 Via Natural or Artificial Opening D intraluminal Device 
Bndascopic J Synthetic Substitute 
K Nonautologous Tissue Substitute 
U_ Feeding Device 
Y Other Device 
® Upper Intestinal Tract External ® Drainage Device Z No Qualifier 
D Lower Intestinal Tract 2 Monitoring Device 
3 Infusion Device 
7 Autologous Tissue Substitute 
C Extraluminal Device 
D Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
U Feeding Device 
5 Esophagus Open Y Other Device Z_ No Qualifier 
Percutaneous . 


Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Intraluminal Device No Qualifier 


Other Device 


5 Esophagus 


OnN|Lhwe 
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Esophagus X External Intraluminal Device No Qualifier 
6 Stomach @ Open Drainage Device Z No Qualifier 
3 Percutaneous Monitoring Device 
4 


Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Stimulator Lead 
Feeding Device 
Other Device 
Drainage Device 
Monitoring Device 
Infusion Device 
Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Feeding Device 

Other Device 

Drainage Device Z_ No Qualifier 
Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Feeding Device 


Percutaneous Endoscopic 


6 Stomach 7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 


Endoscopic 


Z_ No Qualifier 


6 Stomach External 
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ICD-10-PCS 2021 Gastrointestinal System @DW-ODY 
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8 Medical and Surgical P 
D Gastrointestinal System ODW Continued 


W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Sa es ‘ 
eis Part Approach Device Qualifier 
haracter 4 Character 5 Character 6 Character 7 
8 Small Intestine ® Open Autologous Tissue Substitute Z No Qualifier 
E Large Intestine 4 Percutaneous Endoscopic J Synthetic Substitute 
7 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
8 Via Natural or Artificial Opening 
Endoscopic 
Q Anus — 6 Open L Artificial Sphincter Z No Qualifier 
Anal orifice 3 Percutaneous 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
= Endoscopic 
R_ Anal Sphincter ; ® Open M Stimulator Lead Z No Qualifier 
External anal sphincter 3 Percutaneous 
Internal anal sphincter 4 Percutaneous Endoscopic 
U Omentum lo Open ® Drainage Device Z_ No Qualifier 
Gastrocolic ligament 3 Percutaneous 7 Autologous Tissue Substitute 
ee an 4 Percutaneous Endoscopic J Synthetic Substitute 
Gastoplimiicligament K Nonautologous Tissue Substitute 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 
Lesser Omentum 
V_ Mesentery 
Mesoappendix 
Mesocolon 
W Peritoneum 
ee Ee ee eee ee "ee ee 


Non-OR QDW([U,V,W][0,3,4]0Z 


@ Medical and Surgical 
D_ Gastrointestinal System 


X Transfer Definition: Moving, without taking out, all or a portion of a body part to another location to take over the function of all or a portion of a body part 
Explanation: The body part transferred remains connected to its vascular and nervous supply 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


6 Stomach Z No Device 5 Esophagus 


8 Small Intestine 


Open 
Percutaneous Endoscopic 


Z No Device 5 Esophagus 


7 Vagina 


Open 
Percutaneous Endoscopic 


E Large Intestine 


Q ODXE[B,4]Z7 


9 Medical and Surgical 
D_ Gastrointestinal System 
Y Transplantation Definition: Putting in or on all or a portion of a living body part taken from another individual or animal to physically take the place and/or 


function of all or a portion of a similar body part 
Explanation: The native body part may or may not be taken out, and the transplanted body part may take over all or a portion of its function 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Allogeneic 
1 Syngeneic 
2 Zooplastic 


5 Esophagus 
6 Stomach 

8 Small Intestine 
E Large Intestine 


Non-OR 9DY50Z[9,1,2] 
Lc | ODY[8,E]OZ(0,1,2] 


7 
1515] 
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ICD-10-PCS 2021 


Hepatobiliary System and Pancreas 
e 


Hepatobiliary System and Pancreas OF 1-OFY 


Character Meanings 


This Character Meaning table is provided as a 


tables. It SHOULD NOT be used to build a PCS code. 


Operation-Character 3 


sc Part-Character 4 


| Device-Character 6 


Qualifier-Character 7 


guide to assist the user in the identification of character members that may be found in this section of code 


eae 5 


Bypass Liver Open Drainage Device ® Allogeneic 

2 Change Liver, Right Lobe Percutaneous 1 Radioactive Element Syngeneic 

5 Destruction Liver, Left Lobe Percutaneous Endoscopic |2 Monitoring Device 2 Zooplastic 

7 Dilation Gallbladder Via Natural or Artificial 3 Infusion Device 3 Duodenum 
Opening 

8 Division Hepatic Duct, Right 8 Via Natural or Artificial Autologous Tissue 4 Stomach 
Opening Endoscopic Substitute 

9 Drainage Hepatic Duct, Left External C_ Extraluminal Device 5 Hepatic Duct, Right 

B_ Excision Hepatic Duct, Common D _Intraluminal Device 6 Hepatic Duct, Left 

; : . ‘i 
C  Extirpation Cystic Duct J Synthetic Substitute 7 Hepatic Duct, Caudate 
D_ Extraction Common Bile Duct K  Nonautologous Tissue 8 Cystic Duct 


Substitute 


F Fragmentation Hepatobiliary Duct 


Other Device 


Common Bile Duct 


2S 


Insertion Ampulla of Vater 


Small Intestine 


Z No Device 


J Inspection Pancreatic Duct 


| 


Occlusion Pancreatic Duct, Accessory 


Irreversible Electroporation 


Reattachment Pancreas 


Release 


Removal 


Diagnostic 


9 
B 
C Large Intestine 
F 
X 
Z 


No Qualifier 


Repair 


Reposition 


Resection 


Supplement 


Restriction 


[ 


— 


L 
M 
N 
P 
Q 
R Replacement 
Ss 
T 
U 
V 
W 


Revision 


Y Transplantation 


AHA Coding Clinic for table OF5 
2018, 4Q, 39 Irreversible electroporation 


AHA Coding Clinic for table 6F7 


2016, 3Q, 27 Endoscopic retrograde cholangiopancreatography with 
sphincterotomy and insertion of pancreatic stent 
2016, 1Q 25 Endoscopic retrograde cholangiopancreatography 
with brush biopsy of pancreatic and common bile ducts 
2015, 1Q, 32 Percutaneous transhepatic biliary drainage catheter placement 
2014, 3Q,15 Drainage of pancreatic pseudocyst 


AHA Coding Clinic for table OF9 
2015, 1Q, 32 Percutaneous transhepatic biliary drainage catheter placement 
2014, 3Q,15 Drainage of pancreatic pseudocyst 


AHA Coding Clinic for table 9FB 


2019, 1Q, 3-8 Whipple procedure 

2016, 3Q 41 Open cholecystectomy with needle biopsy of liver 

2016, 1Q, 23 Endoscopic ultrasound with aspiration biopsy of common hepatic duct 

2016, 1Q, 25 Endoscopic retrograde cholangiopancreatography with brush biopsy of 
pancreatic and common bile ducts 

2014, 3Q, 32 Pyloric-sparing Whipple procedure 


AHA Coding Clinic for table OFC 
2016, 3Q, 27 Endoscopic retrograde cholangiopancreatography with sphincterotomy and 
insertion of pancreatic stent 


AHA Coding Clinic for table @FQ 
2016, 3Q, 27 Revision of common bile duct anastomosis 
2013, 4Q, 109 Separating conjoined twins 


AHA Coding Clinic for table OFT 
2019, 1Q, 3-8 Whipple Procedure 
2012, 4Q, 99 Domino liver transplant 


AHA Coding Clinic for table OFY 
2014, 3Q, 13 Orthotopic liver transplant with end to side cavoplasty 
2012, 4Q,99 Domino liver transplant 


i ee ee 
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Hepatobiliary System and Pancreas ICD-10-PCS 2021 


Hepatobiliary systemand Pancreas nn 


Liver 


Inferior vena cava 


Diaphragm Co oh | Hepatic veins 


= 


Left liver lobe 2 
Right liver lobe 1 
Right hepatic duct 5> 
Left hepatic duct 6 
Cystic duct 8 6 4 Common hepatic duct 7 


Portal vein 


Gallbladder 4 | 2 Vo Y Common bile duct 9 


Medial segment _ Lateral segment 
ae Se ee ee 


‘cD, Le eer) 
Right lobe 1 Left lobe 2 


Pancreas 


ion aha saan eee 
Goninon ieee Neck Body Tail 


bile duct 9 


Accessory 
pancreatic 


Pancreatic 
duct 
(of Wirsung) D 


Superior 
mesenteric 
artery 
and vein 


Duodenum 


Gallbladder and Ducts 


R. hepatic duct 5 


see” ee 


i W Common hepatic duct 7 


L. hepatic duct 6 


Cystic duct 8 


Common bile duct (choledochus) 9 


398 ICD-10-PCS 2021 


ICD-10-PCS 2021 Hepatobiliary System and Pancreas OF1-OF5 


8 Medical and Surgical 
F Hepatobiliary System and Pancreas 
1 Bypass Definition: Altering the route of passage of the contents of a tubular body part 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 
route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Body Part Approach Device ualifier 
Character 4 Character 6 nee 7 


4 Gallbladder 
5 Hepatic Duct, Right 

6 Hepatic Duct, Left 

7 Hepatic Duct, Common 
8 Cystic Duct 

9 Common Bile Duct 


® Open 
4 Percutaneous Endoscopic 


3 Duodenum 
4 Stomach 
5 Hepatic Duct, Right 
6 Hepatic Duct, Left 
7 Hepatic Duct, Caudate 
8 Cystic Duct 
9 Common Bile Duct 
B_ Small Intestine 
D Pancreatic Duct s Open D Intraluminal Device 3 Duodenum 
Duct of Wirsung 4 Percutaneous Endoscopic Z No Device 4 Stomach 
B_ Small Intestine 
C Large Intestine 
F Pancreatic Duct, Accessory ® Open D Intraluminal Device 3 Duodenum 
Duct of Santorini 4 Percutaneous Endoscopic Z No Device B Small Intestine 


G Pancreas C Large Intestine 


8 Medical and Surgical 

F Hepatobiliary System and Pancreas 

2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Intraluminal Device 
No Device 


NO 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


9 Liver X External 
Quadrate lobe 

4 Gallbladder 

B_ Hepatobiliary Duct 

D Pancreatic Duct 
Duct of Wirsung 


G Pancreas 


® Drainage Device Z_ No Qualifier 


Y Other Device 


Non-OR All body part, approach, device, and qualifier values 


6 Medical and Surgical 
F Hepatobiliary System and Pancreas 
5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 


Explanation: None of the body part is physically taken out 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


@ Liver @ Open Z_ No Device F Irreversible Electroporation 
Quadrate lobe 3 Percutaneous Z No Qualifier 
1 Liver, Right Lobe 4 Percutaneous Endoscopic 
2 Liver, Left Lobe 
4 Gallbladder @ Open Z No Device Z_ No Qualifier 
3 Percutaneous 
4 Percutaneous Endoscopic 
8 Via Natural or Artificial Opening 
Endoscopic 
5 Hepatic Duct, Right @ Open Z_ No Device Z No Qualifier 
6 Hepatic Duct, Left 3 Percutaneous 
7 Hepatic Duct, Common 4 Percutaneous Endoscopic 
8 Cystic Duct 7 Via Natural or Artificial Opening 
9 Common Bile Duct 8 Via Natural or Artificial Opening 
C Ampulla of Vater Endoscopic 
Duodenal ampulla “ 


Hepatopancreatic ampulla 
D Pancreatic Duct 

Duct of Wirsung 
F Pancreatic Duct, Accessory 


Duct of Santorini | 
G Pancreas @ Open Z No Device F Irreversible Electroporation 
3 Percutaneous Z_ No Qualifier 
4 Percutaneous Endoscopic 
G Pancreas 8 Via Natural or Artificial Opening Z No Device Z_ No Qualifier 
Endoscopic 
Non-OR 9F5([5,6,7,8,9,C,D,FJ[4,8]ZZ Non-OR 9F5G8ZZ 


Non-OR 9F5G4Z[F,Z] 


ae eee ee — a ay 
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OF7-OF8 


OF7-OF8 Hepatobiliary System and Pancreas ICD-10-PCS 2021 
OFFS Hepatobiliary system ane Fane T ees 


Medical and Surgical 

Hepatobiliary System and Pancreas 

Dilation Definition: Expanding an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


® 
F 
7 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Common Bile Duct 
Ampulla of Vater 
Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 

Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 


Via Natural or Artificial Opening 
Endoscopic 


5 Hepatic Duct, Right @ Open D Intraluminal Device Z_ No Qualifier 
6 Hepatic Duct, Left 3 Percutaneous Z No Device 

7 Hepatic Duct, Common 4 Percutaneous Endoscopic 

8 Cystic Duct 7 Via Natural or Artificial Opening 

8 


Non-OR QF7(5,6,7,8,9][3,4,8][D,Z]Z 
Non-OR QF7(5,6,7,8,9,D]]7DZ 


Non-OR 9F7C8[D,Z]Z 
Non-OR @F7(D,F][4,8][D,Z]Z 


Medical and Surgical 
Hepatobiliary System and Pancreas 
Division Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to-separate or transect a body part 


Explanation: All or a portion of the body part is separated into two or more portions 


Body Part Approach Device 
Character 4 Character 5 Character 6 
® Open Z No Device 
3 Percutaneous 
4 Percutaneous Endoscopic 


1) 
F 
8 


Qualifier 
Character 7 


Z_ No Qualifier 


Pancreas 
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ICD-10-PCS 2021 Hepatobiliary System and Pancreas OF9-BF9 


8 Medical and Surgical 
Hepatobiliary System and Pancreas 
Drainage Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


F 
9 


Body Part Approach Device ualifier 
Character 4 Character 6 A Neill 7 


Liver 
Quadrate lobe 

1 Liver, Right Lobe 
2 Liver, Left Lobe 


® Open 
3 Percutaneous 
Percutaneous Endoscopic 


® Drainage Device Z_ No Qualifier 
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® Liver Open Z No Device X Diagnostic 
Quadrate lobe 3 Percutaneous Z_ No Qualifier 
1 Liver, Right Lobe Percutaneous Endoscopic 
2 Liver, Left Lobe 
4 Gallbladder ® Open Drainage Device Z No Qualifier 
G Pancreas 3 Percutaneous 
4 Percutaneous Endoscopic 
8 Via Natural or Artificial Opening 
Endoscopic J 
4 Gallbladder ® Open No Device X Diagnostic 
G Pancreas 3 Percutaneous Z No Qualifier 
4 Percutaneous Endoscopic 
8 Via Natural or Artificial Opening 
Endoscopic 
5 Hepatic Duct, Right ® Open @ Drainage Device Z No Qualifier 
6 Hepatic Duct, Left 3 Percutaneous 
7 Hepatic Duct, Common 4 Percutaneous Endoscopic 
8 Cystic Duct 7 Via Natural or Artificial Opening 
9 Common Bile Duct 8 Via Natural or Artificial Opening 
C Ampulla of Vater Endoscopic 
Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 
Duct of Wirsung 


F Pancreatic Duct, Accessory 
Duct of Santorini 


5 Hepatic Duct, Right 
6 Hepatic Duct, Left 
7 Hepatic Duct, Common 
8 Cystic Duct 
9 

(q 


Open Z No Device 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


X Diagnostic 
Z_ No Qualifier 


Common Bile Duct 
Ampulla of Vater 
Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 
Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 


on hwe 


Non-OR 9F9[@,1,2][3,4]0Z Non-OR 9F99([3,8]0Z 

Non-OR 9F9[G,1,2][3,4]Z[X,Z] Non-OR 4F9C[3,4,8]0Z 

Non-OR OF9[4,G]80Z Non-OR 9F9[D,F][3,8]0Z 

Non-OR 9F9G30Z Non-OR 9F9[5,6,8,9,C,D,F]3Z[X,Z] 
Non-OR 9F9[4,G]8Z[X,Z] Non-OR 9F9([5,6,8,9,C,D,F][4,7,8]ZX 
Non-OR @F9G3Z[XZ] Non-OR 9F9[5,6,8,D,F]8ZZ 

Non-OR @F9G4ZX Non-OR 9F97([3,4,7,8]Z[X,Z] 
Non-OR 9F9[5,6,8][3,8]0Z Non-OR 9F99[4,7,8]ZZ 

Non-OR 9F97([3,4,7,8]0Z Non-OR 9F9C[4,8]ZZ 


Sn eens == A, 
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OFB-OFC Hepatobiliary System and Pancreas ICD-10-PCS 2021 
See Ee SSS 


8 Medical and Surgical 
F Hepatobiliary System and Pancreas 
B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z No Device Diagnostic 


Z_ No Qualifier 


Open 
3 Percutaneous 


Liver 
Quadrate lobe 


1 Liver, Right Lobe 4 Percutaneous Endoscopic 
2. Liver, Left Lobe 
4 Gallbladder 6 Open Z No Device X Diagnostic 
G Pancreas 3 Percutaneous Z_ No Qualifier 
4 Percutaneous Endoscopic 
8 Via Natural or Artificial Opening 
Endoscopic 
5 Hepatic Duct, Right ® Open Z No Device X Diagnostic 
6 Hepatic Duct, Left 3 Percutaneous Z_ No Qualifier 
7 Hepatic Duct, Common 4 Percutaneous Endoscopic 
8 Cystic Duct 7 Via Natural or Artificial Opening 
9 Common Bile Duct 8 Via Natural or Artificial Opening 
C Ampulla of Vater Endoscopic 
Duodenal ampulla 
Hepatopancreatic ampulla 


D Pancreatic Duct 

Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 


Non-OR QFB[Q,1,2]3ZX 

Non-OR Q@FB[4,G][3,4,8]ZX 

Non-OR QFB[5,6,7,8,9,C,D,FI[3,4,7,8]ZX 
Non-OR QFB[5,6,7,8,9,C,D,F][4,8]ZZ 


® Medical and Surgical 
F Hepatobiliary System and Pancreas 
C_ Extirpation Definition: Taking or cutting out solid matter from a body part 


Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Liver ® Open Z No Device Z_ No Qualifier 
Quadrate lobe 3 Percutaneous 
Liver, Right Lobe 4 Percutaneous Endoscopic 


Liver, Left Lobe 


Gallbladder 
Pancreas 


® Open Z No Device 
3 Percutaneous 

4 Percutaneous Endoscopic 

8 Via Natural or Artificial Opening 
Endoscopic 


Z_ No Qualifier 


1 

2 
4 
G 


Hepatic Duct, Right 
Hepatic Duct, Left 
Hepatic Duct, Common 
Cystic Duct 
Common Bile Duct 
Ampulla of Vater 
Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 

Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 


Non-OR 9FC(5,6,7,8,9][3,4,7,8]ZZ 
Non-OR @FCC[4,8]ZZ 
Non-OR QFC[D,F][3,4,8]ZZ 


@ Open Z No Device Z_ No Qualifier 
3 Percutaneous 

4 Percutaneous Endoscopic 

7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 


ASON AM 


02200 
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ICD-10-PCS 2021 Hepatobiliary System and Pancreas OFD-OFH 


9 Medical and Surgical 

F Hepatobiliary System and Pancreas 

D_ Extraction Definition: Pulling or stripping out or off all ora portion of a body part by the use of force 
Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 


Liver 


3 Percutaneous Z No Device X Diagnostic 


Quadrate lobe 4 P i 
1 EuaeReuctens ercutaneous Endoscopic 
2 Liver, Left Lobe 
4 Gallbladder ; Percutaneous Z No Device X Diagnostic 
5 Hepatic Duct, Right 4 Percutaneous Endoscopic 
6 Hepatic Duct, Left 8 Via Natural or Artificial Opening 
7 Hepatic Duct, Common Endoscopic 
8 Cystic Duct 
9 Common Bile Duct 
C Ampulla of Vater 


Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 
Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 
Pancreas 


Non-OR 9FD[@,1,2]3ZX 
Non-OR 9FD[4,5,6,7,8,9,C,D,F,G][3,4,8]ZX 


Medical and Surgical 

Hepatobiliary System and Pancreas 

Fragmentation Definition: Breaking solid matter in a body part into pieces 
Explanation: Physical force (e.g., manual, ultrasonic) applied directly or indirectly is used to break the solid matter into pieces. The solid matter 
may be an abnormal byproduct of a biological function or a foreign body. The pieces of solid matter are not taken out. 


Body Part Approach Device 
Character 5 Character 6 


i) 
F 
F 


Qualifier 
Character 7 


Character 4 


4 Gallbladder C35 |@ Open Z No Device Z_ No Qualifier 
5 Hepatic Duct, Right [3 |3 Percutaneous 
6 Hepatic Duct, Left [3 | 4 Percutaneous Endoscopic 
7 Hepatic Duct, Common 7 Via Natural or Artificial Opening 
8 Cystic Duct [|g Via Natural or Artificial Opening 
9 Common Bile Duct inc Endoscopic 
C Ampulla of Vater TS ly External 

Duodenal ampulla 

Hepatopancreatic ampulla 
D Pancreatic Duct 

Duct of Wirsung 


F Pancreatic Duct, Accessory inc] 
Duct of Santorini 


Non-OR 9FF[4,5,6,7,8,9,C,D,F][8,X]ZZ 
inc] OFF[4,5,6,8,9,C,D,F]XZZ 


Medical and Surgical 

Hepatobiliary System and Pancreas ; 

Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 
take the place of a body part 


Explanation: None 


Body Part Approach Device 
Character 5 Character 6 


zn.oS 


Qualifier 


Character 4 Character 7 


Liver @ Open Radioactive Element Z_ No Qualifier 
Quadrate lobe 3 Percutaneous Monitoring Device 
4 Gallbladder 4 Percutaneous Endoscopic Infusion Device 
G Pancreas =the piles pevice - 
1 Liver, Right Lobe @ Open Monitoring Device Z_ No Qualifier 
2 Liver, Left Lobe 3 Percutaneous Infusion Device 
a Percutaneous Endoscopic 
B_ Hepatobiliary Duct ® Open 1 Radioactive Element Z No Qualifier 
D Pancreatic Duct 3 Percutaneous 2 Monitoring Device 
Duct of Wirsung 4 Percutaneous Endoscopic 3 Infusion Device 
7 Via Natural or Artificial Opening D_ Intraluminal Device 
8 Via Natural or Artificial Opening Y Other Device 
Endoscopic 


Non-OR QFH[G,4,G][0,3,4]3Z Non-OR QFH[B,D]4DZ See Appendix L for Procedure Combinations 
Non-OR QFH[@,4,G)[3,4]YZ Non-OR @FH(B,D][7,8][2,3]Z i+) @FHB7DZ 

Non-OR 9@FH[1,2][G,3,4]3Z Non-OR @FH[B,D]8DZ 

Non-OR~ @FH(B,D][0,3,4]3Z Non-OR QFH[B,D][3,4,7,8]YZ 


[J Limited Coverage [&Noncovered [4 Combination Member HAC associated procedure CombinationOnly DRGNon-OR Non-OR New/Revised in crea) 
ICD-10-PCS 2021 


<= 
i] 
GS 
) 
a 
° 
= 
» 
=e 
< 
4) 
< 
“a 
al 
® 
= 
] 
= 
Qs 
i ©} 
i] 
= 
A 
a 
1) 
gy 
+) 


Hi9-d49 


wn 
© 
CT 
hn 
Ww 
< 
© 
a 
Ss 
< 
© 
£ 
w 
— 
wn 
> 
WwW 
~ 
in 
A 
2 
° 
=) 
© 
a 
cc 
— 


OFJ-OFL Hepatobiliary System and Pancreas ICD-10-PCS 2021 
a SSL I | bt 


8 Medical and Surgical 
F Hepatobiliary System and Pancreas 
J Inspection Definition: Visually and/or manually exploring a body part 
Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 
Body Part Approach Device Qualifier 
Character4 — ae Character 5 _ Character'6 Character 7 
® Liver ® Open Z No Device Z_ No Qualifier 
Quadrate lobe 3 Percutaneous 
4 Percutaneous Endoscopic 
X External 
4 Gallbladder 6 Open Z No Device Z No Qualifier 
G Pancreas 3 Percutaneous 
4 Percutaneous Endoscopic 
8 Via Natural or Artificial Opening 
Endoscopic 
External 
B_ Hepatobiliary Duct Open Z No Device Z No Qualifier 


Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


D Pancreatic Duct 
Duct of Wirsung 


On WwW OD 


Non-OR 9FJO[3,X]ZZ 
Non-OR 9FJ[4,G][3,8,X]ZZ : ° 
Non-OR 9FJ[B,D][3,7,8]ZZ 


Medical and Surgical 
Hepatobiliary System and Pancreas 
Occlusion Definition: Completely closing an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


rene 


Body Part Approach Device Qualifier 
Character 4 - Character 5 Character 6 Character 7 
Hepatic Duct, Right ® Open C_ Extraluminal Device Z_ No Qualifier 


Hepatic Duct, Left 3 Percutaneous D Intraluminal Device 
Hepatic Duct, Common 4 Percutaneous Endoscopic Z No Device 
Cystic Duct 


Common Bile Duct 
Ampulla of Vater 
Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 
Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 
5 Hepatic Duct, Right 
6 Hepatic Duct, Left 
7 Hepatic Duct, Common 
8 Cystic Duct 
9 
Cc 


ABSaAnN AU 


D Intraluminal Device 
Z No Device 


7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 


Z_ No Qualifier 


Common Bile Duct 
Ampulla of Vater 
Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 
Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 


Non-OR 9FL[5,6,7,8,9][3,4][C,D,Z]Z 
Non-OR 9FL[5,6,7,8,9][7,8][D,Z]Z 


[4 Limited Coverage Ba Noncovered f# Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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9 Medical and Surgical 


F Hepatobiliary System and Pancreas 
M_ Reattachment 


Body Part 
Character 4 


Liver 
Quadrate lobe 
Liver, Right Lobe 
Liver, Left Lobe 
Gallbladder 
Hepatic Duct, Right 
Hepatic Duct, Left 
Hepatic Duct, Common 
Cystic Duct 
Common Bile Duct 
Ampulla of Vater 
Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 

Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 
Pancreas 


1] 
4 


NOON AUAN = 


Non-OR 9FM([4,5,6,7,8,9]4ZZ 


Hepatobiliary System and Pancreas 


Open 
Percutaneous Endoscopic 


Medical and Surgical 
Hepatobiliary System and Pancreas 


Ui) 
F 
N 


Body Part 
Character 4 


Liver 
Quadrate lobe 
Liver, Right Lobe 
Liver, Left Lobe 


Z No Device 


Open 
Percutaneous 
Percutaneous Endoscopic 


Device 
Character 6 


Gallbladder 
Pancreas 


apr|N = 


Hepatic Duct, Right 
Hepatic Duct, Left 
Hepatic Duct, Common 
Cystic Duct 
Common Bile Duct 
Ampulla of Vater 
Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 

Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 


Nwonan 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Endoscopic 


Z No Device 


Device 
Character 6 


Z No Device 


Release Definition: Freeing a body part from an-abnormal physical constraint by cutting or by the use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Approach 
Character 5 


| 


OFM-OFN 


Definition: Putting back in or on all or a portion ofa separated body part to its normal location or other suitable location 
Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Approach 
Character 5 


Qualifier 
Character 7 


Z No Qualifier 


Qualifier 
Character 7 


Z_ No Qualifier 


Z_ No Qualifier 


Open Z No Device 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Z_ No Qualifier 


se eet aR CER 
[I Limited Coverage GG Noncovered [| Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


405 


ICD-10-PCS 2021 


[5 
La 
< 
iam 
Mas 
i] 


Eq Limited Coverage E&Noncovered [#1 Combination Member HAC associated procedure Combination Only BRGNon-OR Non-OR 


406 


" OFP-OFP Hepatobiliary System and Pancreas 
@ : 
= ® Medical and Surgical 
Ee F Hepatobiliary System and Pancreas 
i) P Removal Definition: Taking out or off a device from a body part 
i Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
= coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 
6 Body Part Approach Device Qualifier’ 
S Character 4 Character 5 Character 6 Character 7 
g ® Liver Open ® Drainage Device Z No Qualifier 
“a Quadrate lobe Percutaneous 2 Monitoring Device 
a Percutaneous Endoscopic 3 Infusion Device 
~ Y Other Device 
6 ® Liver External ® Drainage Device Z No Qualifier 
—_ Quadrate lobe 2 Monitoring Device 
‘a 3 Infusion Device 
4 Gallbladder Open ® Drainage Device Z No Qualifier 
c G Pancreas Percutaneous 2 Monitoring Device 
a. Percutaneous Endoscopic 3 Infusion Device 
Y D Intraluminal Device 
= Y Other Device 
4 Gallbladder External @ Drainage Device Z_ No Qualifier 
G Pancreas 2 Monitoring Device 
3 Infusion Device 
D Intraluminal Device 
B_ Hepatobiliary Duct ® Open ® Drainage Device Z_ No Qualifier 
D Pancreatic Duct 3 Percutaneous 1 Radioactive Element 
Duct of Wirsung 4 Percutaneous Endoscopic 2 Monitoring Device 
7 Via Natural or Artificial Opening 3 Infusion Device 
8 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
Endoscopic C_ Extraluminal Device 
D_ Intraluminal Device 
J © Synthetic Substitute 
K Nonautologous Tissue Substitute 
Y Other Device 
B_ Hepatobiliary Duct X External ® Drainage Device Z No Qualifier 
D Pancreatic Duct 1 Radioactive Element 
Duct of Wirsung 2 Monitoring Device 
3 Infusion Device 
D_ Intraluminal Device 
Non-OR @FPQ[3,4]YZ See Appendix L for Procedure Combinations 
Non-OR 9FPOX[0,2,3]Z Combo-only @FP[B,D][7,8]DZ 
Non-OR @FPG30Z Combo-only  @FP[B,D]XDZ 
Non-OR 9OFP[4,G][3,4]YZ 
Non-OR OFP4X[9,2,3,D]Z 
Non-OR @FPGX[Q,2,3]Z 
Non-OR QFP[B,D][3,4]YZ 
Non-OR QFP[B,D][7,8][0,2,3,D,Y]Z 
Non-OR @FP[B,D]X[9,1,2,3,D]Z 


New/Revised in GREEN 
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8 Medical and Surgical 

F Hepatobiliary System and Pancreas 

Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Liver ® Open Z_ No Device Z_ No Qualifier 
; Ss ee ‘oh ~ 3 Percutaneous 

iver, Right Lobe : 
mittee Lett iche 4 Percutaneous Endoscopic 
4 Gallbladder Open Z No Device Z No Qualifier 
G Pancreas 


8 

3 Percutaneous 

4 Percutaneous Endoscopic 

8 Via Natural or Artificial Opening 
Endoscopic 

Hepatic Duct, Right Open Z No Device Z_ No Qualifier 

Hepatic Duct, Left Percutaneous 


9 
3 
Hepatic Duct, Common 4 Percutaneous Endoscopic 
7 
8 


Cystic Duct Via Natural or Artificial Opening 


Common Bile Duct : Seas : 
Ampulla of Vater eee Artificial Opening 


Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 
Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 


Noon au 


Medical and Surgical 
Hepatobiliary System and Pancreas 
Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


Body Part Approach Device Qualifier 
Character 5 Character 6 


Character 4 Character 7 


an oS 


5 Hepatic Duct, Right @ Open 7 Autologous Tissue Substitute Z No Qualifier 
6 Hepatic Duct, Left 4 Percutaneous Endoscopic J Synthetic Substitute 

7 Hepatic Duct, Common 8 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 

8 Cystic Duct Endoscopic 

9 Common Bile Duct 

C Ampulla of Vater 


Duodenal ampulla 

Hepatopancreatic ampulla 
D Pancreatic Duct 

Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 


Medical and Surgical 

Hepatobiliary System and Pancreas 

Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


une 


Body Part 
Character 4 


Approach Device Qualifier 
Character 5 Character 6 Character 7 


Z No Device Z_ No Qualifier 


8 Open 
4 Percutaneous Endoscopic 


Liver 
Quadrate lobe 

4 Gallbladder 

5 Hepatic Duct, Right 

6 Hepatic Duct, Left 

7 Hepatic Duct, Common 
8 

9 

c 


Cystic Duct 
Common Bile Duct 
Ampulla of Vater 
Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 
Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 
Pancreas 


[Limited Coverage Di Noncovered [# Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in — 
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OFT-OFU Hepatobiliary System and Pancreas ICD-10-PCS 2021 


® Medical and Surgical 
F Hepatobiliary System and Pancreas 
T Resection Definition: Cutting out or off, without replacement, all of a body part 
Explanation: None 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z No Qualifier 


Liver ® Open Z No Device 


Quadrate lobe 4 Percutaneous Endoscopic 
1 Liver, Right Lobe 
2 Liver, Left Lobe 
4 Gallbladder 
G Pancreas 
5 Hepatic Duct, Right Open Z No Device Z No Qualifier 
6 Hepatic Duct, Left Percutaneous Endoscopic 
7 Hepatic Duct, Common Via Natural or Artificial Opening 
8 Cystic Duct Via Natural or Artificial Opening 
9 Common Bile Duct Endoscopic 
Cc : 


Ampulla of Vater 
Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 

Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 


Non-OR 9FT[D,F][4,8]ZZ See Appendix L for Procedure Combination 
OFTGOZZ : 
@ Medical and Surgical 
F Hepatobiliary System and Pancreas 
U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part Approach Device Qualifier 
Character 5 Character 6 


Common Bile Duct Endoscopic 


Ampulla of Vater 
Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 

Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 


Character 4 Character 7 
5 Hepatic Duct, Right @ Open 7 Autologous Tissue Substitute Z_ No Qualifier 
6 Hepatic Duct, Left 3 Percutaneous J Synthetic Substitute 
7 Hepatic Duct, Common 4 Percutaneous Endoscopic K Nonautologous Tissue Substitute 
8 Cystic Duct 8 Via Natural or Artificial Opening 
9 
C 


EE Limited Coverage ENoncovered [i Combination Member HACassociated procedure Combination Only DRG Non-OR Non-OR  New/Revised in GREEN 
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ICD-10-PCS 2021 


Hepatobiliary System and Pancreas OFV-OFV 
8 Medical and Surgical 
F Hepatobiliary System and Pancreas 
V_ Restriction Definition: Partially closing an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


Common Bile Duct 
Ampulla of Vater 
Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 
Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 
5 Hepatic Duct, Right 
6 Hepatic Duct, Left 
7 Hepatic Duct, Common 
8 Cystic Duct 
9 
Cc 


Body Part Approach Device Qualifier 
5 Hepatic Duct, Right ® Open C Extraluminal Device Z No Qualifier 
6 Hepatic Duct, Left 3 Percutaneous D Intraluminal Device 
7 Hepatic Duct, Common 4 Percutaneous Endoscopic Z No Device 
8 Cystic Duct 
9 
C 


7 Via Natural or Artificial Opening to Intraluminal Device 
8 Via Natural or Artificial Opening Z_ No Device 
Endoscopic 


Z_ No Qualifier 


Common Bile Duct 
Ampulla of Vater 
Duodenal ampulla 
Hepatopancreatic ampulla 
D Pancreatic Duct 
Duct of Wirsung 
F Pancreatic Duct, Accessory 
Duct of Santorini 


Non-OR FV(5,6,7,8,9][3,4][C,D,Z]Z 
Non-OR QFV([5,6,7,8,9][7,8][D,Z]Z 


inati F /Revised in GREEN 
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ve OFW-OFY Hepatobiliary System and Pancreas ICD-10-PCS 2021 
o ; 
S 6 Medical and Surgical 
e F Hepatobiliary System and Pancreas Al : : 
Co] W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 
2s Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
= ascrew or pin 
© Body Part Approach Device Qualifier 
= Character 4 Character 5 Character 6 Character 7 
A 6 Liver ® Open ® Drainage Device Z No Qualifier 
3 Quadrate lobe 3 Percutaneous 2 Monitoring Device 
Wn 4 Percutaneous Endoscopic 3 Infusion Device 
a Y Other Device 
ie — : 
i) ® Liver X External @ Drainage Device Z_ No Qualifier 
= Quadrate lobe 2 Monitoring Device 
7 3 Infusion Device 
s 4 Gallbladder 6 Open @ Drainage Device Z No Qualifier 
a. G Pancreas 3 Percutaneous 2 Monitoring Device 
cy 4 Percutaneous Endoscopic 3 Infusion Device 
= D_ Intraluminal Device 
Y Other Device 
4 Gallbladder X External ® Drainage Device Z No Qualifier 
G Pancreas 2 Monitoring Device 
3 Infusion Device 
D Intraluminal Device 
B_ Hepatobiliary Duct 6 Open ® Drainage Device Z_ No Qualifier 
D Pancreatic Duct 3 Percutaneous 2 Monitoring Device ° 
Duct of Wirsung 4 Percutaneous Endoscopic 3 Infusion Device 
7 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
8 Via Natural or Artificial Opening C Extraluminal Device 
Endoscopic D Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Y Other Device 
B_ Hepatobiliary Duct X External ® Drainage Device Z_ No Qualifier 
D Pancreatic Duct 2 Monitoring Device 
Duct of Wirsung 3 Infusion Device 
7 Autologous Tissue Substitute 
C_ Extraluminal Device 
D Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Non-OR OFWO[3,4]YZ 
Non-OR 9FWOX[G,2,3]Z 
Non-OR 9FWI[4,G][3,4]YZ 
Non-OR OFW(4,G)X[9,2,3,D]Z 
Non-OR 9FW(B,D][3,4,7,8]YZ 
Non-OR 9%FW(B,D]X[9,2,3,7,C,D,J,K]Z 
® Medical and Surgical 
F Hepatobiliary System and Pancreas 
Y 


Transplantation Definition: Putting in or on all or a portion of a living body part taken from another individual or animal to physically take the place and/or 
function of all or a portion of a similar body part 


Explanation: The native body part may or may not be taken out, and the transplanted body part may take over all or a portion of its function 


EQ Limited Coverage EX Noncovered [4] Combination Member HACassociated procedure CombinationOnly DRGNon-OR Non-OR 


410 


Body Part 
Character 4 


Liver 
Quadrate lobe 
Pancreas 


juc | OFYOOZ[G,1,2] See Appendix L for Procedure Combinations 
& OFYGOZ[G,1] OFYGOZ[O,1,2] 

NC OFYGOZ2 

INC} 


uc nc JE 


Approach 
Character 5 


OFYGOZ[O,1] If reported alone without one of the following procedures 


OTYGOZ[O,1,2], BTY10Z[G,1,2] and without one of the following 


diagnoses E10.10-E19.9, E89.1 


Device 
Character 6 


Z No Device 


Qualifier 
Character 7 
8 Allogeneic 
1 Syngeneic 
2 Zooplastic 


New/Revised in GREEN 
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Endocrine System 8G2-6GW 


Endocrine System 


Character Meanings 


This Character Meaning table is provided as a 


tables. It SHOULD NOT be used to build a PCS code. 


Operation-Character 3 


Body Part-Character 4 


Approach-Character 5 


Device—Character 6 


guide to assist the user in the identification of character members that may be found in this section of code 


Qualifier-Character 7 


2 Change 8 Pituitary Gland 6 Open Drainage Device X — Diagnostic 
5 Destruction [1 Pineal Body 3 Percutaneous Radioactive Element Z No Qualifier 
8 Division 2 Adrenal Gland, Left ‘14 Percutaneous Endoscopic Monitoring Device 
9 Drainage i Adrenal Gland, Right X External Infusion Device 
B_ Excision 14 Adrenal Glands, Bilateral Other Device 
C_ Extirpation 5 Adrenal Gland No Device 
H Insertion 6 Carotid Body, Left 
J Inspection 7 Carotid Body, Right al 
M_ Reattachment 8 Carotid Bodies, Bilateral 
N_ Release 9 Para-aortic Body 
P Removal B= Coccygeal Glomus i 
Q_ Repair TC Glomus Jugulare ‘a 
S_ Reposition D_ Aortic Body r 
T Resection F  Paraganglion Extremity 
W_ Revision G__ Thyroid Gland Lobe, Left 
H Thyroid Gland Lobe, Right 
= 
J Thyroid Gland Isthmus 
TK Thyroid Gland ‘ 
Ja 
IL Superior Parathyroid Gland, 
i Right 
M_ Superior Parathyroid Gland, 
Left i) 
N Inferior Parathyroid Gland, 
Right 
P Inferior Parathyroid Gland, 
Left 
= mi 
Q_ Parathyroid Glands, 
Multiple 
R_ Parathyroid Gland 
S Endocrine Gland 
Va. Sa ee 


AHA Coding Clinic for table 8GB 
2017, 2Q, 20 Near total thyroidectomy 
2014, 3Q, 22 Transsphenoidal removal of pituitary tumor and fat graft placement 


AHA Coding Clinic for table 8GT 
2017, 2Q, 20 Near total thyroidectomy 


——————————————— ————vrvrsn—sOO Orr vo 
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Endocrine System ICD-10-PCS 2021 


Endocrine System 


Pineal gland 1 

Pituitary 8 
Parathyroid glands L, M, N, P,Q,R 
Thyroid gland G, H, J, K 

Thymus gland 


Thoracic duct 


Adrenals 
(suprarenal) 
gland 2,3, 4,5 


Pancreas 


Left Adrenal Gland 


Fat and 
retroperitoneal 
wall 


Left adrenal (suprarenal) 
gland 2 


Renal pelvis adie 


Ureter 
Left kidney 


at OOOO a ae 
412 ICD-10-PCS 2021 


ICD-10-PCS 2021 Endocrine System 


Thyroid 


Anterior view Lateral view 


Epiglottis 


Hyoid bone Cricothyroid IA od A 


ligament )) a / 


2 Thyroglossal duct 


YA, (dotted line) 


Pyramid lobe } 


Hyoid bone 
Thyroid cartilage 


Thyroid cartilage 


/ 
1 
1 
‘ 
‘ 
\ 


Right lobe H Left lobe G Ape \ he ® _ Cricothyroid 
Cricoid cartilage —"€ At =~ muscle 
icoi i Isthmus J ‘ \ 
Cricoid cartilage stnmus Thyroid gland “& 
Thyroid gland K — 


Trachea 
Esophagus 


Thyroid and Parathyroid Glands 


Posterior view 


Epiglottis 


Pharynx 


Superior parathyroid 
glands L, M 


Thyroid gland —\ A i (J a 
lobe, left G . J 


Inferior parathyroid 


| glands N, P 


a 
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§G2-6G8 Endocrine System ICD-10-PCS 2021 
a ts 


® Medical and Surgical 

G_ Endocrine System 

2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 
Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


— 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Pituitary Gland X External ® Drainage Device Z No Qualifier 


Adenohypophysis Y Other Device 
Hypophysis 
Neurohypophysis 
Pineal Body 
Adrenal Gland 
Suprarenal gland 
Thyroid Gland 
Parathyroid Gland 


Endocrine Gland 


vi =_ 


NDA 


Non-OR All body part, approach, device, and qualifier values 


Medical and Surgical 
Endocrine System 
Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 


Explanation: None of the body part is physically taken out 


uAse 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Pituitary Gland ® Open Z No Device Z No Qualifier 
Adenohypophysis 3 Percutaneous 


Hypophysis 4 Percutaneous Endoscopic 
Neurohypophysis 
1 Pineal Body 
2. Adrenal Gland, Left 
Suprarenal gland 
3 Adrenal Gland, Right 
See 2 Adrenal Gland, Left 
4 Adrenal Glands, Bilateral 
See 2 Adrenal Gland, Left 
6 Carotid Body, Left 
Carotid glomus 
7 Carotid Body, Right 
See 6 Carotid Body, Left 
8 Carotid Bodies, Bilateral 
See 6 Carotid Body, Left 
9 Para-aortic Body 
Coccygeal Glomus 
Coccygeal body 
Glomus Jugulare 
Jugular body 
Aortic Body 
Paraganglion Extremity 
Thyroid Gland Lobe, Left 
Thyroid Gland Lobe, Right 
Thyroid Gland 
Superior Parathyroid Gland, Right 
Superior Parathyroid Gland, Left 
Inferior Parathyroid Gland, Right 
Inferior Parathyroid Gland, Left 
Parathyroid Glands, Multiple 
Parathyroid Gland 


fa) 


PDOVZSr-RTrATS 


@ Medical and Surgical 
G_ Endocrine System 
8 Division Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 
Explanation: All or a portion of the body part is separated into two or more portions 
Body Part Approach Device ualifier 
Character 4 Character 5 Character 6 te 7 

® Pituitary Gland ; ® Open Z No Device Z No Qualifier 

Adenohypophysis 3 Percutaneous 

Hypophysis 4 Percutaneous Endoscopic 

Neurohypophysis 


Thyroid Gland Isthmus 


£3 Limited Coverage OH Noncovered Combination Member 
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ICD-10-PCS 2021 Endocrine System 0G9-0G9 


8 Medicaland Surgical 
G_ Endocrine System 


9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device Quali 
ualifier 
Character 4 Character 6 Character 7 
® Pituitary Gland . ® Open ® Drainage Device Z_ No Qualifier 
pee ibapnyels 3 Percutaneous 
ypophysis i 
eurchypenwnG 4 Percutaneous Endoscopic 


1 Pineal Body 
2 Adrenal Gland, Left 
Suprarenal gland 
3 Adrenal Gland, Right 
See 2 Adrenal Gland, Left 
4 Adrenal Glands, Bilateral 
See 2 Adrenal Gland, Left 
6 Carotid Body, Left 
Carotid glomus 
7 Carotid Body, Right 
See 6 Carotid Body, Left 
8 Carotid Bodies, Bilateral 
See 6 Carotid Body, Left 
9 Para-aortic Body 
B_ Coccygeal Glomus 
Coccygeal body 
C Glomus Jugulare 
Jugular body 
D Aortic Body 
F Paraganglion Extremity 
G Thyroid Gland Lobe, Left 
H_ Thyroid Gland Lobe, Right 
K Thyroid Gland 
L Superior Parathyroid Gland, Right 
M Superior Parathyroid Gland, Left 
N_ Inferior Parathyroid Gland, Right 
P_ Inferior Parathyroid Gland, Left 
Q Parathyroid Glands, Multiple 


R_ Parathyroid Gland 


6 Pituitary Gland 6 Open Z No Device X Diagnostic 
Adenohypophysis 3 Percutaneous Z_ No Qualifier 
Hypophysis 4 Percutaneous Endoscopic 
Neurohypophysis 

1 Pineal Body 


2 Adrenal Gland, Left 
Suprarenal gland 

3 Adrenal Gland, Right 
See 2 Adrenal Gland, Left 

4 Adrenal Glands, Bilateral 
See 2 Adrenal Gland, Left 

6 Carotid Body, Left 
Carotid glomus 

7 Carotid Body, Right 
See 6 Carotid Body, Left 


8 Carotid Bodies, Bilateral 
See 6 Carotid Body, Left 
9 Para-aortic Body 
B Coccygeal Glomus 
Coccygeal body 
C Glomus Jugulare 
Jugular body 
D Aortic Body 
F Paraganglion Extremity 
G Thyroid Gland Lobe, Left 
H_ Thyroid Gland Lobe, Right 
K Thyroid Gland 
L Superior Parathyroid Gland, Right 
M Superior Parathyroid Gland, Left 
N_ Inferior Parathyroid Gland, Right 
P Inferior Parathyroid Gland, Left 
Q Parathyroid Glands, Multiple 
R_ Parathyroid Gland 
Non-OR 9G9[0,1,2,3,4,6,7,8,9,8,C,D,F,G,H,K,L,M,N,P,Q,RI30Z 
Non-OR @G9[G,H,K,L,M,N,P,Q,R]40Z 
Non-OR 9G9([2,3,4,G,H,K][3,4]ZX 
Non-OR 9G9[0,1,2,3,4,6,7,8,9,B,C,D,F,G,H,K,L,M,N,P,Q,R]3ZZ 
Non-OR 9G9[G,H,K,L,M,N,P,Q,R]4ZZ 
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®GB-9GC Endocrine System ICD-10-PCS 2021 
BGBAGG a dre yt eee 


® Medical and Surgical 
G_ Endocrine System 
B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Pituitary Gland @ Open Z No Device X Diagnostic 


Adenohypophysis Z_ No Qualifier 
Hypophysis 
Neurohypophysis 

Pineal Body 

Adrenal Gland, Left 
Suprarenal gland 
Adrenal Gland, Right 
See 2 Adrenal Gland, Left 
Adrenal Glands, Bilateral 
See 2 Adrenal Gland, Left 
Carotid Body, Left 
Carotid glomus 

Carotid Body, Right 

See 6 Carotid Body, Left 
Carotid Bodies, Bilateral 
See 6 Carotid Body, Left 
Para-aortic Body 
Coccygeal Glomus 
Coccygeal body 

Glomus Jugulare 

Jugular body 

Aortic Body 
Paraganglion Extremity - 
Thyroid Gland Lobe, Left 

Thyroid Gland Lobe, Right 
Thyroid Gland Isthmus 

Superior Parathyroid Gland, Right 
Superior Parathyroid Gland, Left 
Inferior Parathyroid Gland, Right 
Inferior Parathyroid Gland, Left 
Parathyroid Glands, Multiple 
Parathyroid Gland 


3 Percutaneous 
4 Percutaneous Endoscopic 


N= 


Ww 


a 


ROVZZSR-¢TATND A We wo N 


Non-OR 9GB[2,3,4,G,H,J][3,4]ZX 


Medical and Surgical 

Endocrine System 

Extirpation Definition: Taking or cutting out solid matter from a body part 
Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part 
Character 4 


Pituitary Gland 
Adenohypophysis 
Hypophysis 
Neurohypophysis 
1 Pineal Body 
2 Adrenal Gland, Left 
Suprarenal gland 
3 Adrenal Gland, Right 
See 2 Adrenal Gland, Left 
4 Adrenal Glands, Bilateral 
See 2 Adrenal Gland, Left 
6 Carotid Body, Left 
Carotid glomus 
Carotid Body, Right 
See 6 Carotid Body, Left 
Carotid Bodies, Bilateral 
See 6 Carotid Body, Left 
Para-aortic Body 
Coccygeal Glomus 
Coccygeal body 
Glomus Jugulare 
Jugular body 
Aortic Body 
Paraganglion Extremity 
Thyroid Gland Lobe, Left 
Thyroid Gland Lobe, Right 
Thyroid Gland 
Superior Parathyroid Gland, Right 
Superior Parathyroid Gland, Left 
Inferior Parathyroid Gland, Right 
Inferior Parathyroid Gland, Left 
Parathyroid Glands, Multiple 
Parathyroid Gland 


a 


Anas 


Qualifier 
Character 7 


Z No Qualifier 


Device 
Character 6 


Approach 
Character 5 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Z No Device 


N 


PVZSRKRTANGD A DO O 
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ICD-10-PCS 2021 Endocrine System 8GH-9GM 


9 Medical and Surgical 
G_ Endocrine System 


H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 
take the place of a body part 


Explanation: None 


Body Part Approach Device ualifie 
Character 4 Character 6 Sr aracie 7 


Endocrine Gland 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Radioactive Element 
Monitoring Device 
Infusion Device 
Other Device 


Z_ No Qualifier 


<WN = 


Non-OR QGHS[3,4]YZ 


Medical and Surgical 
Endocrine System 
Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


Body Part 
Character 4 
® Pituitary Gland 

Adenohypophysis 

Hypophysis 

Neurohypophysis 
1 Pineal Body 
Adrenal Gland 
Suprarenal gland 
Thyroid Gland 
Parathyroid Gland 
Endocrine Gland 


K“Q2 


Device 
Character 6 


Approach 


Qualifier 
Character 5 


Character 7 
Z No Qualifier 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Z No Device 


wma 


Non-OR 9G)[0,1,5,K,R,S]3ZZ 


Medical and Surgical 
Endocrine System 
Reattachment Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 


Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


zas 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


N 


Z No Device Z_ No Qualifier 


Adrenal Gland, Left @ Open 
Suprarenal gland 4 Percutaneous Endoscopic 
Adrenal Gland, Right 

See 2 Adrenal Gland, Left 

Thyroid Gland Lobe, Left 

Thyroid Gland Lobe, Right 
Superior Parathyroid Gland, Right 
Superior Parathyroid Gland, Left 
Inferior Parathyroid Gland, Right 
Inferior Parathyroid Gland, Left 
Parathyroid Glands, Multiple 
Parathyroid Gland 


w 


mOoOvZSer-=xro 
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@GN-9GP Endocrine System ICD-10-PCS 2021 


® Medical and Surgical 
G_ Endocrine System ; ’ 
N_ Release Definition; Freeing a body part from an abnormal physical constraint by cutting or by the use of force 


Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Body Part Approach Device Qualifier 
Pituitary Gland ® Open Z No Device Z No Qualifier 


Adenohypophysis 3 Percutaneous 
Hypophysis 4 Percutaneous Endoscopic 
Neurohypophysis 

1. Pineal Body 


2 Adrenal Gland, Left 

Suprarenal gland 
3 Adrenal Gland, Right 

See 2 Adrenal Gland, Left 
4 Adrenal Glands, Bilateral 

See 2 Adrenal Gland, Left 
6 Carotid Body, Left 

Carotid glomus 
7 Carotid Body, Right 

See 6 Carotid Body, Left 
8 Carotid Bodies, Bilateral 

See 6 Carotid Body, Left 
9 Para-aortic Body 
Coccygeal Glomus 
Coccygeal body 
Glomus Jugulare 
Jugular body 
Aortic Body 
Paraganglion Extremity 
Thyroid Gland Lobe, Left 
Thyroid Gland Lobe, Right 
Thyroid Gland 
Superior Parathyroid Gland, Right 
Superior Parathyroid Gland, Left 
Inferior Parathyroid Gland, Right 
Inferior Parathyroid Gland, Left 
Parathyroid Glands, Multiple 
Parathyroid Gland 


fa) 


DOVZSr-RTrATNS 


Non-OR QGN(6,7,8,9,B,C,D,F][9,3,4]ZZ 


Medical and Surgical 

Endocrine System 

Removal Definition: Taking out or off a device from a body part 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Body Part Device 
Character 6 


Character 4 


9 
G 
P 


Approach 


Qualifier 
Character 5 


Character 7 


Z No Qualifier 
Monitoring Device 


Infusion Device 


Pituitary Gland ® Open ® Drainage Device Z No Qualifier 
Adenohypophysis 3 Percutaneous 
Hypophysis 4 Percutaneous Endoscopic 
Neurohypophysis Xe External 
1 Pineal Body 
5 Adrenal Gland 
Suprarenal gland 
K_ Thyroid Gland 
R_ Parathyroid Gland 
S Endocrine Gland ® Open ® Drainage Device Z_ No Qualifier 
3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 3 Infusion Device 
Y Other Device 
S Endocrine Gland X External 8 Drainage Device | 
2 
3 


Non-OR 9GP[0,1,5,K,R]XOZ 
Non-OR 9GPS[3,4]YZ 
Non-OR 9GPSX([@,2,3]Z 


EQ Limited Coverage [A Noncovered [ Combination Member HACassociated procedure Combination Only DRGNonOR Non-OR New/Revised in GREEN 
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rep to-PCS'2021 Endocrine System GO-0GS 


9 Medical and Surgical 
G_ Endocrine System 


Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 


Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part Approach Device ifi 
ualifier 
Pituitary Gland 8 Open ZN i ifi 
oo 3 Percutaneous aa ric 
ypophysis i 
Nedeshypophysis 4 Percutaneous Endoscopic 
1. Pineal Body 


2 Adrenal Gland, Left 

Suprarenal gland 
3 Adrenal Gland, Right 

See 2 Adrenal Gland, Left 
4 Adrenal Glands, Bilateral 

See 2 Adrenal Gland, Left 
6 Carotid Body, Left 

Carotid glomus 
7 Carotid Body, Right 

See 6 Carotid Body, Left 
8 Carotid Bodies, Bilateral 

See 6 Carotid Body, Left 
9 Para-aortic Body 
B_ Coccygeal Glomus 

Coccygeal body 
C Glomus Jugulare 
Jugular body 
Aortic Body 
Paraganglion Extremity 
Thyroid Gland Lobe, Left 
Thyroid Gland Lobe, Right 
Thyroid Gland Isthmus 
Thyroid Gland 
Superior Parathyroid Gland, Right 
Superior Parathyroid Gland, Left 
Inferior Parathyroid Gland, Right 
Inferior Parathyroid Gland, Left 
Parathyroid Glands, Multiple 
Parathyroid Gland 


movezezrxezrano 


Medical and Surgical 
Endocrine System 
Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 


vas 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Adrenal Gland, Left @ Open Z No Device Z_ No Qualifier 


Suprarenal gland 
Adrenal Gland, Right 

See 2 Adrenal Gland, Left 

Thyroid Gland Lobe, Left 

Thyroid Gland Lobe, Right 
Superior Parathyroid Gland, Right 
Superior Parathyroid Gland, Left 
Inferior Parathyroid Gland, Right 
Inferior Parathyroid Gland, Left 
Parathyroid Glands, Multiple 
Parathyroid Gland 


4 Percutaneous Endoscopic 


w 


DOVZSr-xrOA 


ae hp 
Limited Coverage GS Noncovered Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in rae 
ICD-10-PCS 2021 9 


®GT-9GW Endocrine System ICD-10-PCS 2021 


® Medical and Surgical 
G_ Endocrine System 
T Resection Definition: Cutting out or off, without replacement, all of a body part 


Explanation: None 


Device Qualifier 
anne Be Se 
Pituitary Gland ® Open Z No Device Z No Qualifier 
Adenohypophysis 4 Percutaneous Endoscopic 
Hypophysis 
Neurohypophysis 
1 Pineal Body 


2 Adrenal Gland, Left 

Suprarenal gland 
3 Adrenal Gland, Right 

See 2 Adrenal Gland, Left 
4 Adrenal Glands, Bilateral 

See 2 Adrenal Gland, Left 
6 Carotid Body, Left 

Carotid glomus 
7 Carotid Body, Right 

See 6 Carotid Body, Left 
8 Carotid Bodies, Bilateral 
See 6 Carotid Body, Left 
Para-aortic Body 
Coccygeal Glomus 
Coccygeal body 
Glomus Jugulare 
Jugular body 
Aortic Body 
Paraganglion Extremity 
Thyroid Gland Lobe, Left 
Thyroid Gland Lobe, Right 
Thyroid Gland Isthmus 
Thyroid Gland 
Superior Parathyroid Gland, Right 
Superior Parathyroid Gland, Left 
Inferior Parathyroid Gland, Right 
Inferior Parathyroid Gland, Left 
Parathyroid Glands, Multiple 
Parathyroid Gland 


wow 


a 


DPAOVZSKHASK TANS 


Non-OR 9GT7[6,7,8,9,B,C,D,F][9,4]ZZ 


Medical and Surgical 

Endocrine System 

Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 
Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


sas 


® Pituitary Gland ® Open ® Drainage Device Z_ No Qualifier 
Adenohypophysis 3 Percutaneous 
Hypophysis : 4 Percutaneous Endoscopic 
Neurohypophysis Ye external 
1 Pineal Body 
5 Adrenal Gland 
Suprarenal gland 
K Thyroid Gland 
R_ Parathyroid Gland 
S Endocrine Gland ® Open @ Drainage Device Z No Qualifier 
3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 3 Infusion Device 
Y Other Device 
S Endocrine Gland X External ® Drainage Device Z_ No Qualifier 
2 Monitoring Device 
3 Infusion Device 


Non-OR %GW([Q,1,5,K,R]XOZ 
Non-OR %GWS[3,4]YZ 
Non-OR %GWSX(G,2,3]Z 
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ICD-10-PCS 2021 


Skin and Breast SHO-GHX 


Skin and Breast 


Character Meanings* 


This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 
tables. It SHOULD NOT be used to build a PCS code. 


Operation-Character 3 Body Part-Character4 Qualifier-Character7 
0 Alteration ® Skin, Scalp Open ® Drainage Device 2 Cell Suspension Technique 
2 Change 1 Skin, Face Percutaneous 1 Radioactive Element 3. Full Thickness 
5 Destruction Ft 2 Skin, Right Ear Via Natural or Artificial 7. Autologous Tissue 4 Partial Thickness 
Opening Substitute 
8 Division 3 Skin, Left Ear Via Natural or Artificial J Synthetic Substitute 5 _ Latissimus Dorsi 
Opening Endoscopic Myocutaneous Flap 
9 Drainage 4 Skin, Neck External K  Nonautologous Tissue 6 Transverse Rectus 
Substitute Abdominis Myocutaneous 
Flap 
B_ Excision | ile Skin, Chest N Tissue Expander 7 Deep Inferior Epigastric 
—— Artery Perforator Flap 
C _ Extirpation 6 Skin, Back Y Other Device 8 Superficial Inferior 
Epigastric Artery Flap 
D_ Extraction sin ie Skin, Abdomen Z No Device 9 at Artery Perforator 
H Insertion |8 Skin, Buttock as |D Multiple 
J Inspection 9 Skin, Perineum X Diagnostic 
M_ Reattachment A _ Skin, Inguinal 4 Z No Qualifier 
N Release iz Skin, Right Upper Arm 
P Removal C Skin, Left Upper Arm 
Q_ Repair D Skin, Right Lower Arm 
R Replacement E Skin, Left Lower Arm 
S Reposition F Skin, Right Hand Ie 
T Resection G Skin,leftHand  —~*&| 
U Supplement H Skin, Right Upper Leg ay. 
W_ Revision J Skin, Left Upper Leg 
X Transfer K Skin, Right Lower Leg 
L Skin, Left Lower Leg 
M _ Skin, Right Foot 
N Skin, Left Foot 
P Skin 
et 
Q_ Finger Nail 
R_ Toe Nail 
5S “air 
T Breast, Right oy 


U Breast, Left 


V Breast, Bilateral 


W_ Nipple, Right 


X 


Nipple, Left 


4) 
5. 
= 
i) 
= 
= 
es] 
= 
0 
) 
4] 
laa 


Y 


Supernumerary Breast 


* — Includes skin and breast glands and ducts. 
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Skin and Breast 


ICD-10-PCS 2021 


es 


AHA Coding Clinic for table HO 
2019, 4Q, 30-31 Breast procedures 


AHA Coding Clinic for table H5 
2019, 4Q, 30-31 Breast procedures 


AHA Coding Clinic for table H9 
2019, 4Q, 30-31 Breast procedures 


AHA Coding Clinic for table HB 
2020, 1Q, 31 Repair of buried penis 
2019, 4Q, 30-31 Breast procedures 


2018, 1, 14 Excisional debridement of breast tissue and skin 
2016, 3Q, 29 Closure of bilateral alveolar clefts 
2015, 3Q 3-8 Excisional and nonexcisional debridement 


AHA Coding Clinic for table HC 
2019, 4Q, 30-31 Breast procedures 


AHA Coding Clinic for table BHD 

2019, 4Q, 30-31 Breast procedures 

2016, 1Q, 40 Nonexcisional debridement of skin and subcutaneous tissue 
2015, 3Q 3-8 Excisional and nonexcisional debridement 


AHA Coding Clinic for table @HH 
2019, 4Q, 30-31 Breast procedures 
2017, 4Q, 67 New qualifier values - Pedicle flap procedures 
2014, 2Q, 12 
2013, 4Q, 107 Breast tissue expander placement using acellular dermal matrix 


AHA Coding Clinic for tabie @HJ 
2019, 4Q, 30-31 Breast procedures 


AHA Coding Clinic for table @HN 
2019, 4Q, 30-31 Breast procedures 


Pedicle latissimus myocutaneous flap with placement of breast tissue expanders 


AHA Coding Clinic for table BHP 
2019, 4Q, 30-31 Breast procedures 


2018, 3Q, 13 Deep inferior epigastric artery perforator flap breast 
reconstruction 

2016, 20, 27 Removal of nonviable transverse rectus abdominis myocutaneous 
(TRAM) flaps 


AHA Coding Clinic for table @HQ 
2019, 4Q, 30-31 Breast procedures 


2018, 2Q, 25 Third and fourth degree obstetric lacerations 
2016, 10,7 Obstetrical perineal laceration repair 
2014, 4Q, 31 Delayed wound closure following fracture treatment 


AHA Coding Clinic for table @HR 


2020, 10, 27 Delayed reconstruction following mastectomy using gracilis 
musculocutaneous free flap 

2020, 10, 28 Free flap microvascular breast reconstruction 

2020, 10, 30 Polarity Skin TE™ application 


2019, 4Q, 30-31 Breast procedures 


2019, 4Q, 32 Cell suspension epithelial autograft 

2019, 3Q, 32 Breast reconstruction with neurotization 

2018, 3Q, 13 Deep inferior epigastric artery perforator flap breast 
reconstruction 

2017, 10,35 Epifix® allograft 

2014, 3Q, 14 Application of TheraSkin® and excisional debridement 


AHA Coding Clinic for table HT 


2018, 3Q, 13 Deep inferior epigastric artery perforator flap breast 
reconstruction 
2014, 4Q, 34 Skin-sparing mastectomy 


AHA Coding Clinic for table SHU 
2019, 4Q, 30-31 Breast procedures 


AHA Coding Clinic for table @HW 
2019, 4Q, 30-31 Breast procedures 
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ICD-10-PCS 2021 Skin and Breast 


Integumentary Anatomy 


Sebaceous gland @-9, A-P 
Arrector pili muscle 


Hair follicle S 


FS Thick-skin 


geez epidermis 
ay, 
Hair shaft $ 


Epidermis 


“ 
3 
s 
» 
s 
2. 
w 
= 
© 
9 
“a 
aa 


Dermis 


Pacinian corpuscle 


Hair matrix S$ 
Sweat (eccrine gland) 8-9, A-P 


Hypodermis 
(subcutaneous layer) 


Sensory nerve 
Blood vessels 


Bulb 


Nail root 
Nail bed 


Nail plate 


Hyponchium 


Distal phalanx bone 


Breast 


Fat and interlobular 


tissues T,U,V 


Nipple W, X 


Areola W,X 


Nipple W,X 


Lobules T,U,V 
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®HO-OH5 Skin and Breast ICD-10-PCS 2021 


® Medical and Surgical 
H_ Skin and Breast } F 
® Alteration Definition: Modifying the anatomic structure of a body part without affecting the function of the body part 


Explanation: Principal purpose is to improve appearance 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 


Z No Qualifier 


Autologous Tissue 
Substitute 

J Synthetic Substitute 
K Nonautologous Tissue 
Substitute 

No Device 


@ Open 
3 Percutaneous 


Breast, Right 
Mammary duct 
Mammary gland 
U Breast, Left 

See T Breast, Right 
V_ Breast, Bilateral 
See T Breast, Right 


Non-OR 9HQ[T,U,V]3JZ 


Medical and Surgical 
Skin and Breast 
Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 


cutting or puncturing the skin or a mucous membrane 
Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part Device 
Character 6 


Character 4 
® Drainage Device 
Y Other Device 


NZ 


Qualifier 
Character 7 


Z_ No Qualifier 


Approach 
Character 5 


X_ External 


Skin 

Dermis 

Epidermis 

Sebaceous gland 

Sweat gland 

T Breast, Right 
Mammary duct 
Mammary gland 

U_ Breast, Left 

See T Breast, Right 


Non-OR All body part, approach, device, and qualifier values 


® Medical and Surgical 
H Skin and Breast 
5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out 
Character 4 Character 5 Character 6 Character 7 
) C_ Skin, Left Upper Arm X External Z No Device D Multiple 
1 | re D Ski yer Arm Z_ No Qualifier 
2 Skin, Right Ear E Skin, Left Lower Arm 
3 Skin, Left Ear F Skin, Right Hand 
4 G Skin, Left Hi nd 
5 he H_ Skin, Right Upp 
Breast procedures, skin J Skin, Left Ur 
only _ K Skin, Rig 
6 en Back L_ Skin, Left Low 
i M_ Skin, Right Foo 
N_ Skin, Left Foot 
9 Skin, peineual f 
A Skin, Inguinal 
B Skin, Right Upper Arm 
Q Finger Nail X External Z No Device Z_ No Qualifier 
Nail bed 
Nail plate 
R_ Toe Nail 
See Q Finger Nail 
T Breast, Right ® Open Z_ No Device Z_ No Qualifier 
Mammary duct 3 Percutaneous 
Mammary gland 7 Via Natural or Artificial 
U_ Breast, Left Opening 
See T Breast, Right 8 Via Natural or Artificial 
V Breast, Bilateral Opening Endoscopic 
See T Breast, Right 
W Nipple, Right ® Open Z No Device SIZ No Qualifier 
Areola 3 Percutaneous 
X Nipple, Left 7 Via Natural or Artificial 
See W Nipple, Right Opening 


8 Via Natural or Artificial 
Opening Endoscopic 
X External 
DRGNon-OR @H5/@,1,4,5,6,7,8,9,A,B,C,D,E,F,G,H,J,K,L,M,N]XZ[D,Z] 
DRGNon-OR QH5[Q,R]XZZ 
Non-OR QH5[2,3]XZ[D,Z] 


[3 Limited Coverage OM Noncovered Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
424 ICD-10-PCS 2021 


ICD-10-PCS 2021 Skin and Breast OH8-9H8 


® Medical and Surgical 
H_ Skin and Breast 
8 Division 


Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 
Explanation: All or a portion of the body part is separated into two or more portions 


Body Part Approach Device 

Character 4 Character 5 Character 6 

Skin, Scalp X External Z No Device 
Skin, Face 

Skin, Right Ear 

Skin, Left Ear 

Skin, Neck 

Skin, Chest 

Breast procedures, skin only 
Skin, Back 

Skin, Abdomen 

Skin, Buttock 

Skin, Perineum 

Skin, Inguinal 

Skin, Right Upper Arm 
Skin, Left Upper Arm 
Skin, Right Lower Arm 
Skin, Left Lower Arm 
Skin, Right Hand 

Skin, Left Hand 

Skin, Right Upper Leg 
Skin, Left Upper Leg 
Skin, Right Lower Leg 
Skin, Left Lower Leg 
Skin, Right Foot 

Skin, Left Foot 


Qualifier 
Character 7 


Z No Qualifier 
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@H9-O8HO Skin and Breast 


8 Medical and Surgical 
H_ Skin and Breast 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 

Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Qualifier 


Approach _ _ Device 
charter choracte’7 
8 Skin, Scalp E Skin, Left Lower Arm X External @ Drainage Device Z No Qualifier 
1. Skin, Face F Skin, Right Hand 
2. Skin, Right Ear G Skin, Left Hand 
3 Skin, Left Ear H_ Skin, Right Upper Leg 
4 Skin, Neck J Skin, Left Upper Leg 
5 Skin, Chest K_ Skin, Right Lower Leg 
Breast procedures, skin L Skin, Left Lower Leg 
only M_ Skin, Right Foot 
6 Skin, Back N_ Skin, Left Foot 
7 Skin, Abdomen Q Finger Nail 
8 Skin, Buttock Nail bed 
9 Skin, Perineum Nail plate 
A Skin, Inguinal R_ Toe Nail 
B_ Skin, Right Upper Arm See Q Finger Nail 
C Skin, Left Upper Arm 
D Skin, Right Lower Arm 
8 Skin, Scalp E Skin, Left Lower Arm X External Z NoDevice X Diagnostic 
1 Skin, Face F Skin, Right Hand Z_ No Qualifier 
2 Skin, Right Ear G Skin, Left Hand 
3 Skin, Left Ear H_ Skin, Right Upper Leg 
4 Skin, Neck J Skin, Left Upper Leg 
5 Skin, Chest K_ Skin, Right Lower Leg 
Breast procedures, skin L Skin, Left Lower Leg 
only M Skin, Right Foot 
6 Skin, Back N_ Skin, Left Foot 
7 Skin, Abdomen Q Finger Nail 
8 Skin, Buttock Nail bed 
9 Skin, Perineum Nail plate 
A_ Skin, Inguinal R_ Toe Nail 
B_ Skin, Right Upper Arm See Q Finger Nail 
C_ Skin, Left Upper Arm 
D Skin, Right Lower Arm 
T Breast, Right 5 @ Open ® Drainage Device Z_ No Qualifier 
Mammary duct 3 Percutaneous 
Mammary gland 7 Via Natural or Artificial 
U_ Breast, Left Opening 
See T Breast, Right 8 Via Natural or Artificial 
V_ Breast, Bilateral Opening Endoscopic 
See T Breast, Right 
T Breast, Right ® Open Z No Device X Diagnostic 
Mammary duct 3 Percutaneous Z_ No Qualifier 
Mammary gland 7 Via Natural or Artificial 
U_ Breast, Left Opening 
See T Breast, Right 8 Via Natural or Artificial 
V_ Breast, Bilateral Opening Endoscopic 
See T Breast, Right 
W Nipple, Right ® Open 6 Drainage Device Z_ No Qualifier 
Areola 3 Percutaneous 
X Nipple, Left 7 Via Natural or Artificial 
See W Nipple, Right Opening 
8 Via Natural or Artificial 
Opening Endoscopic 
X External 
W Nipple, Right 6 Open Z No Device X Diagnostic 
Areola 3 Percutaneous Z No Qualifier 


X Nipple, Left 
See W Nipple, Right 


7 Via Natural or Artificial 


Opening 


8 Via Natural or Artificial 
Opening Endoscopic 


X External 


Non-OR 9H9[0,1,2,3,4,5,6,7,8,A,B,C,D,E,F,G,H,J,K,L,M,N,Q,RIXOZ 
Non-OR 9H9[0,1,2,3,4,5,6,7,8,A,B,C,D,E,F,G,H,J,K,L,M,N,Q,RIXZ[X,Z] 


Non-OR @H99XZX 


Non-OR 9H9[T,U,V][0,3,7,8]0Z 
Non-OR 6H9(T,U,V][3,7,8]Z[X,Z] 
Non-OR 9H9[W,X][0,3,7,8,X]0Z 
Non-OR 9H9[W,X][3,7,8,X]Z[X,Z] 
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ICD-10-PCS 2021 Skin and Breast OHB-GHB 


§ Medical and Surgical 
H_ Skin and Breast 
B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


X External Z_ No Device X Diagnostic 
Z_ No Qualifier 
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Skin, Chest 
Breast procedures, skin only 
Skin, Back 
Skin, Abdomen 
Skin, Buttock 
Perineum 

Skin, Inguinal 
Skin, Right Upper Arm 
Skin, Left Upper Arm 
Skin, Right Lower Arm 
Skin, Left Lower Arm 
Skin, Right Hand 
Skin, Left Hand 
Skin, Right Upper Leg 
Skin, Left Upper Leg 
Skin, Right Lower Leg 
Skin, Left Lower Leg 
Skin, Right Foot 
Skin, Left Foot 
Finger Nail 
Nail bed 
Nail plate 
Toe Nail 
See Q Finger Nail 
Breast, Right 
Mammary duct 
Mammary gland 
Breast, Left 
See T Breast, Right 
Breast, Bilateral 
See T Breast, Right 
Supernumerary Breast 
Areola 

ple, Left 
See W Nipple, Right 


PZTZTHRHKTANMONWPSPOOND 
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Open Z No Device 
Percutaneous 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


X Diagnostic 
Z_ No Qualifier 


onwe 


Open Z_ No Device 
Percutaneous 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


X Diagnostic 
Z_ No Qualifier 


x am. < Je 
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External 
DRGNon-OR GH89XZZ 
Non-OR OHBIG, 1,2,3,4,5,6,7,8,A,B,C,D,E,F,G,H,J,K,L,M,N,Q,RIXZ[X,Z] 
Non-OR GHBOXZX 
Non-OR OHBIT,U,V,Y][3,7,8]ZX 
Non-OR OHB[W,X][3,7,8,X]ZX 
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®HC-OHC Skin and Breast : ICD-10-PCS 2021 
Nee ee eee eens 


® Medical and Surgical 

H_ Skin and Breast 

C_Extirpation Definition: Taking or cutting out solid matter from a body part 
Explanation: The solid matter may be an abnormal byproduct of a biological function ora foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


‘Approach Device Qualifier 
elas Character 6 Character 7 

Skin, Scalp X External Z_ No Device Z_ No Qualifier 
Skin, Face 
Skin, Right Ear 
Skin, Left Ear 
Skin, Neck 
Skin, Chest 
Breast procedures, skin only 
Skin, Back 
Skin, Abdomen 
Skin, Buttock 
Skin, Perineum 
Skin, Inguinal 
Skin, Right Upper Arm 
Skin, Left Upper Arm 
Skin, Right Lower Arm 
Skin, Left Lower Arm 
Skin, Right Hand 
Skin, Left Hand 
Skin, Right Upper Leg 
Skin, Left Upper Leg 
Skin, Right Lower Leg 
Skin, Left Lower Leg 
Skin, Right Foot 
Skin, Left Foot 
Finger Nail 
Nail bed 
Nail plate 
R_ Toe Nail 

See Q Finger Nail 
T Breast, Right 

Mammary duct 

Mammary gland Via Natural or Artificial Opening 


U Breast, Left — Via Natural or Artificial Opening 
See T Breast, Right Endoscopic 


Breast, Bilateral 

See T Breast, Right 

Nipple, Right Open 

Areola Percutaneous 

Nipple, Left Via Natural or Artificial Opening 

See W Nipple, Right Via Natural or Artificial Opening 
Endoscopic 
External 

Non-OR @HC[0,1,2,3,4,5,6,7,8,9,A,B,C,D,E,F,G,H,J,K,L,M,N,Q,RIXZZ 

Non-OR @HC[T,U,V][3,7,8]ZZ 

Non-OR @HC[W,X][3,7,8,X]ZZ 
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Open Z No Device Z_ No Qualifier 
Percutaneous 
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Z No Device Z_ No Qualifier 
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ICD-10-PCS 2021 Skin and Breast @HD-@HD 


6 Medical and Surgical 
H_ Skin and Breast 
D 


Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Skin, Scalp Z No Device Z No Qualifier 
Skin, Face 
Skin, Right Ear 
Skin, Left Ear 
Skin, Neck 
Skin, Chest 
Breast procedures, skin only 
Skin, Back 
Skin, Abdomen 
Skin, Buttock 
Skin, Perineum 
Skin, Inguinal 
Skin, Right Upper Arm 
Skin, Left Upper Arm 
Skin, Right Lower Arm 
Skin, Left Lower Arm 
Skin, Right Hand 
Skin, Left Hand 
Skin, Right Upper Leg 
Skin, Left Upper Leg 
Skin, Right Lower Leg 
Skin, Left Lower Leg 
Skin, Right Foot 
Skin, Left Foot 
Finger Nail 
Nail bed 
Nail plate 
R_ Toe Nail 
See Q Finger Nail 
Hair 
T Breast, Right ® Open Z No Device Z No Qualifier 
Mammary duct 
Mammary gland 
U_ Breast, Left 
See T Breast, Right 
V Breast, Bilateral 
See T Breast, Right 
Y Supernumerary Breast 
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OHH-OHJ Skin and Breast ICD-10-PCS 2021 
ce a a SS SS ES SSS 


8 Medical and Surgical 


H_ Skin and Breast F ; P : 
H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


take the place of a body part 
Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 


P Skin [x External = CY Other Device No Qualifier 


T Breast, Right @ Open 1. Radioactive Element No Qualifier 
Mammary duct 3 Percutaneous N Tissue Expander 
Mammary gland 7 Via Natural or Artificial Opening Y Other Device 
U Breast, Left 8 Via Natural or Artificial Opening 
See T Breast, Right Endoscopic 
V Breast, Bilateral ® Open 1 Radioactive Element Z_ No Qualifier 
Mammary duct 3 Percutaneous N_ Tissue Expander 
Mammary gland 7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
W Nipple, Right @ Open 1 Radioactive Element Z ~No Qualifier 
Areola 3 Percutaneous N_ Tissue Expander 
X Nipple, Left 7 Via Natural or Artificial Opening 
See W Nipple, Right 8 Via Natural or Artificial Opening 
Endoscopic 
W Nipple, Right External Radioactive Element Z_ No Qualifier 


Areola 
X Nipple, Left 
See W Nipple, Right 


Non-OR QMHHPXYZ 
Non-OR 9HH[T,U][3,7,8]YZ 


Medical and Surgical 
Skin and Breast 
Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 


through intervening body layers. 
Device 
Character 6 


Body Part 
Z No Device 


] 
H 
J 


Qualifier 
Character 7 


Z_ No Qualifier 


Approach 


Character 4 Character 5 


Skin 
Dermis 
Epidermis 
Sebaceous gland 
Sweat gland 
Q Finger Nail 

Nail bed 

Nail plate 
R_ Toe Nail 


See Q Finger Nail 

T Breast, Right @ Open Z No Device Z_ No Qualifier 
Mammary duct 3 Percutaneous 
Mammary gland 7 Via Natural or Artificial Opening 

U_ Breast, Left 8 Via Natural or Artificial Opening 


See T Breast, Right Endoscopic 


Non-OR All body part, approach, device and qualifier values 
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ICD-10-PCS 2021 Skin and Breast ®HM-8HM 


8 Medical and Surgical 
H_ Skin and Breast 


M Reattachment Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 


Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Body Part Approach Device | Qualifier 
Character 5 Character 6 Character 7 


Character 4 
X External Z No Device Z_ No Qualifier 


Skin, Scalp 

Skin, Face 

Skin, Right Ear 

Skin, Left Ear 

Skin, Neck 

Skin, Chest 

Breast procedures, skin only 
Skin, Back 

Skin, Abdomen 

Skin, Buttock 

Skin, Perineum 

Skin, Inguinal 

Skin, Right Upper Arm 
Skin, Left Upper Arm 
Skin, Right Lower Arm 
Skin, Left Lower Arm 
Skin, Right Hand 
Skin, Left Hand 

Skin, Right Upper Leg 
Skin, Left Upper Leg 
Skin, Right Lower Leg 
Skin, Left Lower Leg 
Skin, Right Foot 

Skin, Left Foot 
Breast, Right 
Mammary duct 
Mammary gland 
Breast, Left 

See T Breast, Right 
Breast, Bilateral 

See T Breast, Right 
Nipple, Right 

Areola 

Nipple, Left 

See W Nipple, Right 


Non-OR 9SHMOXZZ 
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®HN-OHN Skin and Breast ICD-10-PCS 2021 


8 Medical and Surgical 
H_ Skin and Breast 
N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 


Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Skin, Scalp X External Z No Device Z_ No Qualifier 
Skin, Face 
Skin, Right Ear 
Skin, Left Ear 
Skin, Neck 
Skin, Chest 
Breast procedures, skin only 
Skin, Back 
Skin, Abdomen 
Skin, Buttock 
Skin, Perineum 
Skin, Inguinal 
Skin, Right Upper Arm 
Skin, Left Upper Arm 
Skin, Right Lower Arm 
Skin, Left Lower Arm 
Skin, Right Hand 
Skin, Left Hand 
Skin, Right Upper Leg 
Skin, Left Upper Leg 
Skin, Right Lower Leg 
Skin, Left Lower Leg 
Skin, Right Foot 
Skin, Left Foot 
Finger Nail 
Nail bed 
Nail plate 
R_ Toe Nail 

See Q Finger Nail 
T Breast, Right 
Mammary duct 
Mammary gland Via Natural or Artificial Opening 


pie ceoeuer Via Natural or Artificial Openi 
See T Breast, Right EAdeccople © Sea ke 


Breast, Bilateral 
See T Breast, Right 


Nipple, Right Open Z No Device Z No Qualifier 
Areola Percutaneous 
Nipple, Left Via Natural or Artificial Opening 
See W Nipple, Right Via Natural or Artificial Opening 
Endoscopic 
External 


afte? 
4) 
© 
o 
hn 
co 
cs 
e 
© 
= 
~ 
7) 


UbhWN =| @ 


BPZSr-R-TAMMONBWSOOna 


Open Z No Device Z_ No Qualifier 
Percutaneous 
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ICD-10-PCS 2021 


8 Medical and Surgical 


H_ Skin and Breast 
P Removal 


Definition: Taking out or off a device from a body part 


Skin and Breast 


OHP-@HP 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Character 4 Character 5 Character 6 Character 7 
P Skin X External ® Drainage Device Z_ No Qualifier 
Dermis 7 Autologous Tissue Substitute 
Epidermis J Synthetic Substitute 
Sebaceous gland KN | Ti Substi 
Sweat gland onauto ogous issue Substitute 
Y Other Device 
Q Finger Nail External ® Drainage Device Z No Qualifier 
Nail bed 7 Autologous Tissue Substitute 
Nail plate J Synthetic Substitute 
R_ Toe Nail : K Nonautologous Tissue Substitute 
See Q Finger Nail 
S Hair External 7 Autologous Tissue Substitute Z No Qualifier 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
T Breast, Right @® Open ® Drainage Device Z No Qualifier 
Mammary duct 3 Percutaneous 1 Radioactive Element 
Mammary gland 7 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
U Breast, Left 8 ViaNaturalor Artificial Opening |J Synthetic Substitute 5 
See T Breast, Right Endoscopic K Nonautologous Tissue Substitute 
N_ Tissue Expander 
Y Other Device 
Non-OR @HPPX(0,7,J,K,YIZ 
Non-OR 9HP[Q,R)X(0,7,J,K]Z 
Non-OR QHPSX(7,J,K]Z 
Non-OR QHP[T,UJ9[0,1,7,K]Z 
Non-OR 9HP[T,U)3[0,1,7,K,Y]Z 
Non-OR 9HP[T,U][7,8][0,1,7,J,K,N,Y]Z 
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9HQ-8HQ Skin and Breast ICD-10-PCS 2021 


® Medical and Surgical 
H_ Skin and Breast x : 
Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 


Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


weiss pp Device Qualifier 

crt ___ chore 
Skin, Scalp X External Z No Device Z No Qualifier 
Skin, Face 
Skin, Right Ear 
Skin, Left Ear 
Skin, Neck 
Skin, Chest 
Breast procedures, skin only 
Skin, Back 
Skin, Abdomen 
Skin, Butto 
Skin, Inguinal 
Skin, Right Upper Arm 
Skin, Left Upper Arm 
Skin, Right Lower Arm 
Skin, Left Lower Arm 
Skin, Right Hand 
Skin, Left Hand 
Skin, Right Upper Leg 
Skin, Left Upper Leg 
Skin, Right Lower Leg 
Skin, Left Lower Leg 
Skin, Right Foot 
Skin, Left Foot 
Finger Nail 
Nail bed 
Nail plate 
Toe Nail 
See Q Finger Nail 
Breast, Right 
Mammary duct 
Mammary gland 
Breast, Left 
See T Breast, Right 
Breast, Bilateral 
See T Breast, Right 
Supernumerary Breast 
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Open Z_ No Device Z No Qualifier 
Percutaneous 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 


Endoscopic 


on we 


Nipple, Right Z No Device 
Areola 
Nipple, Left 


See W Nipple, Right 


Open 
Percutaneous 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 

External 


Z No Qualifier 


—H el << Cc 


oeonwe 


DF “OR GHOQ9XZZ 
Non-OR GHQ[G,1,2,3,4,5,6,7,8,A,B,C,D,E,F,G,H,J,K,L,M,NIXZZ 
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Skin and Breast ®HR-OHR 


4) 
~~ 
8 Medical and Surgical s 
H_ Skin and Breast 4] 
R_ Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part i) 
Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during a. 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. @ 
Body Part Approach Device Qualifier 8 
Character 4 Character 5 Character 6 Character 7 p+ 
') Skin, Scalp B Skin, Right Upper Arm |X External 7 Autologous Tissue Substitute | 2 Cell Suspension Technique 
1 Skin, Face C_ Skin, Left Upper Arm 3 Full Thickness 
2 Skin, Right Ear D Skin, Right Lower Arm 4 Partial Thickness 
3 Skin, Left Ear E Skin, Left Lower Arm 
4 Skin, Neck F Skin, Right Hand 
5 Skin, Chest G Skin, Left Hand 
Breast procedures, skin only H_ Skin, Right Upper Leg 
6 Skin, Back J Skin, Left Upper Leg 
7 Skin, Abdomen K Skin, Right Lower Leg 
8 Skin, Buttock L Skin, Left Lower Leg 
9 Skin, Perineum M Skin, Right Foot 
A Skin, Inguinal N_ Skin, Left Foot 
® Skin, Scalp B Skin, Right Upper Arm | X_ External J Synthetic Substitute 3 Full Thickness 
1 Skin, Face C Skin, Left Upper Arm 4 Partial Thickness 
2 Skin, Right Ear D Skin, Right Lower Arm Z No Qualifier 
3 Skin, Left Ear E Skin, Left Lower Arm 
4 Skin, Neck F Skin, Right Hand 
5 Skin, Chest G Skin, Left Hand 
Breast procedures, skin only H_ Skin, Right Upper Leg 
6 Skin, Back J Skin, Left Upper Leg 
7 Skin, Abdomen K_ Skin, Right Lower Leg 
8 Skin, Buttock L Skin, Left Lower Leg 
9 Skin, Perineum M. Skin, Right Foot 
A_ Skin, Inguinal N_ Skin, Left Foot 
® Skin, Scalp B_ Skin, Right Upper Arm | X_ External K Nonautologous Tissue 3 Full Thickness 
1 Skin, Face C Skin, Left Upper Arm Substitute 4 Partial Thickness 
2 Skin, Right Ear D Skin, Right Lower Arm 
3 Skin, Left Ear E Skin, Left Lower Arm 
4 Skin, Neck F Skin, Right Hand 
5 Skin, Chest G Skin, Left Hand 
Breast procedures, skin only H_ Skin, Right Upper Leg 
6 Skin, Back J Skin, Left Upper Leg 
7 Skin, Abdomen K_ Skin, Right Lower Leg 
8 Skin Buttock L Skin, Left Lower Leg 
9 Skin, Perineum M Skin, Right Foot 
A_ Skin, Inguinal N_ Skin, Left Foot 
Q Finger Nail R_ Toe Nail X External 7 Autologous Tissue Substitute | Z No Qualifier 
Nail bed See Q Finger Nail J Synthetic Substitute 
Nail plate S Hair K Nonautologous Tissue 
Substitute 
T Breast, Right U_ Breast, Left @ Open 7 Autologous Tissue Substitute | 5 Latissimus Dorsi 
Mammary duct See T Breast, Right Myocutaneous Flap 
Mammary gland V Breast, Bilateral 6 Transverse Rectus Abdominis 
See T Breast, Right Myocutaneous Flap 
7 Deep Inferior Epigastric 
Artery Perforator Flap 
8 Superficial Inferior Epigastric 
Artery Flap 
9 Gluteal Artery Perforator Flap 
Z No Qualifier 
T Breast, Right U_ Breast, Left ® Open J Synthetic Substitute Z No Qualifier 
Mammary duct See T Breast, Right K Nonautologous Tissue 
Mammary gland V_ Breast, Bilateral Substitute 
See T Breast, Right 
T Breast, Right fe V Breast, Bilateral 3 Percutaneous 7 Autologous Tissue Substitute | Z No Qualifier 
Mammary duct See T Breast, Right J Synthetic Substitute 
Mammary gland K Nonautologous Tissue 
U_ Breast, Left 4] . Substitute 
See T Breast, Right — 
W Nipple, Right X Nipple, Left @® Open 7 Autologous Tissue Substitute | Z No Qualifier 
Areola See W Nipple, Right 3 Percutaneous J Synthetic Substitute 
X External K Nonautologous Tissue 


Non-OR @HRSX7Z 
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Substitute 


See Appendix L for Procedure Combinations 
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8 Medical and Surgical 

H_ Skin and Breast 

S Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Body Part Approach Device Qualifier 
Character 4 Caracal 5 Character 7 


Z No Device Z No Qualifier 


S Hair 
W Nipple, Right 
Areola 
X Nipple, Left 
See W Nipple, Right 
T Breast, Right 
Mammary duct 
Mammary gland 
U Breast, Left 
See T Breast, Right 
V Breast, Bilateral 
See T Breast, Right 


Non-OR QHSSXZZ 


@ Open Z No Device Z No Qualifier 


Medical and Surgical 
Skin and Breast 
Resection Definition: Cutting out or off, without replacement, all of a body part 


Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 ; - Character 7 


Q Finger Nail X External Z No Device Z_ No Qualifier 
Nail bed 
Nail plate 
R_ Toe Nail 
See Q Finger Nail 
W Nipple, Right 
Areola 
X Nipple, Left 
See W Nipple, Right 


T Breast, Right ® Open [z No Device Z_ No Qualifier 
Mammary duct 
Mammary gland 

U Breast, Left ea 
See T Breast, Right 

V_ Breast, Bilateral eal 
See T Breast, Right 

Y Supernumerary Breast 


Non-OR 9HT[Q,R]XZZ See Appendix L for Procedure Combinations 
eal OHT(T,U,V]OZZ 


3aAzra 


Medical and Surgical 

Skin and Breast 

Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 
Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part Approach Device i 


cre 


T Breast, Right @ Open 7 Autologous Tissue Substitute Z_ No Qualifier 
Mammary duct 3 Percutaneous J Synthetic Substitute 
Mammary gland 7 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
U Breast, Left — 8 Via Natural or Artificial Opening 
See T Breast, Right Endoscopic 
V Breast, Bilateral 
See T Breast, Right 
W Nipple, Right @ Open 7 Autologous Tissue Substitute Z No Qualifier 
Areola 3 Percutaneous J Synthetic Substitute 
X Nipple, Left 7 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
See W Nipple, Right 8 Via Natural or Artificial Opening 
Endoscopic 
X External 


Non-OR @HU[T,U,V]3JZ 


[J Limited Coverage Ha Noncovered [#] Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 Skin and Breast OHW-GHX 


8 Medical and Surgical 
Skin and Breast 


H 
W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Body Part Approach Device ualifier 
Character 4 Character 6 Chancier 7 


P oe X External 6 Drainage Device Z_ No Qualifier 
é Serie 7 Autologous Tissue Substitute 
=p aan and J Synthetic Substitute 
Sweat gland K Nonautologous Tissue Substitute 
Y Other Device 
Q Finger Nail External ® Drainage Device Z No Qualifier 
se ae 7 Autologous Tissue Substitute 
~ ¥ea ae J Synthetic Substitute 
See Q Finger Nail K Nonautologous Tissue Substitute 
S Hair External 7 Autologous Tissue Substitute Z No Qualifier 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
T Breast, Right Open @ Drainage Device Z_ No Qualifier 
Mammary duct Percutaneous 7 Autologous Tissue Substitute 
Mammary gland Via Natural or Artificial Opening J Synthetic Substitute 
U Breast, Left Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
See T Breast, Right Endoscopic N_ Tissue Expander 
Y Other Device 


Non-OR QSHWPX([G,7,J,K,Y]Z 

Non-OR MHW/[Q,R)X[9,7,J,K]Z 
Non-OR QHWSX(7,J,K]Z 

Non-OR 9HW{([T,U]O[9,7,K,NJZ 
Non-OR 9%HW([T,U]3[9,7,K,N,Y]Z 
Non-OR 9%HW{T,U][7,8][0,7,J,K,N,Y]Z 


Medical and Surgical 

Skin and Breast 

Transfer Definition: Moving, without taking out, all or a portion of a body part to another location to take over the function of all or a portion of a body part 
Explanation: The body part transferred remains connected to its vascular and nervous supply 


Body Part Approach Device 
Character 5 Character 6 


Character 4 
Z No Device 


Skin, Scalp 
Skin, Face 
Skin, Right Ear 

Skin, Left Ear 

Skin, Neck 

Skin, Chest 

Breast procedures, skin only 
Skin, Back 

Skin, Abdomen 

Skin, Buttock 

Skin, Perineum 

Skin, Inguinal 

Skin, Right Upper Arm 
Skin, Left Upper Arm 

Skin, Right Lower Arm 
Skin, Left Lower Arm 

Skin, Right Hand 

Skin, Left Hand 

Skin, Right Upper Leg 
Skin, Left Upper Leg 

Skin, Right Lower Leg 

Skin, Left Lower Leg 

Skin, Right Foot 

Skin, Left Foot 


xxrs 


Qualifier 
Character 7 


Z_ No Qualifier 


ub WN =| @ 
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Subcutaneous Tissue and Fascia 0J0-0JX 


Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 
tables. It SHOULD NOT be used to build a PCS code. 


Body Part-Character 4 


Subcutaneous Tissue and Fascia 


Operation-Character 3 


Approach-Character 5 


Device—Character 6 Qualifier-Character 7 


9 Alteration 0 Subcutaneous Tissue and @ Drainage Device B Skin and Subcutaneous 
Fascia, Scalp OR Tissue 
Monitoring Device, 
Hemodynamic 
2 Change 1 Subcutaneous Tissue and aE Percutaneous 1 Radioactive Element C Skin, Subcutaneous Tissue 
Fascia, Face and Fascia 
5 Destruction 4 Subcutaneous Tissue and X External 2 Monitoring Device X Diagnostic 
L Fascia, Right Neck 
8 Division 5 Subcutaneous Tissue and 3. Infusion Device Z No Qualifier 
Fascia, Left Neck 
9 Drainage 6 Subcutaneous Tissue and 4 Pacemaker, Single Chamber 
Fascia, Chest 
B Excision ‘|7 Subcutaneous Tissue and [ 5 Pacemaker, Single Chamber 
Fascia, Back Rate Responsive 
C_ Extirpation 8 Subcutaneous Tissue and 6 Pacemaker, Dual Chamber T 
Fascia, Abdomen 5 
D_ Extraction 9 Subcutaneous Tissue and 7 Autologous Tissue Substitute 
Fascia, Buttock OR 
Cardiac Resynchronization 
Pacemaker Pulse Generator 
H Insertion B Subcutaneous Tissue and 8 Defibrillator Generator 
Fascia, Perineum [ 
J Inspection Subcutaneous Tissue and 9 Cardiac Resynchronization 
Fascia, Pelvic Region Defibrillator Pulse Generator 
N_ Release Subcutaneous Tissue and A Contractility Modulation Device 
Fascia, Right Upper Arm 
———— ee 
P= Removal F Subcutaneous Tissue and B Stimulator Generator, Single 
Fascia, Left Upper Arm Array 
Q_ Repair G Subcutaneous Tissue and C Stimulator Generator, Single 
Fascia, Right Lower Arm Array Rechargeable 
R_— Replacement H Subcutaneous Tissue and D Stimulator Generator, Multiple 
Fascia, Left Lower Arm Array 
U Supplement J Subcutaneous Tissue and E Stimulator Generator, Multiple 
Fascia, Right Hand Array Rechargeable 
W_ Revision K Subcutaneous Tissue and F Subcutaneous Defibrillator Lead 
Fascia, Left Hand 
X Transfer L Subcutaneous Tissue and H Contraceptive Device 
Fascia, Right Upper Leg 
M_ Subcutaneous Tissue and J Synthetic Substitute 
Fascia, Left Upper Leg 
N Subcutaneous Tissue and K  Nonautologous Tissue 
Fascia, Right Lower Leg Substitute 
P Subcutaneous Tissue and ¥ M_ Stimulator Generator 
Fascia, Left Lower Leg 
Q Subcutaneous Tissue and | N Tissue Expander 
Fascia, Right Foot 
R Subcutaneous Tissue and P Cardiac Rhythm Related Device 


Fascia, Left Foot 


S Subcutaneous Tissue and V__ Infusion Device, Pump 
Fascia, Head and Neck 

T Subcutaneous Tissue and TW Vascular Access Device, Totally 
Fascia, Trunk Implantable 

V Subcutaneous Tissue and X Vascular Access Device, 
Fascia, Upper Extremity Tunneled 

W_ Subcutaneous Tissue and he Y Other Device 
Fascia, Lower Extremity 

a Z No Device 


Ne SS... eee 
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AHA Coding Clinic for table J2 


2018, 3Q, 10 


2017, 2Q 26 


Disruption of perma-catheter fibrin sheath via angioplasty of superior 


vena cava 
Exchange of tunneled catheter 


AHA Coding Clinic for table 05 


2019, 3Q 25 


Endoscopic removal of pilonidal sinus and cyst 


AHA Coding Clinic for table 9J8 


2017,3Q,11 


Bilateral escharotomy of leg, thigh and foot 


AHA Coding Clinic for table 939 


2018, 3Q, 16 
2018, 3Q 16 
2015, 3Q 23 


Incision and drainage of submandibular space 
Incision and drainage of neck abscess 
Incision and drainage of multiple abscess cavities using vessel loop 


AHA Coding Clinic for table 9JB 


2020, 1Q, 31 
2019, 3Q 25 
2018, 3Q, 17 
2018,1Q,7 

2015, 3Q 3-8 
2015, 2Q 13 
2015, 1Q 29 
2014, 4Q 38 
2014, 3Q, 22 


Repair of buried penis 

Endoscopic removal of pilonidal sinus and cyst 

Excisional debridement of periosteum 

Placement of fat graft following lumbar decompression surgery 
Excisional and nonexcisional debridement 

Transfer of free flap to reconstruct orbital defect 

Fistulectomy with placement of seton 

Abdominoplasty and abdominal wall plication for hernia repair 
Transsphenoidal removal of pituitary tumor and fat graft placement 


AHA Coding Clinic for table 9JC 


2017, 3Q 22 


Replacement of native skull bone flap 


AHA Coding Clinic for table 6JD 


2016, 3Q, 20 
2016, 3Q, 21 
2016, 3Q 21 
2016, 3Q, 22 
2016, 1Q, 40 
2015, 3Q, 3-8 
2015, 1, 23 


VersaJet™ nonexcisional debridement of leg muscle 
Nonexcisional debridement of infected lumbar wound 
Nonexcisional pulsed lavage debridement 

Debridement of bone and tendon using Tenex ultrasound device 
Nonexcisional debridement of skin and subcutaneous tissue 
Excisional and nonexcisional debridement 

Non-Excisional debridement with lavage of wound 


AHA Coding Clinic for table 8JH 


2020, 20, 15 
2020, 2, 16 
2019, 4Q, 33 
2017, 40, 63-64 
2017, 2Q, 24 
2017, 2Q 26 
2016, 4Q, 97-98 
2016, 20, 14 
2016, 20, 15 
2015, 4Q, 14 
2015, 4Q, 30-31 
2015, 20, 33 
2014, 30, 19 
2013, 40, 116 
2012, 4Q, 104 


Ommaya Reservoir with Ventricular Catheter Placement 


Ommaya Reservoir Placement for Cerebrospinal Fluid Infusion Therapy 


Subcutaneous implantable cardioverter defibrillator lead 
Added and revised device values - Vascular access reservoir 
Tunneled catheter versus totally implantable catheter 
Exchange of tunneled catheter 

Phrenic neurostimulator 

Insertion of peritoneal totally implantable venous access device 
Removal and replacement of tunneled internal jugular catheter 
New Section X codes—New Technology procedures 

Vascular access devices 

Totally implantable central venous access device (Port-a-Cath) 
End of life replacement of Baclofen pump 

Device character for Port-A-Cath placement 

Placement of subcutaneous implantable cardioverter defibrillator 


ICD-10-PCS 2021 


AHA Coding Clinic for table @JN 
2017, 3Q,11 Bilateral escharotomy of leg, thigh and foot 


AHA Coding Clinic for table 0JP 


2019, 4Q, 33 Subcutaneous implantable cardioverter defibrillator lead 

2018, 40, 86 Placement of lumboatrial shunt 

2018, 3Q, 29 Decommissioning of left ventricular assist device with exploration of 
mediastinum 

2016, 2Q,15 Removal and replacement of tunneled internal jugular catheter 

2015, 4Q, 31 Vascular access devices 

2014, 3Q,19 End of life replacement of Baclofen pump 

2013, 4Q, 109 Separating conjoined twins 

2012, 4Q, 104 Placement of subcutaneous implantable cardioverter defibrillator 


AHA Coding Clinic for table JQ 
2017, 3Q,19 Anterior repair of cystocele 
2014, 4Q, 44 Posterior colporrhaphy/rectocele repair 


AHA Coding Clinic for table @JR 
2015, 2Q, 13 Transfer of free flap to reconstruct orbital defect 


AHA Coding Clinic for table 0JU 
2018, 2Q, 20 Prelaminated free flap graft using Alloderm™ 
2018, 10, 7 Placement of fat graft following lumbar decompression surgery 


AHA Coding Clinic for table JW 


2019, 4Q, 33 Subcutaneous implantable cardioverter defibrillator lead 

2018, 10,8 Ventricular peritoneal shunt ligation 

2015, 4Q, 33 Externalization of peritoneal dialysis catheter 

2015, 2Q,9 Revision of ventriculoperitoneal (VP) shunt 

2012, 4Q, 104 Placement of subcutaneous implantable cardioverter defibrillator 


AHA Coding Clinic for table 8JX 


2018, 10, 10 Complex wound closure using pericranial flap 
2014, 3Q,18 Placement of reverse sural fasciocutaneous pedicle flap 
2013, 4Q, 109 Separating conjoined twins © 


ea eee 
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8 Medical and Surgical 
J Subcutaneous Tissue and Fascia 


® Alteration Definition: Modifying the anatomic structure of a body part without affecting the function of the body part 
Explanation: Principal purpose is to improve appearance 


Body Part ) Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


4 pue anssi, snoaueznoqns 


1 Subcutaneous Tissue and F Subcutaneous Tissue and 8 Open Z No Device Z No Qualifier 
Fascia, Face Fascia, Left Upper Arm 3 Percutaneous 
Masseteric fascia See D Subcutaneous Tissue and 
Orbital fascia Fascia, Right Upper Arm 
Submandibular space G Subcutaneous Tissue and 
4 Subcutaneous Tissue and Fascia, Right Lower Arm 
Fascia, Right Neck Antebrachial fascia 
Deep cervical fascia Bicipital aponeurosis 
Pretracheal fascia H Subcutaneous Tissue and “4 
Prevertebral fascia Fascia, Left Lower Arm pa] 
5 Subcutaneous Tissue and See G Subcutaneous Tissue and a 
Fascia, Left Neck Fascia, Right Lower Arm 
See 4 Subcutaneous Tissueand L Subcutaneous Tissue and 
Fascia, Right Neck Fascia, Right Upper Leg 
6 Subcutaneous Tissue and Crural fascia 
Fascia, Chest Fascia lata 
Pectoral fascia Iliac fascia 
7 Subcutaneous Tissue and lliotibial tract (band) 
Fascia, Back M Subcutaneous Tissue and 
8 Subcutaneous Tissue and Fascia, Left Upper Leg 
Fascia, Abdomen See L Subcutaneous Tissue and 
9 Subcutaneous Tissue and Fascia, Right Upper Leg 
Fascia, Buttock N Subcutaneous Tissue and 
D Subcutaneous Tissue and Fascia, Right Lower Leg 
Fascia, Right Upper Arm P Subcutaneous Tissue and 
Axillary fascia Fascia, Left Lower Leg 


Deltoid fascia 
Infraspinatus fascia 
Subscapular aponeurosis 
Supraspinatus fascia 


Medical and Surgical 

Subcutaneous Tissue and Fascia 

Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Nn“=-©8 


Approach Device Qualifier 
Character 5 Character 6 Character 7 


Subcutaneous Tissue and Fascia, Head and Neck X External 
T Subcutaneous Tissue and Fascia, Trunk 

External oblique aponeurosis 

Transversalis fascia 

Subcutaneous Tissue and Fascia, Upper Extremity 


Subcutaneous Tissue and Fascia, Lower Extremity 
Non-OR All body part, approach, device, and qualifier values 


Z_ No Qualifier 


® Drainage Device 
Y Other Device 


Limited Coverage E& Noncovered H Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in —_ 
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Subcutaneous Tissue and Fascia 


Approach 
Character5 


035-055 
8 Medical and Surgical 
J Subcutaneous Tissue and Fascia 
5 Destruction 
Explanation: None of the body part is physically taken out 
hen Body Part 
eee Character 4 
® Subcutaneous Tissue and G Subcutaneous Tissue and @® Open 
Fascia, Scalp Fascia, Right Lower Arm 3 Percutaneous 
Galea aponeurotica Antebrachial fascia 
1 Subcutaneous Tissue and Bicipital aponeurosis 
Fascia, Face H Subcutaneous Tissue and 
Masseteric fascia Fascia, Left Lower Arm 


Orbital fascia 
Submandibular space 
Subcutaneous Tissue and 
Fascia, Right Neck 
Deep cervical fascia 
Pretracheal fascia 
Prevertebral fascia 
Subcutaneous Tissue and 
Fascia, Left Neck 
See 4 Subcutaneous Tissue and 
Fascia, Right Neck 
Subcutaneous Tissue and 
Fascia, Chest 
Pectoral fascia 
Subcutaneous Tissue and 
Fascia, Back 
Subcutaneous Tissue and 
Fascia, Abdomen 
Subcutaneous Tissue and 
Fascia, Buttock 
Subcutaneous Tissue and 
Fascia, Perineum 
Subcutaneous Tissue and 
Fascia, Pelvic Region 
Subcutaneous Tissue and 
Fascia, Right Upper Arm 
Axillary fascia 
Deltoid fascia 
Infraspinatus fascia 
Subscapular aponeurosis 
Supraspinatus fascia 
Subcutaneous Tissue and 
Fascia, Left Upper Arm 
See D Subcutaneous Tissue and 
Fascia, Right Upper Arm 


See G Subcutaneous Tissue and 
Fascia, Right Lower Arm 

Subcutaneous Tissue and 

Fascia, Right Hand 

Palmar fascia (aponeurosis) 

Subcutaneous Tissue and 

Fascia, Left Hand 

See J Subcutaneous Tissue and 
Fascia, Right Hand 

Subcutaneous Tissue and 

Fascia, Right Upper Leg 

Crural fascia 

Fascia lata 

lliac fascia 

lliotibial tract (band) 

Subcutaneous Tissue and 

Fascia, Left Upper Leg 

See L Subcutaneous Tissue and 
Fascia, Right Upper Leg 

Subcutaneous Tissue and 

Fascia, Right Lower Leg 

Subcutaneous Tissue and 

Fascia, Left Lower Leg 

Subcutaneous Tissue and 

Fascia, Right Foot 

Plantar fascia (aponeurosis) 


R Subcutaneous Tissue and 


Fascia, Left Foot 
See Q Subcutaneous Tissue and 
Fascia, Right Foot 


DRGNon-OR All body part, approach, device, and qualifier values 


ICD-10-PCS 2021 


Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 


Device HAS : Qualifier 
Character6 =| Character7 
Z No Device Z_ No Qualifier 


. i j 
1 Limited Coverage MNoncovered [| Combination Member HACassociated/procedure Combination Only DRGNonOR Non-OR  New/Revised in GREEN 
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ICD-10-PCS 2021 


6 Medical and Surgical 
Subcutaneous Tissue and Fascia 


J 


8 Division 


Limited Coverage [fS Noncovered 


Subcutaneous Tissue and 


Subcutaneous Tissue and Fascia 


Explanation: All or a portion of the body part is separated into two or more portions 


Fascia, Scalp 

Galea aponeurotica 
Subcutaneous Tissue and 
Fascia, Face 

Masseteric fascia 

Orbital fascia 
Submandibular space 
Subcutaneous Tissue and 
Fascia, Right Neck 

Deep cervical fascia 
Pretracheal fascia 
Prevertebral fascia 
Subcutaneous Tissue and 
Fascia, Left Neck 


See 4 Subcutaneous Tissue and 


Fascia, Right Neck 
Subcutaneous Tissue and 
Fascia, Chest 
Pectoral fascia 
Subcutaneous Tissue and 
Fascia, Back 
Subcutaneous Tissue and 
Fascia, Abdomen 
Subcutaneous Tissue and 
Fascia, Buttock 
Subcutaneous Tissue and 
Fascia, Perineum 
Subcutaneous Tissue and 
Fascia, Pelvic Region 
Subcutaneous Tissue and 
Fascia, Right Upper Arm 
Axillary fascia 
Deltoid fascia 
Infraspinatus fascia 
Subscapular aponeurosis 
Supraspinatus fascia 
Subcutaneous Tissue and 
Fascia, Left Upper Arm 


See D Subcutaneous Tissue and 


Fascia, Right Upper Arm 
Subcutaneous Tissue and 
Fascia, Right Lower Arm 
Antebrachial fascia 
Bicipital aponeurosis 


ICD-10-PCS 2021 


Body Part Approach Device 
— Character 4 Character 5 Character 6 | 


H 


< 


WwW 


Subcutaneous Tissue and 
Fascia, Left Lower Arm 
See G Subcutaneous Tissue and 
Fascia, Right Lower Arm 
Subcutaneous Tissue and 
Fascia, Right Hand 
Palmar fascia (aponeurosis) 
Subcutaneous Tissue and 
Fascia, Left Hand 
See J Subcutaneous Tissue and 
Fascia, Right Hand 
Subcutaneous Tissue and 
Fascia, Right Upper Leg 
Crural fascia 
Fascia lata 
lliac fascia 
lliotibial tract (band) 
Subcutaneous Tissue and 
Fascia, Left Upper Leg 
See L Subcutaneous Tissue and 
Fascia, Right Upper Leg 
Subcutaneous Tissue and 
Fascia, Right Lower Leg 
Subcutaneous Tissue and 
Fascia, Left Lower Leg 
Subcutaneous Tissue and 
Fascia, Right Foot 
Plantar fascia (aponeurosis) 
Subcutaneous Tissue and 
Fascia, Left Foot 
See Q Subcutaneous Tissue and 
Fascia, Right Foot 
Subcutaneous Tissue and 
Fascia, Head and Neck 
Subcutaneous Tissue and 
Fascia, Trunk 
External oblique aponeurosis 
Transversalis fascia 
Subcutaneous Tissue and 
Fascia, Upper Extremity 
Subcutaneous Tissue and 
Fascia, Lower Extremity 


® Open 
3 Percutaneous 


Z No Device 


[4 Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 


Qualifier — 
Character 7 


Z_ No Qualifier 


9J8-B58 


Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 
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0)9-0)9 Subcutaneous Tissue and Fascia ICD-10-PCS 2021 
I Suet US TSUN Oe 


oe 
“ 
Cc 6 Medical and Surgical 
bk J Subcutaneous Tissue and Fascia 
cS 9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
- Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies : —— 
rf) Body Part , Approach Device ce he Qualifier = 
3 ; Character4 Character 5 Character 6 {ie yg character Zein 
— ® Subcutaneous Tissue and G Subcutaneous Tissue and @® Open @ Drainage Device Z No Qualifier 
a Fascia, Scalp Fascia, Right Lower Arm 3 Percutaneous 
$ Galea aponeurotica Antebrachial fascia 
eo 1 Subcutaneous Tissue and Bicipital aponeurosis 
a Fascia, Face H Subcutaneous Tissue and 
= Masseteric fascia Fascia, Left Lower Arm 
— Orbital fascia See G Subcutaneous Tissue and 
= Submandibular space Fascia, Right Lower Arm 
2 4 Subcutaneous Tissue and J Subcutaneous Tissue and 
=} Fascia, Right Neck Fascia, Right Hand 
Wi Deep cervical fascia Palmar fascia (aponeurosis) 
Pretracheal fascia K Subcutaneous Tissue and 
Prevertebral fascia Fascia, Left Hand 
5 Subcutaneous Tissue and See J Subcutaneous Tissue and 
Fascia, Left Neck Fascia, Right Hand 
See 4 Subcutaneous Tissueand | Subcutaneous Tissue and 
Fascia, Right Neck Fascia, Right Upper Leg 
6 Subcutaneous Tissue and Crural fascia 
Fascia, Chest Fascia lata 
Pectoral fascia lliac fascia 
7 Subcutaneous Tissue and lliotibial tract (band) 
A pace hi gM Subcutaneous Tissue and 
Be me Vee BSueSh Fascia, Left Upper Leg 
9 pee ie as d See L Subcutaneous Tissue and 
ubcutaneous Tissue an Fascia, Right Upper Leg 
Fascia, Buttock N Subéut STi d 
B Subcutaneous Tissue and F SCONE vane ae 
; ‘ ascia, Right Lower Leg 
Fascia, Perineum 4 
C Subcutaneous Tissue and P Subcutaneous Tissue and 
Fascia, Pelvic Region Fascia, Left Lower Leg 
D Subcutaneous Tissueand  @ Subcutaneous Tissue and 
Fascia, Right Upper Arm Fascia, Right Foot 
Axillary fascia Plantar fascia (aponeurosis) 
Deltoid fascia R Subcutaneous Tissue and 
Infraspinatus fascia Fascia, Left Foot 
Subscapular aponeurosis See Q Subcutaneous Tissue and 
Supraspinatus fascia Fascia, Right Foot 
F Subcutaneous Tissue and 
Fascia, Left Upper Arm 


See D Subcutaneous Tissue and 
Fascia, Right Upper Arm 


Non-OR 0J9[0,1,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R][0,3]8Z 


9J9 Continued on next page 


a 
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444 ICD-10-PCS 2021 


ICD-10-PCS 2021 


8 Medical and Surgical 
Subcutaneous Tissue and Fascia 


J 


9 Drainage 


Infraspinatus fascia 
Subscapular aponeurosis 
Supraspinatus fascia 
Subcutaneous Tissue and 
Fascia, Left Upper Arm 


See D Subcutaneous Tissue and 


Fascia, Right Upper Arm 


Body Part Approach  ~ Device 

Subcutaneous Tissueand  G SubcutaneousTissueand | Open Z No Device 
Fascia, Scalp Fascia, Right Lower Arm 3 Percutaneous 
Galea aponeurotica Antebrachial fascia 
Subcutaneous Tissue and Bicipital aponeurosis 
Fascia, Face H Subcutaneous Tissue and 
Masseteric fascia Fascia, Left Lower Arm 
Orbital fascia See G Subcutaneous Tissue and 
Submandibular space Fascia, Right Lower Arm 
Subcutaneous Tissueand = y_ Subcutaneous Tissue and 
Fascia, Right Neck Fascia, Right Hand 
Deep cervical fascia Palmar fascia (aponeurosis) 
Pretracheal fascia K Subcutaenous Tissue and 
Prevertebral fascia Fascia, Left Hand 
Subcutaneous Tissue and See J Subcutaneous Tissue and 
Fascia, LeftNeck _ Fascia, Right Hand 
See4 ae “a and | Sapeinenievisaieand 

Fascia, Right Nec: a Ri 
Subcutaneous Tissue and Pa in, ight Mbasilen 
Fascia, Chest Fascia lata 
Pectoral fascia lliac fascia 
Subcutaneous Tissue and lliotibial tract (band) 
Fescts, Bock M Subcutaneous Tissue and 
Subcutaneous Tissue and Fascia, Left Upper Leg 
Fascia, Abdomen See L Subcutaneous Tissue and 
Subcutaneous Tissue and Fascia, Right Upper Leg 
Fascia, Buttock — N Subcutaneous Tissue and 
Subcutaneous Tissue and Fascia, Right Lower Leg 
Fascia, Perineum P Subcutaneous Tissue and 
Subcutaneous Tissue and Fascia, Left Lower Leg 
Fascia, Pelvic Region Q Subcutaneous Tissue and 
Subcutaneous Tissue and Fascia, Right Foot 
Fascia, Right Upper Arm Plantar fascia (aponeurosis) 
Axillary fascia R Subcutaneous Tissue and 
Deltoid fascia Fascia, Left Foot 


Subcutaneous Tissue and Fascia 


Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


See Q Subcutaneous Tissue and 
Fascia, Right Foot 


Non-OR 9/)9[9,1,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R][@,3]ZX 
Non-OR 0)9[0,1,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R]3ZZ 


ICD-10-PCS 2021 


GJ9-6)9 


0J9 Continued 


Qualifier 
Character 7 


X Diagnostic 
Z_ No Qualifier 


EEN 


Limited Coverage DS Noncovered # Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GR 
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446 


Medical and Surgical 


Subcutaneous Tissue and Fascia ICD-10-PCS 2021 


Subcutaneous Tissue and Fascia 
Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Body Part Approach Device pay. Qualifier ® 2b ae 
Character 4 ; Character 5 : _ Character6 Character? 


Subcutaneous Tissue and 
Fascia, Scalp 
Galea aponeurotica 
Subcutaneous Tissue and 
Fascia, Face 
Masseteric fascia 
Orbital fascia 
Submandibular space 
Subcutaneous Tissue and 
Fascia, Right Neck 
Deep cervical fascia 
Pretracheal fascia 
Prevertebral fascia 
Subcutaneous Tissue and 
Fascia, Left Neck 
See 4 Subcutaneous Tissue and 
Fascia, Right Neck 
Subcutaneous Tissue and 
Fascia, Chest 
Pectoral fascia 
Subcutaneous Tissue and 
Fascia, Back 
Subcutaneous Tissue and 
Fascia, Abdomen 
Subcutaneous Tissue and 
Fascia, Buttock 
Subcutaneous Tissue and 
Fascia, Perineum 
Subcutaneous Tissue and 
Fascia, Pelvic Region 
Subcutaneous Tissue and 
Fascia, Right Upper Arm 
Axillary fascia 
Deltoid fascia 
Infraspinatus fascia 
Subscapular aponeurosis 
Supraspinatus fascia 
Subcutaneous Tissue and 
Fascia, Left Upper Arm 
See D Subcutaneous Tissue and 
Fascia, Right Upper Arm 


G 


R Subcutaneous Tissue and 


Subcutaneous Tissueand |@ Open Z No Device X Diagnostic 

Fascia, Right Lower Arm 3 Percutaneous Z_ No Qualifier 

Antebrachial fascia 

Bicipital aponeurosis 

Subcutaneous Tissue and 

Fascia, Left Lower Arm 

See G Subcutaneous Tissue and 
Fascia, Right Lower Arm 

Subcutaneous Tissue and 

Fascia, Right Hand 

Palmar fascia (aponeurosis) 

Subcutaneous Tissue and 

Fascia, Left Hand 

See J Subcutaneous Tissue and 
Fascia, Right Hand 

Subcutaneous Tissue and 

Fascia, Right Upper Leg 

Crural fascia 

Fascia lata 

lliac fascia 

lliotibial tract (band) 

Subcutaneous Tissue and 

Fascia, Left Upper Leg . 

See L Subcutaneous Tissue and 
Fascia, Right Upper Leg 

Subcutaneous Tissue and 

Fascia, Right Lower Leg 

Subcutaneous Tissue and 

Fascia, Left Lower Leg 

Subcutaneous Tissue and 

Fascia, Right Foot 

Plantar fascia (aponeurosis) 


Fascia, Left Foot 
See Q Subcutaneous Tissue and 
Fascia, Right Foot 


DRGNon-OR 0)B(0,4,5,6,7,8,9,B,C,D,F,G.H,L.M.N,P,Q,R]3ZZ 
Non-OR 0JB[G,1,4,5,6,7,8,9,8,C,D,F,G,H,J,K,L,M,N,P,Q,R][0,31ZX 


Eq Limited Coverage [3 Noncovered [| Combination Member HAC associated procedure CombinationOnly DRGNon-OR Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


SCT 


ICD-10-PCS 2021 Subcutaneous Tissue and Fascia OIC-BIC 
9 Medical and Surgical 

J Subcutaneous Tissue and Fascia 

C_ Extirpation Definition: Taking or cutting out solid matter from a body part 


Explanation: The solid matter may be an abnormal byproduct of a biological function ora foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


4 pue anssij] snosuepnoqns 


aes Laas Body Part Approach Device Qualifier 
Beet er Character 4 Character 5 Character 6 Character 7 
® Subcutaneous Tissue and G SubcutaneousTissueand |@ Open Z_ No Device Z_ No Qualifier 
Fascia, Scalp Fascia, Right Lower Arm 3 Percutaneous 
Galea aponeurotica Antebrachial fascia 
1 Subcutaneous Tissue and Bicipital aponeurosis 
Fascia, Face H Subcutaneous Tissue and 
Masseteric fascia Fascia, Left Lower Arm 
Orbital fascia See G Subcutaneous Tissue and 
Submandibular space Fascia, Right Lower Arm 4 
4 Subcutaneous Tissue and J Subcutaneous Tissue and a 
Fascia, Right Neck Fascia, Right Hand a 
Deep cervical fascia Palmar fascia (aponeurosis) 
Pretracheal fascia K Subcutaneous Tissue and 
Prevertebral fascia Fascia, Left Hand 
5 Subcutaneous Tissue and See J Subcutaneous Tissue and 
Fascia, Left Neck Fascia, Right Hand 
See 4 Subcutaneous Tissueand L Subcutaneous Tissue and 
Fascia, Right Neck Fascia, Right Upper Leg 
6 Subcutaneous Tissue and Crural fascia 
Fascia, Chest Fascia lata 
Pectoral fascia lliac fascia 
7 Subcutaneous Tissue and lliotibial tract (band) 
Fascia, Back M Subcutaneous Tissue and 
8 Subcutaneous Tissue and Fascia, Left Upper Leg 
Fascia, Abdomen See L Subcutaneous Tissue and 
9 Subcutaneous Tissue and Fascia, Right Upper Leg 
Fascia, Buttock N Subcutaneous Tissue and 
B Subcutaneous Tissue and Fascia, Right Lower Leg 
Fascia, Perineum P Subcutaneous Tissue and 
C Subcutaneous Tissue and Fascia, Left Lower Leg 
Fascia, Pelvic Region Q Subcutaneous Tissue and 
D Subcutaneous Tissue and Fascia, Right Foot 
Fascia, Right Upper Arm Plantar fascia (aponeurosis) 
Axillary fascia R_ Subcutaneous Tissue and 
Deltoid fascia Fascia, LeftFoot 
Infraspinatus fascia See Q Subcutaneous Tissue and 
Subscapular aponeurosis Fascia, Right Foot 


Supraspinatus fascia 
F Subcutaneous Tissue and 
Fascia, Left Upper Arm 
See D Subcutaneous Tissue and 
Fascia, Right Upper Arm 


Non-OR All body part, approach, device, and qualifier values 


ee ; arr N 
Limited Coverage Noncovered [#] Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in “0 
ICD-10-PCS 2021 , 


9JD-9JD Subcutaneous Tissue and Fascia ICD-10-PCS 2021 
8 Medical and Surgical 
J Subcutaneous Tissue and Fascia ; 
D_ Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


Body Part Approach Device Qualifier 


& 
a 
wa 
© 

hha 

Ss 
S 
© 
(J) 
= 
wa 
— 
= 
wa 
= 
-) 
Gg 
& 
cS 
rw 
=) 
Vw 
2 
=) 
wn 


@ SubcutaneousTissueand G Subcutaneous Tissue and 6 Open Z No Device Z No Qualifier 
Fascia, Scalp Fascia, Right Lower Arm 3 Percutaneous 
Galea aponeurotica Antebrachial fascia 

1 Subcutaneous Tissue and Bicipital aponeurosis 
Fascia, Face H Subcutaneous Tissue and 
Masseteric fascia Fascia, Left Lower Arm 
Orbital fascia See G Subcutaneous Tissue and 
Submandibular space Fascia, Right Lower Arm 

4 Subcutaneous Tissue and J Subcutaneous Tissue and 
Fascia, Right Neck Fascia, Right Hand 
Deep cervical fascia Palmar fascia (aponeurosis) 
Pretracheal fascia K Subcutaneous Tissue and 
Prevertebral fascia Fascia, Left Hand 

5 Subcutaneous Tissue and See J Subcutaneous Tissue and 
Fascia, Left Neck Fascia, Right Hand 
See 4 Subcutaneous Tissueand L Subcutaneous Tissue and 

Fascia, Right Neck Fascia, Right Upper Leg 

6 Subcutaneous Tissue and Crural fascia 
Fascia, Chest Fascia lata 
Pectoral fascia lliac fascia 

7 Subcutaneous Tissue and lliotibial tract (band) 

Fascia, Back M Subcutaneous Tissue and 

8 Subcutaneous Tissue and Fascia, Left Upper Leg 
Fascia, Abdomen See L Subcutaneous Tissue and 

9 Subcutaneous Tissue and Fascia, Right Upper Leg 
Fascia, Buttock N Subcutaneous Tissue and 

B Subcutaneous Tissue and Fascia, Right Lower Leg 
Fascia, Perineum P Subcutaneous Tissue and 

C Subcutaneous Tissue and Fascia, Left Lower Leg 
Fascia, Pelvic Region Q Subcutaneous Tissue and 

D Subcutaneous Tissue and Fascia, Right Foot 
Fascia, Right Upper Arm Plantar fascia (aponeurosis) 
Axillary fascia Subcutaneous Tissue and 
Deltoid fascia Fascia, Left Foot 
Infraspinatus fascia See Q Subcutaneous Tissue and 
Subscapular aponeurosis Fascia, Right Foot 
Supraspinatus fascia 

F Subcutaneous Tissue and 
Fascia, Left Upper Arm 
See D Subcutaneous Tissue and 

Fascia, Right Upper Arm 


Non-OR 9JD(Q,1,4,5,B,C,D,F,G,H,J,K,N,P,Q,RI3ZZ See Appendix L for Procedure Combinations 


Combo-only 0JD[6,7,8,9,L,M]3ZZ 


9JD-8JD 


LE LLL. ae Lo... SSS eee 
ie d inati HAC associated procedure inati 

ree Coverage [¥Noncovered [| Combination Member Combination Only DRGNon-OR Non-OR New/Revised in GREEN 

44. ICD-10-PCS 2021 


ICD-10-PCS 2021 Subcutaneous Tissue and Fascia OJH-OJH 


8 Medical and Surgical 

J Subcutaneous Tissue and Fascia 

H_= Insertion Definition: Putting in a nonbiological a 
take the place of a body part 
Explanation: None 


ppliance that monitors, assists, performs, or prevents a physiological function but does not physically 


Body Part Approach Device ualifier 
Subcutaneous Tissue C SubcutaneousTissue|@ Open N_ Tissue Expander Z No Qualifier 
and Fascia, Scalp and Fascia, Pelvic 3 Percutaneous 
Galea aponeurotica Region 
1 SubcutaneousTissue J Subcutaneous Tissue 
and Fascia, Face and Fascia, Right 
Masseteric fascia Hand 
Orbital fascia Palmar fascia 
Submandibular space (aponeurosis) 


4 Subcutaneous Tissue K Subcutaneous Tissue 
and Fascia, Right Neck and Fascia, Left Hand 


Deep cervical fascia See J Subcutaneous 
Pretracheal fascia Tissue and Fascia, 
Prevertebral fascia Right Hand 
5 SubcutaneousTissue Q Subcutaneous Tissue 
and Fascia, Left Neck and Fascia, Right 
See 4 Subcutaneous Foot 
Tissue and Fascia, Plantar fascia 
Right Neck (aponeurosis) 
9 SubcutaneousTissue R Subcutaneous Tissue 
and Fascia, Buttock and Fascia, Left Foot 
B Subcutaneous Tissue See Q Subcutaneous 
and Fascia, Perineum Tissue and Fascia, 
Right Foot 


Subcutaneous Tissue and 
Pectoral fascia 


#1 |® Open 
3 Percutaneous 


Monitoring Device, Hemodynamic 
Monitoring Device 

Pacemaker, Single Chamber 
Pacemaker, Single Chamber Rate 
Responsive 

Pacemaker, Dual Chamber 
Cardiac Resynchronization 
Pacemaker Pulse Generator 
Defibrillator Generator 

Cardiac Resynchronization 
Defibrillator Pulse Generator 
Contractility Modulation Device 
Stimulator Generator, Single Array 
Stimulator Generator, Single Array 
Rechargeable 

Stimulator Generator, Multiple Array 
Stimulator Generator, Multiple Array 
Rechargeable 

Subcutaneous Defibrillator Lead 
Contraceptive Device 

Stimulator Generator 

Tissue Expander 

Cardiac Rhythm Related Device 
Infusion Device, Pump 

Vascular Access Device, Totally 
Implantable 

Vascular Access Device, Tunneled 
Other Device 


Stimulator Generator, Single Array 
Stimulator Generator, Single Array 
Rechargeable 

Stimulator Generator, Multiple Array 
Stimulator Generator, Multiple Array 
Rechargeable 

Stimulator Generator 

Tissue Expander 

Infusion Device, Pump 

Other Device 


Z_ No Qualifier 


nO uUkabN 


wo © 
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mo 


“Shes SS ss 


CoH |@ Open Z No Qualifier 


3 Percutaneous 


7 Subcutaneous Tissue and Fascia, Back 


mo AD! < x 


<<zz 


DRGNon-OR  QJH6[0,3][4,5,6,7,H,P,X]Z See Appendix L for Procedure Combinations 
DRGNon-OR QJH63WX i 0JH6[0,3][4,5,6,7,8,9,A,B,C,D,E,F,PJZ 
HAC OJH6[0,3][4,5,6,7,8,9,P]Z when reported with SDx K68.11 or T81.49-T81 49, eal 0JH7(0,3][B,C,D,EJZ 


T82.6-182.7 with 7th character A 
QJH63XZ when reported with SDx J95.811 


[NC QJH7(9,3)MZ 


OJH Continued on next page 


Limited Coverage [&Noncovered [#| Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in at 
ICD-10-PCS 2021 - 
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ICD-10-PCS 2021 
OJH Continued 


OJH-OJH Subcutaneous Tissue and Fascia 


® Medical and Surgical 
J Subcutaneous Tissue and Fascia 
H_ Insertion 


Definition; Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 
take the place of a body part 
Explanation: None 


Ot 2 Body Patt. , Approach ; Device wpa os ey Qualifier 
gk BR Characer 4 es E ; see Character 5 i Character 6 i> Character 7 Ascbpebic® 


68 Monitoring Device, Hemodynamic |Z No Qualifier 

2 Monitoring Device 

4 Pacemaker, Single Chamber 

5 Pacemaker, Single Chamber Rate 
Responsive 

6 Pacemaker, Dual Chamber 

7 Cardiac Resynchronization 

Pacemaker Pulse Generator 


8 Subcutaneous Tissue 


3 Percutaneous 
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8 Defibrillator Generator 
9 Cardiac Resynchronization 
Defibrillator Pulse Generator 
A Contractility Modulation Device 
B Stimulator Generator, Single Array 
C Stimulator Generator, Single Array 
Rechargeable 
D Stimulator Generator, Multiple Array 
E Stimulator Generator, Multiple Array 
Rechargeable 
H_ Contraceptive Device 
M Stimulator Generator 
N_ Tissue Expander [ J 
P Cardiac Rhythm Related Device 
V_ Infusion Device, Pump 
W Vascular Access Device, Totally 
Implantable 
X Vascular Access Device, Tunneled 
Y Other Device 
D SubcutaneousTissue L SubcutaneousTissue|/@ Open H_ Contraceptive Device Z_ No Qualifier 
and Fascia, Right and Fascia, Right 3 Percutaneous N_ Tissue Expander 
Upper Arm | Upper Leg V_ Infusion Device, Pump 
Axillary fascia Crural fascia W Vascular Access Device, Totally 
Deltoid fascia Fascia lata inl bl 
: F : : plantable 
Infraspinatus fascia lliac fascia X V inc Device, T led 
Subscapular lliotibial tract (band) SS CURAT NCCES Wew Ces LUNE 
aponeurosis M Subcutaneous Tissue 
Supraspinatus fascia and Fascia, Left 
F Subcutaneous Tissue Upper Leg 
and Fascia, Left Upper See L Subcutaneous 
Arm Tissue and Fascia, 
See D Subcutaneous ___ Right Upper Leg 
Tissue and Fascia, | N Subcutaneous Tissue 
Right Upper Arm and Fascia, Right 
G Subcutaneous Tissue Lower Leg 
and Fascia, Right P Subcutaneous Tissue 
Lower Arm and Fascia, Left 
Antebrachial fascia Lower Leg 
Bicipital aponeurosis 
H Subcutaneous Tissue 
and Fascia, Left Lower 
Arm 
See G Subcutaneous 
Tissue and Fascia, 
Right Lower Arm | 
S Subcutaneous Tissue and Fascia, Head and Neck |@ Open 1 Radioactive Element Z_ No Qualifier 
V_ Subcutaneous Tissue and Fascia, Upper 3 Percutaneous 3 Infusion Device 
Extremity Y Other Device 
W Subcutaneous Tissue and Fascia, Lower 
Extremity 
T Subcutaneous Tissue and Fascia, Trunk ® Open 1 Radioactive Element |Z No Qualifier 
External oblique aponeurosis 3 Percutaneous 3 Infusion Device 
Transversalis fascia V_ Infusion Device, Pump 
Y Other Device 


DRGNon-OR  0JH8(0,3](2,4,5,6,7,H,P,X]Z Non-OR @JH[DF,GH,L,MJ[0,3]HZ HAC — 0JH8[0,3](4,5,6,7,8,9,P]Z when reported with SDx K68.11 or 
DRGNon-OR 0JH83WX Non-OR @JHNGHZ 781.40-181.49, T82.6-T82.7 with 7th character A 
DRGNon-OR = QJH[D,F,G,H,L,M,N,P]OXZ Non-OR @JH[S,V,W]03Z NC OJH8[0,3]MZ 

DRGNon-OR = QJH[D,F,G,H,L,M,N,P]3[W,X]Z Non-OR @JH[S,V,W]3[3,Y]Z See Appendix L for Procedure Combinations 

DRGNon-OR QJHN3HZ Non-OR QJHTO3Z ie JH8(0,31[4,5,6,7,8,9,4,B,C,D,E,P]Z 

DRGNon-OR  QJHP[0,3]HZ Non-OR QJHT3[3,Y]Z aaa 


[3 Limited Coverage H Noncovered [ Combination Member HAC associated procedure Combination Only BRGNon-OR Non-OR New/Revised in GREEN 
450 ICD-10-PCS 2021 


ICD-10-PCS 2021 Subcutaneous Tissue and Fascia 9JJ-OIN 
9 Medical and Surgical 

J Subcutaneous Tissue and Fascia 

J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


Body Part Approach Device Qualifier 
_ Character 4 Character 5 Character 6 Character 7 


S Subcutaneous Tissue and Fascia, Head and Neck 
T Subcutaneous Tissue and Fascia, Trunk 

External oblique aponeurosis 

Transversalis fascia 

Subcutaneous Tissue and Fascia, Upper Extremity 
Subcutaneous Tissue and Fascia, Lower Extremity 


® Open Z No Qualifier 
3 Percutaneous 


X External 


Z No Device 


Non-OR All body part, approach, device, and qualifier values 


6 Medical and Surgical 
J Subcutaneous Tissue and Fascia 
N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Subcutaneous Tissue and G Subcutaneous Tissue and ® Open Z No Device Z No Qualifier 
Fascia, Scalp Fascia, Right Lower Arm 3 Percutaneous 
Galea aponeurotica Antebrachial fascia X External 
1 Subcutaneous Tissue and Bicipital aponeurosis 
Fascia, Face H Subcutaneous Tissue and 
Masseteric fascia Fascia, Left Lower Arm 
Orbital fascia See G Subcutaneous Tissue and 
Submandibular space Fascia, Right Lower Arm 
4 Subcutaneous Tissue and J Subcutaneous Tissue and 
Fascia, Right Neck Fascia, Right Hand 
Deep cervical fascia Palmar fascia (aponeurosis) 
Pretracheal fascia K Subcutaneous Tissue and 
Prevertebral fascia Fascia, Left Hand 
5 Subcutaneous Tissue and See J Subcutaneous Tissue and 
Fascia, Left Neck Fascia, Right Hand 
See 4 Subcutaneous Tissueand L Subcutaneous Tissue and 
Fascia, Right Neck Fascia, Right Upper Leg 
6 Subcutaneous Tissue and Crural fascia 
Fascia, Chest Fascia lata 
Pectoral fascia lliac fascia 
7 Subcutaneous Tissue and lliotibial tract (band) 
Fascia, Back M Subcutaneous Tissue and 
8 Subcutaneous Tissue and Fascia, Left Upper Leg 
Fascia, Abdomen See L Subcutaneous Tissue and 
9 Subcutaneous Tissue and Fascia, Right Upper Leg 
Fascia, Buttock N Subcutaneous Tissue and 
B Subcutaneous Tissue and Fascia, Right Lower Leg 
Fascia, Perineum P Subcutaneous Tissue and 
C Subcutaneous Tissue and Fascia, Left Lower Leg 
Fascia, Pelvic Region Q Subcutaneous Tissue and 
D Subcutaneous Tissue and Fascia, Right Foot ; 
Fascia, Right Upper Arm Plantar fascia (aponeurosis) 
Axillary fascia R Subcutaneous Tissue and 
Deltoid fascia Fascia, Left Foot 
Infraspinatus fascia See Q Subcutaneous Tissue and 
Subscapular aponeurosis Fascia, Right Foot 
Supraspinatus fascia 
F Subcutaneous Tissue and 
Fascia, Left Upper Arm 
See D Subcutaneous Tissue and 
Fascia, Right Upper Arm 


Non-OR @JN[Q,1,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,RIXZZ 


Limited Coverage [&Noncovered [| Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in ge 
ICD-10-PCS 2021 
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0JP-9JP 


Subcutaneous Tissue and Fascia 


ICD-10-PCS 2021 


@JP-OJP 
8 Medical and Surgical 
J Subcutaneous Tissue and Fascia 
P Removal Definition: Taking out or off a device from a body part ; 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 
Body Part Approach — Device 1) Sphere en eerve vere 
Character 4 a Character 5 Character 6 <S Character? 


“Subcutaneous Tissue and Fascia, 
Head and Neck 


nn 


Subcutaneous Tissue and Fascia, 
Head and Neck 


Subcutaneous Tissue and 
Fascia, Trunk 

External oblique aponeurosis 
Transversalis fascia 


@ Open 
3 Percutaneous 


@ Drainage Device 

1 Radioactive Element 

3 Infusion Device 

7 Autologous Tissue Substitute 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 
N Tissue Expander 
Y Other Device 


® Drainage Device 
1 Radioactive Element 
3 Infusion Device 


X External 


@ Open 
3 Percutaneous 


® Drainage Device 
1 Radioactive Element 


2 Monitoring Device 

3 Infusion Device ; 

7 Autologous Tissue Substitute 

F Subcutaneous Defibrillator Lead 

H Contraceptive Device 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 

M Stimulator Generator 

N_ Tissue Expander 

P Cardiac Rhythm Related Device 

V_ Infusion Device, Pump 

W Vascular Access Device, Totally 
Implantable 

X Vascular Access Device, Tunneled 

Y Other Device 


T Subcutaneous Tissue and Fascia, 
Trunk 
External oblique aponeurosis 
Transversalis fascia 


Subcutaneous Tissue and Fascia, 
Upper Extremity 

W Subcutaneous Tissue and Fascia, 

Lower Extremity 


V_ Subcutaneous Tissue and Fascia, 


Upper Extremity 
W Subcutaneous Tissue and Fascia, 
Lower Extremity 


Non-OR 
Non-OR 
Non-OR 
Non-OR 
Non-OR 
Non-OR 


OJPS[O,3][8,1,3,7,J,K,N,Y]Z 
OJPSX[O,1,3]Z 


OJPTX[O,1,2,3,H,V,X]Z 


OJPLV,W]X[G,1,3,H,V,X]Z 


X External @ Drainage Device 

1 Radioactive Element 

2 Monitoring Device 

3 Infusion Device 

H_ Contraceptive Device 

V_ Infusion Device, Pump 

X Vascular Access Device, Tunneled 
® Open 

3 Percutaneous 


® Drainage Device 

1 Radioactive Element 

3 Infusion Device 

7 Autologous Tissue Substitute 

H Contraceptive Device 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 

N_ Tissue Expander 

V_ Infusion Device, Pump 

W Vascular Access Device, Totally 
Implantable 

X Vascular Access Device, Tunneled 

Y Other Device 


Z_ No Qualifier 


Z_ No Qualifier 


Z No Qualifier 


Z_ No Qualifier 


Z_ No Qualifier 


X 


External ® Drainage Device 

1. Radioactive Element 
3 Infusion Device 

H Contraceptive Device 
V_ Infusion Device, Pump 


X Vascular Access Device, Tunneled 


OJPT[O,3][0,1,2,3,7,H,J,K,M,N,V,W,X,Y]Z 


OJPLV,W]{O,3][0,1,3,7,H,J,K,N,V,W,X,Y]Z 


OJPT[O,3][F,P]Z when reported with SDx K68.11 or T81.40-T81.49, T82.6-182.7 with 7th character A 


Z_ No Qualifier 


ee eee 
Limited Coverage BX Noncovered [4 Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
452 ICD-10-PCS 2021 


ICD-10-PCS 2021 


6 Medical and Surgical 
Subcutaneous Tissue and Fascia 


J 


Q_ Repair 


Subcutaneous Tissue and Fascia 


Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part 


GJQ-05Q 


M4) 
¢ 
(om 
A 
= 
= 
r+) 
-} 
rs) 
sy Approach Device Qualifier o 
Seas Character 4 Character 5 Character 6 Character 7 & 
Subcutaneous Tissue and Subcutaneous Tissue and ® Open Z No Device Z No Qualifier | 
Fascia, Scalp Fascia, Right Lower Arm 3 Percutaneous “ 
Galea aponeurotica Antebrachial fascia 4 
1 Subcutaneous Tissue and Bicipital aponeurosis 7) 
Fascia, Face Subcutaneous Tissue and iy 
Masseteric fascia Fascia, Left Lower Arm 3 
Orbital fascia See G Subcutaneous Tissue and BR. 
Submandibular space Fascia, Right Lower Arm Ag 
4 Subcutaneous Tissue and Subcutaneous Tissue and “a 
Fascia, Right Neck Fascia, Right Hand pa 
Deep cervical fascia Palmar fascia (aponeurosis) ed 
Pretracheal fascia Subcutaneous Tissue and 
Prevertebral fascia Fascia, Left Hand 
5 Subcutaneous Tissue and See J Subcutaneous Tissue and 
Fascia, Left Neck Fascia, Right Hand 
See 4 Subcutaneous Tissue and Subcutaneous Tissue and 
Fascia, Right Neck Fascia, Right Upper Leg 
6 Subcutaneous Tissue and Crural fascia 
Fascia, Chest Fascia lata 
Pectoral fascia lliac fascia 
7 Subcutaneous Tissue and lliotibial tract (band) 
Fascia, Back Subcutaneous Tissue and 
8 Subcutaneous Tissue and Fascia, Left Upper Leg 
Fascia, Abdomen See L Subcutaneous Tissue and 
9 Subcutaneous Tissue and Fascia, Right Upper Leg 
Fascia, Buttock Subcutaneous Tissue and 
B Subcutaneous Tissue and Fascia, Right Lower Leg 
Fascia, Perineum Subcutaneous Tissue and 
C Subcutaneous Tissue and Fascia, Left Lower Leg 
Fascia, Pelvic Region Subcutaneous Tissue and 
D Subcutaneous Tissue and Fascia, Right Foot ; 
Fascia, Right Upper Arm Plantar fascia (aponeurosis) 
Axillary fascia Subcutaneous Tissue and 
Deltoid fascia Fascia, Left Foot 
Infraspinatus fascia SeeQ Subcutaneous Tissue and 
Subscapular aponeurosis Fascia, Right Foot 
Supraspinatus fascia 
F Subcutaneous Tissue and 


Fascia, Left Upper Arm 


See D Subcutaneous Tissue and 


Fascia, Right Upper Arm 


Non-OR 9JQ([0,1,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R]3ZZ 


New/Revised in GREEN 


inati combinati RGNon-OR Non-OR 
[J Limited Coverage BE Noncovered [) Combination Member HAC associated procedure Combination Only D FEN 


ICD-10-PCS 2021 


t 


OJR-OJR Subcutaneous Tissue and Fascia ICD-10-PCS 2021 


s 
Ww 
pe ® Medical and Surgical 
LL J Subcutaneous Tissue and Fascia 
bs © | R_ Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 
= Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
ps the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 
3 az Body Part 2009 > (igs 1c DR Oe ipproach oe pes Ce. Device “at, ate Qualifier 4 
“ aed gare “= Character’ © heirs characters Weer, Chatactero-; | We a ee cUaracte aco 
- @® Subcutaneous Tissue and G Subcutaneous Tissue and @ Open Autologous Tissue 
$ Fascia, Scalp Fascia, Right Lower Arm 3 Percutaneous ’ Substitute 
r) Galea aponeurotica Antebrachial fascia J Synthetic Substitute 
rT) 1 Subcutaneous Tissue and Bicipital aponeurosis K Nonautologous Tissue 
€ Fascia, Face H Subcutaneous Tissue and Substitute 
S Masseteric fascia Fascia, Left Lower Arm 
= Orbital fascia See G Subcutaneous Tissue and 
2 Submandibular space Fascia, Right Lower Arm 
} 4 Subcutaneous Tissue and J Subcutaneous Tissue and 
7) Fascia, Right Neck Fascia, Right Hand 
Deep cervical fascia Palmar fascia (aponeurosis) 
Pretracheal fascia K Subcutaneous Tissue and 
Prevertebral fascia Fascia, Left Hand 
5 Subcutaneous Tissue and See J Subcutaneous Tissue and 
Fascia, Left Neck Fascia, Right Hand 
See 4 Subcutaneous Tissueand L Subcutaneous Tissue and 
Fascia, Right Neck Fascia, Right Upper Leg 
6 Subcutaneous Tissue and Crural fascia 
Fascia, Chest Fascia lata 
Pectoral fascia lliac fascia 
7 Subcutaneous Tissue and lliotibial tract (band) 
Fascia, Back M Subcutaneous Tissue and 
8 Subcutaneous Tissue and Fascia, Left Upper Leg 
Fascia, Abdomen See L Subcutaneous Tissue and 
9 Subcutaneous Tissue and Fascia, Right Upper Leg 
Fascia, Buttock N Subcutaneous Tissue and 
B Subcutaneous Tissue and Fascia, Right Lower Leg 
Fascia, Perineum P Subcutaneous Tissue and 
C Subcutaneous Tissue and Fascia, Left Lower Leg 
Fascia, Pelvic Region Q Subcutaneous Tissue and 
D Subcutaneous Tissue and Fascia, Right Foot 
Fascia, Right Upper Arm Plantar fascia (aponeurosis) 
Axillary fascia R Subcutaneous Tissue and 
Deltoid fascia Fascia, Left Foot 
Infraspinatus fascia See Q Subcutaneous Tissue and 
Subscapular aponeurosis Fascia, Right Foot 


Supraspinatus fascia 
F Subcutaneous Tissue and 
Fascia, Left Upper Arm 
See D Subcutaneous Tissue and 
Fascia, Right Upper Arm 


ee 
Ea Limited Coverage EA Noncovered [ Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 Subcutaneous Tissue and Fascia @JU-OJU 


8 Medical and Surgical 
J Subcutaneous Tissue and Fascia 
U Supplement: Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 
Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 
Body Part 


me) a. aes 


ie a Approach Device Qualifier 
Wer eet ere.) +>" Character 4-. ; _ Character 5 Character 6 ae _Character7 
® Subcutaneous Tissue and G Subcutaneous Tissue and ® Open 7 Autologous Tissue Z No Qualifier 


Fascia, Scalp Fascia, Right Lower Arm 
Galea aponeurotica Antebrachial fascia 

1 Subcutaneous Tissue and Bicipital aponeurosis 
Fascia, Face H Subcutaneous Tissue and 
Masseteric fascia Fascia, Left Lower Arm 
Orbital fascia See G Subcutaneous Tissue and 
Submandibular space Fascia, Right Lower Arm 

4 Subcutaneous Tissue and J Subcutaneous Tissue and 
Fascia, Right Neck Fascia, Right Hand 
Deep cervical fascia Palmar fascia (aponeurosis) 
Pretracheal fascia K Subcutaneous Tissue and 
Prevertebral fascia Fascia, Left Hand 

5 Subcutaneous Tissue and See J Subcutaneous Tissue and 
Fascia, Left Neck Fascia, Right Hand 
See 4 Subcutaneous Tissueand L Subcutaneous Tissue and 


Substitute 
J Synthetic Substitute 
K Nonautologous Tissue 
Substitute 


3 Percutaneous 


Fascia, Right Neck Fascia, Right Upper Leg 
6 Subcutaneous Tissue and Crural fascia 
Fascia, Chest Fascia lata 
Pectoral fascia lliac fascia 


7 Subcutaneous Tissue and lliotibial tract (band) 
Fascia, Back M Subcutaneous Tissue and 

8 Subcutaneous Tissue and Fascia, Left Upper Leg 
Fascia, Abdomen See L Subcutaneous Tissue and 


9 Subcutaneous Tissue and Fascia, Right Upper Leg 
Fascia, Buttock N Subcutaneous Tissue and 
B Subcutaneous Tissue and Fascia, Right Lower Leg 
Fascia, Perineum P Subcutaneous Tissue and 
C Subcutaneous Tissue and Fascia, Left Lower Leg 


Q Subcutaneous Tissue and 
Fascia, Right Foot 
Plantar fascia (aponeurosis) 
Subcutaneous Tissue and 
Fascia, Left Foot 
See Q Subcutaneous Tissue and 
Fascia, Right Foot 


Fascia, Pelvic Region 

D Subcutaneous Tissue and 
Fascia, Right Upper Arm 
Axillary fascia 
Deltoid fascia 
Infraspinatus fascia 
Subscapular aponeurosis 
Supraspinatus fascia 

F Subcutaneous Tissue and 
Fascia, Left Upper Arm 
See D Subcutaneous Tissue and 

Fascia, Right Upper Arm 


Limited Coverage G& Noncovered [4] Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in sai 
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8 Medical and Surgical 
J Subcutaneous Tissue and Fascia 
W Revision 


Subcutaneous Tissue and Fascia 


ICD-10-PCS 2021 


Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 


a screw or pin 


BodyPart = | Approach 
Nitis Character 5 


Character 4 


S Subcutaneous Tissue and Fascia, 
Head and Neck 


® Open 
3 Percutaneous 


S Subcutaneous Tissue and Fascia, X External 


Head and Neck 


T Subcutaneous Tissue and Fascia, |@ Open 
Trunk 3 Percutaneous 
External oblique aponeurosis 
Transversalis fascia 


o 


yy 


Device ih hi Qualifier 
Character 6 >| Character 7 Secu 
® Drainage Device Z No Qualifier 
3 Infusion Device 
7 Autologous Tissue Substitute 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 
N_ Tissue Expander 
Y Other Device 


® Drainage Device 
3 Infusion Device 
7 Autologous Tissue Substitute 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 
N_ Tissue Expander 


@ Drainage Device 

2 Monitoring Device 

3 Infusion Device 

7 Autologous Tissue Substitute 

F Subcutaneous Defibrillator Lead 

H Contraceptive Device 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 

M Stimulator Generator 

N_ Tissue Expander 

P Cardiac Rhythm Related Device 

V_ Infusion Device, Pump 

W Vascular Access Device, Totally Implantable 
X Vascular Access Device, Tunneled 

Y Other Device . 


PP 


Z_ No Qualifier 


Zz No Qualifier 


X External 


T Subcutaneous Tissue and Fascia, 
Trunk 
External oblique aponeurosis 
Transversalis fascia 


V_ Subcutaneous Tissue and Fascia, ® Open 

Upper Extremity 3 Percutaneous 
W Subcutaneous Tissue and Fascia, 

Lower Extremity 


® Drainage Device Z_ No Qualifier 
2 Monitoring Device 

3 Infusion Device 

7 Autologous Tissue Substitute 

F Subcutaneous Defibrillator Lead 

H_ Contraceptive Device 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 

M Stimulator Generator 

N_ Tissue Expander 

P Cardiac Rhythm Related Device 

V_ Infusion Device, Pump 

W Vascular Access Device, Totally Implantable 
X Vascular Access Device, Tunneled 


® Drainage Device Z_ No Qualifier 
3 Infusion Device 

7 Autologous Tissue Substitute 

H Contraceptive Device 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 

N_ Tissue Expander 

V_ Infusion Device, Pump 

W Vascular Access Device, Totally Implantable 
X Vascular Access Device, Tunneled 

Y Other Device 


X External 


V_ Subcutaneous Tissue and Fascia, 
Upper Extremity 

W Subcutaneous Tissue and Fascia, 
Lower Extremity 


DRGNon-OR  @JWS[@,3][0,3,7,J,K,N,Y]Z 
DRGNon-OR = JWT(0,3][0,3,7,H,J,K,M,N,V,W,X]Z 
DRGNon-OR @JWTXMZ 

DRGNon-OR  9JW[V,W][0,3][,3,7,H,J,K,N,V,W,X,Y]Z 


Non-OR OJWSX[G,3,7,J,K,NIZ 

Non-OR OJWT3YZ 

Non-OR OIWTX[@,2,3,7,F,H,J,K,N,P,V,W,X]Z 
Non-OR OJW[V,W]X[@,3,7,H,J,K,N,V,W,X]Z 


® Drainage Device 

3 Infusion Device 

7 Autologous Tissue Substitute 
H_ Contraceptive Device 

J Synthetic Substitute 

K Nonautologous Tissue Substitute 

N_ Tissue Expander 

V_ Infusion Device, Pump 

W Vascular Access Device, Totally Implantable 
X Vascular Access Device, Tunneled 


HAC OJWT[G,3][F,P]Z when reported with SDx K68.11 or T81.40-181.49, T82.6-182.7 
with 7th character A 


Z_ No Qualifier 


. + . . 5 < 
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ICD-10-PCS 2021 Subcutaneous Tissue and Fascia @JX-OIX 


® Medical and Surgical 
J Subcutaneous Tissue and Fascia 
X Transfer 


Definition: Moving, without taking out, all or a portion of a body part to another location to take over the function of all or a portion of a body part 
Explanation: The body part transferred remains connected to its vascular and nervous supply 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Subcutaneous Tissue and Subcutaneous Tissue and ® Open Z No Device Skin and Subcutaneous 
Fascia, Scalp Fascia, Right Lower Arm 3 Percutaneous Tissue 
Galea aponeurotica Antebrachial fascia C_ Skin, Subcutaneous Tissue 
1 Subcutaneous Tissue and Bicipital aponeurosis and Fascia 
Fascia, Face Subcutaneous Tissue and No Qualifier 


Masseteric fascia 
Orbital fascia 
Submandibular space 


Fascia, Left Lower Arm 
See G Subcutaneous Tissue and 
Fascia, Right Lower Arm 


4 pue onssi] snosue naqns 


4 Subcutaneous Tissue and Subcutaneous Tissue and o 
Fascia, Right Neck Fascia, Right Hand ey: 
Deep cervical fascia Palmar fascia (aponeurosis) td 
Pretracheal fascia Subcutaneous Tissue and 
Prevertebral fascia Fascia, Left Hand 

5 Subcutaneous Tissue and See J Subcutaneous Tissue and 
Fascia, Left Neck Fascia, Right Hand 
See 4 Subcutaneous Tissue and Subcutaneous Tissue and 

Fascia, Right Neck Fascia, Right Upper Leg 

6 Subcutaneous Tissue and Crural fascia 
Fascia, Chest Fascia lata 
Pectoral fascia lliac fascia 

7 Subcutaneous Tissue and lliotibial tract (band) 

Fascia, Back Subcutaneous Tissue and 

8 Subcutaneous Tissue and Fascia, Left Upper Leg 
Fascia, Abdomen See L Subcutaneous Tissue and 

9 Subcutaneous Tissue and Fascia, Right Upper Leg 
Fascia, Buttock Subcutaneous Tissue and 

B Subcutaneous Tissue and Fascia, Right Lower Leg 
Fascia, Perineum Subcutaneous Tissue and 

C Subcutaneous Tissue and Fascia, Left Lower Leg 
Fascia, Pelvic Region Subcutaneous Tissue and 

D Subcutaneous Tissue and Fascia, Right Foot ; 
Fascia, Right Upper Arm Plantar fascia (aponeurosis) 
Axillary fascia Subcutaneous Tissue and 
Deltoid fascia Fascia, Left Foot 
Infraspinatus fascia See Q Subcutaneous Tissue and 
Subscapular aponeurosis Fascia, Right Foot 
Supraspinatus fascia 

F Subcutaneous Tissue and 
Fascia, Left Upper Arm 


See D Subcutaneous Tissue and 


Fascia, Right Upper Arm 


Limited Coverage [@ Noncovered [4 Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in sre 
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Muscles 


Muscles 6K2-6KX 


Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identification of character m 


tables. It SHOULD NOT be used to build a PCS code. 


Operation-Character 3 


Body Part-Character 4 


Approach-Character 5 


embers that may be found in this section of code 


Device-Character 6 


Qualifier—-Character 7 


Change ® Head Muscle ) Drainage Device ® Skin 
5 Destruction 1 Facial Muscle 3. Percutaneous 7 Autologous Tissue 1 Subcutaneous Tissue 
ad Substitute 
Division 2 Neck Muscle, Right 4 Percutaneous Endoscopic|J Synthetic Substitute 2 Skin and Subcutaneous Tissue 
9 Drainage 3 Neck Muscle, Left X K _ Nonautologous Tissue 5 Latissimus Dorsi 
5 Enis Substitute Myocutaneous Flap 
xcision 4 Had Palate, Pharynx M_ Stimulator Lead 6 Transverse Rectus Abdominis 
— uscle Myocutaneous Flap 
xtirpation 5 Shoulder Muscle, Right Other Device 7 Deep Inferior Epigastric Artery 
ae L Perforator Flap 
ei items 
xtraction 6 Shoulder Muscle, Left No Device 8 Superficial Inferior Epigastric 
; Artery Flap 
H Insertion 7 Upper Arm Muscle, Right Gluteal Artery Perforator Flap 
J Inspection 8 Upper Arm Muscle, Left ae Diagnostic 
M_ Reattachment Lower Arm and Wrist No Qualifier 
Muscle, Right 
N_ Release B_ _Lower Arm and Wrist 
Muscle, Left 
P Removal C Hand Muscle, Right 
Q_ Repair D_ Hand Muscle, Left 
R Replacement ‘ F Trunk Muscle, Right 
S_ Reposition G_ Trunk Muscle, Left 
T Resection H Thorax Muscle, Right 
U Supplement J Thorax Muscle, Left 
W Revision K Abdomen Muscle, Right 
X Transfer L Abdomen Muscle, Left 
M_ Perineum Muscle 
IN Hip Muscle, Right 
P Hip Muscle, Left 
Q Upper Leg Muscle, Right 
R Upper Leg Muscle, Left le | 
S Lower Leg Muscle, Right 
T Lower Leg Muscle, Left 
V_ Foot Muscle, Right 
W_ Foot Muscle, Left 
X Upper Muscle i. 
Y Lower Muscle a 
—- oe 


AHA Coding Clinic for table KS 
2017, 1Q, 41 Manual reduction of hernia 


AHA Coding Clinic for table @KT 


AHA Coding Clinic for table 8K8 
2020, 2Q, 25 Endoscopic Stapling of Zenker’s Diverticulum 


AHA Coding Clinic for table 9KB 


2020, 1Q, 27 Delayed reconstruction following mastectomy using gracilis 2016, 2Q, 12 Resection of malignant neoplasm of infratemporal fossa 
musculocutaneous free flap 2015, 10, 38 Abdominoperineal resection with flap closure of the perineum and 
2016, 3Q, 20 Excisional debridement of sacrum colostomy 
2015, 3Q, 3-8 Excisional and:nonexcisional debridement AHA Coding Clinic for table @KX 
AHA Coding Clinic for table @KD 2018, 2Q, 18 Transverse rectus abdominis myocutaneous (TRAM) delay 
2017, 4Q, 41-42 Extraction procedures 2017, 4Q, 67 New qualifier values - Pedicle flap procedures 
AHA Coding Clinic for table 6KN % 2016, 3Q, 30 Resection of femur with interposition arthroplasty 
’ 2015, 3Q, 33 Cleft lip repair using Millard rotation advancement 
2017, 2Q, 12 Compartment syndrome and fasciotomy of foot 2015, 20, 26 Pharyngeal flap to soft palate 
gOl7 20.83 poparment dpetlcdlee cg ela ed pss 2014, 4Q, 41 Abdominoperineal resection (APR) with flap closure of perineum and 
2015, 2Q, 22 Arthroscopic subacromial decompression colostomy 
2014, 4Q 39 sedouiae coreponent release with placement of mesh for 2014, 2Q, 10 Transverse abdominomyocutaneous (TRAM) breast reconstruction 
euuetepall 2014, 2Q, 12 Pedicle latissimus myocutaneous flap with placement of breast tissue 


AHA Coding Clinic for table 8KQ expanders 


2018, 2Q, 25 Third and fourth degree obstetric lacerations 

2016, 20, 34 Assisted vaginal delivery 

2016, 1Q,7 Obstetrical perineal laceration repair 

2014, 4Q, 43 Second degree obstetric perineal laceration 

2013, 4Q, 120 Repair of second degree perineum obstetric laceration 


a 
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Muscles 


Frontalis @ 


LorIN Temporalis @ 


! 


Orbicularis oculi 1 


Orbicularis oris 1 yy l, 


Depressor labii inferioris 1 

Mentalis 1 

Sternocleidomastoid (clavicular head) 2, 3 
Sternocleidomastoid (sternal head) 2, 3 


Masseter ® 
Zygomaticus major 1 


Splenius 2, 3 

Levator scapulae 2, 3 
Platysma 2, 3 

Deltoid 5, 6 


Pectoralis major H, J 


Latissimus dorsi F, G 


Serratus anterior H, J \[ he Coracobrachialis 
Biceps brachii y 
(short head) PPerann 
Rectus abdominis K, L | Biceps brachii muscles 7, 8 
Bs (long head) 
External oblique K, L s+- Triceps 
centers! See : HII ; AA. Brachialis 
Brachioradialis 4 ~)\ BENG a | | )\ 
Extensor carpi ¢ Pronator teres 
Lowerarm | ‘adialis longus Flexor carpi 
and radialis 


: Flexor carpi radialis 
wrist 


Extensor carpi | 1, 
i ower arm 
muscles 9, B} Palmaris longus 


radialis longus | and 
Extensor carpi | wrist 
radialis brevis | muscles 9, B 


Extensor 
digitorum 


Flexor carpi ulnaris 
Flexor digitorum 
superficialis 


Extensor digiti 
minimi 


Tensor lliopsoas 
fascia 
latae N, P Pectineus 
Adductor longus 
Sartorius 
‘Hi Upper leg 
Gracilis muscles OR 
Rectus femoris 


Vastus lateralis 


Vastus medialis 


Gastrocnemius 
Tibialis anterior 
Soleus 

Lower leg muscles $,T | Peroneus longus 


Extensor digitorum 
longus 


ae Se 
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Muscles 


OK2-6K5 


9 Medical and Surgical 
K Muscles 
2 Change 


cutting or puncturing the skin or a mucous membrane 


Body Part 
Character 4 


Upper Muscle 
Lower Muscle 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Approach 
Character 5 
® Drainage Device ’ 
Y Other Device 


Non-OR All body part, approach, device, and qualifier values 


Device 
Character 6 


Zz 


8 Medical and Surgical 
K Muscles 
5 Destruction 


Explanation: None of the body part is physically taken out 


Head Muscle 
Auricularis muscle 
Masseter muscle 
Pterygoid muscle 
Splenius capitis muscle 
Temporalis muscle 
Temporoparietalis muscle 

1 Facial Muscle 
Buccinator muscle 
Corrugator supercilii muscle 
Depressor anguli oris muscle 
Depressor labii inferioris muscle 
Depressor septi nasi muscle 
Depressor supercilii muscle 
Levator anguli oris muscle 
Levator labii superioris alaeque 

nasi muscle 

Levator labii superioris muscle 
Mentalis muscle 
Nasalis muscle 
Occipitofrontalis muscle 
Orbicularis oris muscle 
Procerus muscle 
Risorius muscle 
Zygomaticus muscle 

2 Neck Muscle, Right 
Anterior vertebral muscle 
Arytenoid muscle 
Cricothyroid muscle 
Infrahyoid muscle 
Levator scapulae muscle 
Platysma muscle 
Scalene muscle 
Splenius cervicis muscle 
Sternocleidomastoid muscle 
Suprahyoid muscle 
Thyroarytenoid muscle 

3 Neck Muscle, Left 
See 2 Neck Muscle, Right 

4 Tongue, Palate, Pharynx 
Muscle 
Chondroglossus muscle 
Genioglossus muscle 
Hyoglossus muscle 
Inferior longitudinal muscle 
Levator veli palatini muscle 
Palatoglossal muscle 
Palatopharyngeal muscle 
Pharyngeal constrictor muscle 
Salpingopharyngeus muscle 
Styloglossus muscle 
Stylopharyngeus muscle 
Superior longitudinal muscle 
Tensor veli palatini muscle 

5 Shoulder Muscle, Right 
Deltoid muscle 
Infraspinatus muscle 
Subscapularis muscle 
Supraspinatus muscle 
Teres major muscle 
Teres minor muscle 

6 Shoulder Muscle, Left 
See 5 Shoulder Muscle, Right 


a 


J 


x 


Body Part 
Character 4 


Upper Arm Muscle, Right 
Biceps brachii muscle 
Brachialis muscle 
Coracobrachialis muscle 
Triceps brachii muscle 
Upper Arm Muscle, Left 
See 7 Upper Arm Muscle, Right 
Lower Arm and Wrist Muscle, 
Right 

Anatomical snuffbox 
Brachioradialis muscle 
Extensor carpi radialis muscle 
Extensor carpi ulnaris muscle 
Flexor carpi radialis muscle 
Flexor carpi ulnaris muscle 
Flexor pollicis longus muscle 
Palmaris longus muscle 
Pronator quadratus muscle 
Pronator teres muscle 


Lower Arm and Wrist Muscle, 


Left 
See 9 Lower Arm and Wrist 
Muscle, Right 
Hand Muscle, Right 
Hypothenar muscle 
Palmar interosseous muscle 
Thenar muscle 
Hand Muscle, Left 
See C Hand Muscle, Right 
Trunk Muscle, Right 
Coccygeus muscle 
Erector spinae muscle 
Interspinalis muscle 
Intertransversarius muscle 
Latissimus dorsi muscle 
Quadratus lumborum muscle 
Rhomboid major muscle 
Rhomboid minor muscle 
Serratus posterior muscle 
Transversospinalis muscle 
Trapezius muscle 
Trunk Muscle, Left 
See F Trunk Muscle, Right 
Thorax Muscle, Right 
Intercostal muscle 
Levatores costarum muscle 
Pectoralis major muscle 
Pectoralis minor muscle 
Serratus anterior muscle 
Subclavius muscle 
Subcostal muscle 
Transverse thoracis muscle 
Thorax Muscle, Left 
See H Thorax Muscle, Right ~ 
Abdomen Muscle, Right 
External oblique muscle 
Internal oblique muscle 
Pyramidalis muscle 
Rectus abdominis muscle 


Transversus abdominis muscle 


Abdomen Muscle, Left 
See K Abdomen Muscle, Right 


M Perineum Muscle 
Bulbospongiosus muscle 
Cremaster muscle 
Deep transverse perineal muscle 
Ischiocavernosus muscle 
Levator ani muscle 
Superficial transverse perineal 

muscle 

N_ Hip Muscle, Right 
Gemellus muscle 
Gluteus maximus muscle 
Gluteus medius muscle 
Gluteus minimus muscle 
lliacus muscle 
Obturator muscle 
Piriformis muscle 
Psoas muscle 
Quadratus femoris muscle 
Tensor fasciae latae muscle 

P Hip Muscle, Left 
See N Hip Muscle, Right 


Q Upper Leg Muscle, Right 
Adductor brevis muscle 
Adductor longus muscle 
Adductor magnus muscle 
Biceps femoris muscle 
Gracilis muscle 
Pectineus muscle 
Quadriceps (femoris) 
Rectus femoris muscle 
Sartorius muscle 
Semimembranosus muscle 
Semitendinosus muscle 
Vastus intermedius muscle 
Vastus lateralis muscle 
Vastus medialis muscle 

R_ Upper Leg Muscle, Left 
See Q Upper Leg Muscle, Right 

S Lower Leg Muscle, Right 


Extensor digitorum longus muscle 


Extensor hallucis longus muscle 
Fibularis brevis muscle 
Fibularis longus muscle 
Flexor digitorum longus muscle 
Flexor hallucis longus muscle 
Gastrocnemius muscle 
Peroneus brevis muscle 
Peroneus longus muscle 
Popliteus muscle 
Soleus muscle 
Tibialis anterior muscle 
Tibialis posterior muscle 
T Lower Leg Muscle, Left 
See 5 Lower Leg Muscle, Right 
V_ Foot Muscle, Right 
Abductor hallucis muscle 
Adductor hallucis muscle 


Extensor digitorum brevis muscle 


Extensor hallucis brevis muscle 
Flexor digitorum brevis muscle 
Flexor hallucis brevis muscle 
Quadratus plantae muscle 

W Foot Muscle, Left 


Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 


Qualifier 
Character 7 


No Qualifier 


Approach 
Character 5 
® Open 
3 Percutaneous 


4 Percutaneous 
Endoscopic 


Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 


Device Qualifier 
Character 6 Character 7 


Z No Device Z_ No Qualifier 


See V Foot Muscle, Right 
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ICD-10-PCS 2021 


OK8-6K8 Muscles 
® Medical and Surgical 
K Muscles 
8 Division Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 
Explanation: All or a portion of the body part is separated into two or more portions 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
@ Head Muscle 7 Upper Arm Muscle, Right M Perineum Muscle @ Open Z No Device Z_ No Qualifier 
Auricularis muscle Biceps brachii muscle Bulbospongiosus muscle | 3 Percutaneous 
Masseter muscle Brachialis muscle Cremaster muscle 4 Percutaneous 
Pterygoid muscle Coracobrachialis muscle Deep transverse perineal Endoscopic 
Splenius capitis muscle Triceps brachii muscle muscle 
Temporalis muscle 8 Upper Arm Muscle, Left Ischiocavernosus muscle 
Temporoparietalis muscle See 7 Upper Arm Muscle, Levator ani muscle 
1 Facial Muscle Right Superficial transverse 
Buccinator muscle 9 Lower Arm and Wrist perineal muscle 
Corrugator supercilii Muscle, Right Hip Muscle, Right 
muscle Anatomical snuffbox Gemellus muscle 
Depressor anguli oris Brachioradialis muscle Gluteus maximus muscle 
muscle Extensor carpi radialis Gluteus medius muscle 
Depressor labii inferioris muscle Gluteus minimus muscle 
muscle Extensor carpi ulnaris lliacus muscle 
Depressor septi nasi muscle Obturator muscle 
muscle Flexor carpi radialis muscle Piriformis muscle 
Depressor supercilii Flexor carpi ulnaris muscle Psoas muscle 
muscle Flexor pollicis longus _ Quadratus femoris muscle 
Levator anguli oris muscle muscle Tensor fasciae latae 
Levator labii superioris Palmaris longus muscle muscle 
alaeque nasi muscle Pronator quadratus P_ Hip Muscle, Left 
Levator labii superioris muscle See N Hip Muscle, Right 
muscle Pronator teres muscle Q Upper Leg Muscle, Right : 
Mentalis muscle B Lower Arm and Wrist Adductor brevis muscle 
Nasalis muscle _ Muscle, Left Adductor longus muscle 
Occipitofrontalis muscle See 9 Lower Arm and Wrist Adductor magnus muscle 
Orbicularis oris muscle Muscle, Right Biceps femoris muscle 
Procerus muscle C Hand Muscle, Right Gracilis muscle 
Risorius muscle Hypothenar muscle Pectineus muscle 
Zygomaticus muscle Palmar interosseous Quadriceps (femoris) 
2 Neck Muscle, Right muscle Rectus femoris muscle 
Anterior vertebral muscle Thenar muscle Sartorius muscle 
Arytenoid muscle D Hand Muscle, Left Semimembranosus 
Shane dat es See CHand Muscle, Right muscle 
nfrahyoid muscle F Semitendinosus muscle 
Levator scapulae muscle ia eee a Vastus intermedius muscle 
Platysma muscle aed ehinaeimuscle Vastus lateralis muscle 
Scalene muscle ean icc Vastus medialis muscle 
eee CSI ce Intertransversarius muscle R Upper Leg Muscle, Left 
eis Latissimus dorsi muscle See Q Upper Leg Muscle, 
Suprahyold muscle Quadratus lumborum Right ‘ 
Taioanteneiditcle muscle S Lower Leg Muscle, Right 
Rhomboid major muscle Extensor digitorum longus 
3 Neck Muscle, Left — Rhomboid minor muscle muscle 
See 2 Neck Muscle, Right Serratus posterior muscle Extensor hallucis longus 
4 Tongue, Palate, Pharynx Transversospinalis muscle muscle 
Muscle Trapezius muscle Fibularis brevis muscle 
Chondroglossus muscle Trunk Muscle, Left Fibularis longus muscle 
Genioglossus muscle See F Trunk Muscle, Right Flexor digitorum longus 
eeee eens Eee gi Flexor athe? longus 
Pecla Intercostal muscle ete 9 
Levator el palatini ele eee Gastrocnemius muscle 
muscle ‘ ‘ Peroneus brevis muscle 
Palatoglossal muscle Pectoralis minormuscle _Pefoneus longus muscle 
Palatopharyngeal muscle 5 : Popliteus muscle 
Pharyngeal constrictor Siete aol muscle 
yng Subclavius muscle Soleus muscle 
muscle Stacmelianed: Tibialis anterior muscle 
sepucey iugeus Transverse thoracis muscle ee Cane eens 
Styloglossus muscle a lhgie> Muscle ie See ane os Gee 
Stylopharyngeus muscle See H Thorax Muscle, Right Right 4 
Superior longitudinal Abdomen Muscle, Right V Foot Muscle, Ri 
muscle External oblique muscle COL NNUZCIE ight 
Tensor veli palatinimuscle —_‘Internal oblique muscle fades cee es 
5 Shoulder Muscle, Right Pyramidalis muscle E Ee catia eh UR 
Delroidi muscle Rectus abdominis muscle el pie brevis 
Infraspinatus muscle ears pUisidullys Extensor hallucis brevis 
Subscapularis muscle : fist + mie Seeks 
Supraspinatus muscle omen Muscle, Left Re , 
ae af ajor muscle See K Abdomen Muscle, seit hase Gus 
Teres minor muscle ae Flexor hallucis brevis 
6 Shoulder Muscle, Left muscle 
See 5 Shoulder Muscle, Quadratus plantae muscle 
Right W Foot Muscle, Left 
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See V Foot Muscle, Right 
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ICD-10-PCS 2021 Muscles 9K9-0K9 


9 Medical and Surgical 
K Muscles 
9 Drainage 


4 Body Part Approach Device Qualifier 
Sy 2 Character 4 Character 5 Character 6 Character 7 


® Head Muscle 


7 Upper Arm Muscle, Right M Perineum Muscle Open ® Drainage Device |Z No Qualifier 
Auricularis muscle Biceps brachii muscle Bulbospongiosus muscle Percutaneous 
Masseter muscle Brachialis muscle Cremaster muscle Percutaneous 
Pterygoid muscle Coracobrachialis muscle Deep transverse perineal Endoscopic 


Splenius capitis muscle 


Triceps brachii muscle 


Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


muscle 


Temporalis muscle 8 Upper Arm Muscle, Left Ischiocavernosus muscle 
Temporoparietalis muscle See 7 Upper Arm Muscle, Levator ani muscle 
Facial Muscle Right Superficial transverse 
Buccinator muscle 9 Lower Armand Wrist perineal muscle 
Corrugator supercilii Muscle, Right Hip Muscle, Right 
muscle Anatomical snuffbox Gemellus muscle 
Depressor anguli oris Brachioradialis muscle Gluteus maximus muscle 
muscle Extensor carpi radialis Gluteus medius muscle 
Depressor labii inferioris muscle Gluteus minimus muscle 
muscle Extensor carpi ulnaris lliacus muscle 
Depressor septi nasi muscle Obturator muscle 
muscle Flexor carpi radialis muscle Piriformis muscle 
Depressor supercilii Flexor carpi ulnaris muscle Psoas muscle 
muscle Flexor pollicis longus Quadratus femoris muscle 
Levator anguli oris muscle muscle Tensor fasciae latae 
Levator labii superioris Palmaris longus muscle muscle 
alaeque nasi muscle Pronator quadratus Hip Muscle, Left 
Levator labii superioris muscle See N Hip Muscle, Right 
muscle Pronator teres muscle Upper Leg Muscle, Right 
Mentalis muscle B_ Lower Arm and Wrist Adductor brevis muscle 
Nasalis muscle Muscle, Left Adductor longus muscle 
Occipitofrontalis muscle See 9 Lower Arm and Wrist Adductor magnus muscle 
Orbicularis oris muscle ‘Muscle, Right Biceps femoris muscle 
Procerus muscle C Hand Muscle, Right Gracilis muscle 
Risorius muscle Hypothenar muscle Pectineus muscle 
Zygomaticus muscle Palmar interosseous Quadriceps (femoris) 
Neck Muscle, Right muscle Rectus femoris muscle 
Anterior vertebral muscle Thenar muscle Sartorius muscle 
Arytenoid muscle D Hand Muscle, Left Semimembranosus 
Cricothyroid muscle See C Hand Muscle, Right muscle 
Infrahyoid muscle Trunk Muscle, Right Semitendinosus muscle 
Levator scapulae muscle Coccygeus paler Vastus intermedius muscle 
Platysma muscle Erector spinae muscle Vastus lateralis muscle 
Scalene muscle interspinalis muscle Vastus medialis muscle 
Splenius cervicis muscle Intertransversarius muscle Upper Leg Muscle, Left 
Sternocleidomastoid Latissimus dorsi muscle See Q Upper Leg Muscle, 
muscle Quadratus lumborum Right 
Suprahyoid muscle muscle Lower Leg Muscle, Right 
Thyroarytenoid muscle Rhomboid major muscle Extensor digitorum longus 
Neck Muscle, Left Rhomboid minor muscle muscle 
See 2 Neck Muscle, Right Serratus posterior muscle Extensor hallucis longus 
Tongue, Palate, Pharynx Transversospinalis muscle muscle 
Muscle Trapezius muscle Fibularis brevis muscle 
Chondroglossus muscle @ Trunk Muscle, Left Fibularis longus muscle 
Genioglossus muscle See F Trunk Muscle, Right Flexor a ago longus 
Hyoglossus muscle muscle 
Inferior longitudinal i Tnorax Muscte, Bight Flexor hallucis longus 
muscle Ae Levatores costarum muscle ; 
Levator veli palatini fitiscle Gastrocnemius muscle 
muscle Pectoralis major muscle Peroneus brevis muscle 
Palatoglossal muscle Barroralis minor muscle Peroneus longus muscle 
Palatopharyngeal muscle Canatin antener muscle Popliteus muscle 
Pharyngeal constrictor Sticavius muccle Soleus muscle 
muscle Subcostal muscle Tibialis anterior muscle 
Salpingopharyngeus Transverse thoracis muscle Tibialis posterior muscle 
muscle 3 Thea Mice Vek Lower Leg Muscle, Left 
styiagioss0s muscle | See H Thorax Muscle Right See i Leg Musere 
Stylopharyngeus muscle a ight 
Superior longitudinal Abdomen Muscle, Bane Foot Muscle, Right 
muscle External oblique baer % Abductor hallucis muscle 
Tensor veli palatini muscle Ba he a yee : Adductor hallucis muscle 
Shoulder Muscle, Right Fe teste Extensor digitorum brevis 
Deltoid muscle Transversus abdominis muscle 
Infraspinatus nse piece Se ees brevis 
Subscapularis muscle muscle 
Jipracninats muscle L Abdomen alse Lett Flexor digitorum brevis 
Teres major muscle See K Abdomen Muscle, muscle 
Teres minor muscle Right Flexor hallucis brevis 
Shoulder Muscle, Left muscle 
See 5 Shoulder Muscle, Quadratus plantae muscle 
Right Foot Muscle, Left 


See V Foot Muscle, Right 
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@K9-9K9 Muscles ICD-10-PCS 2021 
® Medical and Surgical 9K9 Continued 
K Muscles ' 

9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies ; 
Body Part Approach ~ Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
@ Head Muscle 7 Upper Arm Muscle, Right M Perineum Muscle @® Open Z No Device X Diagnostic 
Auricularis muscle Biceps brachii muscle Bulbospongiosus muscle |3 Percutaneous Z No Qualifier 
Masseter muscle Brachialis muscle Cremaster muscle _ 4 Percutaneous 
Pterygoid muscle Coracobrachialis muscle Deep transverse perineal Endoscopic 
Splenius capitis muscle Triceps brachii muscle muscle 
Temporalis muscle 8 Upper Arm Muscle, Left Ischiocavernosus muscle 
Temporoparietalis muscle See 7 Upper Arm Muscle, Levator ani muscle 
1 Facalivuscle Right Superficial transverse 
Buccinator muscle 9 Lower Armand Wrist . perineal muscle 
Corrugator supercilii Muscle, Right N Hip Muscle, Right 
muscle Anatomical snuffbox Gemellus muscle 
Depressor anguli oris Brachioradialis muscle Gluteus maximus muscle 
muscle Extensor carpi radialis Gluteus medius muscle 
Depressor labii inferioris muscle Gluteus minimus muscle 
muscle Extensor carpi ulnaris lliacus muscle 
Depressor septi nasi muscle Obturator muscle 
muscle Flexor carpi radialis muscle Piriformis muscle 
Depressor supercilii Flexor carpi ulnaris muscle Psoas muscle 
muscle Flexor pollicis longus Quadratus femoris muscle 
Levator anguli oris muscle muscle Tensor fasciae latae 
Levator labii superioris Palmaris longus muscle muscle 
alaeque nasi muscle Pronator quadratus P Hip Muscle, Left 
Levator labii superioris muscle See N Hip Muscle, Right 
mse Pronator teres muscle Q Upper Leg Muscle, Right : - 
Mentalis muscle B_ Lower Armand Wrist Adductor brevis muscle 
Nasalis a Muscle, Left Adductor longus muscle 
Occipitofrontalis muscle See 9 Lower Arm and Wrist Adductor magnus muscle 
Orbicularis oris muscle Muscle, Right Biceps femoris muscle 
Procerus muscle C Hand Muscle, Right Gracilis muscle 
aan r 7 RIG 
Risorius muscle Hypothenar muscle Pectineus muscle 
Zygomaticus muscle Palmar interosseous Quadriceps (femoris) 
2 Neck Muscle, Right muscle Rectus femoris muscle 
Anterior vertebral muscle Thenar muscle Sartorius muscle 
Arytenoid muscle D Hand Muscle, Left Semimembranosus muscle 
Cricothyroid muscle See C Hand Muscle, Right Semitendinosus muscle 
Infrahyoid muscle es Vastus intermedius muscle 
Levator scapulae muscle DARE MESSE HID! Vastus lateralis muscle 
Coccygeus muscle meas 
Platysma muscle Erector spinae muscle Vastus medialis muscle 
Scalene muscle Interspinalis muscle R Upper Leg Muscle, Left 
Splenius cervicis muscle : See Q Upper Leg Muscle 
: 3 Intertransversarius muscle Bas ete) 7 
Sternocleidomastoid Vaticei el | Right 
ale atissimus dorsi muscle : 
Quadratus lumborum S Lower Leg Muscle, Right 
Suprahyoid muscle a 
! muscle Extensor digitorum longus 
Thyroarytenoid muscle ae er : muscle 
PM EIL TSH omboid major muscle ' 
3 Neck Muscle, Le | Rhomboid minor muscle Extensor hallucis longus ° 
See 2 Neck Muscle, Right Serratus posterior muscle muscle 
4 Tongue, Palate, Pharynx Transversospinalis muscle Fibularis brevis muscle 
Muscle Trapezius muscle Fibularis longus muscle 
Chondroglossus muscle @ jaye Muscle, Left Flexor digitorum longus 
Rroaceismisce | ETE Br 
F exor hallucis longus 
Inferior longitudinal + thotannivetis, Hlaht muscle 
muscle Gastrocnemius muscle 
: ae Levatores costarum 
Levator veli palatini Pilscle Peroneus brevis muscle 
muscle Peroneus longus muscle 


Pectoralis major muscle 
Pectoralis minor muscle 
Serratus anterior muscle 
Subclavius muscle 


Palatoglossal muscle 
Palatopharyngeal muscle 
Pharyngeal constrictor 


Popliteus muscle 
Soleus muscle = 
Tibialis anterior muscle 


muscle Tibialis posterior muscl 

S p cle 
hepa eeaa ee muscle T Lower Leg Muscle, Left 
Styloglossus muscle J Thorax Muscle, Left ; apes: me ee 
Stylopharyngeus muscle See H Thorax Muscle, Right k + RISK 
Superior longitudinal K Abdomen Muscle, Right Hoh Nee. Bige 

aN External oblique muscle Abductor hallucis muscle 


Adductor hallucis muscle 


Tensor veli palatini muscle Internal oblique muscle ‘a : 
5 SHBRISSERUEARPRIGHE Pyramidalis muscle Extensor digitorum brevis 
Ralord muccie z Rectus abdominis muscle muscle , : 
ieee Traneversiisabdominis Sees brevis 
uscle 
Subscapularis muscle muscle igi i 
Supraspinatus muscle L pndorsel Mass belt MD ae 
Teres major muscle ee omen Muscle, i p 
Teres ince muscle Right Heats sine 
6 Shoulder Muscle, Left Quadratus plantae muscle 
See 5 Shoulder Muscle, W Foot Muscle, Left 
Right See V Foot Muscle, Right 


Non-OR 9K9[0,1,2,3,4,5,6,7,8,9,B,F,G,H,J,K,L,M,N,P,Q,R,S,1,V,W]3ZZ 
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ICD-10-PCS 2021 


Muscles 


9KB-9KB 


8 Medical and Surgical 
K Muscles 
B_ Excision 


Definition: Cutting out or off, without replacement, a portion of a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


® Head Muscle 
Auricularis muscle 
Masseter muscle 
Pterygoid muscle 
Splenius capitis muscle 
Temporalis muscle 8 
Temporoparietalis muscle 
1 Facial Muscle 
Buccinator muscle 9 
Corrugator supercilii 
muscle 
Depressor anguli oris 
muscle 
Depressor labii inferioris 
muscle 
Depressor septi nasi 
muscle 
Depressor supercilii 
muscle 
Levator anguli oris muscle 
Levator labii superioris 
alaeque nasi muscle 
Levator labii superioris 
muscle 


Mentalis muscle B 


Nasalis muscle 
Occipitofrontalis muscle 
Orbicularis oris muscle 


Procerus muscle Cc 


Risorius muscle 
Zygomaticus muscle 

2 Neck Muscle, Right 
Anterior vertebral muscle 


Arytenoid muscle D 


Cricothyroid muscle 
Infrahyoid muscle F 
Levator scapulae muscle 
Platysma muscle 
Scalene muscle 
Splenius cervicis muscle 
Sternocleidomastoid 
muscle 
Suprahyoid muscle 
Thyroarytenoid muscle 
3 Neck Muscle, Left 
See 2 Neck Muscle, Right 
4 Tongue, Palate, Pharynx 
Muscle 


Chondroglossus muscle g 


Genioglossus muscle 


Hyoglossus muscle H 


Inferior longitudinal 
muscle 
Levator veli palatini 
muscle 
Palatoglossal muscle 
Palatopharyngeal muscle 
Pharyngeal constrictor 
muscle 
Salpingopharyngeus 
muscle 
Styloglossus muscle 
Stylopharyngeus muscle 
Superior longitudinal 
muscle 
Tensor veli palatini muscle 
5 Shoulder Muscle, Right 
Deltoid muscle 
Infraspinatus muscle 
Subscapularis muscle 
Supraspinatus muscle 
Teres major muscle 
Teres minor muscle 
6 Shoulder Muscle, Left 
See 5 Shoulder Muscle, 
Right 
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Body Part 
Character 4 


7 Upper Arm Muscle, Right M 


Biceps brachii muscle 
Brachialis muscle 
Coracobrachialis muscle 


Triceps brachii muscle 


Upper Arm Muscle, Left 

See 7 Upper Arm Muscle, 
Right 

Lower Arm and Wrist 

Muscle, Right 

Anatomical snuffbox 

Brachioradialis muscle 

Extensor carpi radialis 
muscle 

Extensor carpi ulnaris 
muscle 

Flexor carpi radialis muscle 

Flexor carpi ulnaris muscle 

Flexor pollicis longus 
muscle 

Palmaris longus muscle 

Pronator quadratus 
muscle 


Pronator teres muscle Q 


Lower Arm and Wrist 
Muscle, Left 
See 9 Lower Arm and Wrist 
Muscle, Right 
Hand Muscle, Right 
Hypothenar muscle 
Palmar interosseous 
muscle 
Thenar muscle 
Hand Muscle, Left 
See C Hand Muscle, Right 
Trunk Muscle, Right 
Coccygeus muscle 
Erector spinae muscle 
Interspinalis muscle R 
Intertransversarius muscle 
Latissimus dorsi muscle 
Quadratus lumborum S 
muscle 
Rhomboid major muscle 
Rhomboid minor muscle 
Serratus posterior muscle 
Transversospinalis muscle 
Trapezius muscle 
Trunk Muscle, Left 
See F Trunk Muscle, Right 
Thorax Muscle, Right 
Intercostal muscle 
Levatores costarum 
muscle 
Pectoralis major muscle 
Pectoralis minor muscle 
Serratus anterior muscle 
Subclavius muscle 
Subcostal muscle 
Transverse thoracis muscle T 
Thorax Muscle, Left 
See H Thorax Muscle, Right 
Abdomen Muscle, Right 
External oblique muscle 
Internal oblique muscle 
Pyramidalis muscle 
Rectus abdominis muscle 
Transversus abdominis 
muscle 
Abdomen Muscle, Left 
See K Abdomen Muscle, 
Right 


Perineum Muscle 
Bulbospongiosus muscle 
Cremaster muscle 
Deep transverse perineal 
muscle 
Ischiocavernosus muscle 
Levator ani muscle 
Superficial transverse 
perineal muscle 
Hip Muscle, Right 
Gemellus muscle 
Gluteus maximus muscle 
Gluteus medius muscle 
Gluteus minimus muscle 
lliacus muscle 
Obturator muscle 
Piriformis muscle 
Psoas muscle 
Quadratus femoris muscle 
Tensor fasciae latae 
muscle 
Hip Muscle, Left 
See N Hip Muscle, Right 
Upper Leg Muscle, Right 
Adductor brevis muscle 
Adductor longus muscle 
Adductor magnus muscle 
Biceps femoris muscle 
Gracilis muscle 
Pectineus muscle 
Quadriceps (femoris) 
Rectus femoris muscle 
Sartorius muscle 
Semimembranosus 
muscle 
Semitendinosus muscle 


Vastus intermedius muscle 


Vastus lateralis muscle 

Vastus medialis muscle 

Upper Leg Muscle, Left 

See Q Upper Leg Muscle, 
Right 

Lower Leg Muscle, Right 

Extensor digitorum longus 
muscle 

Extensor hallucis longus 
muscle 

Fibularis brevis muscle 

Fibularis longus muscle 

Flexor digitorum longus 
muscle 

Flexor hallucis longus 
muscle 

Gastrocnemius muscle 

Peroneus brevis muscle 

Peroneus longus muscle 

Popliteus muscle 

Soleus muscle 

Tibialis anterior muscle 

Tibialis posterior muscle 

Lower Leg Muscle, Left 

See S Lower Leg Muscle, 
Right 

Foot Muscle, Right 

Abductor hallucis muscle 

Adductor hallucis muscle 

Extensor digitorum brevis 
muscle 

Extensor hallucis brevis 
muscle 

Flexor digitorum brevis 
muscle 

Flexor hallucis brevis 
muscle 


Quadratus plantae muscle 


Foot Muscle, Left 
See V Foot Muscle, Right 


® 
3 
4 


Approach Device 
Character 5 Character 6 


Open Z_ No Device 
Percutaneous 
Percutaneous 


Endoscopic 


Qualifier 
Character 7 


X Diagnostic 
Z No Qualifier 
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OKC-OKC 


6 
K 
C 
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Medical and Surgical 
Muscles 
Extirpation 


Muscles 


Definition: Taking or cutting out solid matter from a body part 


ICD-10-PCS 2021 


Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part orin 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Head Muscle 
Auricularis muscle 
Masseter muscle 
Pterygoid muscle 
Splenius capitis muscle 
Temporalis muscle 
Temporoparietalis muscle 
Facial Muscle 
Buccinator muscle 
Corrugator supercilii 
muscle 
Depressor anguli oris 
muscle 
Depressor labii inferioris 
muscle 
Depressor septi nasi 
muscle 
Depressor supercilii 
muscle 
Levator anguli oris muscle 
Levator labii superioris 
alaeque nasi muscle 
Levator labii superioris 
muscle 
Mentalis muscle 
Nasalis muscle 
Occipitofrontalis muscle 
Orbicularis oris muscle 
Procerus muscle 
Risorius muscle 
Zygomaticus muscle 
Neck Muscle, Right 
Anterior vertebral muscle 
Arytenoid muscle 
Cricothyroid muscle 
Infrahyoid muscle 
Levator scapulae muscle 
Platysma muscle 
Scalene muscle 
Splenius cervicis muscle 
Sternocleidomastoid 
muscle 
Suprahyoid muscle 
Thyroarytenoid muscle 
Neck Muscle, Left 
See 2 Neck Muscle, Right 
Tongue, Palate, Pharynx 
Muscle 
Chondroglossus muscle 
Genioglossus muscle 
Hyoglossus muscle 
Inferior longitudinal 
muscle 
Levator veli palatini 
muscle 
Palatoglossal muscle 
Palatopharyngeal muscle 
Pharyngeal constrictor 
muscle 
Salpingopharyngeus 
muscle 
Styloglossus muscle 
Stylopharyngeus muscle 
Superior longitudinal 
muscle 
Tensor veli palatini muscle 
Shoulder Muscle, Right 
Deltoid muscle 
Infraspinatus muscle 
Subscapularis muscle 
Supraspinatus muscle 
Teres major muscle 
Teres minor muscle 
Shoulder Muscle, Left 
See 5 Shoulder Muscle, 
Right 


Body Part 
Character 4 


Biceps brachii muscle 
Brachialis muscle 
Coracobrachialis muscle 
Triceps brachii muscle 
Upper Arm Muscle, Left 
See 7 Upper Arm Muscle, 
Right 
Lower Arm and Wrist 
Muscle, Right 
Anatomical snuffbox 
Brachioradialis muscle 
Extensor carpi radialis 
muscle 
Extensor carpi ulnaris 
muscle 
Flexor carpi radialis muscle 


7 Upper Arm Muscle, Right M 


Flexor carpi ulnaris muscle - 


Flexor pollicis longus 
muscle 

Palmaris longus muscle 

Pronator quadratus 
muscle 

Pronator teres muscle 

Lower Arm and Wrist 

Muscle, Left 

See 9 Lower Arm and Wrist 
Muscle, Right 

Hand Muscle, Right 

Hypothenar muscle 

Palmar interosseous 
muscle 

Thenar muscle 

Hand Muscle, Left 

See C Hand Muscle, Right 

Trunk Muscle, Right 

Coccygeus muscle 

Erector spinae muscle 

Interspinalis muscle 

Intertransversarius muscle 

Latissimus dorsi muscle 

Quadratus lumborum 
muscle 

Rhomboid major muscle 

Rhomboid minor muscle 

Serratus posterior muscle 

Transversospinalis muscle 

Trapezius muscle 

Trunk Muscle, Left 

See F Trunk Muscle, Right 

Thorax Muscle, Right 

Intercostal muscle 

Levatores costarum 
muscle 

Pectoralis major muscle 

Pectoralis minor muscle 

Serratus anterior muscle 

Subclavius muscle 

Subcostal muscle 

Transverse thoracis muscle 

Thorax Muscle, Left 


See H Thorax Muscle, Right T 


Abdomen Muscle, Right 
External oblique muscle 
Internal oblique muscle 
Pyramidalis muscle 
Rectus abdominis muscle 
Transversus abdominis 
muscle 
Abdomen Muscle, Left 
See K Abdomen Muscle, 
Right 


Ss 


V 


Perineum Muscle 

Bulbospongiosus muscle 

Cremaster muscle 

Deep transverse perineal 
muscle 

Ischiocavernosus muscle 

Levator ani muscle 

Superficial transverse 
perineal muscle 

Hip Muscle, Right 

Gemellus muscle 

Gluteus maximus muscle 

Gluteus medius muscle 

Gluteus minimus muscle 

lliacus muscle 

Obturator muscle 

Piriformis muscle 

Psoas muscle 

Quadratus femoris muscle 

Tensor fasciae latae 
muscle 

Hip Muscle, Left 

See N Hip Muscle, Right 

Upper Leg Muscle, Right 

Adductor brevis muscle 

Adductor longus muscle 

Adductor magnus muscle 

Biceps femoris muscle 

Gracilis muscle 

Pectineus muscle 

Quadriceps (femoris) 

Rectus femoris muscle 

Sartorius muscle 

Semimembranosus 
muscle 

Semitendinosus muscle 

Vastus intermedius muscle 

Vastus lateralis muscle 

Vastus medialis muscle 

Upper Leg Muscle, Left 

See Q Upper Leg Muscle, 
Right 

Lower Leg Muscle, Right 

Extensor digitorum longus 
muscle 

Extensor hallucis longus 
muscle 

Fibularis brevis muscle 

Fibularis longus muscle 

Flexor digitorum longus 
muscle 

Flexor hallucis longus 
muscle 

Gastrocnemius muscle 

Peroneus brevis muscle 

Peroneus longus muscle 

Popliteus muscle 

Soleus muscle 

Tibialis anterior muscle 

Tibialis posterior muscle 

Lower Leg Muscle, Left 

See S Lower Leg Muscle, 
Right 

Foot Muscle, Right 

Abductor hallucis muscle 

Adductor hallucis muscle 

Extensor digitorum brevis 
muscle 

Extensor hallucis brevis 
muscle 

Flexor digitorum brevis 
muscle 

Flexor hallucis brevis 
muscle 

Quadratus plantae muscle 

Foot Muscle, Left 

See V Foot Muscle, Right 


Approach Device Qualifier a 
Character 5 Character 6 Character7 
® Open Z No Device Z_ No Qualifier 
3 Percutaneous 
4 Percutaneous 
Endoscopic 


Non-OR New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 


Muscles 8KD-9KD 
8 Medical and Surgicai 
K Muscles 
D_ Extraction Definition: Pulling or stripping out or off all ora portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


Body Part Approach Device Qualifier 

- Character 4 Character 5 Character 6 Character 7 
® Head Muscle Upper Arm Muscle, Right M Perineum Muscle ® Open Z No Device Z No Qualifier 

Auricularis muscle Biceps brachii muscle Bulbospongiosus muscle 

Masseter muscle Brachialis muscle Cremaster muscle 

Pterygoid muscle Coracobrachialis muscle Deep transverse perineal 

Splenius capitis muscle Triceps brachii muscle muscle 

Temporalis muscle 8 Upper Arm Muscle, Left Ischiocavernosus muscle 

Temporoparietalis muscle dt al Muscle, Levator ani muscle 

1 Facial Muscle ight Superficial transverse 
Buccinator muscle 9 Lower Arm and Wrist perineal muscle 
Corrugator supercilii Muscle, Right N_ Hip Muscle, Right 

muscle Anatomical snuffbox Gemellus muscle 
Depressor anguli oris Brachioradialis muscle Gluteus maximus muscle 

muscle Extensor carpi radialis Gluteus medius muscle 
Depressor labii inferioris muscle Gluteus minimus muscle 

muscle Extensor carpi ulnaris lliacus muscle 
Depressor septi nasi muscle ore Obturator muscle 

muscle Flexor carpi radialis muscle Piriformis muscle 
Depressor supercilii Flexor carpi ulnaris muscle Psoas muscle 

muscle Flexor pollicis longus Quadratus femoris muscle 
Levator anguli oris muscle muscle Peter steIatac 
Levator labii superioris Palmaris longus muscle muscle 

alaeque nasi muscle Later eh tel P Hip Muscle, Left 

ii iori muscle atte, ; 

* acral orscekated Pronator teres muscle See N Hip Muscle, Right 
Mentalis muscle B_ Lower Arm and Wrist Q Upper Leg Muscle, Right 
Nasalis muscle Muscle, Left Adductor brevis muscle 
Occipitofrontalis muscle See 9 Lower Arm and Wrist Adductor longus muscle 
Orbicularis oris muscle Muscle, Right Adductor magnus muscle 
Procerus muscle C Hand Muscle, Right Biceps femoris muscle 
Risorius muscle Hypothenar muscle Gracilis muscle 
Zygomaticus muscle Palmar interosseous nee nee 

2 Neck Muscle, Right muscle Quadriceps (femoris) 
Anterior vertebral muscle Thenar muscle Rectus femoris muscle 
Arytenoid muscle D Hand Muscle, Left Sartorius muscle 
Cricothyroid muscle See C Hand Muscle, Right Semimembranosus 
Infrahyoid muscle F Trunk Muscle, Right muscle 
Levator scapulae muscle Coccygeus muscle peed us 
Platysma muscle Erector spinae muscle Vastus intermedius ee e 
Scalene muscle Interspinalis muscle Vastus eae musc : 
Splenius cervicis muscle Intertransversarius muscle Vastus medialis muscle 
Sternocleidomastoid Latissimus dorsi muscle & Upper Leg Muscle, Left 

muscle Quadratus lumborum See Q Upper Leg Muscle, 
Suprahyoid muscle muscle Right ; 
Thyroarytenoid muscle Rhomboid major muscle $ Lower Leg Muscle, Right 

3 Neck Muscle, Left Rhomboid minor muscle Extensor digitorum longus 
See 2 Neck Muscle, Right Serratus posterior muscle muscle : 

4 Tongue, Palate, Pharynx Transversospinalis muscle Extensor hallucis longus 
Muscle Trapezius muscle ; muscle ; 
Chondroglossus muscle G Trunk Muscle, Left Fibularis brevis muscle 
Genioglossus muscle See F Trunk Muscle, Right Fibularis longus muscle 
Hyoglossus muscle H_ Thorax Muscle, Right Flexor digitorum longus 
Inferior longitudinal intercostal muscle muscle _ 

muscle vol Levatores costarum Flexor hallucis longus 
Levator veli palatini muscle muscle 

muscle Pectoralis major muscle Gastrocnemius muscle 
Palatoglossal muscle Pectoralis minor muscle Peroneus brevis muscle 
Palatopharyngeal muscle Serratus anterior muscle Peroneus longus muscle 
Pharyngeal constrictor Subclavius muscle Popliteus muscle 

muscle Subcostal muscle Soleus muscle 
Salpingopharyngeus Transverse thoracis muscle Tibialis anterior muscle 

muscle J Thorax Muscle, Left Tibialis posterior muscle 
Styloglossus muscle | See H Thorax Muscle, Right T Lower Leg Muscle, Left 
atylopharyngeus muscle Abdomen Muscle, Right See S Lower Leg Muscle, 
Superior longitudinal 4 Right 

muscle External oblique muscle oe 
Tensor veli palatini muscle ‘Internal oblique muscle V_ Foot Muscle, Rig 

F dalis muscle Abductor hallucis muscle 

5 Shoulder Muscle, Right Pyrami ust ‘iP er oh 
Deltoid muscle Rectus abdominis muscle A eit ucis am 
Infraspinatus muscle ianevens abdominis a ne 
Subscapularis muscle muscle F * 
Sipe sidatis muscle L Abdomen Muscle, Left Fatennonnalict brevis 
Teres major muscle See K Abdomen Muscle, muscle pes 
Teres minor muscle Right saree hada revis 

5 a 5 enema. Flexor hallucis brevis 

Right muscle 
Quadratus plantae muscle 


W Foot Muscle, Left 
See V Foot Muscle, Right 
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ICD-10-PCS 2021 


OKH-0KJ ; Muscles 
® Medical and Surgical 
K Muscles apts : F 
H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


take the place of a body part 
Explanation: None 


Body Part Approach 
Character 4 Character 5 
Upper Muscle @ Open 
3 Percutaneous 


Lower Muscle 
4 Percutaneous Endoscopic 


Qualifier 
Character 7 


Z_ No Qualifier 


Device 
Character 6 


M Stimulator Lead 
Y Other Device 


< =< 


Non-OR QOKH[X,Y][3,4]YZ 


® Medical and Surgical 

K Muscles 

Inspection Definition: Visually and/or manually exploring a body part 
Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


J 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z_ No Qualifier 


Open Z No Device 
Percutaneous 

Percutaneous Endoscopic 
External 


Upper Muscle 
Lower Muscle 


=< x< 


<xhwe 


Non-OR 9KJ[X,Y][3,X]ZZ 


TH Limited Coverage [3 Noncovered [8] Combination Member HACABGated podedure CombinatonOnly DAGNOROR NowOR New Reusca mn GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 Muscles OKM-6KM 


8 Medical and Surgical 
K Muscles 


M Reattachment Definition: Putting back in or onall ora portion of a separated body part to its normal location or other suitable location 


Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Head Muscle 7 Upper Arm Muscle, Right M Perineum Muscle ® Open Z No Device Z_ No Qualifier 
Auricularis muscle Biceps brachii muscle Bulbospongiosus muscle |4 Percutaneous 
Masseter muscle Brachialis muscle Cremaster muscle Endoscopic 


Pterygoid muscle 
Splenius capitis muscle 
Temporalis muscle 
Temporoparietalis muscle 
Facial Muscle 
Buccinator muscle 
Corrugator supercilii 
muscle 
Depressor anguli oris 
muscle 
Depressor labii inferioris 
muscle 
Depressor septi nasi 
muscle 
Depressor supercilii 
muscle 
Levator anguli oris muscle 
Levator labii superioris 
alaeque nasi muscle 
Levator labii superioris 
muscle 
Mentalis muscle 
Nasalis muscle 
Occipitofrontalis muscle 
Orbicularis oris muscle 
Procerus muscle 
Risorius muscle 
Zygomaticus muscle 
Neck Muscle, Right 
Anterior vertebral muscle 
Arytenoid muscle 
Cricothyroid muscle 
Infrahyoid muscle 
Levator scapulae muscle 
Platysma muscle 
Scalene muscle 
Splenius cervicis muscle 
Sternocleidomastoid 
muscle 
Suprahyoid muscle 
Thyroarytenoid muscle 
Neck Muscle, Left 
See 2 Neck Muscle, Right 
Tongue, Palate, Pharynx 
Muscle 
Chondroglossus muscle 
Genioglossus muscle 
Hyoglossus muscle 
Inferior longitudinal 
muscle 
Levator veli palatini 
muscle 
Palatoglossal muscle 
Palatopharyngeal muscle 
Pharyngeal constrictor 
muscle 
Salpingopharyngeus 
muscle 
Styloglossus muscle 
Stylopharyngeus muscle 
Superior longitudinal 
muscle 
Tensor veli palatini muscle 
Shoulder Muscle, Right 
Deltoid muscle 
Infraspinatus muscle 
Subscapularis muscle 
Supraspinatus muscle 
Teres major muscle 
Teres minor muscle 
Shoulder Muscle, Left 
See 5 Shoulder Muscle, 
Right 


Limited Coverage [ Noncovered 
ICD-10-PCS 2021 


Coracobrachialis muscle 

Triceps brachii muscle 

Upper Arm Muscle, Left 

See 7 Upper Arm Muscle, 
Right 

Lower Arm and Wrist 

Muscle, Right 

Anatomical snuffbox 

Brachioradialis muscle 

Extensor carpi radialis 
muscle 

Extensor carpi ulnaris 
muscle 

Flexor carpi radialis muscle 

Flexor carpi ulnaris muscle 

Flexor pollicis longus 
muscle 

Palmaris longus muscle 

Pronator quadratus P 
muscle 

Pronator teres muscle Q 

Lower Arm and Wrist 

Muscle, Left 

See 9 Lower Arm and Wrist 
Muscle, Right 

Hand Muscle, Right 

Hypothenar muscle 

Palmar interosseous 
muscle 

Thenar muscle 

Hand Muscle, Left 

See C Hand Muscle, Right 

Trunk Muscle, Right 

Coccygeus muscle 

Erector spinae muscle 

Interspinalis muscle 

Intertransversarius muscle R 

Latissimus dorsi muscle 

Quadratus lumborum 
muscle s 

Rhomboid major muscle 

Rhomboid minor muscle 

Serratus posterior muscle 

Transversospinalis muscle 

Trapezius muscle 

Trunk Muscle, Left 

See F Trunk Muscle, Right 

Thorax Muscle, Right 

Intercostal muscle 

Levatores costarum 
muscle 

Pectoralis major muscle 

Pectoralis minor muscle 

Serratus anterior muscle 

Subclavius muscle 

Subcostal muscle 

Transverse thoracis muscle 

Thorax Muscle, Left T 

See H Thorax Muscle, Right 

Abdomen Muscle, Right 

External oblique muscle 

Internal oblique muscle 

Pyramidalis muscle 

Rectus abdominis muscle 

Transversus abdominis 
muscle 

Abdomen Muscle, Left 

See K Abdomen Muscle, 
Right 


Deep transverse perineal 
muscle 

Ischiocavernosus muscle 

Levator ani muscle 

Superficial transverse 
perineal muscle 

Hip Muscle, Right 

Gemellus muscle 

Gluteus maximus muscle 

Gluteus medius muscle 

Gluteus minimus muscle 

lliacus muscle 

Obturator muscle 

Piriformis muscle 

Psoas muscle 

Quadratus femoris muscle 

Tensor fasciae latae 
muscle 

Hip Muscle, Left 

See N Hip Muscle, Right 

Upper Leg Muscle, Right 

Adductor brevis muscle 

Adductor longus muscle 

Adductor magnus muscle 

Biceps femoris muscle 

Gracilis muscle 

Pectineus muscle 

Quadriceps (femoris) 

Rectus femoris muscle 

Sartorius muscle 

Semimembranosus 
muscle 

Semitendinosus muscle 

Vastus intermedius muscle 

Vastus lateralis muscle 

Vastus medialis muscle 

Upper Leg Muscle, Left 

See Q Upper Leg Muscle, 
Right 

Lower Leg Muscle, Right 

Extensor digitorum longus 
muscle 

Extensor hallucis longus 
muscle 

Fibularis brevis muscle 

Fibularis longus muscle 

Flexor digitorum longus 
muscle 

Flexor hallucis longus 
muscle 

Gastrocnemius muscle 

Peroneus brevis muscle 

Peroneus longus muscle 

Popliteus muscle 

Soleus muscle 

Tibialis anterior muscle 

Tibialis posterior muscle 

Lower Leg Muscle, Left 

See S Lower Leg Muscle, 
Right 

Foot Muscle, Right 

Abductor hallucis muscle 

Adductor hallucis muscle 

Extensor digitorum brevis 
muscle 

Extensor hallucis brevis 
muscle 

Flexor digitorum brevis 
muscle 

Flexor hallucis brevis 
muscle 

Quadratus plantae muscle 

Foot Muscle, Left 

See V Foot Muscle, Right 


| Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


OKN-OKN Muscles 
® Medical and Surgical 
K Muscles : 
N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 


Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Body Part Approach Device Qualifier 
character 4 Cheracter 5 Character 7 


Z_ No Device Z_ No Qualifier 


Open 


Head Muscle 7 Upper Arm Muscle, Right M Perineum Muscle 


Auricularis muscle 


Biceps brachii muscle 


Bulbospongiosus muscle | 3 Percutaneous 


Masseter muscle Brachialis muscle Cremaster muscle 4 Percutaneous 
Pterygoid muscle Coracobrachialis muscle Deep transverse perineal Endoscopic 
Splenius capitis muscle Triceps brachii muscle muscle X External 
Temporalis muscle 8 Upper Arm Muscle, Left Ischiocavernosus muscle 
Temporoparietalis muscle See 7 Upper Arm Muscle, Levator ani muscle 
1 Facial Muscle Right Superficial transverse 
Buccinator muscle 9 Lower Armand Wrist perineal muscle 
Corrugator supercilii Muscle, Right Hip Muscle, Right 
muscle : Anatomical snuffbox Gemellus muscle 
Depressor anguli oris Brachioradialis muscle Gluteus maximus muscle 
muscle Extensor carpi radialis Gluteus medius muscle 
Depressor labii inferioris muscle Gluteus minimus muscle 
muscle Extensor carpi ulnaris lliacus muscle 
Depressor septi nasi muscle Obturator muscle 
muscle Flexor carpi radialis muscle _Piriformis muscle 
Depressor supercilii Flexor carpi ulnaris muscle Psoas muscle 
muscle Flexor pollicis longus Quadratus femoris muscle 
Levator anguli oris muscle muscle Tensor fasciae latae 
Levator labii superioris Palmaris longus muscle muscle 
alaeque nasi muscle Pronator quadratus P Hip Muscle, Left 
Levator labii superioris muscle See N Hip Muscle, Right 
muscle Pronator teres muscle Q Upper Leg Muscle, Right 
Mentalis muscle B_ Lower Arm and Wrist Adductor brevis muscle 
Nasalis muscle Muscle, Left Adductor longus muscle 
Occipitofrontalis muscle See 9 Lower Arm and Wrist Adductor magnus muscle 
Orbicularis oris muscle Muscle, Right Biceps femoris muscle 
Procerus muscle C Hand Muscle, Right Gracilis muscle 
Risorius muscle Hypothenar muscle Pectineus muscle 
Zygomaticus muscle Palmar interosseous Quadriceps (femoris) 
2 Neck Muscle, Right muscle Rectus femoris muscle 
Anterior vertebral muscle Thenar muscle Sartorius muscle 
A : : 
rytenoid muscle Hand Muscle, Left Semimembranosus 
Cricothyroid muscle See C Hand Muscle, Right muscle 
Infrahyoid muscle Trunk Muscle, Right Semitendinosus muscle 
Levator scapulae muscle Coccygeus muscle Vastus intermedius muscle 
Platysma muscle : Vastus lateralis muscle 
Erector spinae muscle a 
Scalene muscle ) Interspinalis muscle Vastus medialis muscle 
scle E 
ee eee ‘ Intertransversarius muscle R Upper Leg Muscle, Left 
Latissimus dorsi muscle See Q Upper Leg Muscle, 
muscle Right 
enerabGatmucce Quadratus lumborum 9 
Tae Seti. muscle S Lower Leg Muscle, Right 
yroaryt Rhomboid major muscle Extensor digitorum longus 
3 deck amit =, fe Rhomboid minor muscle muscle 
ee 2 Neck Muscle, hig Serratus posterior muscle Extensor hallucis longus 
4 Tongue, Palate, Pharynx Transversospinalis muscle muscle 
Muscle Trapezius muscle Fibularis brevis muscle 
Chondroglossus muscle Trunk Muscle, Left Fibularis longus muscle 
Seeds vs See F Trunk Muscle, Right Flexor digitorum longus 
ossus muscle 3 
hvecae ical H_ Thorax Muscle, Right muscle 
Teens intercostal mdscle Flexor hallucis longus 
L nalatini Levatores costarum muscle : 
evator ye i palatini etc Gastrocnemius muscle 
muscle : : j 
Pectoralis major muscle Peroneus brevis muscle 
Palatoglossal muscle Pectoralis minor muscle Peroneus longus muscle 
Palatopharyngeal muscle Serratus anterior muscle Popliteus muscle 
rictor : 
eee constrict Subclaviue mice Soleus muscle 
; muscle Subcostalmitccle Tibialis anterior muscle 
Sa Hee EE Transverse thorads muscle Tibialis posterior muscle 
J Thorax Muscle, Left Lower Leg Muscle, Left 
Styloglossus muscle ; ‘ See S Lower Leg Muscle 
See H Thorax Muscle, Right g fi 
Stylopharyngeus muscle ; Right 
Superior longitudinal Abdomen Muscle, Right Vv Fooemusciannians 
ecle External oblique muscle rir — '9 | 
: aie ; uctor hallucis muscle 
Tensor veli palatini muscle Internal oblique muscle . : 
EESRIASPIATECIE RIOR Pyramidalis muscle Adductor hallucis muscle 
5 oulder Muscle, hig Rectus abdominis muscle Extensor digitorum brevis 
Deltoid muscle 7 muscle 
infracpinatue muscle Transversus abdominis ' ; 

p : muscle Extensor hallucis brevis 
Subscapularis muscle muscle 
Supraspinatus muscle Abdomen Muscle, Left x: ; 

n See K Abdorien Muscle Flexor digitorum brevis 
Teres major muscle Riche / muscle 
3 i 
Teres minor muscle g Flexor hallucis brevis 
6 Shoulder Muscle, Left muscle 
See 5 Shoulder Muscle, Quadratus plantae muscle 
Right W Foot Muscle, Left 


[3 Limited Coverage Ga Noncovered [| Combination Member HAC associated procedure CombinationOnly DRGNon-OR Non-OR 
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See V Foot Muscle, Right 


Non-OR OKN(Q,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R,S,T,V, WIXZZ 


New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 Muscles OKP-6KP 


8 Medical and Surgical 
K Muscles 


P Removal Definition: Taking out or off a device from a body part 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
X Upper Muscle. 8 Open Drainage Device Z_ No Qualifier 


Y Lower Muscle 3 Percutaneous 
4 Percutaneous Endoscopic 


i 


Upper Muscle X External 
Lower Muscle 
Non-OR QKP[X,Y][3,4]YZ 
Non-OR QKP[X,Y]X[O,M]Z 


Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Stimulator Lead 

Other Device 


Drainage Device 
Stimulator Lead 


Z_ No Qualifier 


inati G Non-C : ised in GREEN 
Limited Coverage [& Noncovered [Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR  New/Revised in wa 
ICD-10-PCS 2021 , 


8KQ-8KQ 


Muscles 


ICD-10-PCS 2021 


Medical and Surgical 
Muscles 
Repair 


Head Muscle 
Auricularis muscle 
Masseter muscle 
Pterygoid muscle 
Splenius capitis muscle 
Temporalis muscle 
Temporoparietalis muscle 
Facial Muscle 
Buccinator muscle 
Corrugator supercilii 

muscle 
Depressor anguli oris 
muscle 
Depressor labii inferioris 
muscle 
Depressor septi nasi 
muscle 
Depressor supercilii 
muscle 
Levator anguli oris muscle 
Levator labii superioris 
alaeque nasi muscle 
Levator labii superioris 
muscle 
Mentalis muscle 
Nasalis muscle 
Occipitofrontalis muscle 
Orbicularis oris muscle 
Procerus muscle 
Risorius muscle 
Zygomaticus muscle 
Neck Muscle, Right 
Anterior vertebral muscle 
Arytenoid muscle 
Cricothyroid muscle 
Infrahyoid muscle 
Levator scapulae muscle 
Platysma muscle 
Scalene muscle 
Splenius cervicis muscle 
Sternocleidomastoid 
muscle 

Suprahyoid muscle 
Thyroarytenoid muscle 
Neck Muscle, Left 
See 2 Neck Muscle, Right 
Tongue, Palate, Pharynx 
Muscle 
Chondroglossus muscle 
Genioglossus muscle 
Hyoglossus muscle 
Inferior longitudinal 

muscle 

Levator veli palatini 

muscle 

Palatoglossal muscle 
Palatopharyngeal muscle 
Pharyngeal constrictor 

muscle 

Salpingopharyngeus 

muscle 

Styloglossus muscle 
Stylopharyngeus muscle 
Superior longitudinal 

muscle 

Tensor veli palatini muscle 
Shoulder Muscle, Right 
Deltoid muscle 
Infraspinatus muscle 
Subscapularis muscle 
Supraspinatus muscle 

Teres major muscle 

Teres minor muscle 
Shoulder Muscle, Left 

See 5 Shoulder Muscle, 

Right 


Body Part 
Character 4 


Biceps brachii muscle 
Brachialis muscle 
Coracobrachialis muscle 
Triceps brachii muscle 
Upper Arm Muscle, Left 
See 7 Upper Arm Muscle, 
Right 
Lower Arm and Wrist 
Muscle, Right 
Anatomical snuffbox 
Brachioradialis muscle 
Extensor carpi radialis 
muscle 
Extensor carpi ulnaris 
muscle 
Flexor carpi radialis muscle 
Flexor carpi ulnaris muscle 
Flexor pollicis longus 
muscle 
Palmaris longus muscle 
Pronator quadratus 
muscle 
Pronator teres muscle 
Lower Arm and Wrist 
Muscle, Left 
See 9 Lower Arm and Wrist 
Muscle, Right 
Hand Muscle, Right 
Hypothenar muscle 
Palmar interosseous 
muscle 
Thenar muscle 
Hand Muscle, Left 
See C Hand Muscle, Right 
Trunk Muscle, Right 
Coccygeus muscle 
Erector spinae muscle 
Interspinalis muscle 
Intertransversarius muscle 
Latissimus dorsi muscle 
Quadratus lumborum 
muscle 
Rhomboid major muscle 
Rhomboid minor muscle 
Serratus posterior muscle 
Transversospinalis muscle 
Trapezius muscle 
Trunk Muscle, Left 
See F Trunk Muscle, Right 
Thorax Muscle, Right 
Intercostal muscle 
Levatores costarum 
muscle 
Pectoralis major muscle 
Pectoralis minor muscle 
Serratus anterior muscle 
Subclavius muscle 
Subcostal muscle 
Transverse thoracis muscle 
Thorax Muscle, Left 
See ti Thorax Muscle, Right 
Abdomen Muscle, Right 
External oblique muscle 
Internal oblique muscle 
Pyramidalis muscle 
Rectus abdominis muscle 
Transversus abdominis 
muscle 
Abdomen Muscle, Left 
See K Abdomen Muscle, 
Right 


7 Upper Arm Muscle, Right M Perineum Muscle 


Q 


T 


Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Approach Device 
Character 5 Character 6 E 


® Open Z No Device 
Bulbospongiosus muscle |3 Percutaneous 
Cremaster muscle 4 Percutaneous 


Deep transverse perineal 
muscle 

Ischiocavernosus muscle 

Levator ani muscle 

Superficial transverse 
perineal muscle 

Hip Muscle, Right 

Gemellus muscle 

Gluteus maximus muscle 

Gluteus medius muscle 

Gluteus minimus muscle 

lliacus muscle 

Obturator muscle 

Piriformis muscle 

Psoas muscle 

Quadratus femoris muscle 

Tensor fasciae latae 
muscle 

Hip Muscle, Left 

See N Hip Muscle, Right 

Upper Leg Muscle, Right 

Adductor brevis muscle 

Adductor longus muscle 

Adductor magnus muscle 

Biceps femoris muscle 

Gracilis muscle 

Pectineus muscle 

Quadriceps (femoris) 

Rectus femoris muscle 

Sartorius muscle 

Semimembranosus 
muscle 

Semitendinosus muscle 

Vastus intermedius muscle 

Vastus lateralis muscle 

Vastus medialis muscle 

Upper Leg Muscle, Left 

See Q Upper Leg Muscle, 
Right 

Lower Leg Muscle, Right 

Extensor digitorum longus 
muscle 

Extensor hallucis longus 
muscle 

Fibularis brevis muscle 

Fibularis longus muscle 

Flexor digitorum longus 
muscle 

Flexor hallucis longus 
muscle 

Gastrocnemius muscle 

Peroneus brevis muscle 

Peroneus longus muscle 

Popliteus muscle 

Soleus muscle 

Tibialis anterior muscle 

Tibialis posterior muscle 

Lower Leg Muscle, Left 

See S Lower Leg Muscle, 
Right 

Foot Muscle, Right 

Abductor hallucis muscle 

Adductor hallucis muscle 

Extensor digitorum brevis 
muscle 

Extensor hallucis brevis 
muscle 

Flexor digitorum brevis 
muscle 

Flexor hallucis brevis 
muscle 

Quadratus plantae muscle 

Foot Muscle, Left 

See V Foot Muscle, Right 


Endoscopic 


Z_ No Qualifier 


Qualifier 
Character 7 


ee ee ee ee ee 
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ICD-10-PCS 2021 
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OKR-GOKR 


6 


Medical and Surgical 
Muscles 
Replacement 


Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 


Head Muscle 
Auricularis muscle 
Masseter muscle 
Pterygoid muscle 
Splenius capitis muscle 
Temporalis muscle 
Temporoparietalis muscle 
Facial Muscle 
Buccinator muscle 
Corrugator supercilii 
muscle 
Depressor anguli oris 
muscle 
Depressor labii inferioris 
muscle 
Depressor septi nasi 
muscle 
Depressor supercilii 
muscle 
Levator anguli oris muscle 
Levator labii superioris 
alaeque nasi muscle 
Levator labii superioris 
muscle 
Mentalis muscle 
Nasalis muscle 
Occipitofrontalis muscle 
Orbicularis oris muscle 
Procerus muscle 
Risorius muscle 
Zygomaticus muscle 
Neck Muscle, Right 
Anterior vertebral muscle 
Arytenoid muscle 
Cricothyroid muscle 
Infrahyoid muscle 
Levator scapulae muscle 
Platysma muscle 
Scalene muscle 
Splenius cervicis muscle 
Sternocleidomastoid 
muscle 
Suprahyoid muscle 
Thyroarytenoid muscle 
Neck Muscle, Left 
See 2 Neck Muscle, Right 
Tongue, Palate, Pharynx 
Muscle 
Chondroglossus muscle 
Genioglossus muscle 
Hyoglossus muscle 
Inferior longitudinal 
muscle 
Levator veli palatini 
muscle 
Palatoglossal muscle 
Palatopharyngeal muscle 
Pharyngeal constrictor 
muscle 
Salpingopharyngeus 
muscle 
Styloglossus muscle 
Stylopharyngeus muscle 
Superior longitudinal 
muscle 
Tensor veli palatini muscle 
Shoulder Muscle, Right 
Deltoid muscle 
Infraspinatus muscle 
Subscapularis muscle 
Supraspinatus muscle 
Teres major muscle 
Teres minor muscle 
Shoulder Muscle, Left 
See 5 Shoulder Muscle, 


Body Part 
Character 4 


Upper Arm Muscle, Right M Perineum Muscle 
Biceps brachii muscle Bulbospongiosus muscle 
Brachialis muscle Cremaster muscle 
Coracobrachialis muscle Deep transverse perineal 
Triceps brachii muscle muscle 


Upper Arm Muscle, Left Ischiocavernosus muscle 
See 7 Upper Arm Muscle, Levator ani muscle 
Right Superficial transverse 
Lower Arm and Wrist perineal muscle 
Muscle, Right N_ Hip Muscle, Right 


Gemellus muscle 
Gluteus maximus muscle 
Gluteus medius muscle 


Anatomical snuffbox 
Brachioradialis muscle 
Extensor carpi radialis 


muscle Gluteus minimus muscle 
Extensor carpi ulnaris lliacus muscle 
muscle Obturator muscle 


Piriformis muscle 
Psoas muscle 
Quadratus femoris muscle 


Flexor carpi radialis muscle 
Flexor carpi ulnaris muscle 
Flexor pollicis longus 


muscle Tensor fasciae latae 
Palmaris longus muscle muscle 
Pronator quadratus P Hip Muscle, Left 
muscle See N Hip Muscle, Right 


Pronator teres muscle 

Lower Arm and Wrist 

Muscle, Left 

See 9 Lower Arm and Wrist 
Muscle, Right 

Hand Muscle, Right 

Hypothenar muscle 

Palmar interosseous 
muscle 

Thenar muscle 

Hand Muscle, Left 

See C Hand Muscle, Right 

Trunk Muscle, Right 

Coccygeus muscle 


Q Upper Leg Muscle, Right 
Adductor brevis muscle 
Adductor longus muscle 
Adductor magnus muscle 
Biceps femoris muscle 
Gracilis muscle 
Pectineus muscle 
Quadriceps (femoris) 
Rectus femoris muscle 
Sartorius muscle 
Semimembranosus 

muscle 
Semitendinosus muscle 
Vastus intermedius muscle 

Erector spinae muscle Vastus lateralis muscle 

Interspinalis muscle Vastus medialis muscle 

Intertransversarius muscle R Upper Leg Muscle, Left 

Latissimus dorsi muscle See Q Upper Leg Muscle, 

Quadratus lumborum Right 
muscle S Lower Leg Muscle, Right 

Rhomboid major muscle Extensor digitorum longus 


Rhomboid minor muscle muscle 
Serratus posterior muscle Extensor hallucis longus 
Transversospinalis muscle muscle 


Fibularis brevis muscle 
Fibularis longus muscle 
Flexor digitorum longus 


Trapezius muscle 
Trunk Muscle, Left 
See F Trunk Muscle, Right 


Thorax Muscle, Right muscle — 
Intercostal muscle Flexor hallucis longus 
muscle 


Levatores costarum 
muscle 
Pectoralis major muscle 
Pectoralis minor muscle 
Serratus anterior muscle 
Subclavius muscle 
Subcostal muscle 
Transverse thoracis muscle 
Thorax Muscle, Left 
See H Thorax Muscle, Right 
Abdomen Muscle, Right 
External oblique muscle 
Internal oblique muscle 
Pyramidalis muscle 
Rectus abdominis muscle 


Gastrocnemius muscle 
Peroneus brevis muscle 
Peroneus longus muscle 
Popliteus muscle 
Soleus muscle 
Tibialis anterior muscle 
Tibialis posterior muscle 
T Lower Leg Muscle, Left 
See S Lower Leg Muscle, 
Right 
V_ Foot Muscle, Right 
Abductor hallucis muscle 
Adductor hallucis muscle 
Extensor digitorum brevis 


Transversus abdominis muscle 
muscle pile ela brevis 
muscle 
inp se terial Flexor digitorum brevis 
Right muscle 
Flexor hallucis brevis 
muscle 


Quadratus plantae muscle 


the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the devic 


Approach 
Character 5 


® Open 


4 Percutaneous 


Endoscopic 


e used in a previous replacement procedure. 


Device Qualifier 
Character 6 Character 7 


7 Autologous Tissue |Z No Qualifier 
Substitute 

J Synthetic 
Substitute 

K Nonautologous 


Tissue Substitute 


Right W Foot Muscle, Left 
See V Foot Muscle, Right 
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Medical and Surgical 
Muscles 
Reposition 


Muscles 


Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 


ICD-10-PCS 2021 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Head Muscle 
Auricularis muscle 
Masseter muscle 
Pterygoid muscle 
Splenius capitis muscle 
Temporalis muscle 
Temporoparietalis muscle 
Facial Muscle 
Buccinator muscle 
Corrugator supercilii 
muscle 
Depressor anguli oris 
muscle 
Depressor labii inferioris 
muscle 
Depressor septi nasi 
muscle 
Depressor supercilii 
muscle 
Levator anguli oris muscle 
Levator labii superioris 
alaeque nasi muscle 
Levator labii superioris 
muscle 
Mentalis muscle 
Nasalis muscle 
Occipitofrontalis muscle 
Orbicularis oris muscle 
Procerus muscle 
Risorius muscle 
Zygomaticus muscle 
Neck Muscle, Right 
Anterior vertebral muscle 
Arytenoid muscle 
Cricothyroid muscle 
Infrahyoid muscle 
Levator scapulae muscle 
Platysma muscle 
Scalene muscle 
Splenius cervicis muscle 
Sternocleidomastoid 
muscle 
Suprahyoid muscle 
Thyroarytenoid muscle 
Neck Muscle, Left 
See 2 Neck Muscle, Right 
Tongue, Palate, Pharynx 
Muscle 
Chondroglossus muscle 
Genioglossus muscle 
Hyoglossus muscle 
Inferior longitudinal 
muscle 
Levator veli palatini 
muscle 
Palatoglossal muscle 
Palatopharyngeal muscle 
Pharyngeal constrictor 
muscle 
Salpingopharyngeus 
muscle 
Styloglossus muscle 
Stylopharyngeus muscle 
Superior longitudinal 
muscle 
Tensor veli palatini muscle 
Shoulder Muscle, Right 
Deltoid muscle 
Infraspinatus muscle 
Subscapularis muscle 
Supraspinatus muscle 
Teres major muscle 
Teres minor muscle 
Shoulder Muscle, Left 
See 5 Shoulder Muscle, 
Right 


8 


G 


Body Part 
Character 4 


Biceps brachii muscle 
Brachialis muscle 
Coracobrachialis muscle 
Triceps brachii muscle 
Upper Arm Muscle, Left 
See 7 Upper Arm Muscle, 
Right 
Lower Arm and Wrist 
Muscle, Right 
Anatomical snuffbox 
Brachioradialis muscle 
Extensor carpi radialis 
muscle 
Extensor carpi ulnaris 
muscle 
Flexor carpi radialis muscle 
Flexor carpi ulnaris muscle 
Flexor pollicis longus 
muscle 
Palmaris longus muscle 
Pronator quadratus 
muscle 
Pronator teres muscle 
Lower Arm and Wrist 
Muscle, Left 
See 9 Lower Arm and Wrist 
Muscle, Right 
Hand Muscle, Right 
Hypothenar muscle 
Palmar interosseous 
muscle 
Thenar muscle 
Hand Muscle, Left 
See C Hand Muscle, Right 
Trunk Muscle, Right 
Coccygeus muscle 
Erector spinae muscle 
Interspinalis muscle 
Intertransversarius muscle 
Latissimus dorsi muscle 
Quadratus lumborum 
muscle 
Rhomboid major muscle 
Rhomboid minor muscle 
Serratus posterior muscle 
Transversospinalis muscle 
Trapezius muscle 
Trunk Muscle, Left 
See F Trunk Muscle, Right 
Thorax Muscle, Right 
Intercostal muscle 
Levatores costarum 
muscle 
Pectoralis major muscle 
Pectoralis minor muscle 
Serratus anterior muscle 
Subclavius muscle 
Subcostal muscle 
Transverse thoracis muscle 
Thorax Muscle, Left 
See H Thorax Muscle, Right 
Abdomen Muscle, Right 
External oblique muscle 
Internal oblique muscle 
Pyramidalis muscle 
Rectus abdominis muscle 
Transversus abdominis 
muscle 
Abdomen Muscle, Left 
See K Abdomen Muscle, 
Right 


7 Upper Arm Muscle, Right M 


Q 


T 


Perineum Muscle 

Bulbospongiosus muscle 

Cremaster muscle 

Deep transverse perineal 
muscle 

Ischiocavernosus muscle 

Levator ani muscle 

Superficial transverse 
perineal muscle 

Hip Muscle, Right 

Gemellus muscle 

Gluteus maximus muscle 

Gluteus medius muscle 

Gluteus minimus muscle 

lliacus muscle 

Obturator muscle 

Piriformis muscle 

Psoas muscle 

Quadratus femoris muscle 

Tensor fasciae latae 
muscle 

Hip Muscle, Left 

See N Hip Muscle, Right 

Upper Leg Muscle, Right 

Adductor brevis muscle 

Adductor longus muscle 

Adductor magnus muscle 

Biceps femoris muscle 

Gracilis muscle 

Pectineus muscle 

Quadriceps (femoris) 

Rectus femoris muscle 

Sartorius muscle 

Semimembranosus 
muscle 

Semitendinosus muscle 

Vastus intermedius muscle 

Vastus lateralis muscle 

Vastus medialis muscle 

Upper Leg Muscle, Left 

See Q Upper Leg Muscle, 
Right 

Lower Leg Muscle, Right 

Extensor digitorum longus 
muscle 

Extensor hallucis longus 
muscle 

Fibularis brevis muscle 

Fibularis longus muscle 

Flexor digitorum longus 
muscle 

Flexor hallucis longus 
muscle 

Gastrocnemius muscle 

Peroneus brevis muscle 

Peroneus longus muscle 

Popliteus muscle 

Soleus muscle 

Tibialis anterior muscle 

Tibialis posterior muscle 

Lower Leg Muscle, Left 

See S Lower Leg Muscle, 
Right 

Foot Muscle, Right 

Abductor hallucis muscle 

Adductor hallucis muscle 

Extensor digitorum brevis 
muscle 

Extensor hallucis brevis 
muscle 

Flexor digitorum brevis 
muscle 

Flexor hallucis brevis 
muscle 

Quadratus plantae muscle 

Foot Muscle, Left 

See V Foot Muscle, Right 


Approach 
Character 5 


@ Open 
4 Percutaneous 
Endoscopic 


Device | 
Character 6 


Z No Device 


Non-OR 


Qualifier 
Character 7 


Z No Qualifier 


New/Revised in GREEN 
ICD-10-PCS 2021 
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8 Medical and Surgical 
K Muscles 
T Resection 


Definition: Cutting out or off, without replacement, all of a body part 
Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Head Muscle 7 Upper Arm Muscle, Right M Perineum Muscle ® Open Z No Device Z No Qualifier 
Auricularis muscle Biceps brachii muscle Bulbospongiosus muscle |4 Percutaneous 
Masseter muscle Brachialis muscle Cremaster muscle Endoscopic 


Pterygoid muscle 


Coracobrachialis muscle 


Deep transverse perineal 


Splenius capitis muscle Triceps brachii muscle muscle 
Temporalis muscle 8 Upper Arm Muscle, Left Ischiocavernosus muscle 
Temporoparietalis muscle See 7 Upper Arm Muscle, Levator ani muscle 
Facial Muscle Right Superficial transverse 
Buccinator muscle 9 Lower Armand Wrist perineal muscle 
Corrugator supercilii Muscle, Right Hip Muscle, Right 

muscle Anatomical snuffbox Gemellus muscle 
Depressor anguli oris Brachioradialis muscle Gluteus maximus muscle 

muscle Extensor carpi radialis Gluteus medius muscle 
Depressor labii inferioris muscle Gluteus minimus muscle 

muscle Extensor carpi ulnaris lliacus muscle 
Depressor septi nasi muscle Obturator muscle 

muscle Flexor carpi radialis muscle Piriformis muscle 
Depressor supercilii Flexor carpi ulnaris muscle Psoas muscle 

muscle Flexor pollicis longus Quadratus femoris muscle 
Levator anguli oris muscle muscle Tensor fasciae latae 
Levator labii superioris Palmaris longus muscle muscle 

alaeque nasi muscle Pronator quadratus P Hip Muscle, Left 
Levator labii superioris muscle See N Hip Muscle, Right 

muscle Pronator teres muscle Q Upper Leg Muscle, Right 
Mentalis muscle B Lower Arm and Wrist Adductor brevis muscle 
Nasalis muscle Muscle, Left Adductor longus muscle 
Occipitofrontalis muscle See 9 Lower Arm and Wrist Adductor magnus muscle 
Orbicularis oris muscle Muscle, Right Biceps femoris muscle 
Procerus muscle C Hand Muscle, Right Gracilis muscle 
Risorius muscle Hypothenar muscle Pectineus muscle 
Zygomaticus muscle Palmar interosseous Quadriceps (femoris) 
Neck Muscle, Right muscle Rectus femoris muscle 
Anterior vertebral muscle Thenar muscle Sartorius muscle 
Arytenoid muscle D Hand Muscle, Left Semimembranosus muscle 
Cricothyroid muscle See C Hand Muscle, Right Semitendinosus muscle 
Infrahyoid muscle Trunk Muscle, Right Vastus intermedius muscle 
Levator scapulae muscle Coccygeus muscle Vastus lateralis muscle 
Platysma muscle Erector spinae muscle Vastus medialis muscle 
Scalene muscle Interspinalis muscle R_ Upper Leg Muscle, Left 
Splenius cervicis muscle Intertransversarius muscle See Q Upper Leg Muscle, 
Sternocleidomastoid Latissimus dorsi muscle Right 

muscle Quadratus lumborum S Lower Leg Muscle, Right 
Suprahyoid muscle muscle Extensor digitorum longus 
Thyroarytenoid muscle Rhomboid major muscle muscle 
Neck Muscle, Left Rhomboid minor muscle Extensor hallucis longus 
See 2 Neck Muscle, Right Serratus posterior muscle muscle 
Tongue, Palate, Pharynx Transversospinalis muscle Fibularis brevis muscle 
Muscle Trapezius muscle Fibularis longus muscle 
Chondroglossus muscle @ Trunk Muscle, Left Flexor digitorum longus 
Genioglossus muscle See F Trunk Muscle, Right muscle ; 
Hyoglossus muscle Thorax Muscle, Right Flexor hallucis longus 
Inferior longitudinal intercostal muscle muscle _ 

muscle Levatores costarum Gastrocnemius muscle 
Levator veli palatini muscle muscle Peroneus brevis muscle 
Palatoglossal muscle Pectoralis major muscle Peroneus longus muscle 
Palatopharyngeal muscle Pectoralis minor muscle Popliteus muscle 
Pharyngeal constrictor Serratus anterior muscle Soleus muscle 

muscle Subclavius muscle Tibialis anterior muscle 
Salpingopharyngeus Subcostal muscle Tibialis posterior muscle 

muscle Transverse thoracis muscle T Lower Leg Muscle, Left 
Styloglossus muscle Thorax Muscle, Left See S Lower Leg Muscle, 
Stylopharyngeus muscle See H Thorax Muscle, Right Right ; 
Superior longitudinal K Abdomen Muscle, Right Foot Muscle, Right 

muscle ay External oblique muscle Abductor hallucis muscle 
Tensor veli palatini muscle Internal oblique muscle Adductor hallucis muscle 
Shoulder Muscle, Right Pyramidalis muscle Extensor digitorum brevis 
Deltoid muscle Rectus abdominis muscle muscle i 
Infraspinatus muscle Transversus abdominis Extensor hallucis brevis 
Subscapularis muscle ae re muscle 
Supraspinatus muscle L Abdomen Muscle, Left Flexor habe brevis 
Teres major muscle See K Abdomen Muscle, MMe CIe ; 
Teres minor muscle Right Flexor hallucis brevis 
Shoulder Muscle, Left g muscle 
See 5 Shoulder Muscle, Quadratus plantae muscle 

Right W Foot Muscle, Left 


See Appendix L for Procedure Combinations 


See V Foot Muscle, Right 
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Muscles 


ICD-10-PCS 2021 


Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Head Muscle 
Auricularis muscle 
Masseter muscle 
Pterygoid muscle 
Splenius capitis muscle 
Temporalis muscle 
Temporoparietalis muscle 
Facial Muscle 
Buccinator muscle 
Corrugator supercilii 
muscle 
Depressor anguli oris 
muscle 
Depressor labii inferioris 
muscle 
Depressor septi nasi 
muscle 
Depressor supercilii 
muscle 
Levator anguli oris muscle 
Levator labii superioris 
alaeque nasi muscle 
Levator labii superioris 
muscle 
Mentalis muscle 
Nasalis muscle 
Occipitofrontalis muscle 
Orbicularis oris muscle 
Procerus muscle 
Risorius muscle 
Zygomaticus muscle 
Neck Muscle, Right 
Anterior vertebral muscle 
Arytenoid muscle 
Cricothyroid muscle 
Infrahyoid muscle 
Levator scapulae muscle 
Platysma muscle 
Scalene muscle 
Splenius cervicis muscle 
Sternocleidomastoid 
muscle 
Suprahyoid muscle 
Thyroarytenoid muscle 
Neck Muscle, Left 
See 2 Neck Muscle, Right 
Tongue, Palate, Pharynx 
Muscle 
Chondroglossus muscle 
Genioglossus muscle 
Hyoglossus muscle 
Inferior longitudinal 
muscle 
Levator veli palatini 
muscle 
Palatoglossal muscle 
Palatopharyngeal muscle 
Pharyngeal constrictor 
muscle 
Salpingopharyngeus 
muscle 
Styloglossus muscle 
Stylopharyngeus muscle 
Superior longitudinal 
muscle 


Tensor veli palatini muscle 


Shoulder Muscle, Right 
Deltoid muscle 
Infraspinatus muscle 
Subscapularis muscle 
Supraspinatus muscle 
Teres major muscle 
Teres minor muscle 
Shoulder Muscle, Left 
See 5 Shoulder Muscle, 
Right 


Body Part 
Character 4 


Biceps brachii muscle 
Brachialis muscle 
Coracobrachialis muscle 
Triceps brachii muscle 
Upper Arm Muscle, Left 
See 7 Upper Arm Muscle, 
Right 
Lower Arm and Wrist 
Muscle, Right 
Anatomical snuffbox 
Brachioradialis muscle 
Extensor carpi radialis 
muscle 
Extensor carpi ulnaris 
muscle 
Flexor carpi radialis muscle 
Flexor carpi ulnaris muscle 
Flexor pollicis longus 
muscle 
Palmaris longus muscle 
Pronator quadratus 
muscle 
Pronator teres muscle 
Lower Arm and Wrist 
Muscle, Left 
See 9 Lower Arm and Wrist 
Muscle, Right 
Hand Muscle, Right 
Hypothenar muscle 
Palmar interosseous 
muscle 
Thenar muscle 
Hand Muscle, Left 
See C Hand Muscle, Right 
Trunk Muscle, Right 
Coccygeus muscle 
Erector spinae muscle 
Interspinalis muscle 
Intertransversarius muscle 
Latissimus dorsi muscle 
Quadratus lumborum 
muscle 
Rhomboid major muscle 
Rhomboid minor muscle 
Serratus posterior muscle 
Transversospinalis muscle 
Trapezius muscle 
Trunk Muscle, Left 
See F Trunk Muscle, Right 
Thorax Muscle, Right 
Intercostal muscle 
Levatores costarum 
muscle 
Pectoralis major muscle 
Pectoralis minor muscle 
Serratus anterior muscle 
Subclavius muscle 
Subcostal muscle 
Transverse thoracis muscle 
Thorax Muscle, Left 
See H Thorax Muscle, Right 
Abdomen Muscle, Right 
External oblique muscle 
Internal oblique muscle 
Pyramidalis muscle 
Rectus abdominis muscle 
Transversus abdominis 
muscle 
Abdomen Muscle, Left 
See K Abdomen Muscle, 
Right 


7 Upper Arm Muscle, Right M 


P 
Q 


T 


Perineum Muscle 

Bulbospongiosus muscle 

Cremaster muscle 

Deep transverse perineal 
muscle 

Ischiocavernosus muscle 

Levator ani muscle 

Superficial transverse 
perineal muscle 

Hip Muscle, Right 

Gemellus muscle 

Gluteus maximus muscle 

Gluteus medius muscle 

Gluteus minimus muscle 

lliacus muscle 

Obturator muscle 

Piriformis muscle 

Psoas muscle 

Quadratus femoris muscle 

Tensor fasciae latae 
muscle 

Hip Muscle, Left 

See N Hip Muscle, Right 

Upper Leg Muscle, Right 

Adductor brevis muscle 

Adductor longus muscle 

Adductor magnus muscle 

Biceps femoris muscle 

Gracilis muscle 

Pectineus muscle 

Quadriceps (femoris) 

Rectus femoris muscle 

Sartorius muscle 

Semimembranosus 
muscle 

Semitendinosus muscle 

Vastus intermedius muscle 

Vastus lateralis muscle 

Vastus medialis muscle 

Upper Leg Muscle, Left 

See Q Upper Leg Muscle, 
Right 

Lower Leg Muscle, Right 

Extensor digitorum longus 
muscle 

Extensor hallucis longus 
muscle 

Fioularis brevis muscle 

Fibularis longus muscle 

Flexor digitorum longus 
muscle 

Flexor hallucis longus 
muscle 

Gastrocnemius muscle 

Peroneus brevis muscle 

Peroneus longus muscle 

Popliteus muscle 

Soleus muscle 

Tibialis anterior muscle 

Tibialis posterior muscle 

Lower Leg Muscle, Left 

See S Lower Leg Muscle, 
Right 

Foot Muscle, Right 

Abductor hallucis muscle 

Adductor hallucis muscle 

Extensor digitorum brevis 
muscle 

Extensor hallucis brevis 
muscle 

Flexor digitorum brevis 
muscle 

Flexor hallucis brevis 
muscle 

Quadratus plantae muscle 

Foot Muscle, Left 

See V Foot Muscle, Right 


Character 5 


Approach 


® Open 
4 Percutaneous 
Endoscopic 


Device Qualifier 
Character 6 Character 7 


7 Autologous Tissue |Z No Qualifier 
Substitute 


J Synthetic 


Substitute 
K Nonautologous 
Tissue Substitute 


n-OR Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


ICD-10-PCS 2021 M 


uscles OKW-OKW 


9 Medical and Surgical 
K Muscles 


W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Body Part 
Character 4 


X Upper Muscle 
Y Lower Muscle 


Approach 
Character 5 


Device 

Character 6 
Drainage Device 
Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Stimulator Lead 
Other Device 4: 
Drainage Device Z_ No Qualifier 
Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 


M Stimulator Lead 
Non-OR @KW(X,Y][3,4]YZ 


Non-OR OKW([X,Y]X[0,7,J,K,M]Z 


Qualifier 
Character 7 


Z No Qualifier 


Open 
Percutaneous 
Percutaneous Endoscopic 


Upper Muscle X External 


Lower Muscle 


hw 


<x 
RArveal/<2xreve 


"OR Non-OR New/Revised in GREEN 


Limited Coverage DS Noncovered [| Combination Member HACassociated procedure Combination Only DRGN sat 
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OKX-BKX 


Muscles 


ICD-10-PCS 2021 


V1) 
K 
X 


Limited Coverage BS Noncovered [4 Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR 
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Medical and Surgical 
Muscles 
Transfer 


Head Muscle 
Auricularis muscle 
Masseter muscle 
Pterygoid muscle 
Splenius capitis muscle 
Temporalis muscle 
Temporoparietalis muscle 
Facial Muscle 
Buccinator muscle 
Corrugator supercilii muscle 
Depressor anguli oris 
muscle 
Depressor labii inferioris 
muscle 
Depressor septi nasi 
muscle 
Depressor supercilii 
muscle 
Levator anguli oris muscle 
Levator labii superioris 
alaeque nasi muscle 
Levator labii superioris 
- muscle 
Mentalis muscle 
Nasalis muscle 
Occipitofrontalis muscle 
Orbicularis oris muscle 
Procerus muscle 
Risorius muscle 
Zygomaticus muscle 
Neck Muscle, Right 
Anterior vertebral muscle 
Arytenoid muscle 
Cricothyroid muscle 
Infrahyoid muscle 
Levator scapulae muscle 
Platysma muscle 
Scalene muscle 
Splenius cervicis muscle 
Sternocleidomastoid 
muscle 
Suprahyoid muscle 
Thyroarytenoid muscle 
Neck Muscle, Left 
See 2 Neck Muscle, Right 
Tongue, Palate, Pharynx 
Muscle 
Chondroglossus muscle 
Genioglossus muscle 
Hyoglossus muscle 
Inferior longitudinal muscle 
Levator veli palatini muscle 
Palatoglossal muscle 
Palatopharyngeal muscle 
Pharyngeal constrictor 
muscle 
Salpingopharyngeus 
muscle 
Styloglossus muscle 
Stylopharyngeus muscle 
Superior longitudinal 
muscle 
Tensor veli palatini muscle 
Shoulder Muscle, Right 
Deltoid muscle 
Infraspinatus muscle 
Subscapularis muscle 
Supraspinatus muscle 
Teres major muscle 
Teres minor muscle 


Cc 


Body Part 
Character 4 


Shoulder Muscle, Left 

See 5 Shoulder Muscle, 
Right 

Upper Arm Muscle, Right 

Biceps brachii muscle 

Brachialis muscle 

Coracobrachialis muscle 

Triceps brachii muscle 

Upper Arm Muscle, Left 

See 7 Upper Arm Muscle, 
Right 

Lower Arm and Wrist 

Muscle, Right 

Anatomical snuffbox 

Brachioradialis muscle 

Extensor carpi radialis 
muscle 

Extensor carpi ulnaris 
muscle 

Flexor carpi radialis muscle 


Flexor carpi ulnaris muscle $ 


Flexor pollicis longus 
muscle 

Palmaris longus muscle 

Pronator quadratus 
muscle 

Pronator teres muscle 

Lower Arm and Wrist 

Muscle, Left 

See 9 Lower Arm and Wrist 
Muscle, Right 

Hand Muscle, Right 

Hypothenar muscle 

Palmar interosseous 
muscle 

Thenar muscle 

Hand Muscle, Left 

See C Hand Muscle, Right 

Thorax Muscle, Right 

Intercostal muscle 

Levatores costarum 
muscle 

Pectoralis major muscle 

Pectoralis minor muscle 

Serratus anterior muscle 

Subclavius muscle 

Subcostal muscle 

Transverse thoracis muscle 

Thorax Muscle, Left 

See H Thorax Muscle, Right 

Perineum Muscle 

Bulbospongiosus muscle 

Cremaster muscle 

Deep transverse perineal 
muscle 

Ischiocavernosus muscle 

Levator ani muscle 

Superficial transverse 
perineal muscle 

Hip Muscle, Right 

Gemellus muscle 

Gluteus maximus muscle 

Gluteus medius muscle 

Gluteus minimus muscle 

lliacus muscle 

Obturator muscle 

Piriformis muscle 

Psoas muscle 

Quadratus femoris muscle 

Tensor fasciae latae muscle 


Definition: Moving, without taking out, all or a portion of a body part to another location to take over the function of all or a portion of a body part 
Explanation: The body part transferred remains connected to its vascular and nervous supply 


Hip Muscle, Left 

See N Hip Muscle, Right 

Upper Leg Muscle, Right 

Adductor brevis muscle 

Adductor longus muscle 

Adductor magnus muscle 

Biceps femoris muscle 

Gracilis muscle 

Pectineus muscle 

Quadriceps (femoris) 

Rectus femoris muscle 

Sartorius muscle 

Semimembranosus muscle 

Semitendinosus muscle 

Vastus intermedius muscle 

Vastus lateralis muscle 

Vastus medialis muscle 

Upper Leg Muscle, Left 

See Q Upper Leg Muscle, 
Right 

Lower Leg Muscle, 

Right 

Extensor digitorum longus 
muscle 

Extensor hallucis longus 
muscle 

Fibularis brevis muscle 

Fibularis longus muscle 

Flexor digitorum longus 
muscle 

Flexor hallucis longus 
muscle 

Gastrocnemius muscle 

Peroneus brevis muscle 

Peroneus longus muscle 

Popliteus muscle 

Soleus muscle 

Tibialis anterior muscle 

Tibialis posterior muscle 

Lower Leg Muscle, Left 

See S Lower Leg Muscle, 
Right 

Foot Muscle, Right 

Abductor hallucis muscle 

Adductor hallucis muscle 

Extensor digitorum brevis 
muscle 

Extensor hallucis brevis 
muscle 

Flexor digitorum brevis 
muscle 

Flexor hallucis brevis muscle 

Quadratus plantae muscle 

Foot Muscle, Left 

See V Foot Muscle, Right 


Approach Device Qualifier 
Character 5 Character 6 Character 7 


Skin 

1 Subcutaneous 
Tissue 

2 Skin and 
Subcutaneous 
Tissue 

Z_ No Qualifier 


® Open Z_ No Device 
4 Percutaneous 


Endoscopic 


OKX Continued on next page 


New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 


8 Medical and Surgical 
K Muscles 
X Transfer 


Body Part 
Character 4 


F Trunk Muscle, Right 
Coccygeus muscle 
Erector spinae muscle 
Interspinalis muscle 
Intertransversarius muscle 
Latissimus dorsi muscle 
Quadratus lumborum muscle 
Rhomboid major muscle 
Rhomboid minor muscle 
Serratus posterior muscle 
Transversospinalis muscle 
Trapezius muscle 

G Trunk Muscle, Left 
See F Trunk Muscle, Right 


® Open 
4 Percutaneous Endoscopic 


K Abdomen Muscle, Right 
External oblique muscle 
Internal oblique muscle 
Pyramidalis muscle 
Rectus abdominis muscle 
Transversus abdominis muscle 

L Abdomen Muscle, Left 

See K Abdomen Muscle, Right 


® Open 
4 Percutaneous Endoscopic 


Muscles 


Z No Device 


Z No Device 


wun=28 


OKX-BKX 


OKX Continued 


Definition: Moving, without taking out, all or a portion of a body part to another location to take over the function of all or a portion of a body part 
Explanation: The body part transferred remains connected to its vascular and nervous supply 


Approach Device 
Character 5 Character 6 


Qualifier 
Character 7 

Skin 
Subcutaneous Tissue 
Skin and Subcutaneous Tissue 
Latissimus Dorsi Myocutaneous 
Flap 
Deep Inferior Epigastric Artery 
Perforator Flap 
Superficial Inferior Epigastric 
Artery Flap 
Gluteal Artery Perforator Flap 
No Qualifier 


Skin 
Subcutaneous Tissue 

Skin and Subcutaneous Tissue 
Transverse Rectus Abdominis 
Myocutaneous Flap 

No Qualifier 
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ICD-10-PCS 2021 
Tendons 


a os’ 


Tendons 6L2-@LX 


Character Meanings* 


This Character Meaning table is provided as a gui i i j ificati 
guide to assist the user in the identification of character members th in thi i 
tables. It SHOULD NOT be used to build a PCS code. ei may a lodge gh section oF code 


suopua] 


Operation-Character 3 | Body Part-Character 4 Approach-Character 5 Device-Character 6 


| Qualifier-Character 7 


Change ® Head and Neck Tendon Open Drainage Device X Diagnostic 
5 Destruction 1 Shoulder Tendon, Right “13 Percutaneous 7 Autologous Tissue Z_ No Qualifier 
a5 Substitute 
8 Division 2 Shoulder Tendon, Left 4 Percutaneous Endoscopic |J Synthetic Substitute 
: — 
9 Drainage 3. UpperArm Tendon, Right |X — External K  Nonautologous Tissue 
2 Substitute 
B Excision 4 Upper Arm Tendon, Left Y Other Device 
—- —-; 
C _ Extirpation 5 Lower Arm and Wrist Z No Device 
Tendon, Right 
D_ Extraction 6 Lower Arm and Wrist 
Tendon, Left 


H Insertion ~|7 Hand Tendon, Right 
ae 


J Inspection 8 Hand Tendon, Left 
M_ Reattachment 9 Trunk Tendon, Right 
N_ Release B Trunk Tendon, Left 
P Removal C Thorax Tendon, Right 
Q_ Repair ~ 1D Thorax Tendon, Left P T 
R_ Replacement F Abdomen Tendon, Right 
S_ Reposition G Abdomen Tendon, Left z= 
T Resection H  Perineum Tendon a 
U Supplement J Hip Tendon, Right a 
W Revision K Hip Tendon, Left | 
X Transfer L Upper Leg Tendon, Right 
TM Upper Leg Tendon, Left 


— 


Lower Leg Tendon, Right 


Lower Leg Tendon, Left 


Knee Tendon, Right 


Ankle Tendon, Right 


Ankle Tendon, Left 


— 


= 


i a | 


2 
Q 
Ss 
T 
V 


Foot Tendon, Right 


N 
R Knee Tendon, Left 
W 


Foot Tendon, Left ‘a 


X Upper Tendon 

[Y Lower Tendon 

— — | 
* Includes synovial membrane. 
AHA Coding Clinic for table OL8 AHA Coding Clinic for table @LS 
2016, 3Q, 30 Resection of femur with interposition arthroplasty 2016, 3Q, 32 Rotator cuff repair, tenodesis, decompression, acromioplasty and 

. ay coracoplasty 
aun Soding Clinic tor Moots BLE ; Sar Pe ; ; 2015, 3Q, 14 Endoprosthetic replacement of humerus and tendon reattachment 
2017, 2Q, 21 Arthroscopic anterior cruciate ligament revision using autograft with ‘ wis 
anterolateral ligament reconstruction 2 AHA Coding Clinic for table OLU 
2015, 3Q, 26 Thumb arthroplasty with resection of trapezium 2015, 2Q, 11 Repair of patellar and quadriceps tendons with allograft 
2014, 3Q, 14 Application of TheraSkin® and excisional debridement 
2014, 3Q, 18 Placement of reverse sural fasciocutaneous pedicle flap 
AHA Coding Clinic for table 6LD 
2017, 4Q, 41 Extraction procedures 
AHA Coding Clinic for table LQ 
2016, 3Q, 32 Rotator cuff repair, tenodesis, decompression, acromioplasty and 
coracoplasty 

2015, 2Q, 11 Repair of patellar and quadriceps tendons with allograft 
2013, 3Q, 20 Superior labrum anterior posterior (SLAP) repair and subacromial 


decompression 


i, 
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Foot Tendons 


“ 
= 
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cS 
= 
A] 
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Medial malleolus 


Lateral malleolus } | 
of tibia 


of fibula 


Extensor hallucis 


Peroneus 
longus N, P 


brevis N, P 


Extensor digitorum 
longus N, P 


Select extensors 
of the foot 


Shoulder Tendons 


Posterior view 


Supraspinatus 1, 2 
Nos Trapezius 9, B 


Se 


| er Ae 


=. |. a 


ICD-10-PCS 2021 


Tendons 
Tendons of Wrist and Hand 
Extensor digitorum Extensor carpi radialis 
tendons 5,6 ~~ brevis and longus 5, 6 
Extensor carpi ulnaris 5,6. \\) , / \ Extensor 
Nha Bai S| pollicis longus 
7,8 
wy 
Select flexor tendon a J Votan 
Sel Extensor compartments 7, 8 fT Lf ay. Ulnar bursa 
elect extensors ici " 
ollicis brevis 7, 8 
of the hand 7,8 P y \ 
Palmar view < 
Cr 
The extensor tendons act to open the hand 
and extend the fingers. The flexors provide grasping action to the hands. 
Leg Muscles and Tendons 
JA 
/ Patella 
\) Head of 
/ femur 
Anterior 
tibialis N, P Adductor 
longus L, M 
Extensor 
longus N, P Rectus 


Sartorius 


f ris L, M 
emori LM 


N,P 


Peroneus 
longus N, P Vastus 
lateralis 
Peroneus ee: L,M 
brevis N, P a 


| 


Patella Yi 
“tin 


a tina idiaes we Ste aA BD ene bes ABS 
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@L2-OL5 


Tendons 
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Medical and Surgical 
Tendons 
Change 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Upper Tendon Z No Qualifier 


Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


X External ® Drainage Device 
Lower Tendon Y Other Device 


Non-OR All body part, approach, device, and qualifier values 


6 Medical and Surgical 
L  Tendons 
5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out ; 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Head and Neck Tendon 
Shoulder Tendon, Right 
Shoulder Tendon, Left 
Upper Arm Tendon, Right 
Upper Arm Tendon, Left 
Lower Arm and Wrist Tendon, Right 
Lower Arm and Wrist Tendon, Left 
Hand Tendon, Right 
Hand Tendon, Left . - 
Trunk Tendon, Right 
Trunk Tendon, Left 
Thorax Tendon, Right 
Thorax Tendon, Left 
Abdomen Tendon, Right 
Abdomen Tendon, Left 
Perineum Tendon 
Hip Tendon, Right 
Hip Tendon, Left 
Upper Leg Tendon, Right 
Upper Leg Tendon, Left 
Lower Leg Tendon, Right 
Achilles tendon 
Lower Leg Tendon, Left 
See N Lower Leg Tendon, Right 
Q Knee Tendon, Right 

Patellar tendon 
R_ Knee Tendon, Left 

See Q Knee Tendon, Right 
S Ankle Tendon, Right 
T Ankle Tendon, Left 
V_ Foot Tendon, Right 
W Foot Tendon, Left 


® Open Z No Device 
3 Percutaneous 


4 Percutaneous Endoscopic 


Z_ No Qualifier 


SZSEZErRM-KTANGNBWOSOONAUSWN= DB 
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8 Medical and Surgical 
L  Tendons 
8 Division 


Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 
Explanation: All or a portion of the body part is separated into two or more portions 


Head and Neck Tendon 8 Open 
Shoulder Tendon, Right 3 Percutaneous 

Shoulder Tendon, Left 4 Percutaneous Endoscopic 
Upper Arm Tendon, Right 
Upper Arm Tendon, Left 
Lower Arm and Wrist Tendon, Right | 
Lower Arm and Wrist Tendon, Left 
Hand Tendon, Right 

Hand Tendon, Left : 
Trunk Tendon, Right 
Trunk Tendon, Left 
Thorax Tendon, Right 
Thorax Tendon, Left 
Abdomen Tendon, Right 
Abdomen Tendon, Left : 
Perineum Tendon 
Hip Tendon, Right 

Hip Tendon, Left | 

Upper Leg Tendon, Right 

Upper Leg Tendon, Left 
Lower Leg Tendon, Right 

Achilles tendon 

Lower Leg Tendon, Left 

See N Lower Leg Tendon, Right 

Knee Tendon, Right 

Patellartendon 
Knee Tendon, Left 
See Q Knee Tendon, Right 
S Ankle Tendon, Right 
T Ankle Tendon, Left 
V_ Foot Tendon, Right 
W Foot Tendon, Left 


TD 


Z No Device Z_ No Qualifier 


ZErR=§“TANGONBWCONauawWwn=-=B 
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OL9-OBL9 Tendons ICD-10-PCS 2021 
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® Medical and Surgical 


L  Tendons 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 
Body Part | Approach Device Qualifier 
cusractee 4 Character 5 Character 6 Character 7 


Z_ No Qualifier 


® Head and Neck Tendon ® Open @ Drainage Device 


1 Shoulder Tendon, Right 3 Percutaneous 
2 Shoulder Tendon, Left 4 Percutaneous Endoscopic 
3 Upper Arm Tendon, Right 
4 Upper Arm Tendon, Left 
5 Lower Arm and Wrist Tendon, Right 
6 Lower Armand Wrist Tendon, Left 
7 Hand Tendon, Right 
8 Hand Tendon, Left 
9 Trunk Tendon, Right 
B_ Trunk Tendon, Left 
C Thorax Tendon, Right 
D Thorax Tendon, Left 
F Abdomen Tendon, Right 
G Abdomen Tendon, Left 
H Perineum Tendon 
J Hip Tendon, Right 
K_ Hip Tendon, Left 
L Upper Leg Tendon, Right 
M Upper Leg Tendon, Left 
N_ Lower Leg Tendon, Right 
Achilles tendon 
P Lower Leg Tendon, Left 
See N Lower Leg Tendon, Right 
Q Knee Tendon, Right 
Patellar tendon 
R_ Knee Tendon, Left 
See Q Knee Tendon, Right 
S Ankle Tendon, Right 
T Ankle Tendon, Left 
V_ Foot Tendon, Right 


W Foot Tendon, Left lie 
® Head and Neck Tendon ® Open Z_ No Device X Diagnostic 
1 Shoulder Tendon, Right 3 Percutaneous Z_ No Qualifier 


2 Shoulder Tendon, Left 4 Percutaneous Endoscopic 
3 Upper Arm Tendon, Right 
4 Upper Arm Tendon, Left 
5 Lower Arm and Wrist Tendon, Right 
6 Lower Arm and Wrist Tendon, Left 
7 Hand Tendon, Right 
8 Hand Tendon, Left 
9 Trunk Tendon, Right 
B_ Trunk Tendon, Left 
C Thorax Tendon, Right 
D Thorax Tendon, Left 
F Abdomen Tendon, Right 
G Abdomen Tendon, Left 
H_ Perineum Tendon 
J Hip Tendon, Right 
K_ Hip Tendon, Left 
L Upper Leg Tendon, Right 
M Upper Leg Tendon, Left 
N Lower Leg Tendon, Right 
Achilles tendon 
P_ Lower Leg Tendon, Left 
See N Lower Leg Tendon, Right 
Q Knee Tendon, Right 
Patellar tendon 
R_ Knee Tendon, Left 
See Q Knee Tendon, Right 
S Ankle Tendon, Right 
T Ankle Tendon, Left 
V_ Foot Tendon, Right 
W Foot Tendon, Left 
Non-OR 9L9[0,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R,S,T,V,W]30Z Non-OR QL9[7,8]4ZZ 
Non-OR 9L9[0,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R,S,T,V,W]3ZZ 
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ICD-10-PCS 2021 Tendons OLB-OLB 


9 Medical and Surgical 
L  Tendons 
B_ Excision 


Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Head and Neck Tendon Open Z No Device X Diagnostic 
Shoulder Tendon, Right 3 Percutaneous Z No Qualifier 
Shoulder Tendon, Left 


4 Percutaneous Endoscopic 
Upper Arm Tendon, Right 73 


i) 

1 

2 

3 

4 Upper Arm Tendon, Left 

5 Lower Arm and Wrist Tendon, Right 

6 Lower Arm and Wrist Tendon, Left 

7 Hand Tendon, Right 

8 Hand Tendon, Left 

9 Trunk Tendon, Right 

B_ Trunk Tendon, Left 

C Thorax Tendon, Right 

D Thorax Tendon, Left 

F Abdomen Tendon, Right 

G Abdomen Tendon, Left 

H_ Perineum Tendon 

J Hip Tendon, Right 

K_ Hip Tendon, Left 

L Upper Leg Tendon, Right 

M Upper Leg Tendon, Left 

N_ Lower Leg Tendon, Right 
Achilles tendon 

P Lower Leg Tendon, Left 
See N Lower Leg Tendon, Right 

Q Knee Tendon, Right 
Patellar tendon 

R_ Knee Tendon, Left 
See Q Knee Tendon, Right 

S Ankle Tendon, Right 

T Ankle Tendon, Left 

V_ Foot Tendon, Right 


W Foot Tendon, Left 


Se — 2 aap 
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8 Medical and Surgical 

L  Tendons 

C_ Extirpation Definition: Taking or cutting out solid matter from a body part 
Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


7) 
i= 
-) 
S 
< 
a 
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Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z_ No Qualifier 


Head and Neck Tendon Z No Device 


Shoulder Tendon, Right 
Shoulder Tendon, Left 
Upper Arm Tendon, Right 
Upper Arm Tendon, Left 
Lower Arm and Wrist Tendon, Right 
Lower Arm and Wrist Tendon, Left 
Hand Tendon, Right 

Hand Tendon, Left 

Trunk Tendon, Right 

Trunk Tendon, Left 

Thorax Tendon, Right 
Thorax Tendon, Left 
Abdomen Tendon, Right 
Abdomen Tendon, Left 
Perineum Tendon 

Hip Tendon, Right 

Hip Tendon, Left 

Upper Leg Tendon, Right 
Upper Leg Tendon, Left 
Lower Leg Tendon, Right 
Achilles tendon 

Lower Leg Tendon, Left 

See N Lower Leg Tendon, Right 
Knee Tendon, Right 

Patellar tendon 

Knee Tendon, Left 

See Q Knee Tendon, Right 
Ankle Tendon, Right 

Ankle Tendon, Left 

Foot Tendon, Right 


Foot Tendon, Left 
eee eee SSS... 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


ZSErFR-TATNGOANADWOONAUAWN=28 
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Tendons @LD-OLJ 


8 Medical and Surgical 
L Tendons 


D_ Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


Body Part Approach i ifi 
Head and Neck Tendon ® Open Z No Device Z No Qualifier 
Shoulder Tendon, Right 
Shoulder Tendon, Left 
Upper Arm Tendon, Right 
Upper Arm Tendon, Left 
Lower Arm and Wrist Tendon, Right 
Lower Arm and Wrist Tendon, Left 
Hand Tendon, Right 
Hand Tendon, Left 
Trunk Tendon, Right 
Trunk Tendon, Left 
Thorax Tendon, Right 
Thorax Tendon, Left 
Abdomen Tendon, Right 
Abdomen Tendon, Left 
Perineum Tendon 
Hip Tendon, Right 
Hip Tendon, Left 
Upper Leg Tendon, Right 
Upper Leg Tendon, Left 
Lower Leg Tendon, Right 
Achilles tendon 
Lower Leg Tendon, Left 
See N Lower Leg Tendon, Right 
Knee Tendon, Right 
Patellar tendon 
Knee Tendon, Left 
See Q Knee Tendon, Right 
S Ankle Tendon, Right 
T Ankle Tendon, Left 
V_ Foot Tendon, Right 
W Foot Tendon, Left 


ZSErR-TANONWOONauUSWN=B 


vu 


2 


Medical and Surgical 
Tendons 


Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 
take the place of a body part 


Explanation: None 
Body Part Approach Device 
Character 4 Character 5 Character 6 
® Open Y Other Device 
3 Percutaneous 
4 Percutaneous Endoscopic 


zee 


Qualifier 
Character 7 


Upper Tendon Z No Qualifier 


Y Lower Tendon 


Non-OR QLH[X,Y][3,4]¥Z 


® Medical and Surgical 
L  Tendons 
J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 


through intervening body layers. 
Device 
Character 6 


Body Part 


Qualifier 
Character 7 


Z_ No Qualifier 


Approach 
Character 5 


Character 4 


Open 
Percutaneous 

Percutaneous Endoscopic 
External 


Upper Tendon 
Lower Tendon 


<xrbwed 


Non-OR @LJ[X,Y][3,X]ZZ 


ee Tig a A an reer Pee 
Limited Coverage G& Noncovered [#4 Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in ber 
ICD-10-PCS 2021 


= 
i) 
} 
2. 
c=) 
= 
wv 


Tendons 


= 
= 
ey 
= 
= 
i=) 


OLM-OLN Tendons ICD-10-PCS 2021 
Lede ee eS SS eee 


@ Medicaland Surgical 
L  Tendons ; 
M Reattachment _ Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 


Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Body Part Approach Device 
Character 4 Character 5 Character 6 
@ Head and Neck Tendon @ Open Z No Device 
1 Shoulder Tendon, Right 4 Percutaneous Endoscopic 
2 Shoulder Tendon, Left 
3 Upper Arm Tendon, Right 
4 Upper Arm Tendon, Left 
5 Lower Armand Wrist Tendon, Right 
6 Lower Armand Wrist Tendon, Left 
7 Hand Tendon, Right 
8 Hand Tendon, Left 
9 Trunk Tendon, Right 
B_ Trunk Tendon, Left 
C Thorax Tendon, Right 
D Thorax Tendon, Left 
F Abdomen Tendon, Right 
G Abdomen Tendon, Left 
H_ Perineum Tendon 
J Hip Tendon, Right 
K Hip Tendon, Left 
L Upper Leg Tendon, Right 
M Upper Leg Tendon, Left 
N_ Lower Leg Tendon, Right 
Achilles tendon 
P Lower Leg Tendon, Left 
See N Lower Leg Tendon, Right 
Q Knee Tendon, Right 
Patellar tendon 
R_ Knee Tendon, Left 
See Q Knee Tendon, Right 
S Ankle Tendon, Right 
T Ankle Tendon, Left 
V_ Foot Tendon, Right 
W Foot Tendon, Left 


Qualifier 
Character 7 


Z_ No Qualifier 


® Medical and Surgical 
L  Tendons 
N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 


Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Body Part Approach Device 
Character 5 Character 6 


Character 4 
® Head and Neck Tendon Open Z No Device 
Percutaneous 


1 Shoulder Tendon, Right 
2 Shoulder Tendon, Left Percutaneous Endoscopic 
3 Upper Arm Tendon, Right External 
4 Upper Arm Tendon, Left 
5 Lower Armand Wrist Tendon, Right 
6 Lower Armand Wrist Tendon, Left 
7 Hand Tendon, Right 
8 Hand Tendon, Left 
9 Trunk Tendon, Right 
B_ Trunk Tendon, Left 
C Thorax Tendon, Right 
D Thorax Tendon, Left 
F Abdomen Tendon, Right 
G Abdomen Tendon, Left 
H_ Perineum Tendon 
J Hip Tendon, Right 
K Hip Tendon, Left 
L Upper Leg Tendon, Right 
M Upper Leg Tendon, Left 
N Lower Leg Tendon, Right 
Achilles tendon 
P_ Lower Leg Tendon, Left 
See N Lower Leg Tendon, Right 
Q Knee Tendon, Right 
Patellar tendon 
R_ Knee Tendon, Left 
See Q Knee Tendon, Right 
S Ankle Tendon, Right 
T Ankle Tendon, Left 
V_ Foot Tendon, Right 
W Foot Tendon, Left 


Non-OR 9LN[Q,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R,S,T,V,W]XZZ 


Qualifier 
Character 7 


Z_ No Qualifier 


<hAWOe 
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8 Medical and Surgical 
L  Tendons 


P Removal Definition: Taking out or off a device froma body part 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
X Upper Tendon ® Open Drainage Device Z No Qualifier 
Y Lower Tendon 3 Percutaneous Autologous Tissue Substitute 


4 Percutaneous Endoscopic Synthetic Substitute 
Nonautologous Tissue Substitute 
Other Device 


Drainage Device 


aeixzA-nxvoee 


X Upper Tendon 
Y Lower Tendon 


X External Z_ No Qualifier 


Non-OR @LP[X,Y]30Z 
Non-OR QLP[X,Y}[3,4]YZ 
Non-OR OLP[X,Y]X0Z 


6 Medical and Surgical 
L Tendons 
Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 


Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Head and Neck Tendon 
Shoulder Tendon, Right 

Shoulder Tendon, Left 

Upper Arm Tendon, Right 

Upper Arm Tendon, Left 

Lower Arm and Wrist Tendon, Right 
Lower Arm and Wrist Tendon, Left 
Hand Tendon, Right 

Hand Tendon, Left 

Trunk Tendon, Right 

Trunk Tendon, Left 


1] ® Open 
1 
2 
3 
4 
5 
6 
7 
8 
9 
B 
C Thorax Tendon, Right 
D 
F 
G 
H 
J 
K 
L 
M 
N 


3 Percutaneous 
4 Percutaneous Endoscopic 


Z No Device Z_ No Qualifier 


Thorax Tendon, Left 
Abdomen Tendon, Right 
Abdomen Tendon, Left 
Perineum Tendon 
Hip Tendon, Right 
Hip Tendon, Left 
Upper Leg Tendon, Right 
Upper Leg Tendon, Left 
Lower Leg Tendon, Right 
Achilles tendon 
P Lower Leg Tendon, Left 
See N Lower Leg Tendon, Right 
Q Knee Tendon, Right 
Patellar tendon 
R_ Knee Tendon, Left 
See Q Knee Tendon, Right 
S Ankle Tendon, Right 
T Ankle Tendon, Left 
Vv 


Foot Tendon, Right 
W Foot Tendon, Left 


[ree Toa ie 
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8 Medical and Surgical 
L  Tendons 
R_ Replacement 


Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 


Body Part 
Character 4 
@® Head and Neck Tendon 
1 Shoulder Tendon, Right 
2 Shoulder Tendon, Left 
3 Upper Arm Tendon, Right 
4 Upper Arm Tendon, Left 
5 Lower Armand Wrist Tendon, Right 
6 Lower Armand Wrist Tendon, Left 
7 Hand Tendon, Right 
8 Hand Tendon, Left 
9 Trunk Tendon, Right 
B_ Trunk Tendon, Left 
C_ Thorax Tendon, Right 
D Thorax Tendon, Left 
F Abdomen Tendon, Right 
G Abdomen Tendon, Left 
H Perineum Tendon 
J Hip Tendon, Right 
K_ Hip Tendon, Left 
L_ Upper Leg Tendon, Right 
M Upper Leg Tendon, Left 
N_ Lower Leg Tendon, Right 
Achilles tendon 
P Lower Leg Tendon, Left 
See N Lower Leg Tendon, Right 
Q Knee Tendon, Right 
Patellar tendon 


R_ Knee Tendon, Left 
See Q Knee Tendon, Right 
S Ankle Tendon, Right 
T Ankle Tendon, Left 
V_ Foot Tendon, Right 
W Foot Tendon, Left 


® Open 
4 Percutaneous Endoscopic 


Device 
Character 6 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


Approach 
Character 5 


Qualifier 
Character 7 


Z No Qualifier 


® Medical and Surgical 
L  Tendons 
S Reposition 


Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Body Part 
Character 4 


® Head and Neck Tendon 

1 Shoulder Tendon, Right 

2 Shoulder Tendon, Left 

3 Upper Arm Tendon, Right 

4 Upper Arm Tendon, Left 

5 Lower Arm and Wrist Tendon, Right 

6 Lower Arm and Wrist Tendon, Left 

7 Hand Tendon, Right 

8 Hand Tendon, Left 

9 Trunk Tendon, Right 

B_ Trunk Tendon, Left 

C Thorax Tendon, Right 

D Thorax Tendon, Left 

F Abdomen Tendon, Right 

G Abdomen Tendon, Left 

H Perineum Tendon 

J Hip Tendon, Right 

K_ Hip Tendon, Left 

L Upper Leg Tendon, Right 

M Upper Leg Tendon, Left 

N_ Lower Leg Tendon, Right 
Achilles tendon 

P Lower Leg Tendon, Left 
See N Lower Leg Tendon, Right 

Q Knee Tendon, Right 
Patellar tendon 

R_ Knee Tendon, Left 
See Q Knee Tendon, Right 

S Ankle Tendon, Right 

T Ankle Tendon, Left 

V_ Foot Tendon, Right 

W Foot Tendon, Left 


Approach 
Character 5 


® Open 
4 Percutaneous Endoscopic 


Device 
Character 6 


Z No Device 


Qualifier 
Character 7 


Z_ No Qualifier 
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9 Medical and Surgical a 
L Tendons Fy 
T Resection Definition: Cutting out or off, without replacement, all of a body part q 
Explanation: None 


Body Part 
Character 4 
® Head and Neck Tendon 
1 Shoulder Tendon, Right 
2 Shoulder Tendon, Left 
3 Upper Arm Tendon, Right 
4 Upper Arm Tendon, Left 
5 Lower Arm and Wrist Tendon, Right 
6 Lower Arm and Wrist Tendon, Left 
7 Hand Tendon, Right 
8 Hand Tendon, Left 
9 Trunk Tendon, Right 
B_ Trunk Tendon, Left 
C Thorax Tendon, Right 
D Thorax Tendon, Left 
F Abdomen Tendon, Right 
G Abdomen Tendon, Left 
H_ Perineum Tendon 
J Hip Tendon, Right 
K Hip Tendon, Left 
L Upper Leg Tendon, Right 
M Upper Leg Tendon, Left 
N_ Lower Leg Tendon, Right 
Achilles tendon 
P_ Lower Leg Tendon, Left 
See N Lower Leg Tendon, Right 
Q Knee Tendon, Right 
Patellar tendon 
R_ Knee Tendon, Left 
See Q Knee Tendon, Right 
S Ankle Tendon, Right 
T Ankle Tendon, Left 
V_ Foot Tendon, Right 


W Foot Tendon, Left 


Approach 


Device 
Character 5 


Qualifier 
Character 6 


Character 7 
Z_ No Qualifier 


® Open 
4 Percutaneous Endoscopic 


Z No Device 


® Medical and Surgical 

L  Tendons 

U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 
Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part Approach Device i Qualifier 
Character 4 Character 5 Character 6 Character 7 


@ Head and Neck Tendon Open 
1 Shoulder Tendon, Right 4 Percutaneous Endoscopic 
2 Shoulder Tendon, Left 
3 Upper Arm Tendon, Right 
4 Upper Arm Tendon, Left 
5 Lower Arm and Wrist Tendon, Right 
6 Lower Arm and Wrist Tendon, Left 
7 Hand Tendon, Right 
8 Hand Tendon, Left 
9 Trunk Tendon, Right 
B_ Trunk Tendon, Left 
C Thorax Tendon, Right 
D Thorax Tendon, Left 
F Abdomen Tendon, Right 
G Abdomen Tendon, Left 
H Perineum Tendon 
J Hip Tendon, Right 
K_ Hip Tendon, Left 
L Upper Leg Tendon, Right 
M Upper Leg Tendon, Left s 
N_ Lower Leg Tendon, Right 
Achilles tendon 
P Lower Leg Tendon, Left 
See N Lower Leg Tendon, Right 
Q Knee Tendon, Right 
Patellar tendon 
R_ Knee Tendon, Left 
See Q Knee Tendon, Right 
S$ Ankle Tendon, Right 


T Ankle Tendon, Left 
V_ Foot Tendon, Right 
W Foot Tendon, Left 


eee ee TT tire 
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7 Autologous Tissue Substitute Z_ No Qualifier 
J Synthetic Substitute 


K Nonautologous Tissue Substitute 
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OLW-OLX Tendons 

® Medical and Surgical 

L Tendons 7 ; 

W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device ' 
Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 

Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z No Qualifier 


Drainage Device 

Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Other Device 

Drainage Device Z No Qualifier 
Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Upper Tendon 
Y Lower Tendon 


X Upper Tendon X ‘External 


Y Lower Tendon 


Aenxvoarx~x Reve 


Non-OR 9LWI[X,Y][3,4]YZ 
Non-OR 9LW(X,Y]X[@,7,J,KJZ 


8 Medical and Surgical 
L  Tendons 
X Transfer Definition: Moving, without taking out, all or a portion of a body part to another location to take over the function of all or a portion of a body part 
Explanation: The body part transferred remains connected to its vascular and nervous supply 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Head and Neck Tendon ® Open Z No Device Z~ No Qualifier 
Shoulder Tendon, Right 4 Percutaneous Endoscopic 


Shoulder Tendon, Left 
Upper Arm Tendon, Right 
Upper Arm Tendon, Left 
Lower Arm and Wrist Tendon, Right 
Lower Arm and Wrist Tendon, Left 
Hand Tendon, Right 

Hand Tendon, Left 

Trunk Tendon, Right 

Trunk Tendon, Left 

Thorax Tendon, Right 
Thorax Tendon, Left 
Abdomen Tendon, Right 
Abdomen Tendon, Left 
Perineum Tendon 

Hip Tendon, Right 

Hip Tendon, Left 

Upper Leg Tendon, Right 
Upper Leg Tendon, Left 
Lower Leg Tendon, Right 
Achilles tendon 

Lower Leg Tendon, Left 

See N Lower Leg Tendon, Right 
Knee Tendon, Right 

Patellar tendon 

Knee Tendon, Left 

See Q Knee Tendon, Right 
Ankle Tendon, Right 

Ankle Tendon, Left 

Foot Tendon, Right 

Foot Tendon, Left 
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Bursae and Ligaments 8M2-6MX 


Character Meanings* 


Bursae and Ligaments 


This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 


tables. It SHOULD NOT be used to build a PCS code. 


-Operation-Character 3 


Body Part-Character 4 _ 


Approach-Character 5 


Qualifier-Character 7 


Device-Character 6 


w 
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Change ® Head and Neck Bursa and Ligament|@ Open @ Drainage Device X Diagnostic 
5 Destruction 1 Shoulder Bursa and Ligament, Right} 3 Percutaneous 7 Autologous Tissue Z No Qualifier 
a Substitute 
8 Division 2 Shoulder Bursa and Ligament, Left |4 PercutaneousEndoscopic |J Synthetic Substitute 
9 Drainage 3 Elbow Bursa and Ligament, Right |X — External 1 K  Nonautologous Tissue lie 
Substitute 
B Excision 4 — Elbow Bursa and Ligament, Left Y Other Device a 
C_ Extirpation 5 Wrist Bursaand Ligament, Right Z_ No Device 
; | Ee SS ee ee! Se 
D_ Extraction 6 Wrist Bursa and Ligament, Left 
H Insertion 7 Hand Bursa and Ligament, Right 
: —. ee ee | ee ee ae 
J Inspection 8 Hand Bursa and Ligament, Left 
M_ Reattachment 9 Upper Extremity Bursa and | 
Ligament, Right 
N_ Release B Upper Extremity Bursa and 
Ligament, Left 
P Removal C Upper Spine Bursa and Ligament 
Q_ Repair D Lower Spine Bursa and Ligament + 
R_— Replacement F  Sternum Bursa and Ligament 
S Reposition G__ Rib(s) Bursa and Ligament 
T Resection Abdomen Bursa and Ligament, 
Right 
U_— Supplement Abdomen Bursa and Ligament, Left 
Revision K  Perineum Bursa and Ligament 
X Transfer L Hip Bursa and Ligament, Right 
M_ Hip Bursa and Ligament, Left 
N_ Knee Bursa and Ligament, Right 
~|P Knee Bursa and Ligament, Left 
Q_ Ankle Bursa and Ligament, Right 
R_ Ankle Bursa and Ligament, Left 
“TS Foot Bursa and Ligament, Right 


S 
T Foot Bursa and Ligament, Left 
V 


Lower Extremity Bursa and 
Ligament, Right 


W_ Lower Extremity Bursa and 
Ligament, Left 

X Upper Bursa and Ligament 

Y Lower Bursa and Ligament 


* Includes synovial membrane. 


AHA Coding Clinic for table OMB 
2018, 3Q, 17 Excisional debridement of periosteum a 


AHA Coding Clinic for table MM 
2013, 3Q, 20 Superior labrum anterior posterior (SLAP) repair and subacromial decompression 


AHA Coding Clinic for table MQ 
2014, 3,9 Interspinous ligamentoplasty 


AHA Coding Clinic for table OMT : 
2017, 2Q 21 Arthroscopic anterior cruciate ligament revision using autograft with anterolateral ligament reconstruction 


AHA Coding Clinic for table OMU 
2017, 2Q, 21 Arthroscopic anterior cruciate ligament revision using autograft with anterolateral ligament reconstruction 


—————EE er 
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Shoulder Ligaments 


Anterior view of right shoulder 


Acromioclavicular 
Acromion ligament 1, 2 
Coracoclavicular 
ligament 1, 2 
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Transverse humeral 
ligament 1, 2 


Head of 
humerus 


Knee Bursae 


Suprapatellar N, P 


Patella 
Prepatellar N, P 


Infrapatellar N, P 


Popliteus N, P 


a 
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Knee Ligaments 


Anterior view 


Lateral collateral ligament N, P ie ee ae Medial collateral ligament N, P 
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Patella Posterior cruciate ligament N, P 


(Behind the Anterior cruciate) 


A Anterior cruciate ligament N, P 
Fibula el AAD 


Posterior cruciate 
ligament N, P 


Anterior cruciate ligament N, P 


Flexor carpi 


: Radial collateral 
ulnaris 5, 6 ne 


carpal 5,6 


Ulnar collateral 


carpal 5,6 Palmar radiocarpal 5, 6 


Dorsal view 


Ulnar collateral 


Radial collateral (| : Za) carpal 5, 6 
carpal 5,6 —— AL ‘@ 
pha fini 


Ulnocarpal 5, 6 
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OM2-9M5 Bursae and Ligaments ICD-10-PCS 2021 
Meso MONE 


6 Medical and Surgical 


M_ Bursae and Ligaments ¢ 
2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 


cutting or puncturing the skin or a mucous membrane 
Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z_ No Qualifier 


Upper Bursa and Ligament 
Lower Bursa and Ligament 


X External ® Drainage Device 
Y Other Device 


Non-OR All body part, approach, device, and qualifier values 


9 Medical and Surgical 
M_ Bursae and Ligaments 
5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out ‘ 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Head and Neck Bursa and Ligament Lower Spine Bursa and Ligament |® Open Z No Device Z_ No Qualifier 
Alar ligament of axis lliolumbar ligament 3 Percutaneous 
Cervical interspinous ligament Interspinous ligament, lumbar 4 Percutaneous 
Cervical intertransverse ligament Intertransverse ligament, lumbar Endoscopic 
Cervical ligamentum flavum Ligamentum flavum, lumbar 
Interspinous ligament, cervical Sacrococcygeal ligament 
Intertransverse ligament, cervical Sacroiliac ligament 
Lateral temporomandibular ligament Sacrospinous ligament 
Ligamentum flavum, cervical Sacrotuberous ligament 
Sphenomandibular ligament Supraspinous ligament 
Stylomandibular ligament F Sternum Bursa and Ligament » 
Transverse ligament of atlas Costoxiphoid ligament 
1 Shoulder Bursa and Ligament, Right Sternocostal ligament 
Acromioclavicular ligament G Rib(s) Bursa and Ligament 
Coracoacromial ligament Costotransverse ligament 
Coracoclavicular ligament H Abdomen Bursa and Ligament, 
Coracohumeral ligament Right 
Costoclavicular ligament J Abdomen Bursa and Ligament, Left 
Glenohumeral ligament K Perineum Bursa and Ligament 
Interclavicular ligament L_ Hip Bursa and Ligament, Right 
Sternoclavicular ligament iliofemoral ligament 
Subacromial bursa Ischiofemoral ligament 
Transverse humeral ligament Pubofemoral ligament 
Transverse scapular ligament Transverse acetabular ligament 
2 Shoulder Bursa and Ligament, Left jirochantenicnurea 
See 1 Shoulder Bursa and Ligament, Right jy Hip Bursa and Ligament, Left 
3 Elbow Bursa and Ligfament, Right See L Hip Bursa and Ligament, Right 
es eee N Knee Bursa and Ligament, Right 
R anealt enn Anterior cruciate ligament (ACL) 
adial Collateral ligament Lateral collateral ligament (LCL) 
Ulnar collateral ligament Ligament of head of fibula 
4 Elbow Bursa and Ligament, Left _ Medial collateral ligament (MCL) 
See 3 Elbow Bursa and Ligament, Right Patellar ligament 
5 Wrist Bursa and Ligament, Right Popliteal ligament 
Palmar ulnocarpal ligament Posterior cruciate ligament (PCL) 
Radial collateral carpal ligament Prepatellar bursa 
Radiocarpal ligament P Knee Bursa and Ligament, Left 
padi fee melt See N Knee Bursa and Ligament, Right 
capholunate ligament Q Ankle Bursa and Ligament, Right 
Ulnar collateral carpal ligament Calcaneofibular ligament 
6 Wrist Bursa and Ligament, Left Deltoid ligament 
See 5 Wrist Bursa and Ligament, Right Ligament of the lateral malleolus 
7 Hand Bursa and Ligament, Right Talofibular ligament 
Carpometacarpal ligament R_ Ankle Bursa and Ligament, Left 
Intercarpal ligament See Q Ankle Bursa and Ligament, 
Interphalangeal ligament Right 
rs placer ee S Foot Bursa and Ligament, Right 
etgcalpalugament: Calcaneocuboid ligament 
Metacarpophalangeal ligament Cuneonavicular ligament 
el ee t Intercuneiform ligament 
ASIN Gey PE UNOS Interphalangeal ligament 
Scaphotrapezium ligament Metatarsal ligament 
8 Hand Bursa and Ligament, Left i Metatarsophalangeal ligarnent 
See 7 Hand Bursa and Ligament, Right Subtalar ligament 
9 Upper Extremity Bursa and Ligament, Talocalcaneal ligament 
Right : . Talocalcaneonavicular ligament 
B Upper Extremity Bursa and Ligament, —Tarsometatarsal ligament 
Left : . T Foot Bursa and Ligament, Left 
C Upper Spine Bursa and Ligament See S Foot Bursa and Ligament, Right 
Interspinous ligament, thoracic V_ Lower Extremity Bursa and 
Intertransverse ligament, thoracic Ligament, Right 
Ligamentum flavum, thoracic W Lower Extremity Bursa and 


Supraspinous ligament Ligament, Left 


a ESE el foe ea en Terr ee eee 
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9 Medical and Surgical 
M_ Bursae and Ligaments 
8 Division 


Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 
Explanation: All or a portion of the body part is separated into two or more portions 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 


Head and Neck Bursa and Lower Spine Bursa and Ligament| @ Open Z No Device Z No Qualifier 
Ligament lliolumbar ligament 3 Percutaneous 
Alar ligament of axis Interspinous ligament, lumbar 4 Percutaneous 


Cervical interspinous ligament 

Cervical intertransverse ligament 

Cervical ligamentum flavum 

Interspinous ligament, cervical 

Intertransverse ligament, cervical 

Lateral temporomandibular 
ligament 


Intertransverse ligament, lumbar 
Ligamentum flavum, lumbar 
Sacrococcygeal ligament 
Sacroiliac ligament 

Sacrospinous ligament 
Sacrotuberous ligament 
Supraspinous ligament 


Ligamentum flavum, cervical F Sternum Bursa and Ligament 
Sphenomandibular ligament Costoxiphoid ligament 
Stylomandibular ligament Sternocostal ligament 
Transverse ligament of atlas G_ Rib(s) Bursa and Ligament 

1 Shoulder Bursa and Ligament, Costotransverse ligament 
Right H Abdomen Bursa and Ligament, 
Acromioclavicular ligament Right 
Coracoacromial ligament J Abdomen Bursa and Ligament, 
Coracoclavicular ligament Left 
Coracohumeral ligament K_ Perineum Bursa and Ligament 
Costoclavicular ligament L_ Hip Bursa and Ligament, Right 
Glenohumeral ligament ke coin li om bee = 
Interclavicular ligament g 


Sternoclavicular ligament 
Subacromial bursa 
Transverse humeral ligament 
Transverse scapular ligament 


M Hip Bursa and Ligament, Left 


Ischiofemoral ligament 
Pubofemoral ligament 
Transverse acetabular ligament 
Trochanteric bursa 


. aeepct Bursa and Ligament, See L Hip Bursa and Ligament, 
Right 
See 1 Shoulder Bursa and : : 
. f N_ Knee Bursa and Ligament, Right 
Ligament, Right E eae 5 
3 Elbow Bursa and Ligament Anterior cruciate ligament (ACL) 
Right : Lateral collateral ligament (LCL) 
A 9 lar li t Ligament of head of fibula 
Bec: el sf Medial collateral ligament (MCL) 
R ea cel af ' Patellar ligament 
ta Ia i : ey eee Popliteal ligament 
mab colateraligainen Posterior cruciate ligament (PCL) 
4 Elbow Bursa and Ligament, Left Prepatellar bursa 
See 3 Elbow Bursa and Ligament, P Knee Bursa and Ligament, Left 


Right 
5 Wrist Bursa and Ligament, Right 
Palmar ulnocarpal ligament 
Radial collateral carpal ligament 
Radiocarpal ligament 
Radioulnar ligament 
Scapholunate ligament 
Ulnar collateral carpal ligament 
6 Wrist Bursa and Ligament, Left 
See 5 Wrist Bursa and Ligament, 
Right 


See N Knee Bursa and Ligament, 
Right 


Q Ankle Bursa and Ligament, Right 


7 Hand Bursa and Ligament, Right : 


Carpometacarpal ligament 
Intercarpal ligament 
Interphalangeal ligament 
Lunotriquetral ligament 
Metacarpal ligament 
Metacarpophalangeal ligament 
Pisohamate ligament 
Pisometacarpal ligament 
Scaphotrapezium ligament 

8 Hand Bursa and Ligament, Left 
See 7 Hand Bursa and Ligament, 

Right 

9 Upper Extremity Bursa and 
Ligament, Right 

B_ Upper Extremity Bursa and 
Ligament, Left 

C Upper Spine Bursa and Ligament 

Interspinous ligament, thoracic 

Intertransverse ligament, thoracic 

Ligamentum flavum, thoracic 

Supraspinous ligament 


ICD-10-PCS 2021 


Ww 


Calcaneofibular ligament 
Deltoid ligament 
Ligament of the lateral malleolus 
Talofibular ligament 
Ankle Bursa and Ligament, Left 
See Q Ankle Bursa and Ligament, 
Right 
Foot Bursa and Ligament, Right 
Calcaneocuboid ligament 
Cuneonavicular ligament 
Intercuneiform ligament 
Interphalangeal ligament 
Metatarsal ligament 
Metatarsophalangeal ligament 
Subtalar ligament 
Talocalcaneal ligament 
Talocalcaneonavicular ligament 
Tarsometatarsal ligament 
Foot Bursa and Ligament, Left 
See S Foot Bursa and Ligament, 
Right 
Lower Extremity Bursa and 
Ligament, Right A 
Lower Extremity Bursa and 
Ligament, Left 


Endoscopic 
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[J Limited Coverage Ea Noncovered [| Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 


499 


iS) 
= 
== 
4) 
J 
® 
Qo 
| 
2. 
c. 
| 
& 
3 
® 
=) 
a 
“A 


SIND-SIND 


wa 
teed) 
= 
© 
a) 
uel 
a] 
< 
c 
Y 
c 
2) 
he 
3 
rr) 


9M9-9M9 


9M9-9M9 Bursae and Ligaments ICD-10-PCS 2021 


8 Medical and Surgical 

M_ Bursae and Ligaments 

9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 

Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device Qualifier 
Charactel 4 Character 5 Character 6 Character7 _ 
® Head and Neck Bursa and Lower Spine Bursa and Ligament| 8 Open ® Drainage Device Z_ No Qualifier 


Ligament lliolumbar ligament 3 Percutaneous 
Alar ligament of axis Interspinous ligament, lumbar 4 Percutaneous 
Cervical interspinous ligament Intertransverse ligament, lumbar Endoscopic 
Cervical intertransverse ligament Ligamentum flavum, lumbar 
Cervical ligamentum flavum Sacrococcygeal ligament 
Interspinous ligament, cervical Sacroiliac ligament 
Intertransverse ligament, cervical Sacrospinous ligament 
Lateral temporomandibular Sacrotuberous ligament 
ligament Supraspinous ligament 
Ligamentum flavum, cervical F Sternum Bursa and Ligament 
Sphenomandibular ligament Costoxiphoid ligament 
Stylomandibular ligament Sternocostal ligament 
Transverse ligament of atlas G Rib(s) Bursa and Ligament 
1 Shoulder Bursa and Ligament, Costotransverse ligament 
Right = i H Abdomen Bursa and Ligament, 
Acromioclavicular ligament Right 
Conca GRE E eeu J Abdomen Bursa and Ligament, 
Coracoclavicular ligament Left 


Coracohumeral ligament 


Costoclavicular ligament K Perineum Bursa and Ligament 


Glenohumeral ligament L Hip Bursa and Ligament, Right 
Interclavicular ligament lliofemoral ligament 
Sternoclavicular ligament Ischiofemoral ligament 
Subacromial bursa Pubofemoral ligament 
Transverse humeral ligament Transverse acetabular ligament 
Transverse scapular ligament Trochanteric bursa 
2 Shoulder Bursaand Ligament, M Hip Bursaand Ligament, Left 
Left See L Hip Bursa and Ligament, 
See 1 Shoulder Bursa and Right 
Ligament, Right N Knee Bursa and Ligament, Right 
3 Elbow Bursa and Ligament, Anterior cruciate ligament (ACL) 
Right Lateral collateral ligament (LCL) 
Annular ligament Ligament of head of fibula 
Olecranon bursa Medial collateral ligament (MCL) 
Radial collateral ligament Patellar ligament 
Ulnar collateral ligament Popliteal ligament 
4 Elbow Bursa and Ligament, Left Posterior cruciate ligament (PCL) 
See 3 Elbow Bursa and Ligament, Prepatellar bursa 
Right P Knee Bursa and Ligament, Left 
5 WristBursaandLigament,Right See N Knee Bursa and Ligament, 
Palmar ulnocarpal ligament Right 
Radial collateral carpal ligament Q Ankle Bursa and Ligament, Right 
Radiocarpal ligament Calcaneofibular ligament 
Radioulnar ligament Deltoid ligament 
Scapholunate ligament Ligament of the lateral malleolus 
Ulnar collateral carpal ligament Talofibular ligament 
6 Wrist Bursa and Ligament, Left R Ankle Bursa and Ligament, Left 
See 5 Wrist Bursa and Ligament, See Q Ankle Bursa and Ligament, 
Right Right 
7 Hand Bursa and Ligament, Right § Foot Bursa and Ligament, Right 
Carpometacarpal ligament Calcaneocuboid ligament 
Intercarpal ligament Cuneonavicular ligament 
Interphalangeal ligament Intercuneiform ligament 
Lunotriquetral ligament interphalangeal ligament 


Metacarpal ligament 
Metacarpophalangeal ligament 
Pisohamate ligament 
Pisometacarpal ligament 
Scaphotrapezium ligament 

8 Hand Bursa and Ligament, Left 
See 7 Hand Bursa and Ligament, 


Metatarsal ligament 
Metatarsophalangeal ligament 
Subtalar ligament 
Talocalcaneal ligament 
Talocalcaneonavicular ligament 
Tarsometatarsal ligament 


Right T Foot Bursa and Ligament, Left 
9 Upper Extremity Bursa and See S Foot Bursa and Ligament, 
Ligament, Right Right 
B Upper Extremity Bursa and Vv Lower Extremity Bursa and 
Ligament, Left Ligament, Right 
C Upper Spine Bursa and Ligament W Lower Extremity Bursa and 
Interspinous ligament, thoracic Ligament, Left 
Intertransverse ligament, thoracic 
Ligamentum flavum, thoracic 
Supraspinous ligament 


Non-OR 9M9[0,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R,S,T,V,W]30Z 
Non-OR 9M9[1,2,3,4,7,8,9,B,C,D,F,G,H,J,K,L,M,V,W]40Z 


OM9 Continued on next page 


[3 Limited Coverage HB Noncovered [+] Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
500 ICD-10-PCS 2021 


ICD-10-PCS 2021 


Bursae and Ligaments @M9-98M9 


OM9 Continued 


9 Medical and Surgical 
M_ Bursae and Ligaments 
9 Drainage 


Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 


Head and Neck Bursa and Lower Spine Bursa and Ligament| ® Open Z No Device X Diagnostic 
Ligament Iliolumbar ligament Percutaneous Z_ No Qualifier 
Alar ligament of axis Interspinous ligament, lumbar Percutaneous 

Cervical interspinous ligament Intertransverse ligament, lumbar Endoscopic 


Cervical intertransverse ligament 
Cervical ligamentum flavum 
Interspinous ligament, cervical 
Intertransverse ligament, cervical 
Lateral temporomandibular 
ligament 
Ligamentum flavum, cervical 
Sphenomandibular ligament 
Stylomandibular ligament 
Transverse ligament of atlas 
Shoulder Bursa and Ligament, 
Right 
Acromioclavicular ligament 
Coracoacromial ligament 
Coracoclavicular ligament 
Coracohumeral ligament 
Costoclavicular ligament 
Glenohumeral ligament 
Interclavicular ligament 
Sternoclavicular ligament 
Subacromial bursa 
Transverse humeral ligament 
Transverse scapular ligament 
Shoulder Bursa and Ligament, 
Left 
See 7 Shoulder Bursa and 
Ligament, Right 
Elbow Bursa and Ligament, 
Right 
Annular ligament 
Olecranon bursa 
Radial collateral ligament 
Ulnar collateral ligament 
Elbow Bursa and Ligament, Left 
See 3 Elbow Bursa and Ligament, 
Right 
Wrist Bursa and Ligament, Right 
Palmar ulnocarpal ligament 
Radial collateral carpal ligament 
Radiocarpal ligament 
Radioulnar ligament 
Scapholunate ligament 
Ulnar collateral carpal ligament 
Wrist Bursa and Ligament, Left 
See 5 Wrist Bursa and Ligament, 
Right 
Hand Bursa and Ligament, Right 
Carpometacarpal ligament 
Intercarpal ligament 
interphalangeal ligament 
Lunotriquetral ligament 
Metacarpal ligament 
Metacarpophalangeal ligament 
Pisohamate ligament 
Pisometacarpal ligament 
Scaphotrapezium ligament 
Hand Bursa and Ligament, Left 
See 7 Hand Bursa and Ligament, 
Right 


fe) 


Ligamentum flavum, lumbar 
Sacrococcygeal ligament 
Sacroiliac ligament 
Sacrospinous ligament 
Sacrotuberous ligament 
Supraspinous ligament 
Sternum Bursa and Ligament 
Costoxiphoid ligament 
Sternocostal ligament 
Rib(s) Bursa and Ligament 
Costotransverse ligament 
Abdomen Bursa and Ligament, 
Right 
Abdomen Bursa and Ligament, 
Left 
Perineum Bursa and Ligament 
Hip Bursa and Ligament, Right 
\liofemoral ligament 
Ischiofemoral ligament 
Pubofemoral ligament 
Transverse acetabular ligament 
Trochanteric bursa 
Hip Bursa and Ligament, Left 
See L Hip Bursa and Ligament, 
Right 
Knee Bursa and Ligament, Right 
Anterior cruciate ligament (ACL) 
Lateral collateral ligament (LCL) 
Ligament of head of fibula 
Medial collateral ligament (MCL) 
Patellar ligament 
Popliteal ligament 
Posterior cruciate ligament (PCL) 
Prepatellar bursa 
Knee Bursa and Ligament, Left 
See N Knee Bursa and Ligament, 
Right 
Ankle Bursa and Ligament, Right 
Calcaneofibular ligament 
Deltoid ligament 
Ligament of the lateral malleolus 
Talofibular ligament 
Ankle Bursa and Ligament, Left 
See Q Ankle Bursa and Ligament, 
Right 
Foot Bursa and Ligament, Right 
Calcaneocuboid ligament 
Cuneonavicular ligament 
Intercuneiform ligament 
Interphalangeal ligament 
Metatarsal ligament 
Metatarsophalangeal ligament 
Subtalar ligament 
Talocalcaneal ligament 
Talocalcaneonavicular ligament 
Tarsometatarsal ligament 
Foot Bursa and Ligament, Left 
See S Foot Bursa and Ligament, 


Upper Extremity Bursa and Right 

Ligament, Right Lower Extremity Bursa and 
Upper Extremity Bursa and Ligament, Right if 
Ligament, Left W Lower Extremity Bursa and 


Upper Spine Bursa and Ligament 
Interspinous ligament, thoracic 
Intertransverse ligament, thoracic 
Ligamentum flavum, thoracic 
Supraspinous ligament 


Ligament, Left 


Non-OR 9M9[0,1,2,3,4,5,6,7,8,C,D,F,G,L,M,N,P,Q,R,S,1][0,3,4]ZX 
Non-OR 9M9[0,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R,S,T,V,W]3ZZ 
Non-OR 9M9[0,5,6,7,8,9,B,C,D,F,G,H,J,K,N,P,Q,R,S,T,V,W]4ZZ 


— con eyed 
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8 Medical and Surgical 
M_ Bursae and Ligaments 


Cervical intertransverse ligament 
Cervical ligamentum flavum 
Interspinous ligament, cervical 
Intertransverse ligament, cervical 
Lateral temporomandibular 
ligament 
Ligamentum flavum, cervical 
Sphenomandibular ligament 
Stylomandibular ligament 
Transverse ligament of atlas 
Shoulder Bursa and Ligament, 
Right 
Acromioclavicular ligament 
Coracoacromial ligament 
Coracoclavicular ligament 
Coracohumeral ligament 
Costoclavicular ligament 
Glenohumeral ligament 
Interclavicular ligament 
Sternoclavicular ligament 
Subacromial bursa 
Transverse humeral ligament 
Transverse scapular ligament 
Shoulder Bursa and Ligament, 
Left 
See 1 Shoulder Bursa and 


Ligamentum flavum, lumbar 
Sacrococcygeal ligament 
Sacroiliac ligament 
Sacrospinous ligament 
Sacrotuberous ligament 
Supraspinous ligament 
Sternum Bursa and Ligament 
Costoxiphoid ligament 
Sternocostal ligament 
Rib(s) Bursa and Ligament 
Costotransverse ligament 
Abdomen Bursa and Ligament, 
Right 
Abdomen Bursa and Ligament, 
Left 
Perineum Bursa and Ligament 
Hip Bursa and Ligament, Right 
lliofemoral ligament 
Ischiofemoral ligament 
Pubofemoral ligament 
Transverse acetabular ligament 
Trochanteric bursa 
Hip Bursa and Ligament, Left 
See L Hip Bursa and Ligament, 
Right 


F : N Knee Bursa and Ligament, Right 
Elb no aus sae ' Anterior cruciate ligament (ACL) 
Right SSA ae aISD Lateral collateral ligament (LCL) 


Annular ligament 

Olecranon bursa 

Radial collateral ligament 

Ulnar collateral ligament 

Elbow Bursa and Ligament, Left 

See 3 Elbow Bursa and Ligament, 
Right 

Wrist Bursa and Ligament, Right 

Palmar ulnocarpal ligament 

Radial collateral carpal ligament 

Radiocarpal ligament 

Radioulnar ligament 

Scapholunate ligament 

Ulnar collateral carpal ligament 

Wrist Bursa and Ligament, Left 

See 5 Wrist Bursa and Ligament, 
Right 


a] 


fe) 


Hand Bursa and Ligament, Right : 


Carpometacarpal ligament 
Intercarpal ligament 
Interphalangeal ligament 
Lunotriquetral ligament 
Metacarpal ligament 
Metacarpophalangeal ligament 
Pisohamate ligament 
Pisometacarpal ligament 
Scaphotrapezium ligament 
Hand Bursa and Ligament, Left 
See 7 Hand Bursa and Ligament, 
Right 
Upper Extremity Bursa and 


Ligament of head of fibula 

Medial collateral ligament (MCL) 

Patellar ligament 

Popliteal ligament 

Posterior cruciate ligament (PCL) 

Prepatellar bursa 

Knee Bursa and Ligament, Left 

See N Knee Bursa and Ligament, 
Right 

Ankle Bursa and Ligament, Right 

Calcaneofibular ligament 

Deltoid ligament 

Ligament of the lateral malleolus 

Talofibular ligament 

Ankle Bursa and Ligament, Left 

See Q Ankle Bursa and Ligament, 
Right 

Foot Bursa and Ligament, Right 

Calcaneocuboid ligament 

Cuneonavicular ligament 

Intercuneiform ligament 

Interphalangeal ligament 

Metatarsal ligament 

Metatarsophalangeal ligament 

Subtalar ligament 

Talocalcaneal ligament 

Talocalcaneonavicular ligament 

Tarsometatarsal ligament 

Foot Bursa and Ligament, Left 

See S Foot Bursa and Ligament, 
Right 


Ligament, Right Vv Lower Extremity Bursa and 
E ity B d Ligament, Right 

pee aS Giese ab W Lower Extremity Bursa and 

Ligament, Left 


Upper Spine Bursa and Ligament 
Interspinous ligament, thoracic 
Intertransverse ligament, thoracic 
Ligamentum flavum, thoracic 
Supraspinous ligament 


Ligament, Left 


Non-OR 9MB[G,1,2,3,4,5,6,7,8,B,C,D,F,G,L,M,N,P,Q,R,S,T][0,3,4]ZX 


Non-OR %MB94ZX 


B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 

® Head and Neck Bursa and D Lower Spine Bursa and Ligament) @ Open Z No Device X Diagnostic 

Ligament lliolumbar ligament Percutaneous Z_ No Qualifier 

Alar ligament of axis Interspinous ligament, lumbar Percutaneous 

Cervical interspinous ligament Intertransverse ligament, lumbar Endoscopic 


Ed Limited Coverage EX Noncovered [1 Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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9 Medical and Surgical 
M_ Bursae and Ligaments 
C_ Extirpation 


Definition: Taking or cutting out solid matter froma body part 


Head and Neck Bursa and 
Ligament 
Alar ligament of axis 

Cervical interspinous ligament 
Cervical intertransverse ligament 
Cervical ligamentum flavum 
Interspinous ligament, cervical 


Intertransverse ligament, cervical Sacrospinous ligament 
Lateral temporomandibular Sacrotuberous ligament 
ligament Supraspinous ligament 
Ligamentum flavum, cervical F Sternum Bursa and Ligament 
Sphenomandibular ligament Costoxiphoid ligament 
Stylomandibular ligament Sternocostal ligament 
Transverse ligament of atlas G_ Rib(s) Bursa and Ligament 
Shoulder Bursa and Ligament, Costotransverse ligament 
Right H Abdomen Bursa and Ligament, 
Acromioclavicular ligament Right 
Coracoacromial ligament J Abdomen Bursa and Ligament, 
Coracoclavicular ligament Left 
le ligament K Perineum Bursa and Ligament 
Costoclavicu ar ligament L_ Hip Bursa and Ligament, Right 
Glenohumeral ligament iliofemoral ligament 
Interclavicular ligament Ischiofemoral ligament 
Sternoclavicular ligament Pubofemoral ligament 
subacromighbursa Transverse acetabular ligament 
Transverse humeral ligament Tiochantelc bursa 
Transverse scapular ligament Hi : 
: ip Bursa and Ligament, Left 
pad Bursa and Ligament, See L Hip Bursa and Ligament, 
e . 
Right 
nee . Satake digi aad N Knee Bursa and Ligament, Right 
9 ‘ : 3 Anterior cruciate ligament (ACL) 
Elbow Bursa and Ligament, Lateral collateral ligament (LCL) 
Right : Ligament of head of fibula 
Annular ligament Medial collateral ligament (MCL) 
Olecranon bursa 2 Patellar ligament 
Radial collateral ligament Popliteal ligament 
Uinar collateral ligament Posterior cruciate ligament (PCL) 
Elbow Bursa and Ligament, Left Prepatellar bursa 
See 3 Elbow Bursaand Ligament, p Knee Bursa and Ligament, Left 
Right ; : See N Knee Bursa and Ligament, 
Wrist Bursa and Ligament, Right Right 
Palmar ulnocarpal ligament Q Ankle Bursa and Ligament, Right 
Radial collateral carpal ligament Calcaneofibular ligament 
Radiocarpal ligament Deltoid ligament 
Radioulnar ligament Ligament of the lateral malleolus 
Scapholunate ligament Talofibular ligament 
Ulnar collateral carpal ligament Ankle Bursa and Ligament, Left 
Wrist Bursa and Ligament, Left See Q Ankle Bursa and Ligament, 
See 5 Wrist Bursa and Ligament, 


Right 


Hand Bursa and Ligament, Right , 


Carpometacarpal ligament 
Intercarpal ligament 
Interphalangeal ligament 
Lunotriquetral ligament 
Metacarpal ligament 
Metacarpophalangeal ligament 
Pisohamate ligament 
Pisometacarpal ligament 
Scaphotrapezium ligament 
Hand Bursa and Ligament, Left 
See 7 Hand Bursa and Ligament, 
Right 
Upper Extremity Bursa and 


: : V_ Lower Extremity Bursa and 
Fie Right Ligament, Right 
Upper Extremity Bursa and W Lower Extremity Bursa and 


Ligament, Left 
Upper Spine Bursa and Ligament 
Interspinous ligament, thoracic 
Intertransverse ligament, thoracic 
Ligamentum flavum, thoracic 
Supraspinous ligament 


Limited Coverage [3 Noncovered [Hi Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in GREEN 
ICD-10-PCS 2021 - 


Lower Spine Bursa and Ligament] @ Open 


adr 4 uJ i, SA ee a a dees 


lliolumbar ligament 
Interspinous ligament, lumbar 
Intertransverse ligament, lumbar 
Ligamentum flavum, lumbar 
Sacrococcygeal ligament 
Sacroiliac ligament 


3 Percutaneous 
4 Percutaneous 
Endoscopic 


Right 
Foot Bursa and Ligament, Right 
Calcaneocuboid ligament 
Cuneonavicular ligament 
Intercuneiform ligament 
Interphalangeal ligament 
Metatarsal ligament 
Metatarsophalangeal ligament 
Subtalar ligament 
Talocalcaneal ligament 
Talocalcaneonavicular ligament 
Tarsometatarsal ligament 
Foot Bursa and Ligament, Left 
See S Foot Bursa and Ligament, 

Right 


Ligament, Left 


Z_ No Qualifier 


es Qualifier oy 
_ Character7 
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Interspinous ligament, thoracic 
Intertransverse ligament, thoracic 
Ligamentum flavum, thoracic 
Supraspinous ligament 


¥ 8MD-8MD Bursae and Ligaments 
< 
@ 8 Medical and Surgical 
& M_ Bursae and Ligaments 
© D_ Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 
= Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 
x =} Body Part _ Approach Device Qualifier 
< Character 4 Character 5 Character 6 Character 7 
o @® Head and Neck Bursa and D Lower Spine Bursa and Ligament Open Z No Device Z No Qualifier 
i] Ligament lliolumbar ligament 3 Percutaneous 
“ Alar ligament of axis Interspinous ligament, lumbar Percutaneous 
3 Cervical interspinous ligament Intertransverse ligament, lumbar Endoscopic 
f=) Cervical intertransverse ligament Ligamentum flavum, lumbar 
Cervical ligamentum flavum Sacrococcygeal ligament 
Interspinous ligament, cervical Sacroiliac ligament 
Intertransverse ligament, cervical Sacrospinous ligament 
Lateral temporomandibular Sacrotuberous ligament 
ligament Supraspinous ligament 
Ligamentum flavum, cervical F Sternum Bursa and Ligament 
Sphenomandibular ligament Costoxiphoid ligament 
Stylomandibular ligament Sternocostal ligament 
Transverse ligament of atlas G_ Rib(s) Bursa and Ligament 
1 Shoulder Bursa and Ligament, Costotransverse ligament 
Right H Abdomen Bursa and Ligament, 
Acromioclavicular ligament Right 
Coracoacromial ligament J Abdomen Bursa and Ligament, 
Coracoclavicular ligament Left 
Sea ane K Perineum Bursa and Ligament 
Glenohumeral ligament L Hip Bursa and Ligament, Right 
Interclavicular ligament orang use ies 
Sternoclavicular ligament SeUOIS Clon nent 
ay satel AES Pubofemoral ligament 
Transverse humeral ligament Transverse acetabular ligament 
Transverse scapular ligament Trochanteric bursa 
2 Shoulder Bursa and Ligament, Pare Bursa and Ligament, Left 
Left See L Hip Bursa and Ligament, 
See 1 Shoulder Bursa and Right : ; 
Ligament, Right N Knee Bursa and Ligament, Right 
3 Elbow Bursa and Ligament, Anterior cruciate ligament (ACL) 
Right : Lateral collateral ligament (LCL) 
Annular ligament Ligament of head of fibula 
@lscrancnittrcs Medial collateral ligament (MCL) 
Radial collateral ligament See! ligament 
Ulnar collateral ligament Pop iteal ligament. 
4 Elbow Bursa and Ligament, Left Posterior cruciate ligament (PCL) 
See 3 Elbow Bursa and Ligament, Bie ca boa , 
Right P Knee Bursa and Ligament, Left 
5 Wrist Bursa and Ligament, Right Weta: SCI EG 
Palmar ulnocarpal ligament 9 i : 
Radial collateral carpal ligament Q Ankle Bursa and Ligament, Right 
Radiocarpal ligament Calcaneofibular ligament 
Radioulnar ligament Deltoid ligament 
Scapholunate ligament Ligament of the lateral malleolus 
Ulnar collateral carpal ligament Talofibular ligament 
6 Wrist Bursa and Ligament, Left Ankle Bursa and Ligament, Left 
See 5 Wrist Bursa and Ligament, See Q Ankle Bursa and Ligament, 
Right Right 
7 Hand Bursa and Ligament, Right S$ Foot Bursa and semen, Right 
Carpometacarpal ligament Calcaneocuboid ligament 
Intercarpal ligament Cuneonavicular ligament 
interphalangeal ligament Intercuneiform ligament 
Lunotriquetral ligament interphalangeal ligament 
Metacarpal ligament Metatarsal ligament 
Metacarpophalangeal ligament Metatarsophalangeal ligament 
Pisohamate ligament ee ligament 
Pisometacarpal ligament Talocalcaneal ligament 
Scaphotrapezium ligament Talocalcaneonavicular ligament 
8 Hand Bursa and Ligament, Left poner ee 
See 7 Hand Bursa and Ligament, Foot Bursa and Ligament, Left 
Right See S Foot Bursa and Ligament, 
9 Upper Extremity Bursa and eel : 
Ligament, Right Lower Extremity Bursa and 
B Upper Extremity Bursa and lgameny Rigi 
Ligament, Left Ww Lower Extremity Bursa and 
C Upper Spine Bursa and Ligament _“!9ament, Left 
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ICD-10-PCS 2021 Bursae and Ligaments @MH-9MJ 


8 Medical and Surgical 
M_ Bursae and Ligaments 
H_ Insertion 


Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 
take the place of a body part 


Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


X Upper Bursa and Ligament 
Y Lower Bursa and Ligament 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Z No Qualifier 


Y Other Device 


Non-OR 9MH[X,Y][3,4]YZ 


8 Medical and Surgical 

M_ Bursae and Ligaments 

J Inspection Definition: Visually and/or manually exploring a body part 
Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


Body Part 
Character 4 


X Upper Bursa and Ligament 
Y Lower Bursa and Ligament 


Approach 
Character 5 


Device 
Character 6 


Qualifier 
Character 7 


Z_ No Qualifier 


® Open 
3 Percutaneous 

4 Percutaneous Endoscopic 
X External 


Z No Device 


Non-OR 9MJ[X,Y][3,X]ZZ 
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9MM-8MM Bursae and Ligaments ICD-10-PCS 2021 
eR 


8 Medical and Surgical 
M_ Bursae and Ligaments ; é : ‘ 
M Reattachment Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 


Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Body Part Approach Device Qualifier - 
Character 4 Character 5 Character 7 


@ Head and Neck Bursa and D Lower Spine Bursa and Ligament} ®@ Open Z No Device Z_ No Qualifier 
Ligament lliolumbar ligament 4 Percutaneous 
Alar ligament of axis Interspinous ligament, lumbar Endoscopic 
Cervical interspinous ligament Intertransverse ligament, lumbar 
Cervical intertransverse ligament Ligamentum flavum, lumbar 
Cervical ligamentum flavum Sacrococcygeal ligament 
Interspinous ligament, cervical Sacroiliac ligament 
Intertransverse ligament, cervical Sacrospinous ligament 
Lateral temporomandibular Sacrotuberous ligament 

ligament Supraspinous ligament 
Ligamentum flavum, cervical F Sternum Bursa and Ligament 
Sphenomandibular ligament Costoxiphoid ligament 
Stylomandibular ligament Sternocostal ligament 
Transverse ligament of atlas G Rib(s) Bursa and Ligament 

1 Shoulder Bursa and Ligament, Costotransverse ligament 
Agr H Abdomen Bursa and Ligament, 


Acromioclavicular ligament Right 
Coracoacromial ligament . 
Coracoclavicular ligament J Abdomen Bursa and Ligament, 


Coracohumeral ligament Left 
Costoclavicular ligament K Perineum Bursa and Ligament 


Glenohumeral ligament L_ Hip Bursa and Ligament, Right 
Interclavicular ligament \liofemoral ligament 
Sternoclavicular ligament Ischiofemoral ligament 
Subacromial bursa Pubofemoral ligament 
Transverse humeral ligament Transverse acetabular ligament 
Transverse scapular ligament Trochanteric bursa 
2 Shoulder Bursaand Ligament, jy Hip Bursa and Ligament, Left 
Left See L Hip Bursa and Ligament, 
See 1 Shoulder Bursa and Right 
Ligament, Right Knee Bursa and Ligament, Right 
oe Elbow Bursa and Ligament, Anterior cruciate ligament (ACL) 
a li Lateral collateral ligament (LCL) 
| steal ara Ligament of head of fibula 
Radi ; Medial collateral ligament (MCL) 
adial collateral ligament Patollac Kaament 
Ulnar collateral ligament Po Neal ainent 
4 Elbow Bursa and Ligament, Left p pe eee gan li PCL 
See 3 Elbow Bursa and Ligament, osterior cruciate ligament (PCL) 
Right Prepatellar bursa 
5 Wrist Bursa and Ligament, Right P Knee Bursa and Ligament, Left 
Palmar ulnocarpal ligament See N Knee Bursa and Ligament, 
Radial collateral carpal ligament Right 
Radiocarpal ligament Q Ankle Bursa and Ligament, Right 
Radioulnar ligament Calcaneofibular ligament 
Scapholunate ligament Deltoid ligament 
Ulnar collateral carpal ligament Ligament of the lateral malleolus 
6 Wrist Bursa and Ligament, Left Talofibular ligament 
See 5 Wrist Bursa and Ligament, R_ Ankle Bursa and Ligament, Left 
Right See Q Ankle Bursa and Ligament, 
7 Hand Bursa and Ligament, Right Right 
Carpometacarpal ligament S Foot Bursa and Ligament, Right 
Intercarpal ligament Calcaneocuboid ligament 
Interphalangeal ligament Cuneonavicular ligament 
Lunotriquetral ligament Intercuneiform ligament 


Metacarpal ligament 
Metacarpophalangeal ligament 
Pisohamate ligament 
Pisometacarpal ligament 
Scaphotrapezium ligament 

8 Hand Bursa and Ligament, Left 
See 7 Hand Bursa and Ligament, 


Interphalangeal ligament 
Metatarsal ligament 
Metatarsophalangeal ligament 
Subtalar ligament 
Talocalcaneal ligament 
Talocalcaneonavicular ligament 
Tarsometatarsal ligament 


Right 
9 pee Ecremity Bursa and T Foot Bursa and Ligament, Left 
Ligament, Right See S Foot Bursa and Ligament, 
B Upper Extremity Bursa and Right ‘ 
Ligament, Left V_ Lower Extremity Bursa and 


C Upper Spine Bursa and Ligament Ligament, Right 
Interspinous ligament, thoracic | W Lower Extremity Bursa and 
Intertransverse ligament, thoracic Ligament, Left 
Ligamentum flavum, thoracic 
Supraspinous ligament 
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9 Medical and Surgical 
M_ Bursae and Ligaments 
N_ Release 


Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body partis taken out 


Body Part Approach Device ualifier 
Character 4 Character 6 ars 7 


Head and Neck Bursa and Lower Spine Bursa and Ligament] @ Open Z No Device Z_ No Qualifier 
Ligament lliolumbar ligament Percutaneous 

Alar ligament of axis Interspinous ligament, lumbar Percutaneous 

Cervical interspinous ligament Intertransverse ligament, lumbar End i 

Cervical intertransverse ligament Ligamentum flavum, lumbar eee 

Cervical ligamentum flavum eriecial 


Interspinous ligament, cervical 
Intertransverse ligament, cervical 
Lateral temporomandibular 
ligament 
Ligamentum flavum, cervical 
Sphenomandibular ligament 
Stylomandibular ligament 
Transverse ligament of atlas 
Shoulder Bursa and Ligament, 
Right 
Acromioclavicular ligament 
Coracoacromial ligament 
Coracoclavicular ligament 
Coracohumeral ligament 
Costoclavicular ligament 
Glenohumeral ligament 
Interclavicular ligament 
Sternoclavicular ligament 
Subacromial bursa 
Transverse humeral ligament 
Transverse scapular ligament 
Shoulder Bursa and Ligament, 
Left 
See 7 Shoulder Bursa and 
Ligament, Right 
Elbow Bursa and Ligament, 
Right 
Annular ligament 
Olecranon bursa 
Radial collateral ligament 
Ulnar collateral ligament 
Elbow Bursa and Ligament, Left 
See 3 Elbow Bursa and Ligament, 
Right 
Wrist Bursa and Ligament, Right 
Palmar ulnocarpal ligament 
Radial collateral carpal ligament 
Radiocarpal ligament 
Radioulnar ligament 
Scapholunate ligament 
UInar collateral carpal ligament 
Wrist Bursa and Ligament, Left 
See 5 Wrist Bursa and Ligament, 
Right 
Hand Bursa and Ligament, Right 
Carpometacarpal ligament 
Intercarpal ligament 
Interphalangeal ligament 
Lunotriquetral ligament 
Metacarpal ligament 
Metacarpophalangeal ligament 
Pisohamate ligament 
Pisometacarpal ligament 
Scaphotrapezium ligament 
Hand Bursa and Ligament, Left 
See 7 Hand Bursa and Ligament, 
Right 
Upper Extremity Bursa and 
Ligament, Right 
Upper Extremity Bursa and 
Ligament, Left 
Upper Spine Bursa and Ligament 
Interspinous ligament, thoracic 
Intertransverse ligament, thoracic 
Ligamentum flavum, thoracic 
Supraspinous ligament 


mz 


fo) 


i 


Sacrococcygeal ligament 
Sacroiliac ligament 
Sacrospinous ligament 
Sacrotuberous ligament 
Supraspinous ligament 
Sternum Bursa and Ligament 
Costoxiphoid ligament 
Sternocostal ligament 
Rib(s) Bursa and Ligament 
Costotransverse ligament 
Abdomen Bursa and Ligament, 
Right 
Abdomen Bursa and Ligament, 
Left 
Perineum Bursa and Ligament 
Hip Bursa and Ligament, Right 
lliofemoral ligament 
Ischiofemoral ligament 
Pubofemoral ligament 
Transverse acetabular ligament 
Trochanteric bursa 
Hip Bursa and Ligament, Left 
See L Hip Bursa and Ligament, 
Right 
Knee Bursa and Ligament, Right 
Anterior cruciate ligament (ACL) 
Lateral collateral ligament (LCL) 
Ligament of head of fibula 
Medial collateral ligament (MCL) 
Patellar ligament 
Popliteal ligament 
Posterior cruciate ligament (PCL) 
Prepatellar bursa 
Knee Bursa and Ligament, Left 
See N Knee Bursa and Ligament, 
Right 
Ankle Bursa and Ligament, Right 
Calcaneofibular ligament 
Deltoid ligament 
Ligament of the lateral malleolus 
Talofibular ligament 
Ankle Bursa and Ligament, Left 
See Q Ankle Bursa and Ligament, 
Right 
Foot Bursa and Ligament, Right 
Calcaneocuboid ligament 
Cuneonavicular ligament 
Intercuneiform ligament 
Interphalangeal ligament 
Metatarsal ligament 
Metatarsophalangeal ligament 
Subtalar ligament 
Talocalcaneal ligament 
Talocalcaneonavicular ligament 
Tarsometatarsal ligament 
Foot Bursa and Ligament, Left 
See S Foot Bursa and Ligament, 
Right 
Lower Extremity Bursa and 
Ligament, Right 


4 


W Lower Extremity Bursa and 


Ligament, Left 


Non-OR @MN(Q,1,2,3,4,5,6,7,8,9,8,C,D,F,G,H,J,K,L,M,N,P,Q,R,S,T,V, W]XZZ 
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OMP-OMP Bursae and Ligaments ICD-10-PCS 2021 


Medical and Surgical 

Bursae and Ligaments 

Removal Definition: Taking out or off a device from a body part 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous Aebrane. the procedure is 
coded to the root a a CHANGE. Otherwise, the procedure for raking: out a device is coded to the root Spagtan REMOVE 


ee botyrat ae u 1, Reproacht 23-2. 05 GMa 
wee charters eran = CharacterS 


are 


ve 


an ip Device? 5-8 Q 
yes Character6 gags 


BB ie: i 
Zz No Qualifier 


Drainage Device 
Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Other Device 


Drainage Device 


X Upper Bursa and Tigament 
Y Lower Bursa and Ligament 


IRE 
Percutaneous 
Percutaneous Endoscopic 


Bursae and Ligaments 


ai<~xnr-_NOG 


X Upper Bursa and Ligament 
Y Lower Bursa and Ligament 
Non-OR @MP[X,Y]30Z 
Non-OR @MP[X,Y][3,4]YZ 
Non-OR @MP[X,Y]XOZ 


Z_ No Qualifier 


OMP-O9MP 
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ICD-10-PCS 2021 Bursae and Ligaments 9MQ-9MQ 


9 Medical and Surgical 
M_ Bursae and Ligaments 
Q_ Repair 


Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 
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2; Cae ae aa aaa Body Part = ; . 4 Approach Device Qualifier 
is eS ih _ Character 4 A | Character 5 Character6 Character 7 
® ; D Lower Spine Bursa and Ligament| @ Open Z No Device Z_ No Qualifier 
Ligament lliolumbar ligament 3 Percutaneous 
Alar ligament of axis Interspinous ligament, lumbar Percutaneous 
Cervical interspinous ligament Intertransverse ligament, lumbar Endoscopic 
Cervical intertransverse ligament Ligamentum flavum, lumbar P 
Cervical ligamentum flavum Sacrococcygeal ligament 
Interspinous ligament, cervical Sacroiliac ligament 
Intertransverse ligament, cervical Sacrospinous ligament 
Lateral temporomandibular Sacrotuberous ligament 
ligament Supraspinous ligament 
Ligamentum flavum, cervical F Sternum Bursa and Ligament 
Sphenomandibular ligament Costoxiphoid ligament 
oo — Sternocostal ligament 
Lap SYEISEN alent Of atlas G_ Rib(s) Bursa and Ligament 
: senna Bursa and Ligament, Costotransverse caesar 
Acromioclavicular ligament 2. eh peraiane Ligament, 
Coracoacromial ligament 9 s 
Coracoclavicular ligament J Abdomen Bursa and Ligament, 
Coracohumeral ligament Left ; 
Costoclavicular ligament K Perineum Bursa and Ligament 
Glenohumeral ligament L Hip Bursa and Ligament, Right 
Interclavicular ligament lliofemoral ligament 
Sternoclavicular ligament Ischiofemoral ligament 
Subacromial bursa Pubofemoral ligament 
Transverse humeral ligament Transverse acetabular ligament 
Transverse scapular ligament Trochanteric bursa 
2 Shoulder Bursa and Ligament, M Hip Bursa and Ligament, Left 
Left See L Hip Bursa and Ligament, 
See 1 Shoulder Bursa and Right 
Ligament, Right N_ Knee Bursa and Ligament, 
3 Elbow Bursa and Ligament, Right 
Right Anterior cruciate ligament (ACL) 
Annular ligament Lateral collateral ligament (LCL) 
Olecranon bursa Ligament of head of fibula 
Radial collateral ligament Medial collateral ligament (MCL) 
Ulnar collateral ligament Patellar ligament 
4 Elbow Bursa and Ligament, Left Popliteal ligament 
See 3 Elbow Bursa and Ligament, Posterior cruciate ligament (PCL) 
Right Prepatellar bursa 
5 Wrist Bursa and Ligament, Right P Knee Bursa and Ligament, 
Palmar ulnocarpal ligament Left 
Radial collateral carpal ligament See N Knee Bursa and Ligament, 
Radiocarpal ligament Right 
Radioulnar ligament Q Ankle Bursa and Ligament, Right 
Scapholunate ligament Calcaneofibular ligament 
Ulnar collateral carpal ligament Deltoid ligament 
6 Wrist Bursa and Ligament, Left Ligament of the lateral malleolus 
See 5 Wrist Bursa and Ligament, Talofibular ligament 
Right R Ankle Bursa and Ligament, Left 
7 Hand Bursa and Ligament, Right See Q Ankle Bursa and Ligament, 
Carpometacarpal ligament Right 
Intercarpal ligament S Foot Bursa and Ligament, 
Interphalangeal ligament Right 
Lunotriquetral ligament Calcaneocuboid ligament 
Metacarpal ligament Cuneonavicular ligament 
Metacarpophalangeal ligament Intercuneiform ligament 
Pisohamate ligament Interphalangeal ligament 
Pisometacarpal ligament Metatarsal ligament 
Scaphotrapezium ligament Metatarsophalangeal ligament 
8 Hand Bursa and Ligament, Left Subtalar ligament 
See 7 Hand Bursa and Ligament, Talocalcaneal ligament 
Right Talocalcaneonavicular ligament 
9 Upper Extremity Bursa and Tarsometatarsal ligament 
Ligament, Right T Foot Bursa and Ligament, 
B Upper Extremity Bursa and Left = 
Ligament, Left See S Foot Bursa and Ligament, 
C Upper Spine Bursa and Ligament Right 
Interspinous ligament, thoracic __V_ Lower Extremity Bursa and 
Intertransverse ligament, thoracic Ligament, Right 
Ligamentum flavum, thoracic 


F : W Lower Extremity Bursa and 
Supraspinous ligament LigamentiLeft 


OW9-OWD 


EEN 


inati Combination Only DRGNon-OR Non-OR  New/Revised in GR 
EI Limited Coverage DB Noncovered [#4 Combination Member HAC associated procedure Combination Only DRGNon fe 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


4 OMR-OMR Bursae and Ligaments 
oat 
& 8 Medical and Surgical 
M_ Bursae and Ligaments ” ? 
© R Raplacewvent’s Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 
A} Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered selling oa during 
= the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 
i =} ny . 
ody Part Approach Device Qualifier 
: mur ic 
3 ® Head and Neck Bursa and D Lower Spine Bursa and Ligament| @ Open 7 Autologous Tissue Z_ No Qualifier 
“ Ligament lliolumbar ligament 4 Percutaneous Substitute 
| Alar ligament of axis Interspinous ligament, lumbar Endoscopic J Synthetic Substitute 
fea) Cervical interspinous ligament Intertransverse ligament, lumbar K Nonautologous Tissue 
Cervical intertransverse ligament Ligamentum flavum, lumbar Substitute 
Cervical ligamentum flavum Sacrococcygeal ligament 
Interspinous ligament, cervical Sacroiliac ligament 
Intertransverse ligament, cervical Sacrospinous ligament 
Lateral temporomandibular Sacrotuberous ligament 
ligament Supraspinous ligament 
Ligamentum flavum, cervical F Sternum Bursa and Ligament 
Sphenomandibular ligament Costoxiphoid ligament 
Stylomandibular ligament Sternocostal ligament 
Transverse ligament of atlas G Rib(s) Bursa and Ligament 
1 Shoulder Bursa and Ligament, Costotransverse ligament 
Right , : : H Abdomen Bursa and Ligament, 
Acromioclavicular ligament Right 
poe oceeuicamncy J Abdomen Bursa and Ligament, 
Coracoclavicular ligament Left 9 js 
Coracohumeral ligament : ; 
Costoclavicular ligament K Perineum Bursa and Ligament 
Glenohumeral ligament L Hip Bursa and Ligament, Right 
Interclavicular ligament lliofemoral ligament 
Sternoclavicular ligament Ischiofemoral ligament 
Subacromial bursa Pubofemoral ligament 
Transverse humeral ligament Transverse acetabular ligament 
Transverse scapular ligament Trochanteric bursa 
2 Shoulder Bursaand Ligament, M_ Hip Bursa and Ligament, Left 
Left See L Hip Bursa and Ligament, 
See 1 Shoulder Bursa and Right 
Ligament, Right N_ Knee Bursa and Ligament, 
3 Elbow Bursa and Ligament, Right 
Right Anterior cruciate ligament (ACL) 
Annular ligament Lateral collateral ligament (LCL) 
Olecranon bursa Ligament of head of fibula 
Radial collateral ligament Medial collateral ligament (MCL) 
Ulnar collateral ligament Patellar ligament 
4 Elbow Bursa and Ligament, Left Popliteal ligament 
See 3 Elbow Bursa and Ligament, Posterior cruciate ligament (PCL) 
Right Prepatellar bursa 
5 Wrist Bursa and Ligament, Right P Knee Bursa and Ligament, 
Palmar ulnocarpal ligament Left 
Radial collateral carpal ligament See N Knee Bursa and Ligament, 
Radiocarpal ligament Right 
Radioulnar ligament Q Ankle Bursa and Ligament, Right 
Scapholunate ligament Calcaneofibular ligament 
Ulnar collateral carpal ligament Deltoid ligament 
6 Wrist Bursa and Ligament, Left Ligament of the lateral malleolus 
See 5 Wrist Bursa and Ligament, Talofibular ligament 
Right R_ Ankle Bursa and Ligament, Left 
7 Hand Bursa and Ligament, Right See Q Ankle Bursa and Ligament, 
Carpometacarpal ligament Right 
Intercarpal ligament S Foot Bursa and Ligament, 
Interphalangeal ligament Right 
Lunotriquetral ligament Calcaneocuboid ligament 
Metacarpal ligament Cuneonavicular ligament 
Metacarpophalangeal ligament Intercuneiform ligament 
Pisohamate ligament Interphalangeal ligament 
Pisometacarpal ligament Metatarsal ligament 
Scaphotrapezium ligament Metatarsophalangeal ligament 
8 Hand Bursa and Ligament, Left Subtalar ligament 
See 7 Hand Bursa and Ligament, Talocalcaneal ligament 
Right Talocalcaneonavicular ligament 
9 Upper Extremity Bursa and Tarsometatarsal ligament 
Ligament, Right T Foot Bursa and Ligament, Left 
B Upper Extremity Bursa and See 5 Foot Bursa and Ligament, 
Ligament, Left Right 


C Upper Spine Bursa and Ligament 
Interspinous ligament, thoracic : : 
Intertransverse ligament, thoracic uh i Bignt d 
Ligamentum flavum, thoracic Lower Extremity Bursa an 


Supraspinous ligament Ligament, Left 


Lower Extremity Bursa and 


nas 
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ICD-10-PCS 2021 Bursae and Ligaments OMS-OMS [R..) 
= 
8 Medical and Surgical a 
M_ Bursae and Ligaments B 
S_ Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part ~ 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning — | 
correctly. The body part may or may not be cut out or off to be moved to the new location. 2. 
Head and Neck Bursa and Z_ No Qualifier = 
Ligament ; t 3 4 Percutaneous © 
Alar ligament of axis ; Interspinous ligament, lumbar Endoscopic = 
Cervical interspinous ligament Intertransverse ligament, lumbar a 
Cervical intertransverse ligament Ligamentum flavum, lumbar 
Cervical ligamentum flavum Sacrococcygeal ligament 
Interspinous ligament, cervical Sacroiliac ligament 
Intertransverse ligament, cervical Sacrospinous ligament 
Lateral temporomandibular Sacrotuberous ligament 
; ligament Supraspinous ligament 
Ligamentum flavum, cervical F Sternum Bursa and Ligament 
Sphenomandibular ligament Costoxiphoid ligament 
Stylomandibular ligament Sternocostal ligament 


Transverse ligament of atlas 

1. Shoulder Bursa and Ligament, 
Right 
Acromiociavicular ligament 


G Rib(s) Bursa and Ligament 
Costotransverse ligament 
H Abdomen Bursa and Ligament, 


ae Right 
Coracoacromial ligament - 
Coracoclavicular ligament J Abdomen Bursa and Ligament, 
Coracohumeral ligament Left ; 
Costoclavicular ligament K Perineum Bursa and Ligament 
Glenohumeral ligament L Hip Bursa and Ligament, Right 
Interclavicular ligament liofemoral ligament 
Sternoclavicular ligament Ischiofemoral ligament 
Subacromia! bursa Pubofemoral ligament 
Transverse humeral ligament Transverse acetabular ligament 
Transverse scapular ligament Trochanteric bursa 
2 Shoulder Bursaand Ligament, M Hip Bursaand Ligament, Left 
Left See L Hip Bursa and Ligament, 
See 1 Shoulder Bursa and Right 
Ligament, Right N Knee Bursa and Ligament, 
3 Elbow Bursa and Ligament, Right 
Right Anterior cruciate ligament (ACL) 
Annular ligament Lateral collateral ligament (LCL) 
Olecranon bursa Ligament of head of fibula 
Radial collateral ligament Medial collateral ligament (MCL) 
Ulnar collateral ligament Patellar ligament 
4 Elbow Bursa and Ligament, Left Popliteal ligament 
See 3 Elbow Bursa and Ligament, Posterior cruciate ligament (PCL) 
Right Prepatellar bursa 
5 Wrist Bursa and Ligament, Right P Knee Bursa and Ligament, 
Palmar ulnocarpal ligament Left 
Radial collateral carpal ligament See N Knee Bursa and Ligament, 
Radiocarpal ligament Right 
Radioulnar ligament Q Ankle Bursa and Ligament, Right 
Scapholunate ligament Calcaneofibular ligament 
Ulnar collateral carpal ligament Deltoid ligament 
6 Wrist Bursa and Ligament, Left Ligament of the lateral malleolus 
See 5 Wrist Bursa and Ligament, Talofibular ligament 
Right R Ankle Bursa and Ligament, Left 
7 Hand Bursa and Ligament, Right See Q Ankle Bursa and Ligament, 
Carpometacarpal ligament Right 
Intercarpal ligament S Foot Bursa and Ligament, 
interphalangeal ligament Right 
Lunotriquetral ligament Calcaneocuboid ligament 
Metacarpal ligament Cuneonavicular ligament 
Metacarpophalangeal ligament Intercuneiform ligament 
Pisohamate ligament Interphalangeal ligament 
Pisometacarpal ligament Metatarsal ligament 
Scaphotrapezium ligament Metatarsophalangeal ligament 
8 Hand Bursa and Ligament, Left Subtalar ligament 
See 7 Hand Bursa and Ligament, Talocalcaneal ligament 
Right Talocalcaneonavicular ligament 
9 Upper Extremity Bursa and Tarsometatarsal ligament 
Ligament, Right T Foot Bursa and Ligament, Ceft 
B Upper Extremity Bursa and See S Foot Bursa and Ligament, 
Ligament, Left i Right 
C Upper Spine Bursa and Ligament V_ Lower Extremity Bursa and 
Interspinous ligament, 5 ; Ligament, Right 
Intertransverse ligament, thoracic : 
Ligamentum flavum, thoracic od td aa mnie 2a 


Supraspinous ligament 
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Head and Neck Bursa and 
Ligament 
Alar ligament of axis 
Cervical interspinous ligament 
Cervical intertransverse ligament 
Cervical ligamentum flavum 
Interspinous ligament, cervical 
Intertransverse ligament, cervical 
Lateral temporomandibular 
ligament 
Ligamentum flavum, cervical 
Sphenomandibular ligament 
Stylomandibular ligament 
Transverse ligament of atlas 
1 Shoulder Bursa and Ligament, 
Right 
Acromioclavicular ligament 
Coracoacromial ligament 
Coracoclavicular ligament 
Coracohumeral ligament 
Costoclavicular ligament 
Glenohumeral ligament 
Interclavicular ligament 
Sternoclavicular ligament 
Subacromial bursa 


7 Hand Bursa and Ligament, Right 
Carpometacarpal ligament 
Intercarpal ligament 
Interphalangeal ligament 
Lunotriquetral ligament 
Metacarpal ligament 
Metacarpophalangeal ligament 
Pisohamate ligament 
Pisometacarpal ligament 
Scaphotrapezium ligament 

8 Hand Bursa and Ligament, Left 
See 7 Hand Bursa and Ligament, 

Right 

9 Upper Extremity Bursa and 
Ligament, Right 

B_ Upper Extremity Bursa and 
Ligament, Left 

C Upper Spine Bursa and Ligament 
Interspinous ligament, thoracic 
Intertransverse ligament, thoracic 
Ligamentum flavum, thoracic 
Supraspinous ligament 


i= 
= 
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H Abdomen Bursa and Ligament, 


Ww 


Lower Spine Bursa and Ligament 
lliolumbar ligament 

Interspinous ligament, lumbar 
Intertransverse ligament, lumbar 
Ligamentum flavum, lumbar 
Sacrococcygeal ligament 
Sacroiliac ligament 

Sacrospinous ligament 
Sacrotuberous ligament 
Supraspinous ligament 

Sternum Bursa and Ligament 
Costoxiphoid ligament 
Sternocostal ligament 

Rib(s) Bursa and Ligament 
Costotransverse ligament 


Right 

Abdomen Bursa and Ligament, 
Left 

Perineum Bursa and Ligament 
Hip Bursa and Ligament, Right 
lliofemoral ligament 
Ischiofemoral ligament 
Pubofemoral ligament 


Transverse humeral ligament Transverse acetabular ligament 
Transverse scapular ligament Trochanteric bursa 
2 Shoulder Bursaand Ligament, M Hip Bursa and Ligament, Left 
Left See L Hip Bursa and Ligament, 
See 7 Shoulder Bursa and Right 
Ligament, Right N_ Knee Bursa and Ligament, 
3 Elbow Bursa and Ligament, Right 
Right Anterior cruciate ligament (ACL) 
Annular ligament Lateral collateral ligament (LCL) 
Olecranon bursa Ligament of head of fibula 
Radial collateral ligament Medial collateral ligament (MCL) 
Ulnar collateral ligament Patellar ligament 
4 Elbow Bursa and Ligament, Left Popliteal ligament 
See 3 Elbow Bursa and Ligament, Posterior cruciate ligament (PCL) 
Right Prepatellar bursa 
5 Wrist Bursa and Ligament, Right P Knee Bursa and Ligament, 
Palmar ulnocarpal ligament Left 
Radial collateral carpal ligament See N Knee Bursa and Ligament, 
Radiocarpal ligament Right 
Radioulnar ligament Q Ankle Bursa and Ligament, Right 
Scapholunate ligament Calcaneofibular ligament 
Ulnar collateral carpal ligament Deltoid ligament 
6 Wrist Bursa and Ligament, Left Ligament of the lateral malleolus 
See 5 Wrist Bursa and Ligament, Talofibular ligament 
Right R_ Ankle Bursa and Ligament, Left 


See Q Ankle Bursa and Ligament, 
Right 

Foot Bursa and Ligament, 

Right 

Calcaneocuboid ligament 

Cuneonavicular ligament 

Intercuneiform ligament 

Interphalangeal ligament 

Metatarsal ligament 

Metatarsophalangeal ligament 

Subtalar ligament 

Talocalcaneal ligament 

falocalcaneonavicular ligament 

Tarsometatarsal ligament 

Foot Bursa and Ligament, Left 

See S Foot Bursa and Ligament, 
Right 

Lower Extremity Bursa and 

Ligament, Right 

Lower Extremity Bursa and 

Ligament, Left 


® Open 
4 Percutaneous 
Endoscopic 


Z_ No Qualifier 


4 OMT-OMT Bursae and Ligaments 

= 

@ 8 Medical and Surgical 

= M_ Bursae and Ligaments 

i] T Resection Definition: Cutting out or off, without replacement, all of a body part 
= Explanation: None 
GS Body Part Approach Device Qualifier 
< Chareciah 4 Character 5 Character 6 Character 7 
rs 

cd) 

i] 

wv 

ie 

=} 

ce 
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ursae and Ligaments 9MU-9MU 


8 Medical and Surgical 
M_ Bursae and Ligaments 
U Supplement 


Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Head and Neck Bursa and D Lower Spine Bursa and Ligament] @ Open 7 Autologous Tissue Z No Qualifier 


Ligament lliolumbar ligament 4 Percutaneous Substitute 


Alar ligament of axis 
Cervical interspinous ligament 
Cervical intertransverse ligament 
Cervical ligamentum flavum 
Interspinous ligament, cervical 
Intertransverse ligament, cervical 
Lateral temporomandibular 
ligament 


Interspinous ligament, lumbar 
Intertransverse ligament, lumbar 
Ligamentum flavum, lumbar 
Sacrococcygeal ligament 
Sacroiliac ligament 

Sacrospinous ligament 
Sacrotuberous ligament 
Supraspinous ligament 


Ligamentum flavum, cervical F Sternum Bursa and Ligament 
Sphenomandibular ligament Costoxiphoid ligament 
Stylomandibular ligament Sternocostal ligament 
Transverse ligament of atlas Rib(s) Bursa and Ligament 
1 Shoulder Bursa and Ligament, Costotransverse ligament 
pent H Abdomen Bursa and Ligament, 
Acromioclavicular ligament Right 9 ‘ 
Coracoacromial ligament 9 - 
Coracoclavicular ligament J Abdomen Bursa and Ligament, 
Coracohumeral ligament Left : 
Costoclavicular ligament K Perineum Bursa and Ligament 
Glenohumeral ligament L Hip Bursa and Ligament, Right 
Interclavicular ligament lliofemoral ligament 
Sternoclavicular ligament Ischiofemoral ligament 
Subacromial bursa Pubofemoral ligament 
Transverse humeral ligament Transverse acetabular ligament 
Transverse scapular ligament Trochanteric bursa 
2 Shoulder Bursaand Ligament, ™M _ Hip Bursa and Ligament, Left 
Left See L Hip Bursa and Ligament, 
See 1 Shoulder Bursa and Right 
Ligament, Right N_ Knee Bursa and Ligament, 
3 Elbow Bursa and Ligament, Right 
Right Anterior cruciate ligament (ACL) 
Annular ligament Lateral collateral ligament (LCL) 
Olecranon bursa Ligament of head of fibula 
Radial collateral ligament Medial collateral ligament (MCL) 
Ulnar collateral ligament Patellar ligament 
4 Elbow Bursa and Ligament, Left Popliteal ligament 
See 3 Elbow Bursa and Ligament, Posterior cruciate ligament (PCL) 
Right Prepatellar bursa 
5 Wrist Bursa and Ligament, Right P Knee Bursa and Ligament, 
Palmar ulnocarpal ligament Left 
Radial collateral carpal ligament See N Knee Bursa and Ligament, 
Radiocarpal ligament Right 
Radioulnar ligament Q Ankle Bursa and Ligament, Right 
Scapholunate ligament Calcaneofibular ligament 
Ulnar collateral carpal ligament Deltoid ligament 
6 Wrist Bursa and Ligament, Left Ligament of the lateral malleolus 
See 5 Wrist Bursa and Ligament, Talofibular ligament 
Right R Ankle Bursa and Ligament, Left 
7 Hand Bursa and Ligament, Right See Q Ankle Bursa and Ligament, 
Carpometacarpal ligament Right 
Intercarpal ligament S Foot Bursa and Ligament, 
Interphalangeal ligament Right 
Lunotriquetral ligament Calcaneocuboid ligament 
Metacarpal ligament Cuneonavicular ligament 
Metacarpophalangeal ligament Intercuneiform ligament 
Pisohamate ligament Interphalangeal ligament 
Pisometacarpal ligament Metatarsal ligament 
Scaphotrapezium ligament Metatarsophalangeal ligament 
8 Hand Bursa and Ligament, Left Subtalar ligament 
See 7 Hand Bursa and Ligament, Talocalcaneal ligament 
Right Talocalcaneonavicular ligament 
9 Upper Extremity Bursa and Tarsometatarsal ligament 
Ligament, Right T Foot Bursa and Ligament, teft 
B Upper Extremity Bursa and See S Foot Bursa and Ligament, 
Ligament, Left Right 
C Upper Spine Bursa and Ligament Lower Extremity Bursa and 
Interspinous ica ere ; Ligament, Right 
Intertransverse ligament, thoracic : 
Ligamentum flavum, thoracic w Ho eoe len 6 Bet ne 


Supraspinous ligament 
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O8MW-9MW 


Bursae and Ligaments ICD-10-PCS 2021 


® Medical and Surgical 
M_ Bursae and Ligaments 


W Revision Definition: Correcting, to the extent poss 


ible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 


Upper Bursa and Ligament 
Y Lower Bursa and Ligament 


Non-OR SMWIX,Y][3,4]YZ 
Non-OR OMWIX,Y]X(0,7,J,KIZ 


Ea Limited Coverage [A Noncovered [| Combination Member HAC associated procedure Combination Only 
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3 Percutaneous 
4 Percutaneous Endoscopic 


mASvoel<xcveal 


Drainage Device 
Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Other Device 
Drainage Device 
Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 


Z_ No Qualifier 


Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


EE 


ICD-10-PCS 2021 Bursae and Ligaments @MX-OMX 


9 Medical and Surgical 
M_ Bursae and Ligaments 
X Transfer 


Definition: Moving, without taking out, all or a portion of a body part to another location to take over the function of all or a portion of a body part 
Explanation: The body part transferred remains connected to its vascular and nervous supply 


Body Part Approach Device : Qualifier 
Character 4 Character 5 Character 6 Character 7 


Head and Neck Bursa and 


Lower Spine Bursa and Ligament| ®@ Open Z_ No Device Z No Qualifier 


3 
< 
4 
4] 
J 
® 
2) 
S 
=a 
©. 
2 
5 
© 
= 
na 
“a 


Ligament lliolumbar ligament 4 Percutaneous 
Alar ligament of axis Interspinous ligament, lumbar Endoscopic 
Cervical interspinous ligament Intertransverse ligament, lumbar 
Cervical intertransverse ligament Ligamentum flavum, lumbar 
Cervical ligamentum flavum Sacrococcygeal ligament 
Interspinous ligament, cervical Sacroiliac ligament 
Intertransverse ligament, cervical Sacrospinous ligament 
Lateral temporomandibular Sacrotuberous ligament 
ligament Supraspinous ligament 

Ligamentum flavum, cervical F Sternum Bursa and Ligament 
Sphenomandibular ligament Costoxiphoid ligament 
Stylomandibular ligament Sternocostal ligament 
Transverse ligament of atlas Rib(s) Bursa and Ligament 

1 Shoulder Bursa and Ligament, Costotransverse ligament 
Right H Abdomen B d Li t 
Acromioclavicular ligament Right ee ANE een 
Coracoacromial ligament 'g F 
Coracoclavicular ligament J Abdomen Bursa and Ligament, 
Coracohumeral ligament Left 
Costoclavicular ligament K Perineum Bursa and Ligament 
Glenohumeral ligament L_ Hip Bursa and Ligament, Right 
Interclavicular ligament lliofemoral ligament 
Sternoclavicular ligament Ischiofemoral ligament 
Subacromial bursa Pubofemoral ligament 
Transverse humeral ligament Transverse acetabular ligament 
Transverse scapular ligament Trochanteric bursa 

2 Shoulder Bursaand Ligament, 4 Hip Bursa and Ligament, Left 
Left See L Hip Bursa and Ligament, 
See 1 Shoulder Bursa and Right 

Ligament, Right ; = 
Sel aa Biles and Ligament. N_ Knee Bursa and Ligament, Right 


Anterior cruciate ligament (ACL) 
Lateral collateral ligament (LCL) 
Ligament of head of fibula 
Medial collateral ligament (MCL) 
Patellar ligament 

Popliteal ligament 

Posterior cruciate ligament (PCL) 
Prepatellar bursa 


Right 
Annular ligament 
Olecranon bursa 
Radial collateral ligament 
Ulnar collateral ligament 
4 Elbow Bursa and Ligament, Left 
See 3 Elbow Bursa and Ligament, 


Right ‘ 

5 Wrist Bursa and Ligament, Right P Knee Bursa and Ligament, Left 
Palmar ulnocarpal ligament See N Knee Bursa and Ligament, 
Radial collateral carpal ligament Right . : 
Radiocarpal ligament Q Ankle Bursa and Ligament, Right 
Radioulnar ligament Calcaneofibular ligament 
Scapholunate ligament Deltoid ligament 
Ulnar collateral carpal ligament Ligament of the lateral malleolus 

6 Wrist Bursa and Ligament, Left Talofibular ligament 
See 5 Wrist Bursa and Ligament, R_ Ankle Bursa and Ligament, Left 

Right See Q Ankle Bursa and Ligament, 

7 Hand Bursa and Ligament, Right Right 
Carpometacarpal ligament S Foot Bursa and Ligament, Right 
Intercarpal ligament Calcaneocuboid ligament 
interphalangeal ligament Cuneonavicular ligament 
Lunotriquetral ligament Intercuneiform ligament 
Metacarpal ligament Interphalangeal ligament 
Metacarpophalangeal ligament Metatarsal ligament 
Pisohamate ligament Metatarsophalangeal ligament 
Pisometacarpal ligament Subtalar ligament 
Scaphotrapezium ligament Talocalcaneal ligament 

8 Hand Bursa and Moment, Left Talocalcaneonavicular ligament 
See 7 Hand Bursa and Ligament, 


Tarsometatarsal ligament 


Right : 
F T Foot Bursa and Ligament, Left 
3 pases Righe piisgAn8 See S Foot Bursa and Ligament, 
ee Right 
: esas peal wold V_ Lower Extremity Bursa and 
C Upper Spine Bursa and Ligament _ Ligament, Right 
Interspinous ligament, thoracic | W Lower Extremity Bursa and 
Intertransverse ligament, thoracic Ligament, Left 


Ligamentum flavum, thoracic 
Supraspinous ligament 
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Head and Facial Bones 6N2-ONW 


Head and Facial Bones 


Character Meanings 


This Character Meaning table is provided as a 


tables. It SHOULD NOT be used to build a PCS code. 


-Operation-Character 3 


be Part-Character 4 


guide to assist the user in the identification of character members that may be found in this section of code 


sa katie P: 


Qualifier-Character 7 


Device-Character 6 


Change Skull Open Drainage Device X Diagnostic 
5 Destruction 1 Frontal Bone 3. Percutaneous 4 Internal Fixation Device Z No Qualifier 
8 Division 3 Parietal Bone, Right 4 Percutaneous Endoscopic |5 — External Fixation Device 
9 Drainage 4 Parietal Bone, Left F External 7 Autologous Tissue 
Substitute 
B Excision i 5 Temporal Bone, Right J Synthetic Substitute 
C_ Extirpation — 6 Temporal Bone, Left K — Nonautologous Tissue 
Substitute 
D_ Extraction 7 Occipital Bone M_ Bone Growth Stimulator 
H Insertion B Nasal Bone N Neurostimulator Generator 
J Inspection C  Sphenoid Bone a S Hearing Device 
N Release F Ethmoid Bone, Right Y Other Device 
P Removal G Ethmoid Bone, Left i Z_ No Device 
Q_ Repair H — Lacrimal Bone, Right a 
R Replacement J Lacrimal Bone, Left 
S Reposition K Palatine Bone, Right TAlnens 
T Resection L Palatine Bone, Left 
U Supplement M_ Zygomatic Bone, Right 
W_ Revision N  Zygomatic Bone, Left 
P = Orbit, Right Ez 
Q Orbit, Left 
R= Maxilla 
Pe ar: Mandible, Right ‘ee 
E-1¥ Mandible, Left 
~ |W Facial Bone 
1x Hyoid Bone 


AHA Coding Clinic for table NB 


2017, 1Q, 20 
2015, 3Q, 3-8 
2015, 2Q, 12 


AHA Coding Clinic for table BND 


2017, 4Q, 41 


AHA Coding Clinic for table @NH 


2015, 3Q 13 


AHA Coding Clinic for table ONP 


2015, 3Q, 13 


Preparatory nasal adhesion repair before definitive cleft palate repair 2017, 3Q,22 
Excisional and nonexcisional debridement 2017, 1Q, 20 
Orbital exenteration 2016, 2Q, 30 
Extraction procedures Se Le tale is 

2015, 3Q, 27 

2014, 3Q, 23 
Nonexcisional debridement of cranial wound with removal and 2013, 3Q, 24 
replacement of hardware 2013, 3Q, 25 


2016, 3Q, 29 
2013, 3Q, 24 


Nonexcisional debridement of cranial wound with removal and 
replacement of hardware 


AHA Coding Clinic for table 8NQ 


2016, 3Q, 29 


Closure of bilateral alveolar clefts 


4 


AHA Coding Clinic for table ONR 


2017, 3Q, 17 


2017, 3Q, 22 
2017, 1Q, 23 
2014, 30,7 


Resection of schwannoma and placement of DuraGen and Lorenz 
cranial plating system 

Replacement of native skull bone flap 

Reconstruction of mandible using titanium and bone 
Hemi-cranioplasty for repair of cranial defect 


AHA Coding Clinic for table @NS 


Replacement of native skull bone flap 

Preparatory nasal adhesion repair before definitive cleft palate repair 
Clipping (occlusion) of cerebral artery, decompressive craniectomy and 
storage of bone flap in abdominal wall 

Craniosynostosis with cranial vault reconstruction 

Moyamoya disease and hemispheric pial synagiosis with craniotomy 
Le Fort | osteotomy 

Distraction osteogenesis 

Fracture of frontal bone with repair and coagulation for hemostasis 


AHA Coding Clinic for table @NU 


Closure of bilateral alveolar clefts 
Distraction osteogenesis 


I TE 
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Head and Facial Bones ICD-10-PCS 2021 


Head and Facial Bones 


Skull ® 


Frontal 1 


Nasal B 


Supraorbital foramen P, Q 


Parietal 3, 4 
Temporal 5, 6 
Lacrimal H, J 
Sphenoid C 
Ethmoid F, G 
Zygomatic M, N Vomer B 


Ramus of mandible T, V 


‘. 
Maxilla R ¥ 


Mandible ». 


Alveolar process of mandible T, V 


Alveolar process of maxilla R Body Of mandiblesT; V 


Mental protuberance T, V 


Skull Bones 


Bones of skull vault 


Frontal 1 


Parietal 3, 4 


Occipital 7 Skull base from above 


Sphenoid C ? Frontal sinus 


{/ 


Anterior fossa Ethmoid sinus 


Petrosal temporal 5, 6 


Squamous temporal 5, 6 Sphenoid 


Temporal 


Middle fossa 


Posterior fossa ast ius 
— Occipital 


518 ICD-10-PCS 2021 


ICD-10-PCS 2021 Head and Facial Bones @N2-ON5 


9 Medical and Surgical 
N Head and Facial Bones 
2 Change 


Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part Approach Device 
Character 4 Character 5 Character 6 
® Drainage Device 
Y Other Device 


Qualifier 
Character 7 


Z_ No Qualifier 


6 Skull 

B_ Nasal Bone 
Vomer of nasal septum 

W Facial Bone 


Non-OR All body part, approach, device, and qualifier values 


8 Medical and Surgical 
N_ Head and Facial Bones 


5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 


Explanation: None of the body part is physically taken out 
Body Part ; Approach Device 

Character 5 Character 6 
Z No Device 


Character 4 
Skull ® Open 


Frontal Bone 3 Percutaneous 
Zygomatic process of frontalbone | 4 Percutaneous Endoscopic 
Parietal Bone, Right 


Parietal Bone, Left 
Temporal Bone, Right 
Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
6 Temporal Bone, Left 
See 5 Temporal Bone, Right 
Occipital Bone 
Foramen magnum 
B_ Nasal Bone 
Vomer of nasal septum 
Sphenoid Bone 
Greater wing 
Lesser wing 
Optic foramen 
Pterygoid process 
Sella turcica 
Ethmoid Bone, Right 
Cribriform plate 
Ethmoid Bone, Left 
See F Ethmoid Bone, Right 
Lacrimal Bone, Right 
Lacrimal Bone, Left 
Palatine Bone, Right 
Palatine Bone, Left 
Zygomatic Bone, Right 
Zygomatic Bone, Left 
Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Q Orbit, Left 
See P Orbit, Right 
Maxilla 
Alveolar process of maxilla 
T Mandible, Right 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 
V Mandible, Left 
See T Mandible, Right 
X Hyoid Bone 


Qualifier 
Character 7 


Z_ No Qualifier 
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ON8-ON8 Head and Facial Bones ICD-10-PCS 2021 
See ee ee eee 


8 Medical and Surgical 
N Head and Facial Bones 
8 Division Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 


Explanation: All or a portion of the body part is separated into two or more portions 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Skull Z No Device Z_ No Qualifier 


1 Frontal Bone 
Zygomatic process of frontal bone 
3 Parietal Bone, Right 
4 Parietal Bone, Left 
5 Temporal Bone, Right 
Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
6 Temporal Bone, Left 
See 5 Temporal Bone, Right 
7 Occipital Bone 
Foramen magnum 
B_ Nasal Bone 
Vomer of nasal septum 
C Sphenoid Bone 
Greater wing 
Lesser wing 
Optic foramen 
Pterygoid process 
Sella turcica 
F Ethmoid Bone, Right 
Cribriform plate 
G Ethmoid Bone, Left 
See F Ethmoid Bone, Right 
Lacrimal Bone, Right 
Lacrimal Bone, Left 
Palatine Bone, Right 
Palatine Bone, Left 
Zygomatic Bone, Right 
Zygomatic Bone, Left 
Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Q Orbit, Left 
See P Orbit, Right 
R_ Maxilla 
Alveolar process of maxilla 
T Mandible, Right 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 
V_ Mandible, Left 
See T Mandible, Right 
Hyoid Bone 


Non-OR @N8B[0,3,4]ZZ 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 
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9 Medical and Surgical 
N Head and Facial Bones 


9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Skull @ Open ® Drainage Device Z_ No Qualifier 
1 Frontal Bone 3 Percutaneous 


Zygomatic process of frontalbone |4 Percutaneous Endoscopic 
3 Parietal Bone, Right 
4 Parietal Bone, Left 
5 Temporal Bone, Right 
Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
6 Temporal Bone, Left 
See 5 Temporal Bone, Right 
7 Occipital Bone 
Foramen magnum 
B_ Nasal Bone 
Vomer of nasal septum 
C Sphenoid Bone 
Greater wing 
Lesser wing 
Optic foramen 
Pterygoid process 
Sella turcica 
Ethmoid Bone, Right 
Cribriform plate 
Ethmoid Bone, Left 
See F Ethmoid Bone, Right 
Lacrimal Bone, Right 
Lacrimal Bone, Left 
Palatine Bone, Right 
Palatine Bone, Left 
Zygomatic Bone, Right 
Zygomatic Bone, Left 
Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Q Orbit, Left 
See P Orbit, Right 
R_ Maxilla 
Alveolar process of maxilla 
T Mandible, Right 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 
V_ Mandible, Left 
See T Mandible, Right 
Hyoid Bone 


Non-OR 9N9(@,1,3,4,5,6,7,C,F,G,H,J,K,L,M,N,P,Q,X]30Z 
Non-OR 9N9[B,R,T,V][G,3,4]0Z 
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ON9 Continued on next page 
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ICD-10-PCS 2021 
ON9 Continued 


@N9-GN9 Head and Facial Bones 


8 Medical and Surgical 
N Head and Facial Bones 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device Qualifier ] 
Character 4 Character 5 Character6 Character 7 | 
Skull 68 Open Z No Device X Diagnostic 
1. Frontal Bone 3 Percutaneous Z No Qualifier 


Zygomatic process of frontal bone 4 Percutaneous Endoscopic 
3 Parietal Bone, Right 
4 Parietal Bone, Left 
5 Temporal Bone, Right 
Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
6 Temporal Bone, Left 
See 5 Temporal Bone, Right 
7 Occipital Bone 
Foramen magnum 
B_ Nasal Bone 
Vomer of nasal septum 
C Sphenoid Bone 
Greater wing 
Lesser wing 
Optic foramen 
Pterygoid process 
Sella turcica 
Ethmoid Bone, Right 
Cribriform plate 
Ethmoid Bone, Left 
See F Ethmoid Bone, Right 
Lacrimal Bone, Right 
Lacrimal Bone, Left 
Palatine Bone, Right 
Palatine Bone, Left 
Zygomatic Bone, Right 
Zygomatic Bone, Left 
Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Q Orbit, Left 
See P Orbit, Right 
R_ Maxilla 
Alveolar process of maxilla 
T Mandible, Right 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 
V_ Mandible, Left 
See T Mandible, Right 
Hyoid Bone 
Non-OR 9N9[0,1,3,4,5,6,7,C,F,G,H,J,K,L,M,N,P,Q,X]3ZZ 
Non-OR 9N9B[O,3,4]Z[X,Z] 
Non-OR @N9[R,T,VJ[0,3,4]ZZ 
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6 Medical and Surgical 
N Head and Facial Bones 


B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Body Part Approach i ifi 
Skull ® Open Z No Device X Diagnostic 
1 Frontal Bone 3 Percutaneous Z No Qualifier 
Zygomatic process of frontal bone 4 Percutaneous Endoscopic 
3 Parietal Bone, Right 
4 Parietal Bone, Left 
5 Temporal Bone, Right 


Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
6 Temporal Bone, Left 
See 5 Temporal Bone, Right 
7 Occipital Bone 
Foramen magnum 
B_ Nasal Bone 
Vomer of nasal septum 
C Sphenoid Bone 
Greater wing 
Lesser wing 
Optic foramen 
Pterygoid process 
Sella turcica 
F Ethmoid Bone, Right 
Cribriform plate 
G Ethmoid Bone, Left 
See F Ethmoid Bone, Right 
H_ Lacrimal Bone, Right 
J Lacrimal Bone, Left 
K Palatine Bone, Right 
L_ Palatine Bone, Left 
M 
N 
P 


Zygomatic Bone, Right 
Zygomatic Bone, Left 
Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Orbit, Left 
See P Orbit, Right 
Maxilla 
Alveolar process of maxilla 
T Mandible, Right 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 


V_ Mandible, Left 
See T Mandible, Right 
X Hyoid Bone 


Non-OR @NBIB,R,T,V][0,3,4]ZX 
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@NC-ONC Head and Facial Bones ICD-10-PCS 2021 


6 Medical and Surgical 

N_ Head and Facial Bones 

C_ Extirpation Definition: Taking or cutting out solid matter from a body part 
Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part Approach Device 
Character 5 Character 6 


Character 4 


Qualifier 
Character 7 


Frontal Bone @® Open Z No Device Z_ No Qualifier 
Zygomatic process of frontalbone |3 Percutaneous 

3 Parietal Bone, Right 4 Percutaneous Endoscopic 

4 Parietal Bone, Left 


wn 


Temporal Bone, Right 
Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
6 Temporal Bone, Left 
See 5 Temporal Bone, Right 
Occipital Bone 
Foramen magnum 
Nasal Bone 
Vomer of nasal septum 
C Sphenoid Bone 

Greater wing 

Lesser wing 

Optic foramen 

Pterygoid process 

Sella turcica 
F Ethmoid Bone, Right 

Cribriform plate 
G Ethmoid Bone, Left 

See F Ethmoid Bone, Right 
H_ Lacrimal Bone, Right 
J Lacrimal Bone, Left 
K Palatine Bone, Right 
L_ Palatine Bone, Left 
M 
N 
P 


N 


Zygomatic Bone, Right 
Zygomatic Bone, Left 
Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Orbit, Left 
See P Orbit, Right 
Maxilla 
Alveolar process of maxilla 
T Mandible, Right 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 
V_ Mandible, Left 


See T Mandible, Right 
X Hyoid Bone 
Non-OR @NC[B,R,T,V][0,3,4]ZZ 
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9 Medical and Surgical 
N_ Head and Facial Bones 


D_ Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 
Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


_ Body Part Approach F Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


@ Skull ® Open Z No Device Z_ No Qualifier 
1 Frontal Bone 


Zygomatic process of frontal bone 
3 Parietal Bone, Right 
4 Parietal Bone, Left 
5 Temporal Bone, Right 
Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
6 Temporal Bone, Left 
See 5 Temporal Bone, Right 
7 Occipital Bone 
Foramen magnum 
B Nasal Bone 
Vomer of nasal septum 
C Sphenoid Bone 
Greater wing 
Lesser wing 
Optic foramen 
Pterygoid process 
Sella turcica 
Ethmoid Bone, Right 
Cribriform plate 
Ethmoid Bone, Left 
See F Ethmoid Bone, Right 
Lacrimal Bone, Right 
Lacrimal Bone, Left 
Palatine Bone, Right 
Palatine Bone, Left 
Zygomatic Bone, Right 
Zygomatic Bone, Left 
Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Q Orbit, Left 
See P Orbit, Right 
R_ Maxilla 
Alveolar process of maxilla 
T Mandible, Right 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 
V_ Mandible, Left 
See T Mandible, Right 
X Hyoid Bone 
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ONH-ONH 


® Medical and Surgical 
N_ Head and Facial Bones 
H_ Insertion 


Head and Facial Bones 


take the place of a body part 


Explanation: Non 


Body Part 
Character 4 


8 Skull 


® Skull 3 Percutaneous 


e 


Approach 
Character 5 


® Open 


Internal Fixation Device 
External Fixation Device 


Bone Growth Stimulator 
Neurostimulator Generator 


Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


Device 
Character 6 


Z_ No Qualifier 


4 Percutaneous Endoscopic 


Internal Fixation Device 
External Fixation Device 
Bone Growth Stimulator 


1 Frontal Bone 
Zygomatic process of frontal bone 
3 Parietal Bone, Right 
4 Parietal Bone, Left 
7 Occipital Bone 
Foramen magnum 
C Sphenoid Bone 
Greater wing 
Lesser wing 
Optic foramen 
Pterygoid process 
Sella turcica 
F Ethmoid Bone, Right 
Cribriform plate 
G Ethmoid Bone, Left 
See F Ethmoid Bone, Right 
H_ Lacrimal Bone, Right 
J Lacrimal Bone, Left 
K Palatine Bone, Right 
L Palatine Bone, Left 
M Zygomatic Bone, Right 
N Zygomatic Bone, Left 
P Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Q Orbit, Left 
See P Orbit, Right 
X Hyoid Bone 


5 Temporal Bone, Right 
Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
6 Temporal Bone, Left 
See 5 Temporal Bone, Right 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


pleuaslzzuan 


Internal Fixation Device 


Z_ No Qualifier 


Z_ No Qualifier 


B_ Nasal Bone 
Vomer of nasal septum 


R_ Maxilla 
Alveolar process of maxilla 

T Mandible, Right 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 

V_ Mandible, Left 
See T Mandible, Right 


® Open 4 Internal Fixation Device Z_ No Qualifier 
3 Percutaneous S Hearing Device 
4 Percutaneous Endoscopic 

—— 
® Open 4 Internal Fixation Device Z_ No Qualifier 
3 Percutaneous M_ Bone Growth Stimulator 
4 Percutaneous Endoscopic 
@ Open 4 Internal Fixation Device Z No Qualifier 
3 Percutaneous 5 External Fixation Device 
4 


Percutaneous Endoscopic 


W Facial Bone 


Non-OR @NHQG5Z 
Non-OR Q@NH@[3,4]5Z 
Non-OR @NHB[O,3,4][4,M]Z 


Open 
Percutaneous 
Percutaneous Endoscopic 


w 


M Bone Growth Stimulator 


] ONHOONZ 


Z_ No Qualifier 


See Appendix L for Procedure Combinations 
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ICD-10-PCS 2021 


Qualifier 
Character 7 


ICD-10-PCS 2021 Head and Facial Bones ONJ-ONN 


8 Medical and Surgical 
N_ Head and Facial Bones 


J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 


® Skull @ Open Z No Device Z No Qualifier 

B Nasal Bone 3 Percutaneous ' 
Vomer of nasal septum 4 Percutaneous Endoscopic 

W Facial Bone X External 


Non-OR —9NJ[0,B,W][3,X]ZZ 


8 Medical and Surgical 
N_ Head and Facial Bones 
N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 
Body Part ; Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
1 Frontal Bone ® Open Z No Device Z_ No Qualifier 
Zygomatic process of frontal bone 3 Percutaneous 
3 Parietal Bone, Right 4 Percutaneous Endoscopic 
4 Parietal Bone, Left 


5 Temporal Bone, Right 
Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
6 Temporal Bone, Left 
See 5 Temporal Bone, Right 
7 Occipital Bone 
Foramen magnum 
B_ Nasal Bone 
Vomer of nasal septum 
C Sphenoid Bone 
Greater wing 
Lesser wing 
Optic foramen 
Pterygoid process 
Sella turcica 
Ethmoid Bone, Right 
Cribriform plate 
Ethmoid Bone, Left 
See F Ethmoid Bone, Right 
Lacrimal Bone, Right 
Lacrimal Bone, Left 
Palatine Bone, Right 
Palatine Bone, Left 
Zygomatic Bone, Right 
Zygomatic Bone, Left 
Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Q Orbit, Left 
See P Orbit, Right 
Maxilla 
Alveolar process of maxilla 
T Mandible, Right 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 
V_ Mandible, Left 
See T Mandible, Right 
X_ Hyoid Bone 


Non-OR ONNB[G,3,4]ZZ 
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ONP-ONP Head and Facial Bones ICD-10-PCS 2021 


® Medical and Surgical 

N Head and Facial Bones 

P Removal Definition: Taking out or off a device from a body part 
Explanation: if a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Open 


Drainage Device Z_ No Qualifier 


Internal Fixation Device 

External Fixation Device 
Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Bone Growth Stimulator 
Neurostimulator Generator 
Hearing Device 

Drainage Device Z No Qualifier 
Internal Fixation Device 

External Fixation Device 
Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Bone Growth Stimulator 

Hearing Device 


Drainage Device Z No Qualifier 
Internal Fixation Device 


External Fixation Device 
Bone Growth Stimulator 
Hearing Device 


® Skull Percutaneous 


4 Percutaneous Endoscopic 


® Skull X External 


B_ Nasal Bone ® Open Drainage Device Z_ No Qualifier 
Vomer of nasal septum 3 Percutaneous Internal Fixation Device 
W Facial Bone 4 Percutaneous Endoscopic Autologous Tissue Substitute 


Synthetic Substitute 
Nonautologous Tissue Substitute 
Bone Growth Stimulator 


B Nasal Bone External Z_ No Qualifier 
Vomer of nasal septum 


W Facial Bone 


Non-OR @NP@[3,4]5Z 

Non-OR @NPOX(G,5]Z 

Non-OR @NPB[O,3,4][G,4,7,J,K,M]Z 
Non-OR @NPBX[0,4,M]Z 

Non-OR @NPWX[0,M]Z 


Drainage Device 
Internal Fixation Device 
Bone Growth Stimulator 
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9 Medical and Surgical 
N_ Head and Facial Bones 


Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part Approach Device 
; Character 5 Character 6 


Qualifier 


Character 4 Character 7 


Skull ® Open Z No Device Z No Qualifier 
1. Frontal Bone 3 Percutaneous 

Zygomatic process of frontal bone 4 Percutaneous Endoscopic 
3 Parietal Bone, Right X External 


4 Parietal Bone, Left 
5 Temporal Bone, Right 
Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
Temporal Bone, Left 
See 5 Temporal Bone, Right 
Occipital Bone 
Foramen magnum 
B Nasal Bone 
Vomer of nasal septum 
C Sphenoid Bone 
Greater wing 
Lesser wing 
Optic foramen 
Pterygoid process 
Sella turcica 
Ethmoid Bone, Right 
Cribriform plate 
Ethmoid Bone, Left 
See F Ethmoid Bone, Right 
Lacrimal Bone, Right 
Lacrimal Bone, Left 
Palatine Bone, Right 
Palatine Bone, Left 
Zygomatic Bone, Right 
Zygomatic Bone, Left 
Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Q Orbit, Left 
See P Orbit, Right 
R_ Maxilla 
Alveolar process of maxilla 
T Mandible, Right 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 


V Mandible, Left 
See T Mandible, Right 
X Hyoid Bone 


Non-OR 9NQIG,1,3,4,5,6,7,B,C,F,G,H,J,K,L,M,N,P,QR,T,V,X]XZZ 
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ICD-10-PCS 2021 


Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


O@NR-ONR 
® Medical and Surgical 
N Head and Facial Bones 
R_ Replacement 
Body Part 
Character 4 
® Skull 
1 Frontal Bone 


uZerxnerz 


EA Limited Coverage EA Noncovered [4 Combination Member HACassociated procedure Combination Only DRGNON-OR Non-OR 


530 


Zygomatic process of frontal bone 
Parietal Bone, Right 

Parietal Bone, Left 

Temporal Bone, Right 

Mastoid process 

Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
Temporal Bone, Left 

See 5 Temporal Bone, Right 
Occipital Bone 

Foramen magnum 

Nasal Bone 

Vomer of nasal septum 
Sphenoid Bone 

Greater wing 

Lesser wing 

Optic foramen 

Pterygoid process 

Sella turcica 

Ethmoid Bone, Right 
Cribriform plate 

Ethmoid Bone, Left 

See F Ethmoid Bone, Right 
Lacrimal Bone, Right 

Lacrimal Bone, Left 

Palatine Bone, Right 

Palatine Bone, Left 

Zygomatic Bone, Right 
Zygomatic Bone, Left 

Orbit, Right 

Bony orbit 

Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Orbit, Left 

See P Orbit, Right 

Maxilla 

Alveolar process of maxilla 
Mandible, Right 

Alveolar process of mandible 
Condyloid process 

Mandibular notch 

Mental foramen 

Mandible, Left 

See T Mandible, Right 

Hyoid Bone 


Approach Device 
Character 5 Character 6 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Qualifier 
Character 7 


Z_ No Qualifier 
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9 Medical and Surgical 
N_ Head and Facial Bones 


S_ Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Body Part Approach Device 
Character 5 Character 6 


Character 4 
Skull ® Open 4 Internal Fixation Device 
Maxilla 3 Percutaneous 5 External Fixation Device 


Alveolar process of maxilla 4 Percutaneous Endoscopic Z No Device 
T Mandible, Right 


Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 

V_ Mandible, Left 
See T Mandible, Right 


Skull sce External 

Maxilla 

Alveolar process of maxilla 

T Mandible, Right 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 

V_ Mandible, Left 

See T Mandible, Right 


1 Frontal Bone @ Open 4 Internal Fixation Device Z_ No Qualifier 
Zygomatic process of frontal bone 3 Percutaneous Z No Device 
3 Parietal Bone, Right 4 Percutaneous Endoscopic 
Parietal Bone, Left 
5 Temporal Bone, Right 
Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
6 Temporal Bone, Left 
See 5 Temporal Bone, Right 
7 Occipital Bone 
Foramen magnum 
B_ Nasal Bone 
Vomer of nasal septum 
C Sphenoid Bone 
Greater wing 
Lesser wing 
Optic foramen 
Pterygoid process 
Sella turcica 
F Ethmoid Bone, Right 
Cribriform plate 
G_ Ethmoid Bone, Left 
See F Ethmoid Bone, Right 
Lacrimal Bone, Right 
Lacrimal Bone, Left 
Palatine Bone, Right 
Palatine Bone, Left 
Zygomatic Bone, Right 
Zygomatic Bone, Left 
Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Q Orbit, Left 
See P Orbit, Right 
Hyoid Bone 
Non-OR QONS[R,T,V][3,4][4,5,Z]Z 


Non-OR ONS[Q,R,T,V]XZZ 
Non-OR ONS[B,C,F,G,H,J,K,L,M,N,P,Q,X][3,4][4,Z]Z 


Qualifier 
Character 7 


Z_ No Qualifier 


Z No Device Z No Qualifier 


p 


wuZzerxez 
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ONS-ONS Head and Facial Bones ICD-10-PCS 2021 
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6 Medical and Surgical 

N Head and Facial Bones 

S Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Frontal Bone Z No Device Z No Qualifier 
Zygomatic process of frontal bone 
3 Parietal Bone, Right 
4 Parietal Bone, Left 
5 Temporal Bone, Right 
Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
6 Temporal Bone, Left 
See 5 Temporal Bone, Right 
7 Occipital Bone 
Foramen magnum 
B_ Nasal Bone 
Vomer of nasal septum 
C Sphenoid Bone 
Greater wing 
Lesser wing 
Optic foramen 
Pterygoid process 
Sella turcica 
Ethmoid Bone, Right 
Cribriform plate 
Ethmoid Bone, Left 
See F Ethmoid Bone, Right 
Lacrimal Bone, Right 
Lacrimal Bone, Left 
Palatine Bone, Right 
Palatine Bone, Left 
Zygomatic Bone, Right 
Zygomatic Bone, Left 
Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Q Orbit, Left 
See P Orbit, Right 
Hyoid Bone 


Non-OR 9NS[1,3,4,5,6,7,B,C,F,G,H,J,K,L,M,N,P,Q,X]XZZ 


ia | 


(9) 


wuzerxRer 
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ICD-10-PCS 2021 Head and Facial Bones ONT-ONT 


8 Medical and Surgical 
N_ Head and Facial Bones 


T Resection Definition: Cutting out or off, without replacement, all of a body part 


Explanation: None 
Body Part Approach Device 

= Character 5 Character 6 
Z No Device 


Character 4 
® Open 


Qualifier 
Character 7 


Z_ No Qualifier 


Frontal Bone 
Zygomatic process of frontal bone 
3 Parietal Bone, Right 
4 Parietal Bone, Left 
5 Temporal Bone, Right 
Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
6 Temporal Bone, Left 
See 5 Temporal Bone, Right 
7 Occipital Bone 
Foramen magnum 
B_ Nasal Bone 
Vomer of nasal septum 
C Sphenoid Bone 
Greater wing 
Lesser wing 
Optic foramen 
Pterygoid process 
Sella turcica 
Ethmoid Bone, Right 
Cribriform plate 
Ethmoid Bone, Left 
See F Ethmoid Bone, Right 
Lacrimal Bone, Right 
Lacrimal Bone, Left 
Palatine Bone, Right 
Palatine Bone, Left 
Zygomatic Bone, Right 
Zygomatic Bone, Left 
Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Q Orbit, Left 
See P Orbit, Right 
R_ Maxilla 
Alveolar process of maxilla 
T Mandible, Right 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 
V_ Mandible, Left 
See T Mandible, Right 


X Hyoid Bone 


n 


wZzEBr-xezr a 
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ONU-ONU Head and Facial Bones ICD-10-PCS 2021 


® Medical and Surgical 

N_ Head and Facial Bones ; ‘ 

U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 
Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part Approach Device Qualifier 
Chatacier 4 Character 5 Character 7 


® Skull ® Open 7 Autologous Tissue Substitute Z No Qualifier 
1 Frontal Bone 3 Percutaneous J Synthetic Substitute 
Zygomatic process of frontalbone | 4 Percutaneous Endoscopic K Nonautologous Tissue Substitute 


3 Parietal Bone, Right 
4 . Parietal Bone, Left 
5 Temporal Bone, Right 
Mastoid process 
Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 
6 Temporal Bone, Left 
See 5 Temporal Bone, Right 
7 Occipital Bone 
Foramen magnum 
B_ Nasal Bone 
Vomer of nasal septum 
C Sphenoid Bone 
Greater wing 
Lesser wing 
Optic foramen 
Pterygoid process 
Sella turcica 
F Ethmoid Bone, Right 
Cribriform plate 
G Ethmoid Bone, Left 
See F Ethmoid Bone, Right 
Lacrimal Bone, Right 
Lacrimal Bone, Left 
Palatine Bone, Right 
Palatine Bone, Left 
Zygomatic Bone, Right 
Zygomatic Bone, Left 
Orbit, Right 
Bony orbit 
Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 
Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 
Q Orbit, Left 
See P Orbit, Right 
R_ Maxilla 
Alveolar process of maxilla 
T Mandible, Right 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 
Mental foramen 
V_ Mandible, Left 
See T Mandible, Right 
Hyoid Bone 


uZzerxeerz 
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8 Medical and Surgical 
N Head and Facial Bones 


W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Body Part | Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Skull @ Open Drainage Device Z_ No Qualifier 
Internal Fixation Device 

External Fixation Device 

Autologous Tissue Substitute 

Synthetic Substitute 

Nonautologous Tissue Substitute 

Bone Growth Stimulator 

Neurostimulator Generator 

Hearing Device 


Drainage Device Z_ No Qualifier 
Internal Fixation Device 

External Fixation Device 

Autologous Tissue Substitute 

Synthetic Substitute 

Nonautologous Tissue Substitute 

Bone Growth Stimulator 

Hearing Device 


® Skull 3 Percutaneous 


Percutaneous Endoscopic 
External 


xb 


B_ Nasal Bone 8 Open Drainage Device Z No Qualifier 
Vomer of nasal septum 3 Percutaneous Internal Fixation Device 
W Facial Bone 4 Percutaneous Endoscopic Autologous Tissue Substitute 
X External Synthetic Substitute 


Nonautologous Tissue Substitute 
Bone Growth Stimulator 


ZBReveravneacevuusalvnzesxenvuesrd 


Non-OR 9NWOX(G,4,5,7,J,K,M,S]Z 
Non-OR 9NWB[G,3,4,X][0,4,7,J,K,M]Z 
Non-OR 9NWWX[0,4,7,J,K,M]Z 
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Upper Bones 0P2-9PW 


aa ne rt ee ta yn NN me 
Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 


tables. It SHOULD NOT be used to build a PCS code. 
Approach-Character5 —_| Device-Character6 __ 


Upper Bones 


sauog soddn 


Operation-Character 3 


Body Part-Character4 


Qualifier-Character 7 


2 ® Sternum ® Open ® Drainage Device X Diagnostic 
OR 
Internal Fixation Device, Rigid 
Plate 
5 Pes non | 1 Ribs, 1 to2 3 Percutaneous 4 Internal Fixation Device Z_ No Qualifier 
8 Eivision 2 Ribs, 3 or more 4 Percutaneous Endoscopic |5 External Fixation Device 
9 Drainage 3 Cervical Vertebra X External 6 Internal Fixation Device, 
13 Intramedullary 
B_ Excision 4 Thoracic Vertebra 7 Autologous Tissue Substitute 
OR 
Internal Fixation Device, 
Intramedullary Limb 
Sa Lengthening 
C_ Extirpation 5 Scapula, Right 8 External Fixation Device, Limb 
: Lengthening 
D Extraction 6 Scapula, Left B External Fixation Device, 
Monoplanar 
H_ Insertion 7 Glenoid Cavity, Right 7 C External Fixation Device, Ring 
J Inspection 8 Glenoid Cavity, Left D_ External Fixation Device, Hybrid 
N_ Release 9 Clavicle, Right J Synthetic Substitute 
Pp 


Removal B Clavicle, Left 


K Nonautologous Tissue 
Substitute 


Q_ Repair C Humeral Head, Right M_ Bone Growth Stimulator 
R Replacement D Humeral Head, Left “TY Other Device 
S_ Reposition F Humeral Shaft, Right Z_ NoDevice 
T Resection |G Humeral Shaft, Left 
U_ Supplement [F Radius, Right 
W Revision J Radius, Left 

K  Ulna, Right 

L Ulna, Left 

M_ Carpal, Right 

N Carpal, Left 

P Metacarpal, Right 

Q_ Metacarpal, Left | 

R Thumb Phalanx, Right | 

S Thumb Phalanx, Left | 

T Finger Phalanx, Right 

V_ Finger Phalanx, Left 

i Upper Bone 


AHA Coding Clinic for table PB 

2015, 3Q, 3-8 Excisional and nonexcisional debridement 

2015, 2Q,34 Decompressive laminectomy 

2013, 4Q, 109 Separating conjoined twins 

2013, 4Q, 116 Spinal decompression 

2013, 3Q,20 Superior labrum anterior posterior (SLAP) repair and 
subacromialdecompression 

2012, 4Q, 101 Rib resection with reconstruction of anterior chest wall 

2012, 2Q,19 Multiple decompressive cervical laminectomies 


AHA Coding Clinic for table OPC 
2019, 3Q,19 Removal of sternal wire 


AHA Coding Clinic for table @PD 4 
2017, 4Q, 41 Extraction procedures : 


AHA Coding Clinic for table PH 

2020, 10,29 Repair of sternal dehiscence using Sternal Talon® device 

2019, 4Q, 34 Intramedullary limb lengthening internal fixation device 

2019, 20,40 Decompression of spinal cord and placement of instrumentation 
2018, 30,26 Anterior vertebral tethering using Dynesys Tethering System 
2017, 20,20 Exchange of intramedullary antibiotic impregnated spacer 
2016, 4Q, 117 Placement of magnetic growth rods 

2014, 40,28 Removal and replacement of displaced growing rods 


AHA Coding Clinic for table OPP 

2019, 30,19 Removal of sternal wire 

2017, 20,20 Exchange of intramedullary antibiotic impregnated spacer 
2016, 4Q, 117 Placement of magnetic growth rods 

2014, 4Q,28 Removal and replacement of displaced growing rods 


a 
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AHA Coding Clinic for table PR 
2018,4Q,92 Radial head arthroplasty 


AHA Coding Clinic for table OPS 


2020, 1Q, 33 
2018, 3Q, 26 
2017, 4Q,53 
2016, 1Q, 21 
2015, 4Q, 33 


Spinal fusion without use of bone graft 


Anterior vertebral tethering using Dynesys Tethering System 


New and revised body part values - Ribs 
Elongation derotation flexion casting 
Ravitch operation 


2015, 20,35 Application of tongs to reduce and stabilize cervical fracture 
2014, 4Q,26 Placement of vertical expandable prosthetic titanium rib (VEPTR) 
2014,4Q,32 Open reduction internal fixation of fracture with debridement 


2014, 30,33 Radial fracture treatment with open reduction internal fixation, and release of 


carpal ligament 


AHA Coding Clinic for table OPT 

2015,3Q,26 Thumbarthroplasty with resection of trapezium 
AHA Coding Clinic for table OPU 

2015, 2Q,20 Cervical laminoplasty 

2013, 4Q, 109 Separating conjoined twins 

AHA Coding Clinic for table OPW 

2014,4Q,26 Adjustment of VEPTR lengthening mechanism 
2014, 4Q,27 Bilateral lengthening of growing rods 


Upper Bones ; ICD-10-PCS 2021 


Upper Bones 


wv 
yg 
< 
{~) 
ca 
he 
Q 
2. 
a. 
=) 


Cervical vertebra 3 


Clavicle 9, B 


Sternum @ Scapula 5,6 


Rib 1,2 


Humerus C, D, F, G 


Thoracic vertebra 4 


Ulna K, L 


Radius H, J 


Carpal M, N 


Metacarpal P, Q 


Thumb 
phalanx R, $ 


Finger 
phalanx T, V 
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ICD-10-PCS 2021 Upper Bones 


Humerus and Scapula Radius and Ulna 


Coracoid 
process 5,6 


Clavicle 9, B 
Acromion 5, 6 


sauog saddyp 


Olecranon process K, L 


Radius H, J 


Coronoid process K, L 


Ulna K, L 


Shaft H, J 


Head of 


Shaft K, L 
humerus C, D ‘i 


Scapula 5, 6 


Glenoid 

cavity 7,8 

Anterior-lateral view 
of right shoulder and 


Humerus its humerus 
shaft F, G 
Ulnar styloid process K, L | 
Lateral Radial styloid 
epicondyle F, G process H, J 
Medial 
epicondyle F, G 


Carpal M, N 


Nee ere 


)\ phalanx T, V 
| Middle 
S phalanx T, V 


| ie 
phalanx T, V 
| oS 
CoA \ Distal phalanx 
(thumb) R, $ 
ty ie 
Proximal phalanx 
(thumb) R, S 


Phalanges 
(digits) T, V 


\ 

\e~A 

\ 

Metacarpals 2) 
P,Q 5 


Carpals M, N 
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6 Medical and Surgical 
P Upper Bones Leng : 
2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 


cutting or puncturing the skin or a mucous membrane 
Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z_ No Qualifier 


Y Upper Bone @ Drainage Device 
Y Other Device 


Non-OR All body part, approach, device, and qualifier values 


8 Medical and Surgical 
P Upper Bones \ 
5 Destruction °* Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 


Explanation: None of the body part is physically taken out 


‘Body Part Approach Device A Qualifier 
Character 4 Character 5 Character 6 Character 7 


Sternum Humeral Shaft, Right @ Open Z No Device Z_ No Qualifier 
Manubrium Distal humerus 3 Percutaneous 
Suprasternal notch Humerus, distal 4 Percutaneous Endoscopic 
Xiphoid process Lateral epicondyle of 
1 Ribs, 1 to2 humerus 
2 Ribs, 3 or More Medial epicondyle of 
3 Cervical Vertebra humerus 
Dens G Humeral Shaft, Left 
Odontoid process See F Humeral Shaft, Right 
Spinous process H_ Radius, Right 
Transverse foramen Ulnar notch 
Transverse process J Radius, Left 
Vertebral arch See H Radius, Right 
Vertebral body K_ Ulna, Right 
Vertebral foramen Olecranon process 
Vertebral lamina Radial notch 
Vertebral pedicle TomUinatlett 
4 Thoracic Vertebra See K Una, Right 
Spinous process M Carpal, Right 
Transverse process Capitate bone 


Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Scapula, Right 
Acromion (process) 
Coracoid process 


Hamate bone 
Lunate bone 
Pisiform bone 
Scaphoid bone 
Trapezium bone 
Trapezoid bone 
Triquetral bone 


N Carpal, Left 
6 Scapula, Left — See M Carpal, Right 
See 5 Scapula, Right P Metacarpal, Right 
7 Glenoid Cavity, Right Q Metacarpal, Left 
Glenoid fossa (of scapula) R Thumb Basin Right 
Se ene Sane S Thumb Phalanx, Left 
See 7 Glenoid Cavity, Right : dors 
9 Clavicle, Right T Finger Phalanx, Right 
B Clavicle, Left V_ Finger Phalanx, Left 
C Humeral Head, Right 
Greater tuberosity 
Lesser tuberosity 
Neck of humerus 
(anatomical)(surgical) 
D Humeral Head, Left 


[4 Limited Coverage G8 Noncovered [ Combination Member HACassociated procedure Combination Only DRGNe 
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See C Humeral Head, Right 


OR Non-OR New/Revised in GREEN 
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9 Medical and Surgical 
P Upper Bones 
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Division Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 
Explanation: All or a portion of the body part is separated into two or more portions 
Body Part Approach Device ualifier 
Character 4 Character 6 Crone 7 
Sternum Humeral Shaft, Right ® Open ZN i i 
al : Distal humerus 3 ae ee vag be  NeGodine. 
uprasternal notc Humerus, distal i 
Xiphoid process Lateral epicondyle of Bai a 
1 Ribs, 1 to2 humerus 
2 Ribs, 3 or More Medial epicondyle of 
3 Cervical Vertebra humerus 
Dens G Humeral Shaft, Left 
Odontoid process See F Humeral Shaft, Right 
Spinous process H_ Radius, Right 
Transverse foramen Ulnar notch 
Transverse process J Radius, Left 
Vertebral arch See H Radius, Right 
Vertebral body K_ Ulna, Right 
Vertebral foramen Olecranon process 
Vertebral lamina Radial notch 
Vertebral pedicle L Ulna, Left 
4 Thoracic Vertebra See K Ulna, Right 
Spinous process M Carpal, Right 
Transverse process Capitate bone 
Vertebral arch Hamate bone 
Vertebral body Lunate bone 
Vertebral foramen Pisiform bone 
Vertebral lamina Scaphoid bone 
Vertebral pedicle Trapezium bone 
5 Scapula, Right Trapezoid bone 
Acromion (process) Triquetral bone 
Coracoid process N Carpal, Left 
6 Scapula, Left See M Carpal, Right 
See 5 Scapula, Right P Metacarpal, Right 
7 Glenoid Cavity, Right Q Metacarpal, Left 
Glenoid fossa (of scapula) Thumb Phalanx, Right 
8 Glenoid Cavity, Left S Thumb Phalanx, Left 
See 7 Glenoid Cavity, Right T Fi ep 
% ‘ inger Phalanx, Right 
9 Clavicle, Right V_ Finger Phalanx, Left 
B Clavicle, Left ‘ 
C Humeral Head, Right 
Greater tuberosity 
Lesser tuberosity 
Neck of humerus 
(anatomical)(surgical) 
D Humeral Head, Left 


[3 Limited Coverage [3 Noncovered [| Combination Member HAC associated procedure Cor 
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OP9-9P9 Upper Bones 
6 Medical and Surgical 
P Upper Bones 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
6 Sternum D Humeral Head, Left 8 Open ® Drainage Device Z No Qualifier 
Manubrium See CHumeral Head, Right | 3 Percutaneous 
Suprasternal notch F Humeral Shaft, Right 4 Percutaneous Endoscopic 
Xiphoid process Distal humerus 
1 Ribs, 1to2 Humerus, distal 
2 Ribs, 3 or More Lateral epicondyle of 
3 Cervical Vertebra __ humerus 
Dens Medial epicondyle of 
Odontoid process humerus 
Spinous process G Humeral Shaft, Left 
Transverse foramen See F Humeral Shaft, Right 
Transverse process H_ Radius, Right 
Vertebral arch Ulnar notch 
Vertebral body J Radius, Left 
Vertebral foramen See H Radius, Right 
Vertebral lamina K Ulna, Right 
Vertebral pedicle Olecranon process 
4 Thoracic Vertebra Radial notch 
Spinous process L Ulna, Left 
Transverse process See K Uina, Right 
Vertebral arch M Carpal, Right 3 
Vertebral body ane —, 
Vertebral foramen Hamate bone 
Vertebral lamina lunate bone 
Vertebral pedicle Pisiform bone 
5 Scapula, Right Scaphoid bone 
Acromion (process) Trapezium bone 
Coracoid process Trapezoid bone 
6 Scapula, Left Triquetral bone 
See 5 Scapula, Right N Carpal, Left 
7 Glenoid Cavity, Right See M Carpal, Right 
Glenoid fossa (of scapula) p Metacarpal, Right 
8 Glenoid Cavity, Left _ Q Metacarpal, Left 
; es 3 ee ty, Right R Thumb Phalanx, Right 
etd S Thumb Phalanx, Left 
r freee a nT T Finger Phalanx, Right 
umeral Head, Rig , 
Greater tuberosity V Esceeeeene tess 
Lesser tuberosity 
Neck of humerus 
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(anatomical)(surgical) 


Non-OR 9P9[0,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R,S,T,V]30Z 
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Upper Bones 


9 Medical and Surgical 
Upper Bones 
Drainage 


Limited Coverage * [J Noncovered _ [#} Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR 


Sternum 
Manubrium 
Suprasternal notch 
Xiphoid process 
Ribs, 1 to 2 

Ribs, 3 or More 
Cervical Vertebra 
Dens 

Odontoid process 
Spinous process 
Transverse foramen 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Thoracic Vertebra 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Scapula, Right 
Acromion (process) 
Coracoid process 


Scapula, Left Triquetral bone 

See 5 Scapula, Right N Carpal, Left 

Glenoid Cavity, Right See M Carpal, Right 
Glenoid fossa (of scapula) p Metacarpal, Right 
Glenoid Cavity, Left Q Metacarpal, Left 
See 7Glenoid Cavity, Right p Thumb Phalanx, Right 
Clavicle, Right S Thumb Phalanx, Left 
Clavicle, Left T Finger Phalanx, Right 
Humeral Head, Right V_ Finger Phalanx, Left 
Greater tuberosity 

Lesser tuberosity 


Neck of humerus 


ICD-10-PCS 2021 


(anatomical)(surgical) 
Non-OR 9P9[G,1,2,3, 


Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach 
Character 4 Choreeet 5 


Humeral Head, Left 
See C Humeral Head, Right 
F Humeral Shaft, Right 
Distal humerus 
Humerus, distal 
Lateral epicondyle of 
humerus 
Medial epicondyle of 
humerus 
G Humeral Shaft, Left 
See F Humeral Shaft, Right 
H_ Radius, Right 
Ulnar notch 
J Radius, Left 
See H Radius, Right 
K_ Ulna, Right 
Olecranon process 
Radial notch 
L_ UIna, Left 
See K Ulna, Right 
M Carpal, Right 
Capitate bone 
Hamate bone 
Lunate bone 
Pisiform bone 
Scaphoid bone 
Trapezium bone 
Trapezoid bone 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R,S,1,VJ3ZZ 


Device 
Character 6 


Z No Device 


OP9-9P9 
OP9 Continued 


Qualifier 
Character 7 


X Diagnostic 
Z_ No Qualifier 
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Suprasternal notch 
Xiphoid process 
Ribs, 1 to 2 
Ribs, 3 or More 
Cervical Vertebra 
Dens } 
Odontoid process 
Spinous process 
Transverse foramen 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Thoracic Vertebra 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Scapula, Right 
Acromion (process) 
Coracoid process 
Scapula, Left 
See 5 Scapula, Right 
Glenoid Cavity, Right 
Glenoid fossa (of scapula) 
Glenoid Cavity, Left 
See 7 Glenoid Cavity, Right 
Clavicle, Right 
Clavicle, Left 
Humeral Head, Right 
Greater tuberosity 
Lesser tuberosity 
Neck of humerus 
(anatomical) (surgical) 
Humeral Head, Left 
See C Humeral Head, Right 


eaunnov 


Humerus, distal 

Lateral epicondyle of 
humerus 

Medial epicondyle of 
humerus 

Humeral Shaft, Left 

See F Humeral Shaft, Right 

Radius, Right 

Ulnar notch 

Radius, Left 

See H Radius, Right 

UIna, Right 

Olecranon process 

Radial notch 

UIna, Left 

See K Ulna, Right 

Carpal, Right 

Capitate bone 

Hamate bone 

Lunate bone 

Pisiform bone 

Scaphoid bone 

Trapezium bone 

Trapezoid bone 

Triquetral bone 

Carpal, Left 

See M Carpal, Right 

Metacarpal, Right 

Metacarpal, Left 

Thumb Phalanx, Right 

Thumb Phalanx, Left 

Finger Phalanx, Right 

Finger Phalanx, Left 


4 Percutaneous Endoscopic 


vi OPB-OPB Upper Bones ICD-10-PCS 2021 
7) 
= , F : 
e 6 Medical and Surgical 
co P Upper Bones 
tos B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
2 Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 
=. B i Qualifier 
ody Part Approach Device ua 
= Character 4 _ Character 5 Character 6 Character 7 
® Sternum F Humeral Shaft, Right ® Open Z No Device X Diagnostic 
Manubrium Distal humerus 3 Percutaneous Z_ No Qualifier 


Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


Upper Bones @PC-OPC 


8 Medicaland Surgical 
_P Upper Bones 


C_ Extirpation Definition: Taking or cutting out solid matter from a body part 


Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


i= 
GS 
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Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 

@ Sternum F Humeral Shaft, Right @® Open Z No Device Z_ No Qualifier 

sikeaall Distal humerus 3 Percutaneous 

uprasternal notch Humerus, distal 4p i 

Xiphoid process Lateral epicondyle of eRan aus eigrsopls 
1. Ribs, 1to2 humerus 
2 Ribs, 3 or More Medial epicondyle of 


Awe 


Cervical Vertebra 

Dens 

Odontoid process 

Spinous process 

Transverse foramen 

Transverse process 

Vertebral arch 

Vertebral body 

Vertebral foramen 

Vertebral lamina 

Vertebral pedicle 

Thoracic Vertebra 

Spinous process 

Transverse process 

Vertebral arch 

Vertebral body 

Vertebral foramen 

Vertebral lamina 

Vertebral pedicle 

Scapula, Right 

Acromion (process) 

Coracoid process 

Scapula, Left 

See 5 Scapula, Right 

Glenoid Cavity, Right 

Glenoid fossa (of scapula) 

Glenoid Cavity, Left 

See 7 Glenoid Cavity, Right 

Clavicle, Right 

Clavicle, Left 

Humeral Head, Right 

Greater tuberosity 

Lesser tuberosity 

Neck of humerus 
(anatomical)(surgical) 

Humeral Head, Left 

See C Humeral Head, Right 


ICD-10-PCS 2021 


<e\ntvnwowv 


humerus 
Humeral Shaft, Left 
See F Humeral Shaft, Right 
Radius, Right 
Ulnar notch 
Radius, Left 
See H Radius, Right 
UIna, Right 
Olecranon process 
Radial notch 
UIna, Left 
See K Ulna, Right 
Carpal, Right 
Capitate bone 
Hamate bone 
Lunate bone 
Pisiform bone 
Scaphoid bone 
Trapezium bone 
Trapezoid bone 
Triquetral bone 
Carpal, Left 
See M Carpal, Right 
Metacarpal, Right 
Metacarpal, Left 
Thumb Phalanx, Right 
Thumb Phalanx, Left 
Finger Phalanx, Right 
Finger Phalanx, Left 
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@PD-9PD Upper Bones ICD-10-PCS 2021 
8 Medical and Surgical 
P Upper Bones 
D_ Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 
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Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 
Body Part 


Sternum 
Manubrium 
Suprasternal notch 
Xiphoid process 
Ribs, 1 to 2 

Ribs, 3 or More 
Cervical Vertebra 
Dens 

Odontoid process 
Spinous process 
Transverse foramen 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Thoracic Vertebra 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Scapula, Right 
Acromion (process) 
Coracoid process 
Scapula, Left 

See 5 Scapula, Right 
Glenoid Cavity, Right 
Glenoid fossa (of scapula) 
Glenoid Cavity, Left 


See 7 Glenoid Cavity, Right 


Clavicle, Right 

Clavicle, Left 

Humeral Head, Right 

Greater tuberosity 

Lesser tuberosity 

Neck of humerus 
(anatomical)(surgical) 

Humeral Head, Left 


See C Humeral Head, Right 


<aun7nov 


Character 4 


Humeral Shaft, Right 

Distal humerus 

Humerus, distal 

Lateral epicondyle of 
humerus 

Medial epicondyle of 
humerus 

Humeral Shaft, Left 


See F Humeral Shaft, Right 


Radius, Right 

Ulnar notch 

Radius, Left 

See H Radius, Right 
Ulna, Right 
Olecranon process 
Radial notch 

Ulna, Left 

See K UIna, Right 
Carpal, Right 
Capitate bone 
Hamate bone 

Lunate bone 

Pisiform bone 
Scaphoid bone 
Trapezium bone 
Trapezoid bone 
Triquetral bone 
Carpal, Left 

See M Carpal, Right 
Metacarpal, Right 
Metacarpal, Left 
Thumb Phalanx, Right 
Thumb Phalanx, Left 
Finger Phalanx, Right 
Finger Phalanx, Left 


Approach Device 
Character 5 Character 6 


Z No Device 


HAC associated procedure Combination Only 


Z_ No Qualifier 


Qualifier 
Character 7 


Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


Upper Bones @PH-@PH (oa 
8 Medical and Surgical 3 
P Upper Bones s 
H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically pa 
take the place of a body part 8 
Explanation: None 3 
Body Part Approach Device ualifier “4 
® Sternum Open Internal Fixation Device, Z No Qualifier 
Eee 3 Percutaneous Rigid Plate 
Wsutieaee Percutaneous Endoscopic Internal Fixation Device 
1 Ribs, 1to2 5 Scapula, Right Open Internal Fixation Device Z_ No Qualifier 
2 Ribs, 3 or More Acromion (process) Percutaneous 
3 Cervical Vertebra Coracoid process Percutaneous Endoscopic 
Dens 6 Scapula, Left 
Odontoid process See 5 Scapula, Right 
Spinous process 7 Glenoid Cavity, Right 
Transverse foramen Glenoid fossa (of scapula) 
Transverse process 8 Glenoid Cavity, Left 
Vertebral arch See 7 Glenoid Cavity, Right 
Vertebral body 9 Clavicle, Right 
Vertebral foramen B Clavicle. Left 
Vertebral lamina ‘ 
Vertebral pedicle 
4 Thoracic Vertebra 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
C Humeral Head, Right H_ Radius, Right Open Internal Fixation Device Z No Qualifier 
Greater tuberosity Ulnar notch 3 Percutaneous 5 External Fixation Device 
Lesser tuberosity J Radius, Left Percutaneous Endoscopic | 6 Internal Fixation Device, 
Neck of humerus See H Radius, Right Intramedullary 
(anatomical)(surgical) « Ujna, Right 8 External Fixation Device, 
D Humeral Head, Left Olecranon process Limb Lengthening 
See C Humeral Head, Right Radial notch B_ External Fixation Device, 
L_ Ulna, Left Monoplanar 
See K UIna, Right C External Fixation Device, Ring 
D External Fixation Device, 
Hybrid 
F Humeral Shaft, Right G Humeral Shaft, Left @ Open Internal Fixation Device Z_ No Qualifier 
Distal humerus See F Humeral Shaft, Right | 3 Percutaneous 5 External Fixation Device 
Humerus, distal 4 Percutaneous Endoscopic 6 Internal Fixation Device, 
Lateral epicondyle of Intramedullary 
humerus 7 Internal Fixation Device, 
Medial epicondyle of Intramedullary Limb 
humerus Lengthening 
8 External Fixation Device, 
Limb Lengthening 
B_ External Fixation Device, 
Monoplanar 
C External Fixation Device, Ring 
D External Fixation Device, 
Hybrid 
M Carpal, Right P Metacarpal, Right @ Open Internal Fixation Device Z No Qualifier 
Capitate bone Q Metacarpal, Left 3 Percutaneous External Fixation Device 
Hamate bone R_ Thumb Phalanx, Right 4 Percutaneous Endoscopic 
oo pale S Thumb Phalanx, Left 
Lane ie T Finger Phalanx, Right 
Trapezium bone V_ Finger Phalanx, Left 
Trapezoid bone 
Triquetral bone 
N Carpal, Left i 
See M Carpal, Right 
Y Upper Bone Open Bone Growth Stimulator Z No Qualifier 


Percutaneous 
Percutaneous Endoscopic 


Non-OR @PHI[C,D,H,J,K,L][0,3,4]8Z 
Non-OR @PH[F,G][0,3,4]8Z 
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OPJ-OPN Upper Bones ICD-10-PCS 2021 
a a Ne 


8 Medical and Surgical 
P Upper Bones 
J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 


through intervening body layers. 
Approach Device : 
Character 5 Character 6 


Body Part 

Character 4 
Open Z No Device 
Percutaneous 


i] 

3 

4 Percutaneous Endoscopic 
X External 


Upper Bones 


Qualifier 
Character 7 


Z_ No Qualifier 


Y Upper Bone 


Non-OR 9PJY[3,X]ZZ 


8 Medical and Surgical 

P Upper Bones ; 

N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Sternum Humeral Shaft, Right ® Open Z_ No Device Z_ No Qualifier 
Manubrium Distal humerus 3 Percutaneous 
Suprasternal notch Humerus, distal 4 Percutaneous Endoscopic 
Xiphoid process Lateral epicondyle of 
1 Ribs, 1to2 humerus 
2 Ribs, 3 or More Medial epicondyle of _ 
3 Cervical Vertebra humerus 
Dens G Humeral Shaft, Left 
Odontoid process See F Humeral Shaft, Right 
Spinous process H_ Radius, Right 
Transverse foramen Ulnar notch 
Transverse process J Radius, Left 
Vertebral arch See H Radius, Right 
Vertebral body K_ Ulna, Right 
Vertebral foramen Olecranon process 
Vertebral lamina Radial notch 
Vertebral pedicle L Ulna, Left 
4 Thoracic Vertebra See K UIna, Right 
Spinous process M Carpal, Right 
Transverse process Capitate bone 
Vertebral arch Hamate bone 
Vertebral body Lunate bone 
Vertebral foramen Pisiform bone 
Vertebral lamina Scaphoid bone 
Vertebral pedicle Trapezium bone 
5 Scapula, Right Trapezoid bone 
Acromion (process) Triquetral bone 
Coracoid process N Carpal, Left 
6 Scapula, Left See M Carpal, Right 
See 5 Scapula, Right P Metacarpal, Right 
7 Glenoid Cavity, Right Q Metacarpal, Left 
Glenoid fossa (ofscapula) oR Thumb Phalanx, Right 
8 Glenoid Cavity, Left _ S Thumb Phalanx, Left 
See 7 Glenoid Cavity, Right T Ei ; 
: E inger Phalanx, Right 
9 Clavicle, Right V_ Finger Phalanx, Left 
B Clavicle, Left 2 ‘ 
Cc 


Humeral Head, Right 
Greater tuberosity 
Lesser tuberosity 
Neck of humerus 
(anatomical) (surgical) 
D Humeral Head, Left 
See C Humeral Head, Right 


OPJ-OPN 
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ICD-10-PCS 2021 


9 Medical and Surgical 
P Upper Bones 
P Removal 


Upper Bones OPP-OPP 


Definition: Taking out or off a device froma body part 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Body Part Approach Device ualifier 
Character 4 Character 6 Cree 7 
1) cone 4 Thoracic Vertebra @ Open 4 Internal Fixation Device Z_ No Qualifier 
iprastemal eas Sins hh 3 Percutaneous 7 Autologous Tissue 
Xiphoid process Vertebral aa ‘ib a J ees sti 
1 Ribs, 1to2 Vertebral bod badabp pers 5 
a y K Nonautologous Tissue 
2. Ribs, 3 or More Vertebral foramen Substitute 
3 Cervical Vertebra Vertebral lamina 
Dens Vertebral pedicle 
Odontoid process 5 Scapula, Right 
Spinous process Acromion (process) 
Transverse foramen Coracoid process 
Transverse process 6 Scapula, Left 
Vertebral arch See 5 Scapula, Right 
Vertebral body 7 Glenoid Cavity, Right 
Vertebral foramen Glenoid fossa (of scapula) 
Vertebral lamina 8 Glenoid Cavity, Left 
Vertebral pedicle See 7 Glenoid Cavity, Right 
9 Clavicle, Right 
B Clavicle, Left 
® Sternum 4 Thoracic Vertebra X External 4 Internal Fixation Device Z No Qualifier 
Manubrium Spinous process 
Suprasternal notch Transverse process 
Xiphoid process Vertebral arch 
1 Ribs, 1to2 Vertebral body 
2 Ribs, 3 or More Vertebral foramen 
3 Cervical Vertebra Vertebral lamina 
Dens Vertebral pedicle 
Odontoid process 5 Scapula, Right 
Spinous process Acromion (process) 
Transverse foramen Coracoid process 
Transverse process 6 Scapula, Left 
Vertebral arch See 5 Scapula, Right 
Vertebral body 7 Glenoid Cavity, Right 
Vertebral foramen Glenoid fossa (of scapula) 
Vertebral lamina 8 Glenoid Cavity, Left 
Vertebral pedicle See 7 Glenoid Cavity, Right 
9 Clavicle, Right 
B Clavicle, Left 
C_ Humeral Head, Right L_ Ulna, Left 6 Open 4 Internal Fixation Device Z No Qualifier 
Greater tuberosity See K UIna, Right 3 Percutaneous 5 External Fixation Device 
Lesser tuberosity M Carpal, Right 4 Percutaneous Endoscopic |7 Autologous Tissue 
Neck of humerus Capitate bone Substitute 
(anatomical) (surgical) Hamate bone J Synthetic Substitute 
D Humeral Head, Left Lunate bone K Nonautologous Tissue 
See C Humeral Head, Right Pisiform bone Substitute 
F Humeral Shaft, Right Scaphoid bone 
Distal humerus Trapezium bone 
Humerus, distal Trapezoid bone 
Lateral epicondyle of Triquetral bone 
humerus N Carpal, Left 
Medial epicondyle of See M Carpal, Right 
humerus P Metacarpal, Right 
G Humeral Shaft, Left Q Metacarpal, Left 
See F Humeral Shaft, Right = Thumb Phalanx, Right 
H_ Radius, Right S Thumb Phalanx, Left 
Ulnar notch T Finger Phalanx, Right 
J Radius, Left V_ Finger Phalanx, Left 
See H Radius, Right 
K_ Ulna, Right 
Olecranon process a 
Radial notch 


Non-OR 9PP[G,1,2,3,4,5,6,7,8,9,B]X4Z 


OPP Continued on next page 
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ICD-10-PCS 2021 


OPP-OPP Upper Bones 
9 Medical and Surgical OPP Continued 
P Upper Bones 
P Removal Definition: Taking out or off a device from a body part 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 
Body Part Approach Device Qualifier 
C Humeral Head, Right L_ UlIna, Left X External 4 Internal Fixation Device Z_ No Qualifier 
Greater tuberosity See K UIna, Right 5 External Fixation Device 
Lesser tuberosity M Carpal, Right 
Neck of humerus Capitate bone 
(anatomical) (surgical) Hamate bone 
D Humeral Head, Left Lunate bone 
See C Humeral Head, Right Pisiform bone 
F Humeral Shaft, Right Scaphoid bone 
Distal humerus Trapezium bone 
Humerus, distal Trapezoid bone 
Lateral epicondyle of Triquetral bone 
humerus N Carpal, Left 
ns epicondyle of See M Carpal, Right 
umerus i 
G Humeral Shaft, Left i pees — 
See F Humeral Shaft, Right Q Metaealte * 
H_ Radius, Right R_ Thumb Phalanx, Right 
Ulnar notch S Thumb Phalanx, Left 
J Radius, Left T Finger Phalanx, Right 
See H Radius, Right V_ Finger Phalanx, Left 
K_ UIna, Right 
Olecranon process 
Radial notch 
Y Upper Bone Open ® Drainage Device Z No Qualifier 
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Percutaneous 
Percutaneous Endoscopic 
External 


Non-OR = @PP[C,D,F,G,H,J,K,L,M,N,P,Q,R,S,1,V]X[4,5]Z 


Non-OR 9PPY30Z 
Non-OR @PPYX[9,MJZ 


EG Limited Coverage [9 Noncovered Combination Member HAC associated procedure Combination Only 


M Bone Growth Stimulator 


New/Revised in GREEN 
ICD-10-PCS 2021 


Non-OR 


ICD-10-PCS 2021 Upnetsionas apossro 


9 Medical and Surgical 
P Upper Bones 
Q_ Repair 


Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


i= 
a] 
cS 
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ay 
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° 
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1) 
7) 


Odontoid process 
Spinous process 
Transverse foramen 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Thoracic Vertebra 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Sternum Humeral Shaft, Right ® Open Z No Device Z_ No Qualifier 
Manubrium Distal humerus 3 Percutaneous 
Suprasternal notch Humerus, distal 4 Percutaneous Endoscopic 
Xiphoid process Lateral epicondyle of X Bicternal 
1 Ribs, 1to2 humerus 
2 Ribs, 3 or More Medial epicondyle of 
Cervical Vertebra humerus 
Dens Humeral Shaft, Left 


See F Humeral Shaft, Right 


Radius, Right 
Ulnar notch 
Radius, Left 

See H Radius, Right 
UIna, Right 
Olecranon process 
Radial notch 
Ulna, Left 

See K Ulna, Right 
Carpal, Right 
Capitate bone 
Hamate bone 
Lunate bone 
Pisiform bone 
Scaphoid bone 
Trapezium bone 


5 Scapula, Right 


Trapezoid bone 
Acromion (process) 


Triquetral bone 


Coracoid process N Carpal, Left 
6 Scapula, Left See M Carpal, Right 
See 5 Scapula, Right P Metacarpal, Right 
7 Glenoid Cavity, Right Q Metacarpal, Left 
Glenoid fossa (of scapula) Thumb Phalanx, Right 
8 Glenoid Cavity, Left ‘ S Thumb Phalanx, Left 
pad z eee” be T Finger Phalanx, Right 
9 Clavicle, Right 
B Clavicle, Left V_ Finger Phalanx, Left 
C Humeral Head, Right 
Greater tuberosity 
Lesser tuberosity 
Neck of humerus 


(anatomical) (surgical) 
D Humeral Head, Left 
See C Humeral Head, Right 


Non-OR @PQ[0,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R,S,T,VJXZZ 
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OPR-OPR 


Upper Bones 


ICD-10-PCS 2021 


Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


OPR-OPR 
8 Medical and Surgical 
P Upper Bones 
R_ Replacement 
Body Part 
Character 4 
® Sternum F Humeral Shaft, Right 
Manubrium Distal humerus 


N — 
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Suprasternal notch 
Xiphoid process 
Ribs, 1 to 2 
Ribs, 3 or More 
Cervical Vertebra 
Dens 
Odontoid process 
Spinous process 
Transverse foramen 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Thoracic Vertebra 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Scapula, Right 
Acromion (process) 
Coracoid process 
Scapula, Left 
See 5 Scapula, Right 
Glenoid Cavity, Right 
Glenoid fossa (of scapula) 
Glenoid Cavity, Left 
See 7 Glenoid Cavity, Right 
Clavicle, Right 
Clavicle, Left 
Humeral Head, Right 
Greater tuberosity 
Lesser tuberosity 
Neck of humerus 
(anatomical) (surgical) 
Humeral Head, Left 
See C Humeral Head, Right 


<=7a"7o 7 


Humerus, distal 

Lateral epicondyle of 
humerus 

Medial epicondyle of 
humerus 

Humeral Shaft, Left 

See F Humeral Shaft, Right 

Radius, Right 

Ulnar notch 

Radius, Left 

See H Radius, Right 

Ulna, Right 

Olecranon process 

Radial notch 

Ulna, Left 

See K UIna, Right 

Carpal, Right 

Capitate bone 

Hamate bone 

Lunate bone 

Pisiform bone 

Scaphoid bone 

Trapezium bone 

Trapezoid bone 

Triquetral bone 

Carpal, Left 

See M Carpal, Right 

Metacarpal, Right 

Metacarpal, Left 

Thumb Phalanx, Right 

Thumb Phalanx, Left 

Finger Phalanx, Right 

Finger Phalanx, Left 


ES Limited Coverage DS Noncovered [| Combination Member 


Approach Device 
Character 5 Character 6 


® Open 
3 Percutaneous 


4 Percutaneous Endoscopic 


7 


J 
K 


HAC associated procedure Combination Only 


Autologous Tissue 
Substitute 
Synthetic Substitute 


Nonautologous Tissue 


Substitute 


Qualifier 


Character 7 
Z_ No Qualifier 


Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


Upper Bones 


OPS-OPS c 
8 Medical and Surgical Bo 
P Upper Bones & 
S_ Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part a 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning ° 
correctly. The body part may or may not be cut out or off to be moved to the new location. Ps 
Body Part Approach Device ualifier ~ 
Character 4 Character 6 Coane 7 
8 an 8 Open Internal Fixation Device, Z No Qualifier 
Suprasternal notch ee Perctanaous rogas Ease 
Xiphoi eee 4 Percutaneous Endoscopic Internal Fixation Device 
No Device 
8 Sternum X External Z No Device Z_ No Qualifier 
Manubrium 
Suprasternal notch 
Xiphoid process 
1 Ribs, 1 to2 5 Scapula, Right ® Open 4 Internal Fixation Device Z No Qualifier 
2 Ribs, 3 or More Acromion (process) 3 Percutaneous Z No Device 
3 Cervical Vertebra es) Coracoid process 4 Percutaneous Endoscopic 
Dens 6 Scapula, Left 
Odontoid process See 5 Scapula, Right 
Spinous process 7 Glenoid Cavity, Right 
Transverse foramen Glenoid fossa (of scapula) 
Transverse process 8 Glenoid Cavity, Left 
Vertebral arch See 7 Glenoid Cavity, Right 
Vertebral body 9 Clavicle, Right 
_ foramen B Clavicle, Left 
ertebral lamina 
Vertebral pedicle 
4 Thoracic Vertebra (+) 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
1 Ribs, 1to2 5 Scapula, Right X External Z No Device Z No Qualifier 
2. Ribs, 3 or More Acromion (process) 
3 Cervical Vertebra Coracoid process 
Dens 6 Scapula, Left 
Odontoid process See 5 Scapula, Right 
Spinous process 7 Glenoid Cavity, Right 
Transverse foramen Glenoid fossa (of scapula) 
Transverse process 8 Glenoid Cavity, Left 
Vertebral arch See 7 Glenoid Cavity, Right 
Vertebral body 9 Clavicle, Right 
Vertebral foramen B Clavicle. Left 
Vertebral lamina P 
Vertebral pedicle 
4 Thoracic Vertebra 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina ¥ 
Vertebral pedicle 
C Humeral Head, Right G Humeral Shaft, Left Open 4 Internal Fixation Device Z No Qualifier 
Greater tuberosity See F Humeral Shaft, Right Percutaneous 5 External Fixation Device 
Lesser tuberosity H_ Radius, Right Percutaneous Endoscopic | 6_ Internal Fixation Device, 
Neck of humerus Ulnar notch Intramedullary 
(anatomical)(surgical) J Radius, Left B External Fixation Device, 
D Humeral Head, Left See H Radius, Right Monoplanar 
See C Humeral Head, Right K Ujna, Right C External Fixation Device, 
F Humeral Shaft, Right Olecranon process Ring 
Distal humerus Radial notch D External Fixation Device, 
Humerus, distal UIna, Left Hybrid 
Lateral epicondyle of See K Ulna, Right Z No Device 
humerus 
Medial epicondyle of 
humerus 
Non-OR 9PSQ[3,4]ZZ See Appendix L for Procedure Combinations 
Non-OR @PSOXZZ ca OPS[3,4]3ZZ 
Non-OR 9PS(1,2,5,6,7,8,9,8)[3,4]ZZ 
Non-OR OPS[1,2,3,4,5,6,7,8,9,B)XZZ 


Non-OR 9PS[C,D,F,G,H,J,K,L}[3,4]ZZ 


OPS Continued on next page 
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OPS-OPT 


ICD-10-PCS 2021 
OPS Continued 


OPS-OPT Upper Bones 


6 Medical and Surgical 

P Upper Bones 

S Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Body Part ; Approach Device Qualifier 
Chareciet 4 Cheractes 5 Character 7 


C Humeral Head, Right G Humeral Shaft, Left X External Z_ No Device Z_ No Qualifier 
Greater tuberosity See F Humeral Shaft, Right 
Lesser tuberosity H_ Radius, Right 
Neck of humerus Ulnar notch 
(anatomical)(surgical) Jj Radius, Left 
D Humeral Head, Left See H Radius, Right 
See CHumeral Head, Right K UIna, Right 
F Humeral Shaft, Right Olecranon process 
Distal humerus Radial notch 
Humerus, distal L Ulna, Left 
Lateral epicondyle of See K Ulna, Right 
humerus 
Medial epicondyle of 
humerus 
M Carpal, Right N Carpal, Left @ Open Internal Fixation Device Z_ No Qualifier 


Capitate bone See M Carpal, Right - |3 Percutaneous External Fixation Device 
Hamate bone P Metacarpal, Right 4 Percutaneous Endoscopic No Device 
Lunate bone Q Metacarpal, Left 
een ene R_ Thumb Phalanx, Right 
ieee Bone S Thumb Phalanx, Left 
Trapezoid bone T Finger Phalanx, Right 
Triquetral bone V_ Finger Phalanx, Left 
M Carpal, Right N Carpal, Left X External No Device Z_ No Qualifier 
Capitate bone See M Carpal, Right 
Hamate bone P Metacarpal, Right 
re 7s 
eanhed.bone R_ Thumb Phalanx, Right 
Trapezium bone S Thumb Phalanx, Left 
Trapezoid bone T Finger Phalanx, Right 
Triquetral bone V_ Finger Phalanx, Left 


Non-OR OPS[C,D,F,G,H,J,K,L]XZZ 
Non-OR OPS[M,N,P,Q,R,S,T,V][3,4]ZZ 
Non-OR @PS[M,N,P,Q,R,S,T,VIXZZ 


8 Medicaland Surgical 
P Upper Bones 
T Resection Definition: Cutting out or off, without replacement, all of a body part 


Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Sternum Humeral Shaft, Left @ Open Z No Device Z_ No Qualifier 
Manubrium See F Humeral Shaft, Right 
Suprasternal notch H_ Radius, Right 
Xiphoid process Ulnar notch 

1 Ribs, 1 to2 J Radius, Left 

2 Ribs, 3 or More See H Radius, Right 

5 Scapula, Right K_ Ulna, Right 
Acromion (process) Olecranon process 
Coracoid process Radial notch 

6 Scapula, Left L_ Ulna, Left 
See 5 Scapula, Right See K UIna, Right 

7 Glenoid Cavity, Right M Carpal, Right 
Glenoid fossa (of scapula) Capitate bone 

8 Glenoid Cavity, Left Hamate bone 
See 7 Glenoid Cavity, Right Lunate bone 

9 Clavicle, Right Pisiform bone 

B Clavicle, Left Scaphoid bone 

C Humeral Head, Right Trapezium bone 
Greater tuberosity Trapezoid bone 
Lesser tuberosity Triquetral bone 
Neck of humerus N Carpal, Left 

(anatomical) (surgical) See M Carpal, Right 
D Humeral Head, Left Metacarpal, Right 


P 
See C Humeral Head, Right Q Metacarpal, Left 

F Humeral Shaft, Right R_ Thumb Phalanx, Right 
Distal humerus S Thumb Phalanx, Left 
Humerus, distal T Finger Phalanx, Right 
Lateral epicondyle of humerus y Finger Phalanx, Left 


Medial epicondyle of humerus 
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8 Medical and Surgical 
Upper Bones 
Supplement 


P 
U 


wn 


AwW~”o on 


Sternum 
Manubrium 
Suprasternal notch 
Xiphoid process 
Ribs, 1 to 2 

Ribs, 3 or More 
Cervical Vertebra 
Dens 

Odontoid process 
Spinous process 
Transverse foramen 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Thoracic Vertebra 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Scapula, Right 
Acromion (process) 
Coracoid process 
Scapula, Left 

See 5 Scapula, Right 


Glenoid Cavity, Right 
Glenoid fossa (of scapula) 


Glenoid Cavity, Left 


See 7 Glenoid Cavity, Right 


Clavicle, Right 
Clavicle, Left 


Humeral Head, Right 


Greater tuberosity 
Lesser tuberosity 
Neck of humerus 


(anatomical) (surgical) 


Upper Bones 


OPU-OPU 


Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 
Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part 


<auNwnov 4 


Character 4 


Humeral Head, Left 


See C Humeral Head, Right 
Humeral Shaft, Right 


Distal humerus 

Humerus, distal 

Lateral epicondyle of 
humerus 

Medial epicondyle of 
humerus 

Humeral Shaft, Left 


See F Humeral Shaft, Right 


Radius, Right 
Ulnar notch 
Radius, Left 

See H Radius, Right 
UIna, Right 
Olecranon process 
Radial notch 

Ulna, Left 

See K UIna, Right 
Carpal, Right 
Capitate bone 
Hamate bone 
Lunate bone 
Pisiform bone 
Scaphoid bone 
Trapezium bone 
Trapezoid bone 
Triquetral bone 
Carpal, Left 

See M Carpal, Right 
Metacarpal, Right 
Metacarpal, Left 


Thumb Phalanx, Right 
Thumb Phalanx, Left 
Finger Phalanx, Right 


Finger Phalanx, Left 


See Appendix L for Procedure Combinations 
#4 OPU[3,4]3JZ 


ICD-10-PCS 2021 


Approach 
Character 5 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Device 
Character 6 
Autologous Tissue 
Substitute 
J Synthetic Substitute 


K Nonautologous Tissue 
Substitute 


Qualifier 
Character 7 


Z_ No Qualifier 


. . ey . » 
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OPW-OPW Upper Bones ICD-10-PCS 2021 


8 Medical and Surgical 
P Upper Bones . , P 
W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 


a screw or pin 
Approach Device 
Character 5 Character 6 


Upper Bones 


Qualifier 


Body Pare Character 7 


Character 4 


Sternum Scapula, Right 6 Open 4 Internal Fixation Device Z_ No Qualifier 
Manubrium Acromion (process) 3 Percutaneous 7 Autologous Tissue 
Suprasternal notch Coracoid process 4 Percutaneous Endoscopic Substitute 
Xiphoid process 6 Scapula, Left X External J Synthetic Substitute 
1 Ribs, 1 to2 See 5 Scapula, Right K Nonautologous Tissue 
2 Ribs, 3 or More 7 Glenoid Cavity, Right , Substitute 
3. Cervical Vertebra Glenoid fossa (of scapula) 
Dens 8 Glenoid Cavity, Left 
Odontoid process See 7 Glenoid Cavity, Right 
Spinous process 9 Clavicle, Right 
Transverse foramen B Clavicle, Left 


Transverse process 
Vertebral arch 
Vertebral body 


Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
4 Thoracic Vertebra 
Spinous process 
Transverse process . 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
C Humeral Head, Right L_ Ulna, Left ® Open 4 Internal Fixation Device Z No Qualifier 
Greater tuberosity See K Ulna, Right 3 Percutaneous 5 External Fixation Device 
Lesser tuberosity M Carpal, Right 4 Percutaneous Endoscopic | 7 Autologous Tissue 
Neck of humerus Capitate bone X External Substitute 
(anatomical)(surgical) Hamate bone J Synthetic Substitute 
D Humeral Head, Left Lunate bone K Nonautologous Tissue 
See C Humeral Head, Right Pisiform bone Substitute 
F Humeral Shaft, Right Scaphoid bone 
Distal humerus Trapezium bone 
Humerus, distal Trapezoid bone 
Lateral epicondyle of Triquetral bone 
humerus N Carpal, Left 
Medial epicondyle of See M Carpal, Right 
humerus P Metacarpal, Right 
G Humeral Shaft, Left Q Metacarpal, Left 
See F Humeral Shaft, Right R Thumb Phalanx, Right 
H_ Radius, Right S Thumb Phalanx, Left 
j eeoree T Finger Phalanx, Right 
See H Radius, Right V_ Finger Phalanx, Left 
K_ Ulna, Right 
Olecranon process 
Radial notch ee 
Y Upper Bone ® Open ® Drainage Device Z_ No Qualifier 
3 Percutaneous M Bone Growth Stimulator 
4 Percutaneous Endoscopic 
X External 


Non-OR . OPW/[9,1,2,3,4,5,6,7,8,9,B]X[4,7,J,K]Z 
Non-OR @PWI[C,D,F,G,H,J,K,L,M,N,P,Q,R,S,T,V]X[4,5,7,J,K]Z 
Non-OR @PWYX[0,M]Z 
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Lower Bones 8Q2-9QW 


Character Meanings 
This Character Meaning table is 


Operation-Character 3 ° 


Lower Bones 


provided as a guide to assist the user in the identification of character members that may be found in this section of code 
tables. It SHOULD NOT be used to build a PCS code. 


Body Part-Character 4 


Approach-Character 5 


Device—Character 6 


Qualifier-Character 7 


Toe Phalanx, Right 


Toe Phalanx, Left 


Coccyx 


- 


2 Change @ Lumbar Vertebra ® Open 0 Drainage Device 2  Sesamoid Bone(s) 1st Toe 
5 Destruction 1 Sacrum [3 Percutaneous 4 Internal Fixation Device X Diagnostic 
8 Division 2 Pelvic Bone, Right 4 Percutaneous Endoscopic |5 External Fixation Device Z No Qualifier 
9 Drainage 3 Pelvic Bone, Left X External 6 Internal Fixation Device, 
Intramedullary 
B_ Excision 4  Acetabulum, Right 7 Autologous Tissue 
Substitute 
OR 
Internal Fixation Device, 
Intramedullary Limb 
Lengthening 
C _ Extirpation 5 Acetabulum, Left External Fixation Device, 
Limb Lengthening 
D_ Extraction (16 Upper Femur, Right B External Fixation Device, 
Monoplanar 
H Insertion 7 Upper Femur, Left C External Fixation Device, 
Ring 
J Inspection 8 Femoral Shaft, Right D_ External Fixation Device, 
Hybrid 
N_ Release 9 Femoral Shaft, Left J Synthetic Substitute 
P Removal B Lower Femur, Right K  Nonautologous Tissue 
Substitute 
Q_ Repair C Lower Femur, Left M_ Bone Growth Stimulator 
R Replacement D Patella, Right Y Other Device 
S __ Reposition F Patella, Left Z  NoDevice 
+ 
T Resection G_ Tibia, Right 
U Supplement H__ Tibia, Left 
W_ Revision J Fibula, Right 
K Fibula, Left 
L Tarsal, Right 
M _ Tarsal, Left 
N Metatarsal, Right 
P Metatarsal, Left 
Q 
R 
S 
Y 
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ICD-10-PCS 2021 


 ~Lower Bones 

iY 

§ AHA Coding Clinic for table 8Q8 AHA Coding Clinic for table QR 

ay §=2018, 1Q, 25 Periacetabular osteotomy for repair of congenital hip dysplasia 2017, 1Q, 22 Total knee replacement and patellar component 

te 2016, 2Q, 31 Periacetabular ostectomy for repair of congenital hip dysplasia 2016, 3Q, 30 Resection of femur with interposition arthroplasty 

2 AHA Coding Clinic for table QB AHA Coding Clinic for table QS 

() 2020, 2Q 26 Sacral Pressure Ulcer with Excisional and Nonexcisional Debridement 2020, 1Q, 33 Spinal fusion without use of bone graft 

i of Same Site 2019, 3Q, 26 Open reduction with internal fixation and placement of strut allograft 
2019, 2Q, 19 Cervical spinal fusion, decompression and placement of interfacet 2018, 1Q, 13 Bilateral cuboid osteotomy for repair of congenital talipes equinovarus 

stabilization device 2018, 1Q, 25 Periacetabular osteotomy for repair of congenital hip dysplasia 
2018, 3Q, 17 Excisional debridement of periosteum 2016, 3Q, 34 Tibial/fibula epiphysiodesis 
2017, 1Q 23 Reconstruction of mandible using titanium and bone 2014, 4Q, 29 Rotational osteosynthesis 
2016, 3Q, 30 Resection of femur with interposition arthroplasty 2014, 4Q, 31 Reposition of femur for correction of valgus and recurvatum deformities 
2015, 3Q 3-8 Excisional and nonexcisional debridement ini 
2015, 3Q, 26 Femoral head resection ne pals eae Bete eQi 
: : , 10, Opart amputation of foot 
Bus 20738 pecempressiie Sea, : : 2016, 3Q, 30 Resection of femur with interposition arthroplasty 
2014, ae 25 Seles Sas labral tear with repair 2015, 30, 26 an riRendtccecion 
2014, 20,6 osterior lumbar fusion with discectom ae ; : 
2013, 40, 116 Gpinalidecompression y 2014, 4Q, 29 Rotational osteosynthesis 
2013, 20, 39 Ankle fusion, osteotomy, and removal of hardware AHA Coding Clinic for table QU 
2012, 2Q, 19 Multiple decompressive cervical laminectomies 2019, 3Q, 26 Open reduction with internal fixation and placement of strut allograft 
. ae 2019, 2Q, 35 Kiva® kyphoplasty 
noe ae te eric ote 2015, 3Q, 18 Total hip replacement with acetabular reconstruction 
4 2014, 4Q, 31 Reposition of femur for correction of valgus and recurvatum deformities 
AHA Coding Clinic for table @QH 2014, 2Q, 12 Percutaneous vertebroplasty using cement 
2019, 4Q, 34 Intramedullary limb lengthening internal fixation device 2013, 2Q, 35 Use of bone void filler in grafting 
2017, 1Q, 21 Staged scoliosis surgery with iliac fixation and spinal fusion . Aa 
2016, 30,34 —_Tibial/fibula Dichtedede 4 ANA Coding CAble tor tai eeew 
2017, 4Q, 74-75 Magnetic growth rods 

AHA Coding Clinic for table 6QP 
2017, 4Q, 74-75 Magnetic growth rods : 4 
2015, 20,6 Planned implant break 


AHA Coding Clinic for table QQ 
2018, 1Q, 15 Pubic symphysis fusion 
2014, 3Q, 24 Repair of lipomyelomeningocele and tethered cord 
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Lower Bones 


Lower Bones 


Lumbar vertebra @ 


Pelvic 2, 3 


Sacrum 1 
Coccyx $ 


Acetabulum 4,5 


Femur 6, 7,8, 9, B, C 


Patella D, F 


Fibula J, K 


Metatarsal N, P 
Tarsal L, M 


Toe phalanx Q, R 


sauog 182M0} 


Lower Bones ICD-10-PCS 2021 


Hip Bone Anatomy Pelvic and Lower Extremity Bones 


lliac fossa 2, 3 lliac crest 2, 3 


lliac crest 2, 3 Sacrum 1 
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Anterior view \ j 
of left hip and Ze 
its lower limb | —/} Acetabulum (socket) 4, 5 


hy © da 


=5 


Obturator 


ilium 2, 3 foramen 


ha Head of femur 6, 7 


Ischium 2, 3 


Greater Lesser trochanter 6, 7 


sciatic 
Acetabulum 4, 5 
Pubis 2, 3 Femur shaft 8, 9 
Obturat 
Ischium 2, 3 ant 


Lateral view of 


Fant hieeacket Patella (knee cap) D, F 


Medial epicondyle B, C 
\Fibula J, K 


Tibia G, H 


Foot Bones 


Intermediate Middle Metatarso- | Phalanges Q,R 


Sone DM evorn L,M_ phalangeal ———~\—— 


Talus L, M joints DistalQ, R 
Navicular L,M 


Calcaneus L, M 


Cuboid L, M Metatarsals N, P 


re, 


Tara Lateral cuneiform L, M 


Interphalangeal joint Q, R 
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® Medical and Surgical 
Q_ Lower Bones 
2 Change 


Definition: Taking out or off a device from a bod 


Lower Bones 


cutting or puncturing the skin or amucous membrane 


Body Part 
ie Character 4 
Y Lower Bone 


t | 
aa ol 


® Medical and Surgical 
Q_ Lower Bones 
5 Destruction 


Body Part 
Character 4 


Lumbar Vertebra Patella, Right 
Spinous process F Patella, Left 
Transverse process G Tibia, Right 
Vertebral arch Lateral condyle of tibia 


Vertebral body Medial condyle of tibia 
Vertebral foramen Medial malleolus 


Vertebral lamina aw 
: H_ Tibia, Left 
Vertebral pedicle See G Tibia, Right 
1 Sacrum , Fibula, Right 
2 Pelvic Bone, Right Body of fibula 
lliac crest Head of fibula 
llium Lateral malleoius 
een K_ Fibula, Left 
4 be = ae See J Fibula, Right 
elvic Bone, Le : 
U Tarsal, 
See 2 Pelvic Bone, Right : Ps she webs 
4 Acetabulum, Right Cuboid bone 
5 Acetabulum, Left Intermediate cuneiform 
6 Upper Femur, Right bone 
Femoral head Lateral cuneiform bone 
Greater trochanter Medial cuneiform bone 
Lesser trochanter Navicular bone 
Neck of femur Talus bone 


Tarsal, Left 

See L Tarsal, Right 
Metatarsal, Right 
Metatarsal, Left 
Toe Phalanx, Right 
Toe Phalanx, Left 
Coccyx 


7 Upper Femur, Left 
See 6 Upper Femur, Right 
8 Femoral Shaft, Right 
Body of femur 
9 Femoral Shaft, Left 
See 8 Femoral Shaft, Right 
B_ Lower Femur, Right 
Lateral condyle of femur 
Lateral epicondyle of femur 
Medial condyle of femur 
Medial epicondyle of femur 
C Lower Femur, Left 
See B Lower Femur, Right 


vunorvd = 
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Non-OR All body part, approach, device, and qualifier values 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 
, Approach Device 
Character 5 ‘aida Character 6 
® Drainage Device 
Y Other Device 


Definition: Physical eradication of all ora portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out 


Approach 
Character 5 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Z No Device 


y part and putting back an identical or similar device in or on the same body part without 


Device 
Character 6 


HACassociated procedure Combination Only DRGNon-OR Non-OR  New/Revised in GREEN 
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Qualifier 
~ Character 7 


Z No Qualifier 


Qualifier 
Character 7 


Z_ No Qualifier 


561 


8Q8-608 Lower Bones ICD-10-PCS 2021 


8 Medical and Surgical 


Q_ Lower Bones F 
8 Division Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 


Explanation: All ora Wanless of the body part is “ee into two or more portions 
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: - = : 
aa Body Partie ms Approach soph epic rea Saran ol nt ae a _ Device Rez pater 
a = 5 - Character 4 coe Maen bs Ae “Character «.)- y@piahigh. . Character6 ek eee ne Character 7am 
6 Lumbar Vertebra 6 Open Z No Device Z No Qualifier 

Spinous process 3 Percutaneous 

Transverse process 4 Percutaneous Endoscopic 


Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
1 Sacrum 
2. Pelvic Bone, Right 
lliac crest 
llium 
Ischium 
Pubis 
3 Pelvic Bone, Left 
See 2 Pelvic Bone, Right 
4 Acetabulum, Right 
5 Acetabulum, Left 
6 Upper Femur, Right 
Femoral head 
Greater trochanter : x 
Lesser trochanter 
Neck of femur: 
7 Upper Femur, Left 
See 6 Upper Femur, Right 
8 Femoral Shaft, Right 
Body of femur 
9 Femoral Shaft, Left 
See 8 Femoral Shaft, Right 
B_ Lower Femur, Right 
Lateral condyle of femur 
Lateral epicondyle of femur 
Medial condyle of femur. 
Medial epicondyle of femur 
C Lower Femur, Left 
See B Lower Femur, Right 
D Patella, Right 
F Patella, Left 
G Tibia, Right 
Lateral condyle of tibia 
Medial condyle of tibia 
Medial malleolus 
H_ Tibia, Left 
See G Tibia, Right 
J Fibula, Right 
Body of fibula 
Head of fibula 
Lateral malleolus 
K_ Fibula, Left 
See J Fibula, Right 
L_ Tarsal, Right 
Calcaneus 
Cuboid bone 
Intermediate cuneiform bone 
Lateral cuneiform bone 
Medial cuneiform bone 
Navicular bone 
Talus bone 
M Tarsal, Left 
See L Tarsal, Right 
N Metatarsal, Right 
P Metatarsal, Left 
Q Toe Phalanx, Right 


R_ Toe Phalanx, Left 
S Coccyx 
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ICD-10-PCS 2021 Lower Bones 9Q9-8Q9 


9 Medical and Surgical 
Q_ Lower Bones 
9 


Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device ualifier 


8 Lumbar Vertebra C Lower Femur, Left ® Open ® Drainage Device Z_ No Qualifier 


re 
2 
1) 
= 
w 
° 
S 
1] 
“a 


pee process See B Lower Femur, Right 3 Percutaneous 
ransverse process D Patella, Right i 
Veteuiataich 4 pees an 4 Percutaneous Endoscopic 
pee, G Tibia, Right 
acs Seance Lateral condyle of tibia 
} Medial condyle of tibia 
Vertebral pedicle Medial malleolus 
1 Sacrum ; H_ Tibia, Left 
2 Pelvic Bone, Right See G Tibia, Right 
lliac crest J Fibula Righ 
lium eer tt 
eran Body of fibula 
Pubis Head of fibula 
3 Pelvic Bone, Left K ame — 


See 2 Pelvic Bone, Right 


4 Acetabulum, Right soon 


L_ Tarsal, Right 


5 Acetabulum, Left Caleanaue 

6 Upper Femur, Right Cuboid bone 
Femoral head Intermediate cuneiform bone 
Greater trochanter Lateral cuneiform bone 
Lesser trochanter Medial cuneiform bone 
Neck of femur Navicular bone 

7 Upper Femur, Left Talus bone 
See 6 Upper Femur, Right M Tarsal, Left 

8 Femoral Shaft, Right See L Tarsal, Right 
Body of femur N Metatarsal, Right 

9 Femoral Shaft, Left P Metatarsal. Left 
See 8 Femoral Shaft, Right ae 

: Q Toe Phalanx, Right 

B_ Lower Femur, Right R Toe Phal Left 
Lateral condyle of femur cernalann, Le 
Lateral epicondyle of femur $ Coccyx 
Medial condyle of femur 
Medial epicondyle of femur 

® Lumbar Vertebra C Lower Femur, Left ® Open Z No Device X Diagnostic 
Spinous process See B Lower Femur, Right 3 Percutaneous Z_ No Qualifier 
Transverse process D Patella, Right 4 Percutaneous Endoscopic 
Vertebral arch F Patella, Left 
Vertebral body G Tibia, Right 
Vertebral foramen Lateral condyle of tibia 
Vertebral lamina Medial condyle of tibia 
Vertebral pedicle Medial malleolus 

1 Sacrum H_ Tibia, Left 

2 Pelvic Bone, Right See G Tibia, Right 
iliac crest J Fibula, Right 
ilium Body of fibula 
Ischium Head of fibula 

: cores i _ Lateral malleolus 

elvic Bone, Le . 

See 2 Pelvic Bone, Right i — Right 

4 Acetabulum, Right L_ Tarsal, Right 

5 Acetabulum, Left Calcaneus 

6 Upper Femur, Right Cuboid bone 
Femoral head Intermediate cuneiform bone 
Greater trochanter Lateral cuneiform bone 
Lesser trochanter Medial cuneiform bone 
Neck of femur Navicular bone 

7 Upper Femur, Left Talus bone 
See 6 Upper Femur, Right M Tarsal, Left 

8 Femoral Shaft, Right See L Tarsal, Right 
Body of femur N Metatarsal, Right 

9 Femoral Shaft, Left P Metatarsal, Left 
See 8 Femoral Shaft, Right Q Toe Phalanx, Right 

B Lower Femur, wis R_ Toe Phalanx, Left 
Lateral condyle of femur 
Lateral epicondyle of femur Ss Bee 
Medial condyle of femur 


Medial epicondyle of femur 


Non-OR 9Q9(0,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,P,Q,R,5]30Z 
Non-OR 9Q9[0,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,P,Q,R,S]3ZZ 


uD LLL eh 
Limited Coverage {@Noncovered [#) Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in —_ 
ICD-10-PCS 2021 


9QB-6QB Lower Bones ICD-10-PCS 2021 


® Medical and Surgical 
Q_ Lower Bones 
B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 
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es) Body Part Approach inet Ate Device ait ieee an Qualifier SREY : 
Be aoneracter dy ae ee Chpracter.3 2.5 o| weil wae SCE) Osan Soi PF OCLOE 7 ioe oe 
® Lumbar Vertebra ® Open Z No Device X Diagnostic 

Spinous process 3 Percutaneous Z No Qualifier 


Transverse process 4 Percutaneous Endoscopic 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Sacrum 
Pelvic Bone, Right 
lliac crest 
Ilium 
Ischium 
Pubis 
3 Pelvic Bone, Left 
See 2 Pelvic Bone, Right 
4 Acetabulum, Right 
5 Acetabulum, Left 
6 Upper Femur, Right 
Femoral head 
Greater trochanter 
Lesser trochanter 
Neck of femur 
7 Upper Femur, Left 
See 6 Upper Femur, Right 
8 Femoral Shaft, Right 
Body of femur 
9 Femoral Shaft, Left 
See 8 Femoral Shaft, Right 
B_ Lower Femur, Right 
Lateral condyle of femur 
Lateral epicondyle of femur 
Medial condyle of femur 
Medial epicondyle of femur 
C_ Lower Femur, Left 
See B Lower Femur, Right 
D Patella, Right 
F Patella, Left 
G Tibia, Right 
Lateral condyle of tibia 
Medial condyle of tibia 
Medial malleolus 
H_ Tibia, Left 
See G Tibia, Right 
J Fibula, Right 
Body of fibula 
Head of fibula 
Lateral malleolus 
K_ Fibula, Left 
See J Fibula, Right 
L_ Tarsal, Right 
Calcaneus 
Cuboid bone 
Intermediate cuneiform bone 
Lateral cuneiform bone 
Medial cuneiform bone 
Navicular bone 
Talus bone 
Tarsal, Left 
See L Tarsal, Right 
Metatarsal, Right 
Metatarsal, Left 
Toe Phalanx, Right 
Toe Phalanx, Left 
Coccyx 
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ICD-10-PCS 2021 


Lower Bones 8QC-8QD 


re 
9 Medical and Surgical 2 
Q_ Lower Bones © 
C_ Extirpation Definition: Taking or cutting out solid matter from a body part ped 
Explanation: The solid matter may be an abnormal b d i i j i +i i i i 
yproduct of a biological function or a foreign body; it may be imbedded in a body part or in ° 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. ; ae = 
Body Part A i alifi 
pproach Device Qualifier ~ 

- - Character 4 Character 5 Character 6 Character 7 

Lumbar Vertebra C Lower Femur, Left 8 O i ifier 

L q pen Z_ No Device ZN 

Spinous process See Blower Femur, Right |3 Percutaneous ep Qusinet 

Transverse process D Patella, Right 4 Percutaneous Endoscopic 

Vertebral arch F Patella, Left 3 

palin ar maria G Tibia, Right 

oe rc Lateral condyle of tibia 

Vertebral pel est eras 
1 Sacrum H Tibia, Left 
2 Pelvic Bone, Right See G Tibia, Right 

on crest J Fibula, Right 

cation Body of fibula 

Pubis Head of fibula 
3 Pelvic Bone, Left K co «pao 

See 2 Pelvic Bone, Right . cm : ’ 
4 Acetabulum, Right cones ean Right 
5 Acetabulum, Left L  Tarsal, Right 
6 Upper Femur, Right Calcaneus 

Femoral head Cuboid bone 

Greater trochanter Intermediate cuneiform bone 

eccar trochanter Lateral cuneiform bone 

Neck ortamtr Medial cuneiform bone 
7 Upper Femur, Left Maniutar bone 

See 6 Upper Femur, Right M “ ah ee 
8 Femoral Shaft, Right ag aa Right 

body Of femur N Metatarsal, Right 
9 Femoral Shaft, Left P Metatarsal, Left 

See 8Femoral Shaft, Right — @ Toe Phalanx Right 
B_ Lower Femur, Right R Toe Phalanx, Left 

Lateral condyle of femur S Coccyx 

Lateral epicondyle of femur 

Medial condyle of femur 

Medial epicondyle of femur 
@ Medical and Surgical 
Q_ Lower Bones 
D_ Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


—_ 


aut 


Lumbar Vertebra 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Sacrum 

Pelvic Bone, Right 
lliac crest 

llium 

Ischium 

Pubis 

Pelvic Bone, Left 
See 2 Pelvic Bone, Right 
Acetabulum, Right 
Acetabulum, Left 
Upper Femur, Right 
Femoral! head 
Greater trochanter 
Lesser trochanter 
Neck of femur 
Upper Femur, Left 


See 6 Upper Femur, Right 


Femoral Shaft, Right 
Body of femur 
Femoral Shaft, Left 


See 8 Femoral Shaft, Right 


Lower Femur, Right 


Lateral condyle of femur 


uxnovz = 


Lateral epicondyle of femur 
Medial condyle of femur 


ICD-10-PCS 2021 


Medial epicondyle of femur 


Limited Coverage BB Noncovered [Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR  New/Revised in GREEN 


Body Part 
Character 4 


Qualifier 
Character 7 


Z_ No Qualifier 


Approach Device 
Character 5 ; Character 6 


® Open Z No Device 


Lower Femur, Left 
See B Lower Femur, Right 
Patella, Right 

Patella, Left 

Tibia, Right 

Lateral condyle of tibia 
Medial condyle of tibia 
Medial malleolus 
Tibia, Left 

See G Tibia, Right 
Fibula, Right 

Body of fibula 

Head of fibula 

Lateral malleolus 
Fibula, Left 

See J Fibula, Right 
Tarsal, Right 
Calcaneus 

Cuboid bone 
Intermediate cuneiform bone 
Lateral cuneiform bone 
Medial cuneiform bone 
Navicular bone 

Talus bone 

Tarsal, Left 

See L Tarsal, Right 
Metatarsal, Right 
Metatarsal, Left 

Toe Phalanx, Right 
Toe Phalanx, Left 
Coccyx 
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9QH-8Q) 


Lower Bones 


ICD-10-PCS 2021 


6 Medical and Surgical 
Q_ Lower Bones 
H_ Insertion 


take the place of a body part 
Explanation: None 


Body Part 
Character 4 
@ Lumbar Vertebra D Patella, Right 
Spinous process F Patella, Left 
Transverse process L_ Tarsal, Right 
Vertebral arch Calcaneus 
Vertebral body Cuboid bone 
Vertebral foramen Intermediate cuneiform bone 
Vertebral lamina Lateral cuneiform bone 
Vertebral pedicle Medial cuneiform bone 
1 Sacrum Navicular bone 
2 Pelvic Bone, Right M ree 
lliac crest dale 
ilium See L Tarsal, Right 
Ischi N Metatarsal, Right 
schium PM 
Pubis etatarsal, Left 
Wie Bone Left Q Toe Phalanx, Right 
3 Pelvic Ail ; R_ Toe Phalanx, Left 
See 2 Pelvic Bone, Right Seecare 
; yx 
4 Acetabulum, Right 
5 Acetabulum, Left 
6 Upper Femur, Right C Lower Femur, Left 
Femoral head See B Lower Femur, Right 
Greater trochanter J Fibula, Right 
Lesser trochanter Body of fibula 
Neck of femur Head of fibula 
7 Upper Femur, Left Lateral malleolus 
See 6 Upper Femur, Right K Fibula, Left 
B Lower Femur, Right See J Fibula, Right 
Lateral condyle of femur 
Lateral epicondyle of femur 
Medial condyle of femur 
Medial epicondyle of femur 
8 Femoral Shaft, Right G Tibia, Right 
Body of femur Lateral condyle of tibia 
9 Femoral Shaft, Left Medial condyle of tibia 
See 8 Femoral Shaft, Right Medial malleolus 
H_ Tibia, Left 


Y Lower Bone 


See G Tibia, Right 


@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


4 Internal Fixation Device 
5 External Fixation Device 


4 Internal Fixation Device 


5 External Fixation Device 


6 Internal Fixation Device, 


Intramedullary 


8 External Fixation Device, 


Limb Lengthening 
B_ External Fixation Device, 
Monoplanar 


C External Fixation Device, 


Ring 
D External Fixation Device, 
Hybrid 


4 Internal Fixation Device 
5 External Fixation Device 
6 Internal Fixation Device, 


Intramedullary 

7 Internal Fixation Device, 
Intramedullary Limb 
Lengthening 


8 External Fixation Device, 


Limb Lengthening 


B_ External Fixation Device, 


Monoplanar 


C External Fixation Device, 


Ring 
D_ External Fixation Device, 
Hybrid 


Non-OR 9%QH[6,7,B,C,J,K][0,3,4]8Z 
Non-OR QQH[8,9,G,H][0,3,4]8Z 


Medical and Surgical 
Lower Bones 
Inspection 


on! 


through intervening body layers. 


Lower Bone 


Non-OR @QUY[3,X]ZZ 


Body Part 
Character 4 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Definition: Visually and/or manually exploring a body part 
Explanation: Visual exploration may be performed with or without o 


Approach 
Character 5 


Open 
Percutaneous 

Percutaneous Endoscopic 
External 


<xtbwWwe 


M Bone Growth Stimulator 


Ea Limited Coverage D8 Noncovered [4 Combination Member HACassociated procedure Combination Only DRGNonOR Non-OR 


566 


Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


Approach Device 
Character 5 Character 6 


his Qualifier A 
Character 7 
Z_ No Qualifier 


Z_ No Qualifier 


Z_ No Qualifier 


Z_ No Qualifier 


ptical instrumentation. Manual exploration may be performed directly or 


Device 
Character 6 


Z No Device 


Qualifier 
Character 7 


Z_ No Qualifier 


New/Revised in GREEN 
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ICD-10-PCS 2021 


Lower Bones 9QN-GQN 
9 Medical and Surgical 
Q_ Lower Bones ; 
N Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 
Nes “es a = , > a 7 Ones sip 
$n feo — > San’ Body Part. | Approach ‘ Device Qualifier - 
es Se. Character 4 Character 5 _ Character 6 Character 7 
® Lumbar Vertebra C_ Lower Femur, Left ® Open Z No Device Z No Qualifier 
spiel process See B Lower Femur, Right 3 Percutaneous 
ransverse process D Patella, Right i 
esa hae ed aay a 4 Percutaneous Endoscopic 
Vertebral body G Tibia, Right 
Nal eek fame Lateral condyle of tibia 
ertenyaljamna Medial condyle of tibia 
Vertebral pedicle Medial malleolus 
1 Sacrum H_ Tibia, Left 
2 Pelvic Bone, Right See G Tibia, Right 
tae crest J Fibula, Right 
em Body of fibula 
a Head of fibula 
4 es a : ce Lateral malleolus 
elvic Bone, Le P 
See 2 Pelvic Bone, Right <s Sea he Right 
4 Acetabulum, Right 1 aaron Right 
5 Acetabulum, Left Culcanaic 
6 Upper Femur, Right Cuboid bone 
Femoral head Intermediate cuneiform 
Greater trochanter bone 
Lesser trochanter Lateral cuneiform bone 
Neck of femur Medial cuneiform bone 
7 Upper Femur, Left Navicular bone 
See 6 Upper Femur, Right Talus bone 
8 Femoral Shaft, Right M Tarsal, Left 
Body of femur See L Tarsal, Right 
9 Femoral Shaft, Left N Metatarsal, Right 
See 8 Femoral Shaft, Right P Metatarsal, Left 
B_ Lower Femur, Right Q Toe Phalanx, Right 
Lateral condyle of femur R_ Toe Phalanx, Left 
Lateral epicondyle of femur Coccyx 


Medial condyle of femur 
Medial epicondyle of femur 


ICD-10-PCS 2021 
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NO9-NOG 


Lower Bones 


OQP-9QP 


® Medical and Surgical 
Q_ Lower Bones 
P Removal 


Lower Bones 


Definition: Taking out or off a device from a body part 


ICD-10-PCS 2021 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Lateral epicondyle of femur 
Medial condyle of femur 
Medial epicondyle of femur 


Body Part 
Character 4 
6 Lumbar Vertebra C Lower Femur, Left 
Spinous process See B Lower Femur, Right 
Transverse process D Patella, Right 
Vertebral arch F Patella, Left 
Vertebral body G Tibia, Right 
Vertebral foramen Lateral condyle of tibia 
Vertebral lamina Medial condyle of tibia 
Vertebral pedicle Medial malleolus 
1 Sacrum H_ Tibia, Left 
2. Pelvic Bone, Right See G Tibia, Right 
iliac crest J Fibula, Right 
llium Body of fibula 
Ischium Head of fibula 
: a Pet. Lateral malleolus 
elvic Bone, Le . 
See 2 Pelvic Bone, Right ‘ Lape Right 
4 Acetabulum, Right L_ Tarsal, Right 
5 Acetabulum, Left Calcaneus 
6 Upper Femur, Right Cuboid bone 
Femoral head Intermediate cuneiform bone 
Greater trochanter Lateral cuneiform bone 
Lesser trochanter Medial cuneiform bone 
Neck of femur Navicular bone 
7 Upper Femur, Left Talus bone 
See 6 Upper Femur, Right M Tarsal, Left 
8 Femoral Shaft, Right See L Tarsal, Right 
Body of femur N Metatarsal, Right 
9 Femoral Shaft, Left P Metatarsal, Left 
See 8 Femoral Shaft, Right @Q Toe Phalanx, Right 
B_ Lower Femur, Right R_ Toe Phalanx, Left 
Lateral condyle of femur 
Lateral elenye of femur ar Cee 
Medial condyle of femur 
Medial epicondyle of femur 
8 Lumbar Vertebra C Lower Femur, Left 
Spinous process See B Lower Femur, Right 
Transverse process D Patella, Right 
Vertebral arch F Patella, Left 
Vertebral body G Tibia, Right 
Vertebral foramen Lateral condyle of tibia 
Vertebral lamina Medial condyle of tibia 
Vertebral pedicle Medial malleolus 
1 Sacrum ; H_ Tibia, Left 
2 Pelvic Bone, Right See G Tibia, Right 
lliac crest J Fibula, Right 
tlium Body of fibula 
Ischium Head of fibula 
Pubis Lateral malleolus 
3 Pelvic Bone, Left K Fibula, Left 
See 2 Pelvic Bone, Right See J Fibula Right 
4 Acetabulum, Right L Tarsal) Right 
5 Acetabulum, Left Calca neue 
6 Upper Femur, Right Cuboid bone 
Femoral head Intermediate cuneiform bone 
Greater trochanter Lateral cuneiform bone 
Lesser trochanter Medial cuneiform bone 
Neck of femur Navicular bone 
7 Upper Femur, Left Talus bone 
See 6 Upper Femur, Right M Tarsal, Left 
8 Femoral Shaft, Right See L Tarsal, Right 
Body of femur N Metatarsal, Right 
9 Femoral Shaft, Left P Metatarsal, Left 
See 8 Femoral Shaft, Right @Q Toe Phalanx, Right 
B_ Lower Femur, Right R_ Toe Phalanx, Left 
Lateral condyle of femur S Coccyx 


Y Lower Bone 


Non-OR OQP[0,1,4,5,S]X4Z 


Non-OR 0QP[2,3,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R]X[4,5]Z 


Approach Device 
Characters Character 6 


@ Open 

3 Percutaneous : 

4 PercutaneousEndoscopic | 7 
J 
K 


X_ External 4 


xhwe 


5 


Internal Fixation Device 
External Fixation Device 
Autologous Tissue 
Substitute 

Synthetic Substitute 
Nonautologous Tissue 
Substitute 


Internal Fixation Device 
External Fixation Device 


Open 
Percutaneous 

Percutaneous Endoscopic 
External 


Non-OR @QPY30Z 
Non-OR @QPYX[0,M]Z 


® Drainage Device 
M Bone Growth Stimulator 


Qualifier = 
Character7 


Z_ No Qualifier 


Z_ No Qualifier 


Z_ No Qualifier 


$n Ooo— 
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ICD-10-PCS 2021 Lower Bones GQQ-6QQ 


9 Medicaland Surgical 
Q_ Lower Bones 
Q_ Repair 


neice Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 
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a Body Part Approach D 

. m Pte q evice Qualifier 
ne Character 4 : Character 5 Character 6 Character 7 
@ Lumbar Vertebra cones eee : 

. oD 

oe Process 3 Percutaneous ter span ee as 

ransverse process : 

Vertebral arch ; Ponghian Endoscopic 


Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Sacrum 
2 Pelvic Bone, Right 

lliac crest 

Ilium 

Ischium 

Pubis 
3 Pelvic Bone, Left 

See 2 Pelvic Bone, Right 
4 Acetabulum, Right 
Acetabulum, Left 
6 Upper Femur, Right 

Femoral head 

Greater trochanter 

Lesser trochanter 

Neck of femur 
7 Upper Femur, Left 

See 6 Upper Femur, Right 
8 Femoral Shaft, Right 

Body of femur 
9 Femoral Shaft, Left 

See 8 Femoral Shaft, Right 
B Lower Femur, Right 
Lateral condyle of femur 
Lateral epicondyle of femur 
Medial condyle of femur 
Medial epicondyle of femur 
Lower Femur, Left 
See B Lower Femur, Right 
Patella, Right 
Patella, Left 
Tibia, Right 
Lateral condyle of tibia 
Medial condyle of tibia 
Medial malleolus 
H_ Tibia, Left 

See G Tibia, Right 
J Fibula, Right 

Body of fibula 

Head of fibula 

Lateral malleolus 
K Fibula, Left 

See J Fibula, Right 
L_ Tarsal, Right 
Calcaneus 
Cuboid bone 
Intermediate cuneiform bone 
Lateral cuneiform bone 
Medial cuneiform bone 
Navicular bone 
Talus bone 
Tarsal, Left 
See L Tarsal, Right 
Metatarsal, Right 
Metatarsal, Left 
Toe Phalanx, Right 
Toe Phalanx, Left 


Coccyx 
Non-OR @QQ[Q,1,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R,S]XZZ 
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@QR-9QR Lower Bones ICD-10-PCS 2021 


8 Medical and Surgical 


Q_ Lower Bones : : 
R_ Replacement Definition; Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure, A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


san ets character 4 re Ai _ Character6 sation s Character T.cok (sain 
® Open 7 Autologous Tissue Substitute Z No Qualifier 


3 Percutaneous J Synthetic Substitute 
4 Percutaneous Endoscopic K Nonautologous Tissue Substitute 
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ea 


re Approach 
Character 5 


® Lumbar Vertebra 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Sacrum 
2 Pelvic Bone, Right 
lliac crest 
llium 
Ischium 
Pubis 
3 Pelvic Bone, Left 
See 2 Pelvic Bone, Right 
4 Acetabulum, Right 
5 Acetabulum, Left 
6 Upper Femur, Right 
Femoral head | 
Greater trochanter 
Lesser trochanter 
Neck of femur 
7 Upper Femur, Left 
See 6 Upper Femur, Right 
8 Femoral Shaft, Right 
Body of femur 
9 Femoral Shaft, Left 
See 8 Femoral Shaft, Right 
B_ Lower Femur, Right 
Lateral condyle of femur 
Lateral epicondyle of femur 
Medial condyle of femur 
Medial epicondyle of femur 
C_ Lower Femur, Left 
See B Lower Femur, Right 
Patella, Right 
Patella, Left 
Tibia, Right 
Lateral condyle of tibia 
Medial condyle of tibia 
Medial malleolus 
H_ Tibia, Left 
See G Tibia, Right 
J Fibula, Right 
Body of fibula 
Head of fibula 
Lateral malleolus 
K_ Fibula, Left 
See J Fibula, Right 
L  Tarsal, Right 
Calcaneus 
Cuboid bone 
Intermediate cuneiform bone 
Lateral cuneiform bone 
Medial cuneiform bone 
Navicular bone 
Talus bone 
Tarsal, Left 
See L Tarsal, Right 
Metatarsal, Right 
Metatarsal, Left 
Toe Phalanx, Right 
Toe Phalanx, Left 
Coccyx 
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Lower Bones 


98QS-8QS 


9 Medical and Surgical 
Q_ Lower Bones 
S Reposition 


Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 


correctly. The body part may or may not be cut out or off to be moved to the new location. 


: Approach _ Device 
Character 5 Character 6 


Body Part 
4 Character 4 
® Lumbar Vertebra 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Sacrum 
Acetabulum, Right 
Acetabulum, Left 
Coccyx 


Lumbar Vertebra 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Sacrum 

Acetabulum, Right 
Acetabulum, Left 
Coccyx 

Pelvic Bone, Right 
lliac crest 

Ilium 

Ischium 

Pubis 

3 Pelvic Bone, Left 

See 2 Pelvic Bone, Right 
Patella, Right 

Patella, Left 

Tarsal, Right 
Calcaneus 

Cuboid bone 
Intermediate cuneiform bone 
Lateral cuneiform bone, 
Medial cuneiform bone 
Navicular bone 

Talus bone 

Tarsal, Left 

See L Tarsal, Right 

Toe Phalanx, Right 
Toe Phalanx, Left 


Pelvic Bone, Right 
Iliac crest 

llium 

Ischium 

Pubis 

Pelvic Bone, Left 

See 2 Pelvic Bone, Right 
Patella, Right 

Patella, Left 

Tarsal, Right 
Calcaneus 

Cuboid bone 
Intermediate cuneiform bone 
Lateral cuneiform bone 
Medial cuneiform bone 
Navicular bone 

Talus bone 

M Tarsal, Left 

See L Tarsal, Right 

Toe Phalanx, Right 
Toe Phalanx, Left 


Non-OR 9QS/4,5][3,4]ZZ 

Non-OR @QS[G,1,4,5,S]XZZ 
Non-OR 
Non-OR 


w nixno = rn) N/uvu a = S;uus- 


ren] 


Ee) 
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f |@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


4 Internal Fixation Device 
Z No Device 


X External 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


X External 


9QS[2,3,D,F,L,M,Q,R][3,4]ZZ 
BQS[2,3,D,F,L,M,Q,RIXZZ 


Z No Device 


4 Internal Fixation Device 
5 External Fixation Device 
Z No Device 


Z No Device 


Qualifier 
Character ihe 


Z_ No Qualifier 


Z_ No Qualifier 


Z_ No Qualifier 


Z_ No Qualifier 


See Appendix L for Procedure Combinations 
8QS[G,1,S]3ZZ 


QS Continued on next page 
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8QS-8QS 


6 Medical and Surgical 
Q_ Lower Bones 
S Reposition 


Lower Bones 


Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 


correctly. The body part may or may not be cut out or off to be moved to the new location. 


Boe Approach 
_ Character 4 — _ Character 5 — 
6 Upper Femur, Right 
Femoral head 
Greater trochanter 
Lesser trochanter 
Neck of femur 
7 Upper Femur, Left 
See 6 Upper Femur, Right 
8 Femoral Shaft, Right 
Body of femur 
9 Femoral Shaft, Left 
See 8 Femoral Shaft, Right 
B_ Lower Femur, Right 
Lateral condyle of femur 
Lateral epicondyle of femur 
Medial condyle of femur 
Medial epicondyle of femur 
C Lower Femur, Left 
See B Lower Femur, Right 
G Tibia, Right 
Lateral condyle of tibia 
Medial condyle of tibia 
Medial malleolus 
H_ Tibia, Left 
See G Tibia, Right 
J Fibula, Right 
Body of fibula 
Head of fibula 
Lateral malleolus 
K Fibula, Left 
See J Fibula, Right 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Device 
Character 6 
Internal Fixation Device 
External Fixation Device 
Internal Fixation Device, 
Intramedullary 

External Fixation Device, 
Monoplanar 

External Fixation Device, Ring 
External Fixation Device, Hybrid 
No Device 


6 Upper Femur, Right X External 
Femoral head 
Greater trochanter 
Lesser trochanter 
Neck of femur 
7 Upper Femur, Left 
See 6 Upper Femur, Right 
8 Femoral Shaft, Right 
Body of femur 
9 Femoral Shaft, Left 
See 8 Femoral Shaft, Right 
B Lower Femur, Right 
Lateral condyle of femur 
Lateral epicondyle of femur 
Medial condyle of femur 
Medial epicondyle of femur 
C Lower Femur, Left 
See B Lower Femur, Right 
G Tibia, Right 
Lateral condyle of tibia 
Medial condyle of tibia 
Medial malleolus 
H_ Tibia, Left 
See G Tibia, Right 
J Fibula, Right 
Body of fibula 
Head of fibula 
Lateral malleolus 


K_ Fibula, Left Jk 


See J Fibula, Right 


aa 


N Metatarsal, Right 
P Metatarsal, Left 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


i 


Zz 


No Device 


Internal Fixation Device 
External Fixation Device 
No Device 


Z_ No Qualifier 


ICD-10-PCS 2021 
9QS Continued 


Qualifier 
Character7 


Z_ No Qualifier 


2 Sesamoid Bone(s) 1st Toe 
Z_ No Qualifier 


N Metatarsal, Right |x External Z No Device | 2 Sesamoid Bone(s) 1st Toe 
P Metatarsal, Left Z_ No Qualifier 
Non-OR GQS[6,7,8,9,B,C,G,H,J,K][3,4]ZZ 


GQS[6,7,8,9,B,C,G,H,J,KIXZZ 
BQSIN,P][3,4]Z[2,Z] 
BQSIN,P]XZ[2,Z] 


Non-OR 
Non-OR 
Non-OR 


3 Limited Coverage DG Noncovered [&] Combination Member HAC associated procedure Combination Only DRG Non-OR Non-OR 
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ICD-10-PCS 2021 


Lower Bones 8QT-2QU 
6 Medical and Surgical 
Q_ Lower Bones 
T Resection Definition: Cutting out or off, without replacement, all of a body part 
Explanation: None 
Body Part Approach Device ualifier 
: ; Sei _ Character 4 Chesracter 5 cance: 7 
2 Pelvic Bone, Right F Patella, Left Z No Device Z_ No Qualifier 
lliac crest G Tibia, Right 
lium Lateral condyle of tibia 
Ischium Medial condyle of tibia 
Pubis Medial malleolus 
3 Pelvic Bone, Left H_ Tibia, Left 
See 2 Pelvic Bone, Right See G Tibia, Right 
4 Acetabulum, Right J Fibula, Right 
5 Acetabulum, Left Body of fibula 
6 Upper Femur, Right Head of fibula 
Femoral head Lateral malleolus 
Greater trochanter K Fibula, Left 
Lesser trochanter See J Fibula, Right 
Neck of femur L Tarsal, Right 
7 Upper Femur, Left Calcaneus 
See 6 Upper Femur, Right Cuboid bone 
8 Femoral Shaft, Right Intermediate cuneiform bone 
Body of femur Lateral cuneiform bone 
9 Femoral Shaft, Left Medial cuneiform bone 
See 8 Femoral Shaft, Right Navicular bone 
B_ Lower Femur, Right Talus bone 
Lateral condyle of femur M Tarsal, Left 
Lateral epicondyle of femur See L Tarsal, Right 
Medial condyle of femur N Metatarsal, Right 
Medial epicondyle of femur P Metatarsal, Left 
C Lower Femur, Left Q Toe Phalanx, Right 
See B Lower Femur, Right R_ Toe Phalanx, Left 
Patella, Right S Coccyx 


N = 


uu S 


Medical and Surgical 


Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Lower Bones 
Supplement 
Body Part 
Character 4 
Lumbar Vertebra f=] C Lower Femur, Left 
Spinous process See B Lower Femur, Right 
Transverse process D Patella, Right 
Vertebral arch F Patella, Left 
Vertebral body G Tibia, Right 
Vertebral foramen Lateral condyle of tibia 
Vertebral lamina Medial condyle of tibia 
Vertebral pedicle Medial malleolus 
Sacrum Wt Tibia, Left 
Pelvic Bone, Right See G Tibia, Right 
Iliac crest J Fibula, Right 
Hlium Body of fibula 
Ischium Head of fibula 
Pubis Lateral malleolus 
Pelvic Bone, Left Fibula, Left 
See 2 Pelvic Bone, Right See J Fibula, Right 
Acetabulum, Right L Tarsal, Right 
Acetabulum, Left Calcaneus 
Upper Femur, Right Cuboid bone 
Femoral head Intermediate cuneiform 
Greater trochanter bone 
Lesser trochanter Lateral cuneiform bone 
Neck of femur Medial cuneiform bone 
Upper Femur, Left Navicular bone 
See 6 Upper Femur, Right Talus bone 
Femoral Shaft, Right M Tarsal, Left _ 
Body of femur See L Tarsal, Right 
Femoral Shaft, Left N Metatarsal, Right 
See 8 Femoral Shaft, Right | P Metatarsal, Left 
Lower Femur, Right Q Toe Phalanx, Right 
Lateral condyle of femur R_ Toe Phalanx, Left 
Lateral epicondyle of femur § Coccyx +] 


Medial condyle of femur 
Medial epicondyle of femur 


See Appendix L for Procedure Combinations 
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#4 GQU[G,1,S]3JZ 


ICD-10-PCS 2021 


Approach Device 
Character 5 Character 6 
@ Open Autologous Tissue 


3 Percutaneous Substitute 
4 Percutaneous Endoscopic 


Synthetic Substitute 
Nonautologous Tissue 
Substitute 


Qualifier — 
Character 7 


Z_ No Qualifier 


New/Revised in GREEN 
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8QW-8QW 


8 Medical and Surgical 
Q_ Lower Bones 
W Revision 


a screw or pin 


Body Part 
Character 4 


® Lumbar Vertebra 
Spinous process 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 
Sacrum 
Acetabulum, Right 
Acetabulum, Left 


Coccyx 


Lower Bones 


xhWsd 


‘6 Approach 
‘ Character 5 | 


Open 
Percutaneous 
Percutaneous Endoscopic 
External 


N|/nU Sb = 


Pelvic Bone, Right 
lliac crest 
Ilium 
Ischium 
Pubis 
3 Pelvic Bone, Left 
See 2 Pelvic Bone, Right 
6 Upper Femur, Right 
Femoral head 
Greater trochanter 
Lesser trochanter 
Neck of femur 
7 Upper Femur, Left 
See 6 Upper Femur, Right 
8 Femoral Shaft, Right 
Body of femur 
9 Femoral Shaft, Left 
See 8 Femoral Shaft, Right 
B_ Lower Femur, Right 
Lateral condyle of femur 
Lateral epicondyle of femur 
Medial condyle of femur 
Medial epicondyle of femur 
C Lower Femur, Left 
See B Lower Femur, Right 
D Patella, Right 
F Patella, Left 
G Tibia, Right 
Lateral condyle of tibia 
Medial condyle of tibia 
Medial malleolus 
H_ Tibia, Left 
See G Tibia, Right 
J Fibula, Right 
Body of fibula 
Head of fibula 
Lateral malleolus 
K Fibula, Left 
See J Fibula, Right 
L Tarsal, Right 
Calcaneus 
Cuboid bone 
Intermediate cuneiform bone 
Lateral cuneiform bone 
Medial cuneiform bone 
Navicular bone 
Talus bone 
Tarsal, Left 
See L Tarsal, Right 
Metatarsal, Right 
Metatarsal, Left 
Toe Phalanx, Right 
Toe Phalanx, Left 


xhwWwe 


Open 
Percutaneous 
Percutaneous Endoscopic 
External 


Lower Bones 


: Device 
Character 6 
Internal Fixation Device 
Autologous Tissue Substitute 
Synthetic Substitute 


AND 


Internal Fixation Device 
External Fixation Device 
Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 


ANU DS 


<7O U2 


Lower Bone 


Non-OR @QW([Q,1,4,5,S]X[4,7,J,K]Z 


Non-OR @QWYX/0,M)Z 


xhwe 


Open 

Percutaneous 
Percutaneous Endoscopic 
External 


Non-OR GQW(2,3,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q,R]X[4,5,7,J,K]Z 


Nonautologous Tissue Substitute 


ICD-10-PCS 2021 


Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 
Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 


jae Qualifier = ae 
ee _ Character 7 a is ios 
Z No Qualifier 


Z_ No Qualifier 


® Drainage Device 
M Bone Growth Stimulator 
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Eq Limited Coverage M3 Noncovered [ Combination Member 


Z_ No Qualifier 


HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


Upper Joints 6R2-ORW 


Character Meanings* 


This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 
tables. It SHOULD NOT be used to build a PCS code. 


Upper Joints 


Operation-Character 3 


| Body Part-Character 4 


Approach-Character 5 


Device-Character 6 


Qualifier-Character 7 


ev 
2 Change 9 Occipital-cervical Joint ® Open ®@ Drainage Device ® Anterior Approach, Anterior 
OR Column 
Synthetic Substitute, 
Reverse Ball and Socket 
5 Destruction 1 Cervical Vertebral Joint 3. Percutaneous 3. Infusion Device 1 Posterior Approach, 
OR Posterior Column 
Internal Fixation Device, 
Sustained Compression 
9 Drainage 2 Cervical Vertebral Joint, 2 or |4 Percutaneous Endoscopic |4 Internal Fixation Device 6 Humeral Surface 
more 
B Excision 3. Cervical Vertebral Disc ‘|X External 5 External Fixation Device 7 Glenoid Surface 
Extirpation 4 Cervicothoracic Vertebral 7 Autologous Tissue J Posterior Approach, Anterior 
Joint Substitute Column 
G_ Fusion 5 Cervicothoracic Vertebral [8 Spacer X Diagnostic 
Disc 
H_— Insertion ‘ai Thoracic Vertebral Joint A __ Interbody Fusion Device Z_ No Qualifier 
J Inspection 7 Thoracic Vertebral Joint, 2 to B Spinal Stabilization Device, 
v4 Interspinous Process 
N_ Release 8 Thoracic Vertebral Joint, 8 or C Spinal Stabilization Device, 
more Pedicle-Based 
P Removal 9 Thoracic Vertebral Disc D Spinal Stabilization Device, 
Facet Replacement 
Q_ Repair A Thoracolumbar Vertebral J Synthetic Substitute 
Joint 
R Replacement |B Thoracolumbar Vertebral K Nonautologous Tissue 
Disc Substitute 
S Reposition C Temporomandibular Joint, Y Other Device 
Right 
T Resection D  Temporomandibular Joint, Z No Device 
Left 
U Supplement E  Sternoclavicular Joint, Right 
W_ Revision F  Sternoclavicular Joint, Left 
G_ Acromioclavicular Joint, 
Right 
H  Acromioclavicular Joint, Left 
J Shoulder Joint, Right 
K Shoulder Joint, Left 
L Elbow Joint, Right 
M_ Elbow Joint, Left 
~|N Wrist Joint, Right 
ae 
P Wrist Joint, Left 
Q_ Carpal Joint, Right 
R _ Carpal Joint, Left 
S Carpometacarpal Joint, Right ie 2 
T | Carpometacarpal Joint, Left 
U  Metacarpophalangeal Joint, 
Right Ee 
V_ Metacarpophalangeal Joint, 
Left 
Thank F 
W_ Finger Phalangeal Joint, 
Ih Right a 
X Finger Phalangeal Joint, Left 
Y Upper Joint | 


* Includes synovial membrane. 


jiiinsssiunsitsD> cose 
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Upper Joints 


ICD-10-PCS 2021 


—KK——KS 


AHA Coding Clinic for table ORB 
2019, 3Q, 26 Acromioclavicular joint reconstruction using allograft 


AHA Coding Clinic for table ORG 


2020, 2Q, 27 Spinal Fusion with NuVasive® VersaTie® 
2020, 1Q, 33 Spinal fusion without use of bone graft 
2019, 3Q, 28 Use of VERTE-STACK™ implant with fusion 
2019, 3Q, 35 Fusion procedures of the spine (guideline B3.10c) 
*2019, 2Q, 19 Cervical spinal fusion, decompression and placement of interfacet 
stabilization device 
2019, 1Q, 30 Spinal fusion performed at same level as decompressive laminectomy 
2018, 4Q, 43 Joint fusion device value 
2018, 1Q, 22 Spinal fusion procedures without bone graft 
2017, 4Q, 62 Added and revised device values - Nerve substitutes 
2017, 4Q, 76 Radiolucent porous interbody fusion device 
2017, 2Q, 23 Decompression of spinal cord and placement of instrumentation 
2014, 3Q, 30 Spinal fusion and fixation instrumentation 
2014, 2Q,7 Anterior cervical thoracic fusion with total discectomy 
2013, 1Q, 21-23 Spinal fusion of thoracic and lumbar vertebrae 
2013, 1Q, 29 Cervical and thoracic spinal fusion 


AHA Coding Clinic for table @RH 


2019, 2Q, 40 Decompression of spinal cord and placement of instrumentation 
2018, 3Q, 26 Anterior vertebral tethering using Dynesys Tethering System 

2017, 2Q, 23 Decompression of spinal cord and placement of instrumentation 
2016, 3Q, 32 Rotator cuff repair, tenodesis, decompression, acromioplasty and 


coracoplasty 
AHA Coding Clinic for table @RN 


2019, 1Q, 30 Spinal fusion performed at same level as decompressive laminectomy 

2016, 3Q, 32 Rotator cuff repair, tenodesis, decompression, acromioplasty and 
coracoplasty 

2015, 2Q, 22 Arthroscopic subacromial decompression 

2015, 2Q, 23 Arthroscopic release of shoulder joint 


AHA Coding Clinic for table @RP 
2017, 4Q, 107 Total ankle replacement versus revision 


AHA Coding Clinic for table RQ 
2016, 1Q, 30 Thermal capsulorrhapy of shoulder 


AHA Coding Clinic for table @RR 


2018, 4Q, 92 Radial head arthroplasty 

2017, 4Q, 107 Total ankle replacement versus revision 

2015, 3Q, 14 Endoprosthetic replacement of humerus and tendon reattachment 
2015, 1Q, 27 Reverse total shoulder arthroplasty 


AHA Coding Clinic for table ORS 


2019, 3Q, 26 Acromioclavicular joint reconstruction using allograft 

2018, 3Q, 26 Anterior vertebral tethering using Dynesys Tethering System 

2015, 2Q, 35 Application of tongs to reduce and stabilize cervical fracture 

2014, 4Q, 32 Open reduction internal fixation of fracture with debridement 

2014, 3Q, 33 Radial fracture treatment with open reduction internal fixation, and release 
of carpal ligament 

2013, 2Q, 39 Application of cervical tongs for reduction of cervical fracture 


AHA Coding Clinic for table ORT 
2019, 3Q, 26 Acromioclavicular joint reconstruction using allograft 
2014, 2Q,7 Anterior cervical thoracic fusion with total discectomy 


AHA Coding Clinic for table RU 
2019, 3Q, 26 Acromioclavicular joint reconstruction using allograft 
2015, 3Q, 26 Thumb arthroplasty with resection of trapezium 


AHA Coding Clinic fortablegRW ~~ 
2017, 4Q, 107 Total ankle replacement versus revision 


BIG Limeade mend <P Cuca Ne) 1 hie aie ce 
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ICD-10-PCS 2021 Upper Joints 


Upper Joints 


Temporomandibular C, D 


Acromioclavicular G, H 


Sternoclavicular E, F Shoulder J, K 


Elbow L, M 


Wrist: Midcarpal N, P 


kJ Ney eal 


ee OU 
ICD-10-PCS 2021 


Upper Joints ICD-10-PCS 2021 


Hand Joints 


Phalanges 


(digits) 
Distal — 
interphalangeal 


joints W, X 


Proximal ie 
interphalangeal 


joints W, X 


Distal phalanx 


: 


Metacarpophalangeal ~— 
joints U,V (\™y 


Proximal phalanx 


Metacarpal bones ‘ 


Carpometacarpal 
joints S, T 


Carpal bones 
and joints Q,R 


Shoulder Joints 


[Sih 1) a 


Acromioclavicular 


Cervical 
spine 
1-C7 


Cervicothoracic joint 4 


Thoracic 
spine 


Glenohumeral 1-T12 


J,K 


Thoracolumbar joint A 


Lumbar 
spine 
L1-L5 


Sacrum 


a ETE TIE 


ICD-10-PCS 2021 Upper Joints @R2-OR5 


9 Medical and Surgical 
R_ Upper Joints 
2 Change 


Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or amucous membrane 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 


Upper Joint 


Z No Qualifier 


® Drainage Device 
Y Other Device 


Non-OR All body part, approach, device, and qualifier values 


® Medical and Surgical 

R_ Upper Joints 

5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out 


Body Part 
Character 4 


Occipital-cervical Joint 
1. Cervical Vertebral Joint 

Atlantoaxial joint 

Cervical facet joint 
3 Cervical Vertebral Disc 
4 Cervicothoracic Vertebral Joint 
Cervicothoracic facet joint 
Cervicothoracic Vertebral Disc 
Thoracic Vertebral Joint 
Costotransverse joint 
Costovertebral joint 
Thoracic facet joint 
Thoracic Vertebral Disc 
Thoracolumbar Vertebral Joint 
Thoracolumbar facet joint 
Thoracolumbar Vertebral Disc 
Temporomandibular Joint, Right 
Temporomandibular Joint, Left 
Sternoclavicular Joint, Right 
Sternoclavicular Joint, Left 
Acromioclavicular Joint, Right 
Acromioclavicular Joint, Left 
Shoulder Joint, Right 
Glenohumeral joint 
Glenoid ligament (labrum) 
K Shoulder Joint, Left 

See J Shoulder Joint, Right 
L_ Elbow Joint, Right 

Distal humerus, involving joint 

Humeroradial joint 

Humeroulnar joint 

Proximal radioulnar joint 
M Elbow Joint, Left 

See L Elbow Joint, Right 
N_ Wrist Joint, Right 

Distal radioulnar joint 

Radiocarpal joint 
P Wrist Joint, Left 

See N Wrist Joint, Right 
Q Carpal Joint, Right 

Intercarpal joint 

Midcarpal joint 
R Carpal Joint, Left 

See Q Carpal Joint, Right 
S Carpometacarpal Joint, Right 
T Carpometacarpal Joint, Left 
U_ Metacarpophalangeal Joint, Right 
V_ Metacarpophalangeal Joint, Left 
Ww 
X 


Device 
Character 6 


Z No Device 


Approach 
Character 5 


Qualifier 
Character 7 


Z_ No Qualifier 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


reo au 


—<zrTra™m™ona 


Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 

Finger Phalangeal Joint, Left 

See W Finger Phalangeal Joint, Right 


Non-OR R5[3,5,9,B][3,4]ZZ 


EEN 
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OR9-BRO Upper Joints ICD-10-PCS 2021 


8 Medical and Surgical 
R_ Upper Joints 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device Qualifier 
Siac 4 Character 6 Character 7 


Occipital-cervical Joint Elbow Joint, Right Z No Qualifier 


1 Cervical Vertebral Joint Distal humerus, involving 


® Open ® Drainage Device 
3 Percutaneous 


Atlantoaxial joint joint 4 Percutaneous Endoscopic 
Cervical facet joint Humeroradial joint 

3 Cervical Vertebral Disc Humeroulnar joint 

4 Cervicothoracic Vertebral Proximal radioulnar joint 
Joint M Elbow Joint, Left 
Cervicothoracic facet joint SeeL Elbow Joint, Right 

5 Cervicothoracic Vertebral N Wrist Joint, Right 
Disc Distal radioulnar joint 

6 Thoracic Vertebral Joint Radiocarpal joint 
Costotransverse joint P Wrist Joint, Left 
Costovertebral joint See N Wrist Joint, Right 
Thoracic facet joint Q Carpal Joint, Right 

9 Thoracic Vertebral Disc Intercarpal joint 

A Thoracolumbar Vertebral Midcarpal joint 
Joint R_ Carpal Joint, Left 
Thoracolumbar facet joint See Q Carpal Joint, Right 

B_ Thoracolumbar Vertebral S Carpometacarpal Joint, 
Disc Right 

C Temporomandibular Joint, T Carpometacarpal Joint, Left 
Right U_ Metacarpophalangeal Joint, 

D Temporomandibular Joint, Right 
Left V_ Metacarpophalangeal Joint, 

E Sternoclavicular Joint, Right Left 

F Sternoclavicular Joint, Left W Finger Phalangeal Joint, 

G Acromioclavicular Joint, Right 
Right Interphalangeal (IP) joint 

H Acromioclavicular Joint, Left X Finger Phalangeal Joint, Left 

J Shoulder Joint, Right See W Finger Phalangeal Joint, 
Glenohumeral joint Right 


Glenoid ligament (labrum) 
K Shoulder Joint, Left 


See J Shoulder Joint, Right 


® Occipital-cervical Joint L_ Elbow Joint, Right {6 Open Z No Device X Diagnostic 
1 Cervical Vertebral Joint Distal humerus, involving 3 Percutaneous Z No Qualifier 
Atlantoaxial joint JO ae 4 Percutaneous Endoscopic 
Cervical facet joint Humeroradial joint 
3 Cervical Vertebral Disc Humeroulnar joint 


4 Cervicothoracic Vertebral Proximal radioulnar joint 
Joint M Elbow Joint, Left 
Cervicothoracic facet joint See L Elbow Joint, Right 

5 Cervicothoracic Vertebral N Wrist Joint, Right — 

Disc Distal radioulnar joint 

6 Thoracic Vertebral Joint Radiocarpal joint 
Costotransverse joint P Wrist Joint, Left 
Costovertebral joint See N Wrist Joint, Right 
Thoracic facet joint Q Carpal Joint, Right 

9 Thoracic Vertebral Disc Intercarpal joint 

A Thoracolumbar Vertebral Midcarpal joint 
Joint R_ Carpal Joint, Left 
Thoracolumbar facet joint See Q Carpal Joint, Right 

B Thoracolumbar Vertebral © S Carpometacarpal Joint, 
Disc Right 

C Temporomandibular Joint, T Carpometacarpal Joint, Left 
Right U_ Metacarpophalangeal Joint, 

D Temporomandibular Joint, Right 
Left V_ Metacarpophalangeal Joint, 

E  Sternoclavicular Joint, Right Left 

F Sternoclavicular Joint, Left W Finger Phalangeal Joint, 

G Acromioclavicular Joint, Right 
Right Interphalangeal (IP) joint 

H Acromioclavicular Joint, Left X Finger Phalangeal Joint, Left 

J Shoulder Joint, Right See W Finger Phalangeal Joint, 
Glenohumeral joint Right 


Glenoid ligament (labrum) 
K Shoulder Joint, Left 
See J Shoulder Joint, Right 


Non-OR @R9[0,1 3,4,5,6,9,A,B,E,F,G,H,J,K,L,M,N,P,Q,R,S,T,U,V,W,X] (3,4]0Z 
Non-OR @R9[C,D]30Z 

Non-OR @R9[G,1 3,4,5,6,9,4,B,E,F,G,H,J,K,L,M,N,P,Q,R,S,T,U,V,W,X][0,3,4]ZX 
Non-OR @R9[0,1 /3,4,5,6,9,A,B,E,F,G,H,J,K,L,M,N,P,Q,R,S,1,U,V,W,X][3,4]ZZ 
Non-OR 9R9[C,D]3ZZ 


[ Limited Coverage DA Noncovered f& Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 


8 Medical and Surgical 
R_ Upper Joints 
B_ Excision 


Body Part 
Character 4 
Occipital-cervical Joint 
1 Cervical Vertebral Joint 

Atlantoaxial joint 

Cervical facet joint 
3 Cervical Vertebral Disc 
4 Cervicothoracic Vertebral Joint 
Cervicothoracic facet joint 
Cervicothoracic Vertebral Disc 
Thoracic Vertebral Joint 
Costotransverse joint 
Costovertebral joint 
Thoracic facet joint 
Thoracic Vertebral Disc 
Thoracolumbar Vertebral Joint 
Thoracolumbar facet joint 
Thoracolumbar Vertebral Disc 
Temporomandibular Joint, Right 
Temporomandibular Joint, Left 
Sternoclavicular Joint, Right 
Sternoclavicular Joint, Left 
Acromioclavicular Joint, Right 
Acromioclavicular Joint, Left 
Shoulder Joint, Right 
Glenohumeral joint 
Glenoid ligament (labrum) 
K Shoulder Joint, Left 

See J Shoulder Joint, Right 
L_ Elbow Joint, Right 

Distal humerus, involving joint 

Humeroradial joint 

Humeroulnar joint 

Proximal radioulnar joint 
M Elbow Joint, Left 

See L Elbow Joint, Right 
N Wrist Joint, Right 

Distal radioulnar joint 

Radiocarpal joint 
P Wrist Joint, Left 

See N Wrist Joint, Right 
Q Carpal Joint, Right 

Intercarpal joint 

Midcarpal joint 
R Carpal Joint, Left 

See Q Carpal Joint, Right 
S Carpometacarpal Joint, Right 
T Carpometacarpal Joint, Left 
U Metacarpophalangeal Joint, Right 
V_ Metacarpophalangeal Joint, Left 
Ww 
x 


p>wo au 


“raTm™m™onow 


Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 

Finger Phalangeal Joint, Left 

See W Finger Phalangeal Joint, Right 


Upper Joints 


Approach 
Character 5 


@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Non-OR @RB[0,1,3,4,5,6,9,A,B,E,F,G,H,J,K,L,M,N,P,Q,R,S,1,U,V,W,X][0,3,4]ZX 


| . . i . . 
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ICD-10-PCS 2021 


Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Device 
Character 6 


Z No Device 


ORB-ORB 


Qualifier 
Character 7 


X Diagnostic 
Z_ No Qualifier 


581 


ORC-ORC Upper Joints ICD-10-PCS 2021 


8 Medical and Surgical 

R_ Upper Joints 

C_ Extirpation Definition: Taking or cutting out solid matter from a body part 
Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Approach Device 
Character 5 Character 6 


Occipital-cervical Joint @ Open Z No Device 
1 Cervical Vertebral Joint 3 Percutaneous 
Atlantoaxial joint 4 Percutaneous Endoscopic 
Cervical facet joint 
3 Cervical Vertebral Disc 
4 Cervicothoracic Vertebral Joint 
Cervicothoracic facet joint 
5 Cervicothoracic Vertebral Disc 
Thoracic Vertebral Joint 
Costotransverse joint 
Costovertebral joint 
Thoracic facet joint 
Thoracic Vertebral Disc 
Thoracolumbar Vertebral Joint 
Thoracolumbar facet joint 
Thoracolumbar Vertebral Disc 
Temporomandibular Joint, Right 
Temporomandibular Joint, Left 
Sternoclavicular Joint, Right 
Sternoclavicular Joint, Left 
Acromioclavicular Joint, Right 
Acromioclavicular Joint, Left 
Shoulder Joint, Right 
Glenohumeral joint 
Glenoid ligament (labrum) 
K Shoulder Joint, Left 
See J Shoulder Joint, Right 
L_ Elbow Joint, Right 
Distal humerus, involving joint 
Humeroradial joint 
Humeroulnar joint 
Proximal radioulnar joint 
M_ Elbow Joint, Left 
See L Elbow Joint, Right 
N Wrist Joint, Right 
Distal radioulnar joint 
Radiocarpal joint 
P Wrist Joint, Left 
See N Wrist Joint, Right 
Q Carpal Joint, Right 
Intercarpal joint 
Midcarpal joint 
R_ Carpal Joint, Left 
See Q Carpal Joint, Right 
Carpometacarpal Joint, Right 
Carpometacarpal Joint, Left 
Metacarpophalangeal Joint, Right 
Metacarpophalangeal Joint, Left 
Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 
X_ Finger Phalangeal Joint, Left 


See W Finger Phalangeal Joint, Right | 


Qualifier 
Character 7 


Z_ No Qualifier 


Body Part 
Character 4 


a 


pa) 


K-Za7™™oOnNDW 


e<cy 
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ICD-10-PCS 2021 


9 Medical and Surgical 
R_ Upper Joints 
G_ Fusion 


Body Part 
Q Character 4 


Atlantoaxial joint 


N 

QD 
@m 
<. 
oO 
s 
a 
Oo 
m 
= 

ee 
2. 
=} 
=> 


Cervical facet joint 


> 


Cervicothoracic facet joint 


a 


Costotransverse joint 
Costovertebral joint 
Thoracic facet joint 


ron 


Thoracolumbar facet joint 


Upper Joints 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


-2 


Atlantoaxial joint 
Cervical facet joint 


Cervical facet joint 


Cervicothoracic facet joint 


Costotransverse joint 
Costovertebral joint 
Thoracic facet joint 


Thoracolumbar facet joint 


}- ae 
® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Temporomandibular Joint, Right 
Temporomandibular Joint, Left 


Glenohumeral joint 
Glenoid ligament (labrum) 


See J Shoulder Joint, Right 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Definition: Joining together portions of an articular body part rendering the articular body part immobile 
Explanation: The body part is joined together by fixation device, bone graft, or other means 


Approach 
Character 5 


7 Autologous Tissue 
Substitute 

J Synthetic Substitute 

K Nonautologous Tissue 
Substitute 


4 Internal Fixation Device 

7 Autologous Tissue 
Substitute 

J Synthetic Substitute 

K Nonautologous Tissue 
Substitute 


cad 
Ee] 


Carpal Joint, Left 


® Open 


Distal humerus, involving 


See Q Carpal Joint, Right 


3 Percutaneous 


3 Internal Fixation Device, 
Sustained Compression 


Device 
Character 6 


A_Interbody Fusion Device 


ORG-ORG 


Qualifier 
Character 7 


Anterior Approach, Anterior 

Column 

1. Posterior Approach, 
Posterior Column 

J Posterior Approach, 

Anterior Column 


Anterior Approach, Anterior 
Column 

J Posterior Approach, 
Anterior Column 


Z_ No Qualifier 


Z_ No Qualifier 


joint S Carpometacarpal Joint, 4 Percutaneous Endoscopic |4 Internal Fixation Device 
Humeroradial joint Right 5 External Fixation Device 
Humeroulnar joint T Carpometacarpal Joint, 7 Autologous Tissue 
Proximal radioulnar joint Left Substitute 
M Elbow Joint, Left U_ Metacarpophalangeal J Synthetic Substitute 
See L Elbow Joint, Right Joint, Right K Nonautologous Tissue 
N Wrist Joint, Right V_ Metacarpophalangeal Substitute 
Distal radioulnar joint Joint, Left 
Radiocarpal joint W Finger Phalangeal Joint, 
P Wrist Joint, Left Right 
See N Wrist Joint, Right Interphalangeal (IP) joint 
Q Carpal Joint, Right X Finger Phalangeal Joint, 
Intercarpal joint Left 
Midcarpal joint See W Finger Phalangeal 
Joint, Right Z 
ORG[G,1,2,4,6,7,8,A][9,3,4][7,J,K][9,1,J] when reported with SDx K68.11 or See Appendix L for Procedure Combinations 
T81.40-181.49, T84.60-184.619, 184.63-184.7 with 7th character A ORG7[0,3,4117,J,K]{0,1,J] 


ORG[G,1,2,4,6,7,8,A][,3,4]A[9,J] when reported with SDx K68.11 or T81.49-181.49, T84.60- 
784.619, 184.63-184.7 with 7th character A 

ORGIE,F,G,H,J,K][0,3,4][4,7,J,K]Z when reported with SDx K68.11 or 181.49-181.49, 
T84.60-184.619, 184.63-184.7 with 7th character A 

ORG[L,MI{G,3,4][4,5,7,J,K]Z when reported with SDx K68.11 or T81.40-181.49, 
T84.60-184.619, T84.63-184.7 with 7th character A 


ORG7[O,3,4JALO,J] 


. . + . 
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ORH-ORH 
8 Medical and Surgical 
R_ Upper Joints 
H_ Insertion 


> 


K“-ZTaAT™M™MON|wBouWw 


Sa<c7yw 


< 


[J Limited Coverage D8 Noncovered [4 Combination Member 


584 


take the place of a body part 


Explanation: None 


Body Part 
Character 4 


Occipital-cervical Joint 
Cervical Vertebral Joint 
Atlantoaxial joint 

Cervical facet joint 
Cervicothoracic Vertebral Joint 
Cervicothoracic facet joint 
Thoracic Vertebral Joint 
Costotransverse joint 
Costovertebral joint 

Thoracic facet joint 
Thoracolumbar Vertebral Joint 
Thoracolumbar facet joint 


Upper Joints 


®@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Cervical Vertebral Disc 
Cervicothoracic Vertebral Disc 
Thoracic Vertebral Disc 
Thoracolumbar Vertebral Disc 


Temporomandibular Joint, Right 
Temporomandibular Joint, Left 
Sternoclavicular Joint, Right 
Sternoclavicular Joint, Left 
Acromioclavicular Joint, Right 
Acromioclavicular Joint, Left 
Shoulder Joint, Right 
Glenohumeral joint 

Glenoid ligament (labrum) 
Shoulder Joint, Left 

See J Shoulder Joint, Right 

Elbow Joint, Right 

Distal humerus, involving joint 
Humeroradial joint 

Humeroulnar joint 

Proximal radioulnar joint 

Elbow Joint, Left 

See L Elbow Joint, Right 

Wrist Joint, Right 

Distal radioulnar joint 
Radiocarpal joint 

Wrist Joint, Left 

See N Wrist Joint, Right 

Carpal Joint, Right 

Intercarpal joint 

Midcarpal joint 

Carpal Joint, Left 

See Q Carpal Joint, Right 
Carpometacarpal Joint, Right 
Carpometacarpal Joint, Left 
Metacarpophalangeal Joint, Right 
Metacarpophalangeal Joint, Left 
Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 

Finger Phalangeal Joint, Left 

See W Finger Phalangeal Joint, Right 


Non-OR @RH[0,1,4,6,A][9,3,4][3,8]Z 

Non-OR 9RH([3,5,9,B][0,3,4]3Z 

Non-OR RH[C,D][9,4]8Z 

Non-OR QRH[C,D]3(3,8]Z 

Non-OR  RH{[E,F,G,H,J,K][9,3,4][3,8]Z 

Non-OR @RH[L,M,N,P,Q,R,S,1,U,V,W,X][0,3,4][3,8]Z 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Open 
Percutaneous 
4 Percutaneous Endoscopic 


w 


Approach 
Character 5 


a Ww 


ouhw 


ICD-10-PCS 2021 


Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


Device 
Character 6 


Qualifier 
Character 7 


Z_ No Qualifier 


Infusion Device 

Internal Fixation Device 
Spacer 

Spinal Stabilization Device, 
Interspinous Process 
Spinal Stabilization Device, 
Pedicle-Based 

Spinal Stabilization Device, 
Facet Replacement 


Infusion Device Z_ No Qualifier 


Infusion Device Z_ No Qualifier 
Internal Fixation Device 


Spacer 


Infusion Device 

Internal Fixation Device 
External Fixation Device 
Spacer 


Z_ No Qualifier 
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ICD-10-PCS 2021 Upper Joints ORJ-ORJ 


8 Medical and Surgical 
R_ Upper Joints 


J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Occipital-cervical Joint 
1 Cervical Vertebral Joint 

Atlantoaxial joint 

Cervical facet joint 
3 Cervical Vertebral Disc 
4 Cervicothoracic Vertebral Joint 
Cervicothoracic facet joint 
Cervicothoracic Vertebral Disc 
Thoracic Vertebral Joint 
Costotransverse joint 
Costovertebral joint 
Thoracic facet joint 
Thoracic Vertebral Disc 
Thoracolumbar Vertebral Joint 
Thoracolumbar facet joint 
Thoracolumbar Vertebral Disc 
Temporomandibular Joint, Right 
Temporomandibular Joint, Left 
Sternoclavicular Joint, Right 
Sternoclavicular Joint, Left 
Acromioclavicular Joint, Right 
Acromioclavicular Joint, Left 
Shoulder Joint, Right 
Glenohumeral joint 
Glenoid ligament (labrum) 
K Shoulder Joint, Left 

See J Shoulder Joint, Right 
L_ Elbow Joint, Right 

Distal humerus, involving joint 

Humeroradial joint 

Humeroulnar joint 

Proximal radioulnar joint 
M Elbow Joint, Left 

See L Elbow Joint, Right 
N_ Wrist Joint, Right 

Distal radioulnar joint 

Radiocarpal joint 
P Wrist Joint, Left 

See N Wrist Joint, Right 
Q Carpal Joint, Right 

Intercarpal joint 

Midcarpal joint 
R Carpal Joint, Left 
See Q Carpal Joint, Right 
Carpometacarpal Joint, Right 
Carpometacarpal Joint, Left 
Metacarpophalangeal Joint, Right 
Metacarpophalangeal Joint, Left 
Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 
Finger Phalangeal Joint, Left 
See W Finger Phalangeal Joint, Right 


Non-OR 9RJ[0,1,3,4,5,6,9,A,B,C,D,E,F,G,H,J,K,L,M,N,P,Q,R,S,1,U,V,W,X][3,X]ZZ 


® Open 

3 Percutaneous 

4 Percutaneous Endoscopic 
X External 


Z No Device Z_ No Qualifier 


au 
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8 Medical and Surgical 
R_ Upper Joints 
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ICD-10-PCS 2021 


Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 


Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Body Part 
Character 4 


Occipital-cervical Joint 
Cervical Vertebral Joint 
Atlantoaxial joint 

Cervical facet joint 

Cervical Vertebral Disc 
Cervicothoracic Vertebral Joint 
Cervicothoracic facet joint 
Cervicothoracic Vertebral Disc 
Thoracic Vertebral Joint 
Costotransverse joint 
Costovertebral joint 

Thoracic facet joint 

Thoracic Vertebral Disc 
Thoracolumbar Vertebral Joint 
Thoracolumbar facet joint 
Thoracolumbar Vertebral Disc 
Temporomandibular Joint, Right 
Temporomandibular Joint, Left 
Sternoclavicular Joint, Right 
Sternoclavicular Joint, Left 
Acromioclavicular Joint, Right 
Acromioclavicular Joint, Left 
Shoulder Joint, Right 
Glenohumeral joint 

Glenoid ligament (labrum) 
Shoulder Joint, Left 

See J Shoulder Joint, Right 
Elbow Joint, Right 

Distal humerus, involving joint 
Humeroradial joint 
Humeroulnar joint 

Proximal radioulnar joint 

Elbow Joint, Left 

See L Elbow Joint, Right 


N Wrist Joint, Right 


e<cuw 


x< 


Distal radioulnar joint 
Radiocarpal joint 

Wrist Joint, Left 

See N Wrist Joint, Right 

Carpal Joint, Right 
Intercarpal joint 

Midcarpal joint 

Carpal Joint, Left 

See Q Carpal Joint, Right 
Carpometacarpal Joint, Right 
Carpometacarpal Joint, Left 
Metacarpophalangeal Joint, Right 
Metacarpophalangeal Joint, Left 
Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 

Finger Phalangeal Joint, Left 

See W Finger Phalangeal Joint, Right 


Non-OR 9RN([Q,1,3,4,5,6,9,A,B,C,D,E,F,G,H,J,K,L,M,N,P,Q,R,S,1,U,V,W,X]XZZ 


Approach 
Character 5 


Open 

Percutaneous 
Percutaneous Endoscopic 
External 


<xrwWe 


Device Qualifier od 
Character 6 Character 7 re | 


Z No Device Z_ No Qualifier 
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ICD-10-PCS 2021 


ICD-10-PCS 2021 


Upper Joints 


ORP-GRP 


® Medical and Surgical 
R_ Upper Joints 
P Removal 


Definition: Taking out or off a device froma body part 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 


Body Part 
Character 4 


Occipital-cervical Joint 

1 Cervical Vertebral Joint 
Atlantoaxial joint 
Cervical facet joint 

4 Cervicothoracic Vertebral Joint 
Cervicothoracic facet joint 

6 Thoracic Vertebral Joint 
Costotransverse joint 
Costovertebral joint 
Thoracic facet joint 

A Thoracolumbar Vertebral Joint 

Thoracolumbar facet joint 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


® Occipital-cervical Joint 

1. Cervical Vertebral Joint 
Atlantoaxial joint 
Cervical facet joint 

4 Cervicothoracic Vertebral Joint 
Cervicothoracic facet joint 

6 Thoracic Vertebral Joint 
Costotransverse joint 
Costovertebral joint 
Thoracic facet joint 

A Thoracolumbar Vertebral Joint 
Thoracolumbar facet joint 


Cervical Vertebral Disc 
Cervicothoracic Vertebral Disc 
Thoracic Vertebral Disc 
Thoracolumbar Vertebral Disc 


wouw 


Cervical Vertebral Disc 
Cervicothoracic Vertebral Disc 
Thoracic Vertebral Disc 
Thoracolumbar Vertebral Disc 


Temporomandibular Joint, Right 
Temporomandibular Joint, Left 
Sternoclavicular Joint, Right 
Sternoclavicular Joint, Left 
Acromioclavicular Joint, Right 
Acromioclavicular Joint, Left 
Shoulder Joint, Right 
Glenohumeral joint 

Glenoid ligament (labrum) 

K Shoulder Joint, Left 

See J Shoulder Joint, Right 


Kram ™mon|wnwouw 


X External 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


X External 


NSPwe 


zA- So 


Device 
Character 6 


coded to the root operation CHANGE. Otherwise, the procedure for taking out the device is coded to the root operation REMOVAL. 


Approach 
Character 5 


Qualifier 
Character 7 


Z_ No Qualifier 


Drainage Device 
Infusion Device 

Internal Fixation Device 
Autologous Tissue 
Substitute 

Spacer 

Interbody Fusion Device 
Synthetic Substitute 
Nonautologous Tissue 
Substitute 


———— 


Drainage Device Z No Qualifier 
Infusion Device 


Internal Fixation Device 


Drainage Device Z_ No Qualifier 
Infusion Device 
Autologous Tissue 
Substitute 

Synthetic Substitute 
Nonautologous Tissue 
Substitute 

Drainage Device 
Infusion Device 


Z_ No Qualifier 


®@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


C Temporomandibular Joint, Right 
D Temporomandibular Joint, Left 
E Sternoclavicular Joint, Right 
F Sternoclavicular Joint, Left 
G Acromioclavicular Joint, Right 
H_ Acromioclavicular Joint, Left 
J Shoulder Joint, Right 
Glenohumeral joint 
Glenoid ligament (labrum) 
K Shoulder Joint, Left 
See J Shoulder Joint, Right 


Non-OR QRP[G,1,4,6,A]3[0,3,8]Z 
Non-OR QRP{G,1,4,6,A][0,4]8Z 
Non-OR @RP[G,1,4,6,A]X[0,3,4]Z 
Non-OR 9RP([3,5,9,B]3[0,3]Z 
Non-OR 9RP[3,5,9,B]X[0,3]Z 


Non-OR @RPI[C,D,E,F,G,H,J,K]3(0,3,8]Z 


Non-OR @RP[C,D,E,F,G,H,J,K][,4]8Z 
Non-OR @RP[C,D]X[@,3]Z 
Non-OR @RP[E,F,G,H,J,K]X[0,3,41Z 


X External 


Ww 


Drainage Device Z_ No Qualifier 
Infusion Device 
Internal Fixation Device 
Autologous Tissue 
Substitute 

Spacer 

Synthetic Substitute 
Nonautologous Tissue 
Substitute 


Drainage Device Z_ No Qualifier 
Infusion Device 


Internal Fixation Device 


[I Limited Coverage DB Noncovered [# Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in GREEN 
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ORP Continued on next page 
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Upper Joints ICD-10-PCS 2021 
ORP Continued 


ORP-ORP 


8 Medical and Surgical 

R_ Upper Joints 

P Removal Definition: Taking out or off a device from a body part 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out the device is coded to the root operation REMOVAL. 


Body Part Approach Device _ Qualifier 
Character 4 Character 6 Character 7 


Z_ No Qualifier 


Elbow Joint, Right ® Open @ Drainage Device 


Distal humerus, involving joint 3 Percutaneous 3 Infusion Device 
Humeroradial joint 4 Percutaneous Endoscopic | 4 Internal Fixation Device 
Humeroulnar joint 5 External Fixation Device 
Proximal radioulnar joint 7 Autologous Tissue 

M Elbow Joint, Left Substitute 
See L Elbow Joint, Right 8 Spacer 

N Wrist Joint, Right — J Synthetic Substitute 
Distal radioulnar joint Ke Nonautoloaous Tissue 
Radiocarpal joint Cabctiite” 

P Wrist Joint, Left 
See N Wrist Joint, Right 


Q Carpal Joint, Right 
Intercarpal joint 
Midcarpal joint 
R_ Carpal Joint, Left 
See Q Carpal Joint, Right 
S Carpometacarpal Joint, Right 
T Carpometacarpal Joint, Left 
U Metacarpophalangeal Joint, Right 
V_ Metacarpophalangeal Joint, Left 
W Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 
X_ Finger Phalangeal Joint, Left 
See W Finger Phalangeal Joint, Right 


L_ Elbow Joint, Right X External ® Drainage Device Z_ No Qualifier 
Distal humerus, involving joint 3 Infusion Device 
Humeroradial joint 4 Internal Fixation Device 
Humeroulnar joint 5 External Fixation Device 
Proximal radioulnar joint 
M Elbow Joint, Left 
See L Elbow Joint, Right 
N_ Wrist Joint, Right 


Distal radioulnar joint 
Radiocarpal joint 
P Wrist Joint, Left 
See N Wrist Joint, Right 
Q Carpal Joint, Right 
Intercarpal joint 
Midcarpal joint 
R_ Carpal Joint, Left 
See Q Carpal Joint, Right 
S Carpometacarpal Joint, Right 
T Carpometacarpal Joint, Left 
U Metacarpophalangeal Joint, Right 
V 
Ww 


Metacarpophalangeal Joint, Left 
Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 

X_ Finger Phalangeal Joint, Left 
See W Finger Phalangeal Joint, Right 


Non-OR @RP[L,M,N,P,Q,R,S,T,U,V,W,X]3[0,3,8]Z 


Non-OR @RP[L,M,N,P,Q,R,S,T,U,V,W,X][9,418Z 
Non-OR 9RP[L,M,N,P,Q,R,S,T,U,V,W,X]X[,3,4,5]Z 


9 Limited Coverage DS Noncovered Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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9 Medical and Surgical 
R Upper Joints 
Q_ Repair 


Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part Approach Device 
Character 5 Character 6 


Character 4 
® Open Z No Device 


Qualifier 
Character 7 


Z_ No Qualifier 


Occipital-cervical Joint 
1 Cervical Vertebral Joint 3 Percutaneous 
Atlantoaxial joint 
Cervical facet joint 
3 Cervical Vertebral Disc 
4 Cervicothoracic Vertebral Joint 
Cervicothoracic facet joint 
Cervicothoracic Vertebral Disc 
Thoracic Vertebral Joint 
Costotransverse joint 
Costovertebral joint 
Thoracic facet joint 
Thoracic Vertebral Disc 
Thoracolumbar Vertebral Joint 
Thoracolumbar facet joint 
Thoracolumbar Vertebral Disc 
Temporomandibular Joint, Right 
Temporomandibular Joint, Left 
Sternoclavi 
Sternoclavi 
Acromioclav 
Acromiocla 
Shoulder J 
Glenohumeral joint 
Glenoid ligament (labrum) 
K Shoulder J 
See J Shoulder Joint, Right 
L Elbow Joint, Right 
Distal humerus, involving joint 
Humeroradial joint 
Humeroulnar joint 
Proximal radioulnar joint 
M Elbow J 
See L Elbow Joint, Right 
N Wrist Joint, Right 
Distal radioulnar joint 
Radiocarpal joint 
P Wrist Joint, Left 
See N Wrist Joint, Right 
Q Carpal Joint, Right 
Intercarpal joint 
Midcarpal joint 
R Carpal Joint, Left 
See Q Carpal Joint, Right 
Carpometacarpal Joint, Right 
Carpometacarpal Joint, Left 
Metacarpophalangeal Joint, Right 
Metacarpophalangeal Joint, Left 
Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 
Finger Phalangeal Joint, Left 
See W Finger Phalangeal Joint, Right 
Non-OR 9RQ[0,1,3,4,5,6,9,A,B,C,D,E,F,G,H,J,K,L,M,N,P,Q,R,S,1,U,V,W,X]XZZ 
HAC ORO[E,F,G,H,J,K,L,MJ[0,3,4,X]ZZ when reported with SDx K68.11 or T81.49-T81.49, T84.60-T84.619, T84.63-184.7 with 7th character A 


4 Percutaneous Endoscopic 
X External 


au 
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8 Medical and Surgical 
R_ Upper Joints 


R_ Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 
Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


Body Part 
Character 4 


Occipital-cervical Joint 
Cervical Vertebral Joint 
Atlantoaxial joint 
Cervical facet joint 
Cervical Vertebral Disc 
4 Cervicothoracic Vertebral Joint 
Cervicothoracic facet joint 
5 Gervicothoracic Vertebral Disc 
Thoracic Vertebral Joint 
Costotransverse joint 
Costovertebral joint 
Thoracic facet joint 
Thoracic Vertebral Disc 
Thoracolumbar Vertebral Joint 
Thoracolumbar facet joint 
Thoracolumbar Vertebral Disc 
Temporomandibular Joint, Right 
Temporomandibular Joint, Left 
Sternoclavicular Joint, Right 
Sternoclavicular Joint, Left 
Acromioclavicular Joint, Right 
Acromioclavicular Joint, Left 
Elbow Joint, Right 
Distal humerus, involving joint 
Humeroradial joint 
Humeroulnar joint 
Proximal radioulnar joint 
M Elbow Joint, Left 
See L Elbow Joint, Right 
N_ Wrist Joint, Right 
Distal radioulnar joint 
Radiocarpal joint 
P Wrist Joint, Left 
See N Wrist Joint, Right 
Q Carpal Joint, Right 
Intercarpal joint 
Midcarpal joint 
R_ Carpal Joint, Left 
See Q Carpal Joint, Right 
S Carpometacarpal Joint, Right 
T Carpometacarpal Joint, Left 
U Metacarpophalangeal Joint, Right 
Vv 
WwW 


We - 2 


a 


reo 


FrTatm™monoa 


Metacarpophalangeal Joint, Left 
Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 

X_ Finger Phalangeal Joint, Left 


® Open 7 Autologous Tissue 
Substitute 

J Synthetic Substitute 

K Nonautologous Tissue 
Substitute 


Approach Device 
Character 5 Character 6 


Qualifier 
Character 7 


Z No Qualifier 


See W Finger Phalangeal Joint, Right 
J Shoulder Joint, Right @® Open ® Synthetic Substitute, 
Glenohumeral joint Reverse Ball and Socket 


Glenoid tigament (labrum) 
K Shoulder Joint, Left 
See J Shoulder Joint, Right 


J Shoulder Joint, Right 
Glenohumeral joint 
Glenoid ligament (labrum) 

K Shoulder Joint, Left 

See J Shoulder Joint, Right 


Ej Limited Coverage [M3 Noncovered Combination Member 
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7 Autologous Tissue 


Substitute 
K Nonautologous Tissue 
Substitute 


No Qualifier 


8 Open J Synthetic Substitute 


Humeral Surface 
7 Glenoid Surface 
Z No Qualifier 
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8 Medical and Surgical 
R_ Upper Joints 
S Reposition 


Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


as. bw BodyPart Approach Device 
Character 5 Character 6 


_ Character 4 
Occipital-cervical Joint Open 4 Internal Fixation Device 
Percutaneous Z No Device 


Cervical Vertebral Joint 
Atlantoaxial joint Percutaneous Endoscopic 
External 


Qualifier 
Character 7 


Z_ No Qualifier 


Cervical facet joint 
4 Cervicothoracic Vertebral Joint 
Cervicothoracic facet joint 
6 Thoracic Vertebral Joint 
Costotransverse joint 
Costovertebral joint 
Thoracic facet joint 
A Thoracolumbar Vertebral Joint 
Thoracolumbar facet joint 
Temporomandibular Joint, Right 
Temporomandibular Joint, Left 
Sternoclavicular Joint, Right 
Sternoclavicular Joint, Left 
Acromioclavicular Joint, Right 
Acromioclavicular Joint, Left 
Shoulder Joint, Right 
Glenohumeral joint 
Glenoid ligament (labrum) 
K Shoulder Joint, Left 
See J Shoulder Joint, Right 


L_ Elbow Joint, Right 
Distal humerus, involving joint 
Humeroradial joint 
Humeroulnar joint 
Proximal radioulnar joint 
M Elbow Joint, Left 
See L Elbow Joint, Right 
N Wrist Joint, Right 
Distal radioulnar joint 
Radiocarpal joint 
P Wrist Joint, Left 
See N Wrist Joint, Right 
Q Carpal Joint, Right 
Intercarpal joint 
Midcarpal joint 
R_ Carpal Joint, Left 
See Q Carpal Joint, Right 
Carpometacarpal Joint, Right 
Carpometacarpal Joint, Left 
Metacarpophalangeal Joint, Right 
Metacarpophalangeal Joint, Left 
Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 
Finger Phalangeal Joint, Left 
See W Finger Phalangeal Joint, Right 


Non-OR 9RS[0,1,4,6,A,C,D,E,F,G,H,J,K][3,4,X][4,Z]Z 
Non-OR @RS[L,M,N,P,Q,R,S,T,U,V,W,X][3,4,X][4,5,Z]Z 


<xPwe 


“rammon 


Open 4 Internal Fixation Device Z No Qualifier 
Percutaneous 5 External Fixation Device 
Percutaneous Endoscopic |Z No Device 

External 


xhwe 
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6 Medical and Surgical 
R_ Upper Joints 
T Resection Definition: Cutting out or off, without replacement, all of a body part 


Explanation: None 
Approach 
Character 5 


Body Part 
® Open 


Qualifier 
Character 7 


Z_ No Qualifier 


Device 
Character 6 


Z No Device 


Character 4 


Cervical Vertebral Disc 
Cervicothoracic Vertebral Joint 
Cervicothoracic facet joint 
Cervicothoracic Vertebral Disc 
Thoracic Vertebral Disc 
Thoracolumbar Vertebral Disc 
Temporomandibular Joint, Right 
Temporomandibular Joint, Left 
Sternoclavicular Joint, Right 
Sternoclavicular Joint, Left 
Acromioclavicular Joint, Right 
Acromioclavicular Joint, Left 
Shoulder Joint, Right 
Glenohumeral joint 
Glenoid ligament (labrum) 
K Shoulder Joint, Left 

See J Shoulder Joint, Right 
L_ Elbow Joint, Right 

Distal humerus, involving joint 

Humeroradial joint 

Humeroulnar joint 

Proximal radioulnar joint 
M Elbow Joint, Left 

See L Elbow Joint, Right 
N Wrist Joint, Right 

Distal radioulnar joint 

Radiocarpal joint 
P Wrist Joint, Left 

See N Wrist Joint, Right 
Q Carpal Joint, Right 

Intercarpal joint 

Midcarpal joint 
R_ Carpal Joint, Left 
See Q Carpal Joint, Right 
Carpometacarpal Joint, Right 
Carpometacarpal Joint, Left 
Metacarpophalangeal Joint, Right 
Metacarpophalangeal Joint, Left 
Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 
X_ Finger Phalangeal Joint, Left 

See W Finger Phalangeal Joint, Ri 


hw 
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9 Medical and Surgical 
R_ Upper Joints 


U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Occipital-cervical Joint ® Open 7 Autologous Tissue Z No Qualifier 
1 Cervical Vertebral Joint 3 Percutaneous Substitute 


Atlantoaxial joint 4 Percutaneous Endoscopic | J Synthetic Substitute 


Cervical facet joint K Nonautologous Tissue 
3 Cervical Vertebral Disc Substitute 


4 Cervicothoracic Vertebral Joint 
Cervicothoracic facet joint 
Cervicothoracic Vertebral Disc 
Thoracic Vertebral Joint 
Costotransverse joint 
Costovertebral joint 

Thoracic facet joint 

Thoracic Vertebral Disc 
Thoracolumbar Vertebral Joint 
Thoracolumbar facet joint 
Thoracolumbar Vertebral Disc 
Temporomandibular Joint, Right 
Temporomandibular Joint, Left 


au 


“TraAT™monw yw 


Glenohumeral joint 
Glenoid ligament (labrum) 


See J Shoulder Joint, Right 


Distal humerus, involving joint 
Humeroradial joint 
Humeroulnar joint 

Proximal radioulnar joint 


See L Elbow Joint, Right 
N Wrist Joint, Right 

Distal radioulnar joint 

Radiocarpal joint 
P Wrist Joint, Left 

See N Wrist Joint, Right 
Q Carpal Joint, Right 

Intercarpal joint 

Midcarpal joint 
R Carpal Joint, Left 
See Q Carpal Joint, Right 
Carpometacarpal Joint, Right 
Carpometacarpal Joint, Left 
Metacarpophalangeal Joint, Right 
Metacarpophalangeal Joint, Left 
Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 
Finger Phalangeal Joint, Left 
See W Finger Phalangeal Joint, Right 


HAC ORUIE,F,G,H,J,K,L,MJ[0,3,4][7,J,K]Z when reported with SDx K68.11 or T81.49-181.49, T84.60-184.619, T84.63-184.7 with 7th character A 
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6 Medical and Surgical 
R_ Upper Joints 7 j 
W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Approach Device Qualifier 
charter carat 
Occipital-cervical Joint @ Open ® Drainage Device Z No Qualifier 
1 Cervical Vertebral Joint 3 Percutaneous 3 Infusion Device 
Atlantoaxial joint 4 Percutaneous Endoscopic | 4 Internal Fixation Device 
Cervical facet joint X External 7 Autologous Tissue 
4 Cervicothoracic Vertebral Joint Substitute 
Cervicothoracic facet joint 8 Spacer 
6 Thoracic Vertebral Joint A Interbody Fusion Device 
Costotransverse joint J Synthetic Substitute 
Costovertebral joint K Nonautologous Tissue 
Thoracic facet joint Substitute 
A Thoracolumbar Vertebral Joint 
Thoracolumbar facet joint 


Z_ No Qualifier 


3 Cervical Vertebral Disc @ Open ® Drainage Device 
5 Cervicothoracic Vertebral Disc 3 Percutaneous 3 Infusion Device 
9 Thoracic Vertebral Disc 4 Percutaneous Endoscopic |7 Autologous Tissue 
B_ Thoracolumbar Vertebral Disc X External Substitute 
J Synthetic Substitute 
Nonautologous Tissue 
: Substitute . 
C Temporomandibular Joint, Right ® Open ® Drainage Device Z No Qualifier 
D Temporomandibular Joint, Left 3 Percutaneous 3 Infusion Device 
E Sternoclavicular Joint, Right 4 Percutaneous Endoscopic |4 Internal Fixation Device 
F Sternoclavicular Joint, Left X External 7 Autologous Tissue 
G Acromioclavicular Joint, Right Substitute 
H_ Acromioclavicular Joint, Left 8 Spacer 
J Shoulder Joint, Right J Synthetic Substitute 
Glenohumeral joint K Nonautologous Tissue 
Glenoid ligament (labrum) Substitute 


Shoulder Joint, Left 


See J Shoulder Joint, Right 
L_ Elbow Joint, Right @ Open ® Drainage Device Z_ No Qualifier 
Distal humerus, involving joint 3 Percutaneous 3 Infusion Device 
Humeroradial joint 4 Percutaneous Endoscopic | 4 Internal Fixation Device 
Humeroulnar joint _ X External 5 External Fixation Device 
Proximal radioulnar joint 7 Autologous Tissue 
M_ Elbow Joint, Left Substitute 
See L Elbow Joint, Right 8 Spacer 
N. Wrist Joint, Ri , ; 
rist Joint, Right J Synthetic Substitute 


Distal radioulnar joint 
Radiocarpal joint 
P Wrist Joint, Left 
See N Wrist Joint, Right 
Q Carpal Joint, Right 
Intercarpal joint 
Midcarpal joint 
R_ Carpal Joint, Left 
See Q Carpal Joint, Right 
S Carpometacarpal Joint, Right 
T Carpometacarpal Joint, Left 
U_ Metacarpophalangeal Joint, Right 
Vv 
Ww 


K Nonautologous Tissue 
Substitute 


Metacarpophalangeal Joint, Left 
Finger Phalangeal Joint, Right 
Interphalangeal (IP) joint 

X_ Finger Phalangeal Joint, Left 
See W Finger Phalangeal Joint, Right 


ee SSS 


Non-OR 9RW(G,1,4,6,A]X[0,3,4,7,8,A,J,KIZ 

Non-OR 9RW(3,5,9,B]X[0,3,7,J,K]Z 

Non-OR @MRWI[C,D,E,F,G,H,J,K]X{0,3,4,7,8,J,KIZ 

Non-OR @RW([L,M,N,P,Q,R,S,T,U,V,W,X]X[0,3,4,5,7,8,J,K]Z 


E Limited Coverage [aNoncovered [i Combination Member HACassociated procedure Combination Only DRGNomOR Non-OR  New/Revised in GREEN 
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: Lower Joints 
Lower Joints 6S2-6SW 
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Character Meanings* 
This Character Meaning table is provided as a 


tables. lt SHOULD NOT be used to build a PCS code. 


guide to assist the user in the identification of character members that may be found in this section of code 


Operation-Character3 | Body Part-Character 4 Approach-Character 5 Device-Character 6 Qualifier-Character 7 
2 Change 9 Lumbar Vertebral Joint ® Open ® Drainage Device ® Anterior Approach, 
OR Anterior Column 
Synthetic Substitute, 
a0 Polyethylene 
5 Destruction 1 Lumbar Vertebral Joint, 2 ormore |3 Percutaneous 1 Synthetic Substitute, Metal 1 Posterior Approach, 
: Posterior Column 
9 Drainage 2 Lumbar Vertebral Disc 4 Percutaneous Endoscopic | 2 Synthetic Substitute, Metalon|9 Cemented 
Polyethylene 
B Excision 3. Lumbosacral Joint |X External 3 Infusion Device A  Uncemented 
OR 
Internal Fixation Device, 
Sustained Compression 
OR 
Synthetic Substitute, Ceramic 
C  Extirpation 4 Lumbosacral Disc 4 Internal Fixation Device C_ Patellar Surface 
OR 
Synthetic Substitute, Ceramic 
on Polyethylene 
G_ Fusion 5 Sacrococcygeal Joint 5 External Fixation Device [J Posterior Approach, 
Anterior Column 
H_ Insertion 6 Coccygeal Joint 6 Synthetic Substitute, Oxidized | X Diagnostic 
Zirconium on Polyethylene 
J Inspection 7 — Sacroiliac Joint, Right 7 Autologous Tissue Substitute |Z No Qualifier 
N_ Release 8 Sacroiliac Joint, Left 8 Spacer 
P Removal 9 Hip Joint, Right 9 Liner 
Q_ Repair A Hip Joint, Acetabular Surface, A Interbody Fusion Device 
Right ; 
R_ Replacement B_ Hip Joint, Left B_ Resurfacing Device 
Spinal Stabilization Device, 
Interspinous Process 
S_ Reposition C_ Knee Joint, Right C Spinal Stabilization Device, 
Pedicle-Based 
a 
T Resection D_ Knee Joint, Left D_ Spinal Stabilization Device, 
Facet Replacement 
U Supplement E Hip Joint, Acetabular Surface, Left E Articulating Spacer 
W_ Revision F Ankle Joint, Right J Synthetic Substitute 
G_ Ankle Joint, Left K Nonautologous Tissue 
Substitute 
H_ Tarsal Joint, Right L Synthetic Substitute, 
Unicondylar Medial 
J Tarsal Joint, Left / M_ Synthetic Substitute, 
Unicondylar Lateral 
K Tarsometatarsal Joint, Right N_ Synthetic Substitute, 
Patellofemoral 
L  Tarsometatarsal Joint, Left Y Other Device 
M_ Metatarsal-Phalangeal Joint, Right Z_ No Device 
N Metatarsal-Phalangeal Joint, Left 
P Toe Phalangeal Joint, Right 
Q_ Toe Phalangeal Joint, Left 
R Hip Joint, Femoral Surface, Right 
S Hip Joint, Femoral Surface, Left 
T Knee Joint, Femoral Surface, Right 
= U_ Knee Joint, Femoral Surface, Left 
V_ Knee Joint, Tibial Surface, Right 
W_ Knee Joint, Tibial Surface, Left 
Y Lower Joint 
* Includes synovial membrane. 
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AHA Coding Clinic for table 9S9 
2018, 2Q, 17 Arthroscopic drainage of knee and nonexcisional debridement 
2017, 1Q, 50 Dry aspiration of ankle joint 


AHA Coding Clinic for table 8SB 


2017, 4Q, 76 Radiolucent porous interbody fusion device 

2016, 20, 16 Decompressive laminectomy/foraminotomy and lumbar discectomy 

2016, 1Q, 20 Metatarsophalangeal joint resection arthroplasty 

2015, 10, 34 Arthroscopic meniscectomy with debridement and abrasion 
chondroplasty 

2014, 20, 6 Posterior lumbar fusion with discectomy 


AHA Coding Clinic for table SG 


2020, 2Q 27 Spinal Fusion with NuVasive® VersaTie® 

2020, 1Q, 33 Spinal fusion without use of bone graft 

2019, 3Q, 35 Fusion procedures of the spine (guideline B3.10c) 

2019, 1Q, 30 Spinal fusion performed at same level as decompressive laminectomy 
2018, 4Q, 43 Joint fusion device value 

2018, 10, 22 Spinal fusion procedures without bone graft 

2017, 4Q, 76 Radiolucent porous interbody fusion device 

2017, 2Q, 23 Decompression of spinal cord and placement of instrumentation 
2014, 3Q, 30 Spinal fusion and fixation instrumentation 

2014, 3Q, 36 Lumbar interbody fusion of two vertebral levels 

2014, 20,6 Posterior lumbar fusion with discectomy 

2013, 3Q, 25 360-degree spinal fusion 

2013, 2Q, 39 Ankle fusion, osteotomy, and removal of hardware 


2013, 1Q, 21-23 
AHA Coding Clinic for table 9SH 

2017, 2Q, 23 Decompression of spinal cord and placement of instrumentation 
AHA Coding Clinic for table SJ 

2017, 1Q, 50 Dry aspiration of ankle joint 


AHA Coding Clinic for table @SN 


Spinal fusion of thoracic and lumbar vertebrae 


2020, 2Q, 26 Arthroscopic Manipulation and Nonexcisional Debridement of Knee 
Joint , 
2019, 1Q, 30 Spinal fusion performed at same level as decompressive laminectomy 


AHA Coding Clinic for table OSP 


2018, 4Q, 43 Articulating spacer for hip and knee joint 

2018, 20, 16 Exchange of tibial polyethylene component with stabilizing insert 
(tibial tray) 

2017, 4Q, 107 Total ankle replacement versus revision 


2016, 4Q, 110-112 Removal and revision of hip and knee devices 


2015, 2Q, 18 Total knee revision 
2015, 2Q, 19 Revision of femoral head and acetabular liner 
2013, 2Q, 39 Ankle fusion, osteotomy, and removal of hardware 


AHA Coding Clinic for table SQ 
2014, 4Q, 25 Femoroacetabular impingement and labral tear with repair 


AHA Coding Clinic for table SR 

2018, 4Q, 43 Articulating spacer for hip and knee joint 

2018, 2Q, 16 Exchange of tibial polyethylene component with stabilizing insert 
(tibial tray) 

Oxidized zirconium on polyethylene bearing surface 

2017, 4Q, 107 Total ankle replacement versus revision 

2017, 1Q, 22 Total knee replacement and patellar component 

2016, 4Q, 110-111 Partial (unicondylar) knee replacement 

2016, 40, 111-112 Removal and revision of hip and knee devices 


2017, 4Q, 38-39 


2016, 3Q, 35 Use of cemented versus uncemented qualifier for joint replacement 
2015, 3Q, 18 Total hip replacement with acetabular reconstruction 

2015, 2Q, 18 Total knee revision 

2015, 2Q, 19 Revision of femoral head and-acetabular liner 


AHA Coding Clinic for table 9SS 
2016, 2Q, 31 Periacetabular ostectomy for repair of congenital hip dysplasia 


AHA Coding Clinic for table 9ST 
2016, 1Q, 20 Metatarsophalangeal joint resection arthroplasty 
2014, 4Q, 29 Rotational osteosynthesis 


AHA Coding Clinic for table SU 


2018, 20, 16 Exchange of tibial polyethylene component with stabilizing insert 
(tibial tray) : 

2016, 4Q, 111 Removal and revision of hip and knee devices 

2015, 2Q, 19 Revision of femoral head and acetabular liner 


AHA Coding Clinic for table SSW 

2017, 4Q, 107 Total ankle replacement versus revision 
2016, 4Q, 110-112 Removal and revision of hip and knee devices 
2015, 2Q, 18 Total knee revision 

2015, 20,19 Revision of femoral head and acetabular liner 


SEE 
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Lower Joints 


} Lumbosacral 3 
Sacroiliac 7, 8 
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Sacrococcygeal joint 5 


Hip 9, B 


Knee C, D 


Ankle F, G 
(Transverse) tarsal H, J 


Metatarsal-phalangeal M, N 


Hip Joint 


lium 


Sacroiliac joint 7, 8 he 


Sacrum 


Acetabulofemoral joint 9, B 


Head of femur 


Ischium 
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Knee Joint 


Anterior view Lateral view 


Synovial cavity 


Femur 
Patella 


cartilage Patella 


Lateral meniscus 4\\ 
cartilage 


Foot Joints 


Phalanges 


Metatarso-phalangeal 
Tarsal joints H, J 


interphalangeal 
joint P,Q 
Tarsometatarsal joints K, L 
Proximal 
interphalangeal 
joint P,Q 


Tarsals Metatarsals 


eee 
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ICD-10-PCS 2021 Lower Joints 9S2-9S5 


9 Medical and Surgical 
S Lower Joints 


2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 
Body Part Approach Device 
Character 4 Character 5 Character 6 
X External ® Drainage Device 
Y Other Device 


Qualifier 
Character 7 


Z_ No Qualifier 


Lower Joint 


Non-OR All body part, approach, device, and qualifier values 


9 Medical and Surgical 

S Lower Joints 

5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Lumbar Vertebral Joint ® Open Z No Device Z No Qualifier 
Lumbar facet joint 3 Percutaneous 


2 Lumbar Vertebral Disc 4 Percutaneous Endoscopic 
3 Lumbosacral Joint 
Lumbosacral facet joint 
4 Lumbosacral Disc 
5 Sacrococcygeal Joint 
Sacrococcygeal symphysis 
Coccygeal Joint 
Sacroiliac Joint, Right 
Sacroiliac Joint, Left 
Hip Joint, Right 
Acetabulofemoral joint 
B Hip Joint, Left 
See 9 Hip Joint, Right 
C Knee Joint, Right 
Femoropatellar joint 
Femorotibial joint 
Lateral meniscus 
Medial meniscus 
Patellofemoral joint 
Tibiofemoral joint 
D Knee Joint, Left 
See C Knee Joint, Right 
F Ankle Joint, Right 
Inferior tibiofibular joint 
Talocrural joint 
G Ankle Joint, Left 
See F Ankle Joint, Right 
H_ Tarsal Joint, Right 
Calcaneocuboid joint 
Cuboideonavicular joint 
Cuneonavicular joint 
Intercuneiform joint 
Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) joint 
Talocalcaneonavicular joint 
Tarsal Joint, Left 
See H Tarsal Joint, Right 
Tarsometatarsal Joint, Right 
Tarsometatarsal Joint, Left 
Metatarsal-Phalangeal Joint, Right 
Metatarsophalangeal (MTP) joint 
N Metatarsal-Phalangeal Joint, Left 
See M Metatarsal-Phalangeal Joint, Right 
P_ Toe Phalangeal Joint, Right 
Interphalangeal (IP) joint 
Q Toe Phalangeal Joint, Left - 
See P Toe Phalangeal Joint, Right 
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@S9-9S9 
® Medical and Surgical 
S Lower Joints 
9 Drainage 


Lumbar Vertebral Joint 

Lumbar facet joint 

2 Lumbar Vertebral Disc 

3 Lumbosacral Joint 
Lumbosacral facet joint 

4 Lumbosacral Disc 

5 Sacrococcygeal Joint 
Sacrococcygeal symphysis 

6 Coccygeal Joint 

7 Sacroiliac Joint, Right 

8 Sacroiliac Joint, Left 

9 Hip Joint, Right 
Acetabulofemoral joint 

B_ Hip Joint, Left 
See 9 Hip Joint, Right 

C Knee Joint, Right 
Femoropatellar joint 
Femorotibial joint 
Lateral meniscus 
Medial meniscus 
Patellofemoral joint 
Tibiofemoral joint 

D Knee Joint, Left 
See C Knee Joint, Right 

F Ankle Joint, Right 
Inferior tibiofibular joint 
Talocrural joint 

G Ankle Joint, Left 

See F Ankle Joint, Right 


Body Part 
Character 4 


Tarsal Joint, Right 
Calcaneocuboid joint 
Cuboideonavicular joint 
Cuneonavicular joint 
Intercuneiform joint 
Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) 
joint 
Talocalcaneonavicular joint 
Tarsal Joint, Left 
See H Tarsal Joint, Right 
Tarsometatarsal Joint, 
Right 
Tarsometatarsal Joint, Left 
Metatarsal-Phalangeal 
Joint, Right 
Metatarsophalangeal (MTP) 
joint 
Metatarsal-Phalangeal 
Joint, Left 
See M Metatarsal-Phalangeal 
Joint, Right 
Toe Phalangeal Joint, Right 
Interphalangeal (IP) joint 
Toe Phalangeal Joint, Left 
See P Toe Phalangeal Joint, 
Right 


Lower Joints 


Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Approach Device 
Character 5 Character 6 


@® Drainage Device 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


® Lumbar Vertebral Joint 
Lumbar facet joint 

2 Lumbar Vertebral Disc 

3 Lumbosacral Joint 
Lumbosacral facet joint 
Lumbosacral Disc 

5 Sacrococcygeal Joint 
Sacrococcygeal symphysis 

6 Coccygeal Joint 

7 Sacroiliac Joint, Right 

8 Sacroiliac Joint, Left 

9 Hip Joint, Right 
Acetabulofemoral joint 

B_ Hip Joint, Left 
See 9 Hip Joint, Right 

C Knee Joint, Right 
Femoropatellar joint 
Femorotibial joint 
Lateral meniscus 
Medial meniscus 
Patellofemoral joint 
Tibiofemoral joint 

D Knee Joint, Left 
See C Knee Joint, Right 

F Ankle Joint, Right 
Inferior tibiofibular joint 
Talocrural joint 

G Ankle Joint, Left 

See F Ankle Joint, Right 


Non-OR S9[0,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q][3,4]0Z 
Non-OR 59[0,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q][0,3,4]ZX 


Tarsal Joint, Right 
Calcaneocuboid joint 
Cuboideonavicular joint 
Cuneonavicular joint 
Intercuneiform joint 
Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) 
joint 
Talocalcaneonavicular joint 
Tarsal Joint, Left 
See H Tarsal Joint, Right 
Tarsometatarsal Joint, 
Right 
Tarsometatarsal Joint, Left 
Metatarsal-Phalangeal 
Joint, Right 
Metatarsophalangeal (MTP) 
joint 
Metatarsal-Phalangeal 
Joint, Left 
See M Metatarsal-Phalangeal 
Joint, Right 
Toe Phalangeal Joint, Right 
Interphalangeal (IP) joint 
Toe Phalangeal Joint, Left 
See P Toe Phalangeal Joint, 
Right 


Non-OR 59[0,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q][3,4]ZZ 


Eq Limited Coverage [4 Noncovered [# Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR 
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® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Z No Device 


Z_ No Qualifier 


ICD-10-PCS 2021 


Qualifier 
Character 7 


X Diagnostic 
Z No Qualifier 


New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 Lower Joints OSB-9SC 
nn it hh eS 


8 Medical and Surgical 
S Lower Joints 


B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Body Part 
Character 4 


Approach 
Character 5 


Device 
Character 6 


Qualifier 
Character 7 


S}UIOS ABMO7T 


® Lumbar Vertebral Joint H_ Tarsal Joint, Right ® Open Z No Device X Diagnostic 
Lumbar facet joint Calcaneocuboid joint 3 Percutaneous Z_ No Qualifier 
2 Lumbar Vertebral Disc Cuboideonavicular joint 4 Percutaneous Endoscopic 
3 Lumbosacral Joint Cuneonavicular joint 
Lumbosacral facet joint Intercuneiform joint 
4 Lumbosacral Disc Subtalar (talocalcaneal) joint 


Talocalcaneal (subtalar) 
joint 
Talocalcaneonavicular joint 
J Tarsal Joint, Left 
See H Tarsal Joint, Right 
Tarsometatarsal Joint, 
Right 


5 Sacrococcygeal Joint 
Sacrococcygeal symphysis 

6 Coccygeal Joint 

7 Sacroiliac Joint, Right 

8 Sacroiliac Joint, Left K 

9 Hip Joint, Right 
Acetabulofemoral joint 


8 GitiancieK L_ Tarsometatarsal Joint, Left 
AE M Metatarsal-Phalangeal 
See 9 Hip Joint, Right Joint, Right 
C Knee Joint, Right Metatarsophalangeal (MTP) 
Femoropatellar joint joint 
Femorotibial joint N Metatarsal-Phalangeal 


Lateral meniscus 


Medial : Joint, Left 
Send ig be lal See M Metatarsal-Phalangeal 
Patellofemoral joint Joint, Right 


Tibiofemoral joint 


D Knee Joint Left P_ Toe Phalangeal Joint, Right 


7 : Interphalangeal (IP) joint 
See C Knee Joint, Right Toe Phalangeal Joint, Left 


F Ankle Joint, Right é.. See P Toe Phalangeal Joint, 
Inferior tibiofibular joint Right 


Talocrural joint 
G Ankle Joint, Left 
See F Ankle Joint, Right 


Non-OR 0SB[9,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q][@,3,4]ZX 


fo) 


8 Medical and Surgical 

S Lower Joints 

C_ Extirpation Definition: Taking or cutting out solid matter from a body part 
Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Lumbar Vertebral Joint H_ Tarsal Joint, Right @ Open Z No Device Z_ No Qualifier 
Lumbar facet joint Calcaneocuboid joint 3 Percutaneous 
2 Lumbar Vertebral Disc Cuboideonavicular joint 4 Percutaneous Endoscopic 
3 Lumbosacral Joint Cuneonavicular joint 
Lumbosacral facet joint Intercuneiform joint = 
4 Lumbosacral Disc Subtalar (talocalcaneal) joint 
; Talocalcaneal (subtalar) 
5 Sacrococcygeal Joint joint 
Sacrococcygeal symipuysts Talocalcaneonavicular joint 
e pecyaen eal : J Tarsal Joint, Left 
7 Sacroiliac Joint, Right See H Tarsal Joint, Right 
8 Sacroiliac Joint, Left K Tarsometatarsal Joint, 
9 HipJoint,Right Right 
Acetabulofemoral joint L_ Tarsometatarsal Joint, Left 
B Hip Joint, Left — M Metatarsal-Phalangeal 
See 9 Hip Joint, Right Joint, Right 
C Knee Joint, Right Metatarsophalangeal (MTP) 
Femoropatellar joint joint 
Femorotibial joint N Metatarsal-Phalangeal 
Lateral meniscus Joint, Left 
Medial meniscus See M Metatarsal-Phalangeal 
Patellofemoral joint Joint, Right 4 
pectal eaty P_ Toe Phalangeal Joint, Right 
D Knee Joint, Left — Interphalangeal (IP) joint 
See C Knee Joint, Right Q Toe Phalangeal Joint, Left 
F Ankle Joint, Right _ See P Toe Phalangeal Joint, 
Inferior tibiofibular joint Right 
Talocrural joint 
G Ankle Joint, Left 
See F Ankle Joint, Right 


[s) 
72) 
° 
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A 


Limited Coverage D& Noncovered [| Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in ee 
ICD-10-PCS 2021 


wn 
nd 
= 
° 
= 
an 
a 
= 
3° 
| 


OSG-8SG Lower Joints ICD-10-PCS 2021 


8 Medical and Surgical 
S Lower Joints 
G_ Fusion Definition: Joining together portions of an articular body part rendering the articular body part immobile 


Explanation: The body part is joined together by fixation device, bone graft, or other means 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Anterior Approach, Anterior 

Column 

1 Posterior Approach, Posterior 
Column 

J Posterior Approach, Anterior 
Column 


Anterior Approach, Anterior 
Column 

J Posterior Approach, Anterior 
Column 


® Open 7 ‘ Autologous Tissue Substitute 
3 Percutaneous J Synthetic Substitute 
4 Percutaneous Endoscopic K Nonautologous Tissue Substitute 


Lumbar facet joint 


Lumbosacral facet joint 


® Open A_Interbody Fusion Device 
3 Percutaneous 
[i] 4 Percutaneous Endoscopic 


Lumbar facet joint 


Lumbosacral facet joint 


Sacrococcygeal Joint ® Open 4 Internal Fixation Device No Qualifier 
Sacrococcygeal symphysis 3 Percutaneous 7 Autologous Tissue Substitute 
6 Coccygeal Joint 4 Percutaneous Endoscopic J Synthetic Substitute 
7 K Nonautologous Tissue Substitute 
8 
9 Hip Joint, Right @ Open 3 Internal Fixation Device, Z_ No Qualifier 
Acetabulofemoral joint 3 Percutaneous Sustained Compression 
B_ Hip Joint, Left 4 Percutaneous Endoscopic 4 Internal Fixation Device 
See 9 Hip Joint, Right 5 External Fixation Device 
C Knee Joint, Right 7 Autologous Tissue Substitute 
Femoropatellar joint J Synthetic Substitute 
Femorotibial joint K Nonautologous Tissue Substitute 
Lateral meniscus 
Medial meniscus 


Patellofemoral joint 
Tibiofemoral joint 
D Knee Joint, Left 
See C Knee Joint, Right 
F Ankle Joint, Right 
Inferior tibiofibular joint 
Talocrural joint 
G Ankle Joint, Left 
See F Ankle Joint, Right 
H_ Tarsal Joint, Right 
Calcaneocuboid joint 
Cuboideonavicular joint 
Cuneonavicular joint 
Intercuneiform joint 
Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) joint 
Talocalcaneonavicular joint 
Tarsal Joint, Left 
See H Tarsal Joint, Right 
Tarsometatarsal Joint, Right 
Tarsometatarsal Joint, Left 
Metatarsal-Phalangeal Joint, Right 
Metatarsophalangeal (MTP) joint 
N Metatarsal-Phalangeal Joint, Left 
See M Metatarsal-Phalangeal Joint, Right 
P_ Toe Phalangeal Joint, Right 
Interphalangeal (IP) joint 
Q Toe Phalangeal Joint, Left 
See P Toe Phalangeal Joint, Right 


oo 


=a 


HAC OSG[B,1,3)[0,3,4][7,J,K][0,1,J] when reported with SDx K68.11 or T81.49— See Appendix L for Procedure Combinations 
781.49, T84.60-T84.619, T84.63-T84.7 with 7th character A 05G1[0,3,4](7,J,K][0,1,J] 
HAC OSG[9,1,3][0,3,4]A[0,J] when reported with SDx K68.11 or T81.49-181.49, 0SG1[G,3,4]A[0,J] 


184.60-T84.619, T84.63-T84.7 with 7th character A 
HAC —9SG[7,8][0,3,4][4,7,J,KIZ when reported with SDx K68.11 or T81.40-181.49, 
T84.60-184.619, T84.63-T84.7 with 7th character A 
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ICD-10-PCS 2021 Lower Joints OSH-OSH 


9 Medical and Surgical 
S Lower Joints 


H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


take the place of a body part 
Explanation: None 


| 
° 
= 
i) 
= 
_ 
9. 
= 
=e 
wa 


Body Part Approach Device Quali 
ualifier 
Character 4 Character 5 Character 6 Character 7 
net ed meen Joint 8 Open Infusion Device Z No Qualifier 
umbar facet joint 3 Percutaneous Internal Fixation Device 


3 Lumbosacral Joint 


wohw 


meeneniraees 4 Percutaneous Endoscopic Spacer 
J Spinal Stabilization Device, 
Interspinous Process 
C Spinal Stabilization Device, 
Pedicle-Based 
D Spinal Stabilization Device, Facet 
Replacement 
2 Lumbar Vertebral Disc ® Open 3 Infusion Device Z No Qualifier 
4 Lumbosacral Disc 3 Percutaneous 8 Spacer 
4 Percutaneous Endoscopic 
5 Sacrococcygeal Joint ® Open 3 Infusion Device Z_ No Qualifier 
Sacrococcygeal symphysis 3 Percutaneous 4 Internal Fixation Device 
6 Coccygeal Joint 4 Percutaneous Endoscopic 8 Spacer 
7 Sacroiliac Joint, Right 
8 Sacroiliac Joint, Left 
9 Hip Joint, Right ® Open 3 Infusion Device Z_ No Qualifier 
Acetabulofemoral joint 3 Percutaneous 4 Internal Fixation Device 
B Hip Joint, Left 4 Percutaneous Endoscopic 5 External Fixation Device 
See 9 Hip Joint, Right 8 Spacer 


C Knee Joint, Right 
Femoropatellar joint 
Femorotibial joint 
Lateral meniscus 
Medial meniscus 
Patellofemoral joint 
Tibiofemoral joint 

D Knee Joint, Left 
See C Knee Joint, Right 

F Ankle Joint, Right 
Inferior tibiofibular joint 
Talocrural joint 

G Ankle Joint, Left 

See F Ankle Joint, Right 

Tarsal Joint, Right 

Calcaneocuboid joint 

Cuboideonavicular joint 

Cuneonavicular joint 

Intercuneiform joint 

Subtalar (talocalcaneal) joint 

Talocalcaneal (subtalar) joint 

Talocalcaneonavicular joint 

J Tarsal Joint, Left 
See H Tarsal Joint, Right 

K Tarsometatarsal Joint, Right 

L Tarsometatarsal Joint, Left 

M Metatarsal-Phalangeal Joint, Right 

N 


= 


Metatarsophalangeal (MTP) joint 

Metatarsal-Phalangeal Joint, Left 

See M Metatarsal-Phalangeal Joint, Right 
P Toe Phalangeal Joint, Right 

Interphalangeal (IP) joint 


Q Toe Phalangeal Joint, Left 
See P Toe Phalangeal Joint, Right 
Non-OR QSH/[G,3)[G,3,4][3,8]Z 
Non-OR 9SH[2,4][G,3,4][3,8]Z 
Non-OR QSH([5,6,7,8][0,3,4][3,8]Z 
Non-OR QSH([9,B,C,D][0,3,4]3Z 
Non-OR QSH([9,B,C,D][3,4]8Z 
Non-OR 9@SH[F,G,H,J,K,L,M,N,P,Q)[0,3,4][3,8]Z 


HS9-HS9 
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@SJ-OSN Lower Joints ICD-10-PCS 2021 


8 Medical and Surgical 

S Lower Joints 

J Inspection Definition: Visually and/or manually exploring a body part 
Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


Body Part Approach Device Qualifier 
Charaetet 4 Character 6 Character 7 


® Lumbar Vertebral Joint H_ Tarsal Joint, Right @ Open Z No Device Z_ No Qualifier 
Lumbar facet joint Calcaneocuboid joint 3 Percutaneous 

2 Lumbar Vertebral Disc Cuboideonavicular joint 4 Percutaneous Endoscopic 

3 Lumbosacral Joint Cuneonavicular joint NeExternal 


Intercuneiform joint 
Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) 
joint 
Talocalcaneonavicular joint 


Lumbosacral facet joint 

4 Lumbosacral Disc 

5 Sacrococcygeal Joint 
Sacrococcygeal symphysis 


6 eee J. Tarsal Joint, Left 

7 Sacroiliac Joint, Right See H Tarsal Joint, Right 

8 Sacroiliac Joint, Left K Tarsometatarsal Joint, 

9 HipJoint,Right Right 

z en, oo L Tarsometatarsal Joint, Left 
‘P2OINL bE M Metatarsal-Phalangeal 
See 9 Hip Joint, Right toihe Right g 

C Knee Joint, Right Metatarsophalangeal (MTP) 
Femoropatellar joint joint 
Feet Ie eli N Metatarsal-Phalangeal 
Lateral meniscus Joint, Left 
Medial ence See M Metatarsal-Phalangeal 
Patellofemoral joint Joint, Right 
Tibiofemoral joint P_ Toe Phalangeal Joint, Right 

D EES IOR TEI 5 Interphalangeal (IP) joint 
a the eat agit Q Toe Phalangeal Joint, Left 

: Ankle dolnh, Right : See P Toe Phalangeal Joint, 
Inferior tibiofibular joint Right 


Talocrural joint 
G Ankle Joint, Left 
See F Ankle Joint, Right 


Eee 


Non-OR  @SJ[0,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P, Q][3,X]ZZ 


6 Medical and Surgical 
S Lower Joints 
N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 


Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Body Part Approach Device Qualifier _ 
Character 4 Character 5 Character 6 Character7 


® Lumbar Vertebral Joint H_ Tarsal Joint, Right ® Open Z_ No Device Z_ No Qualifier 
Lumbar facet joint Calcaneocuboid joint 2 Percutaneous 

2 Lumbar Vertebral Disc Cuboideonavicular joint 4 Percutaneous Endoscopic 

3 Lumbosacral Joint Cuneonavicular joint X External 
Lumbosacral facet joint Intercuneiform joint 


Subtalar (talocalcaneal) joint 

Talocalcaneal (subtalar) 
joint 

Talocalcaneonavicular joint 


4 Lumbosacral Disc 

5 Sacrococcygeal Joint 
Sacrococcygeal symphysis 

6 Coccygeal Joint 


ays ; F J Tarsal Joint, Left 
4 Sacroiliac Joint, Right See H Tarsal Joint, Right 
8 Sacroiliac J aint, Left K Tarsometatarsal Joint, 
9 Hip Joint, Right Right 
Acetabulofemoral joint L Tarsometatarsal Joint, Left 
B BipJoint left M Metatarsal-Phalangeal 
See 9 Hip Joint, Right Joint, Right 
€ Knee Joint, Right Metatarsophalangeal (MTP) 
Femoropatellar joint joint 
femorotibialjoint N Metatarsal-Phalangeal 
Lateral meniscus Joint Left 
peel eee See M Metatarsal-Phalangeal 
Patellofemoral joint Joint, Right 
Tibiarernoral joint P Toe Phalangeal Joint, Right 


D Knee Joint, Left Interphalangeal (IP) joint 


ei AE SOE IS Toe Phalangeal Joint, Left 


4 Ankle Joint, Right See P Toe Phalangeal Joint, 
Inferior tibiofibular joint Right 


Talocrural joint 


G Ankle Joint, Left 
See F Ankle Joint, Right 
Non-OR QSN[Q,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q]XZZ 


EJ Limited Coverage [3 Noncovered Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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8 Medical and Surgical 
S Lower Joints 


P Removal Definition: Taking out or off a device froma body part 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out the device is coded to the root operation REMOVAL. 
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Body Part Approach Device ualifier 
Character 4 Character 6 ceili 7 


Lumbar Vertebral Joint 


“DI ® Open ® Drainage Device Z No Qualifier 
Lumbar facet joint 3 Percutaneous 3 Infusion Device 
3 aOR 4 Percutaneous Endoscopic 4 Internal Fixation Device 
J 7 Autologous Tissue Substitute 
8 Spacer 
A_Interbody Fusion Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
® Lumbar Vertebral Joint X External ® Drainage Device Z No Qualifier 
Lumbar facet joint 3 Infusion Device 
3 Lumbosacral Joint 4 Internal Fixation Device 
Lumbosacral facet joint 
2 Lumbar Vertebral Disc ® Open ® Drainage Device Z No Qualifier 
4 Lumbosacral Disc 3 Percutaneous 3 Infusion Device 
4 Percutaneous Endoscopic 7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
2 Lumbar Vertebral Disc X External ® Drainage Device Z No Qualifier 
4 Lumbosacral Disc 3 Infusion Device 
5 Sacrococcygeal Joint ®@ Open ®@ Drainage Device Z_ No Qualifier 
Sacrococcygeal symphysis 3 Percutaneous 3 Infusion Device 
6 Coccygeal Joint 4 Percutaneous Endoscopic 4 Internal Fixation Device 
7 Sacroiliac Joint, Right 7 Autologous Tissue Substitute 
8 Sacroiliac Joint, Left 8 Spacer . 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
5 Sacrococcygeal Joint X External ® Drainage Device Z_ No Qualifier 
Sacrococcygeal symphysis 3 Infusion Device 
6 Coccygeal Joint 4 Internal Fixation Device 
7 Sacroiliac Joint, Right 
8 Sacroiliac Joint, Left 
9 Hip Joint, Right # |@ Open Drainage Device Z_ No Qualifier 
Acetabulofemoral joint Infusion Device 
B Hip Joint, Left rs Internal Fixation Device 
See 9Hip Joint, Right External Fixation Device 
Autologous Tissue Substitute 
Spacer 
Liner 
Resurfacing Device 
Articulating Spacer 
Synthetic Substitute 
Nonautologous Tissue Substitute 
9 Hip Joint, Right 4] |3 Percutaneous Drainage Device Z No Qualifier 
Acetabulofemoral joint 4 Percutaneous Endoscopic Infusion Device 
B_ Hip Joint, Left Internal Fixation Device 


See 9 Hip Joint, Right External Fixation Device 
Autologous Tissue Substitute 
Spacer 

Synthetic Substitute 


Nonautologous Tissue Substitute 


Drainage Device Z No Qualifier 
Infusion Device 
Internal Fixation Device 


External Fixation Device 


9 Hip Joint, Right X External 
Acetabulofemoral joint 
B Hip Joint, Left 


See 9 Hip Joint, Right 


MUbwa Rr OnNUSWOEKR-MOONUAWS 


Non-OR @SP[G,3][G,3,4]8Z See Appendix L for Procedure Combinations 
Non-OR @SP[,3]3[9,3]Z “ Combo-only  SP[9,B]48Z 

Non-OR QSP[G,3]X[0,3,4]Z i) OSP[9,B]O[8,9,B,E,JJZ 
Non-OR QSP([2,4]3[0,3]Z es OSP[9,B]4JZ 


Non-OR 9@SP[2,4]X(0,3]Z 
Non-OR 9SP[5,6,7,8][0,3,4]8Z 
Non-OR @SP[5,6,7,8]3[0,3]Z 
Non-OR 9SP[5,6,7,8]X[0,3,4]Z 
Non-OR 9SP([9,B]3[0,3,8]Z 
Non-OR 9SP[9,B]X[0,3,4,5]Z 


OSP Continued on next page 
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ICD-10-PCS 2021 
OSP Continued 


@SP-OSP Lower Joints 


8 Medical and Surgical 

S Lower Joints 

P Removal Definition: Taking out or off a device from a body part : 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out the device is coded to the root operation REMOVAL. 


Body Part Approach Device Qualifier 
Character 4 Chavaties 5 Character 7 


A Hip Joint, Acetabular Surface, 6 Open J Synthetic Substitute Z No Qualifier 


fs 

Right 3 Percutaneous 

E Hip Joint, Acetabular Surface, 4 Percutaneous Endoscopic 
#4 


Left 
R_ Hip Joint, Femoral Surface, 
Right 
S_ Hip Joint, Femoral Surface, Left 
T Knee Joint, Femoral Surface, [#4 
Right 
Femoropatellar joint 
Patellofemoral joint 
U_ Knee Joint, Femoral Surface, [+ 
Left 
See T Knee Joint, Femoral Surface, 
Right 
V Knee Joint, Tibial Surface, Right 
Femorotibial joint 
Tibiofemoral joint 
W Knee Joint, Tibial Surface, Left [| 


See V Knee Joint, Tibial Surface, Right - 


C Knee Joint, Right 1 |@® Open ® Drainage Device Z No Qualifier 
Femoropatellar joint 3 Infusion Device 
Femorotibial joint 4 Internal Fixation Device 
Lateral meniscus 5 External Fixation Device 
Medial Ltr 7 Autologous Tissue Substitute 
Patellofemoral joint 
Tibiofemoral joint 8 Spacer 
D Knee Joint, Left #1 2 Liner ; 
See C Knee Joint, Right E Articulating Spacer 
K Nonautologous Tissue Substitute 
L Synthetic Substitute, Unicondylar 
Medial 
M Synthetic Substitute, Unicondylar 
Lateral 
N Synthetic Substitute, Patellofemoral 
C Knee Joint, Right | |® Open De Synthetic Substitute C Patellar Surface 
Femoropatellar joint Z No Qualifier 
Femorotibial joint 
Lateral meniscus 
Medial meniscus 
Patellofemoral joint 
Tibiofemoral joint 
D Knee Joint, Left ¥] 
See C Knee Joint, Right 
C Knee Joint, Right 3 Percutaneous ® Drainage Device Z_ No Qualifier 
Femoropatellar joint 4 Percutaneous Endoscopic 3 Infusion Device 
Femorotibial joint 4 Internal Fixation Device 
ae memeculs 5 External Fixation Device 
Pareiisencel joint 7 Autologous Tissue Substitute 
Tibiofemoral joint "spacer ; 
D Knee Joint, Left K Nonautologous Tissue Substitute 
See C Knee Joint, Right L Synthetic Substitute, Unicondylar 
Medial 
M Synthetic Substitute, Unicondylar 
Lateral 
N Synthetic Substitute, Patellofemoral 


— 


C Knee Joint, Right [#1 |3 Percutaneous Synthetic Substitute C Patellar Surface 
Femoropatellar joint 4 Percutaneous Endoscopic Z No Qualifier 
Femorotibial joint 
Lateral meniscus 
Medial meniscus 


Patellofemoral joint 
Tibiofemoral joint 


D Knee Joint, Left # 
See C Knee Joint, Right 
Non-OR OSP[C,D]3[G,3]Z See Appendix L for Procedure Combinations 
Combo-only 9SP[C,D][3,4]8Z +) OSP[C,D}GJ[C,Z] 
[+] OSPIA,E,R,S,T,U,V,W)[0,4JZ fe] OSP[C,D]4{L,M,N]Z 
#) OSP[C,D]0[8,9,E,L,M,NJZ # OSP[C,DI4J[C,Z] 


OSP Continued on next page 
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ICD-10-PCS 2021 


6 Medical and Surgical 
S Lower Joints 
P Removal 


Lower Joints 


Definition: Taking out or off a device froma body part 


@SP-OSP 


OSP Continued 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out the device is coded to the root operation REMOVAL. 


C Knee Joint, Right 
Femoropatellar joint 
Femorotibial joint 
Lateral meniscus 
Medial meniscus 
Patellofemoral joint 
Tibiofemoral joint 

D Knee Joint, Left 
See C Knee Joint, Right 


X External 


uk we 


Drainage Device 
Infusion Device 

Internal Fixation Device 
External Fixation Device 


F Ankle Joint, Right 
Inferior tibiofibular joint 
Talocrural joint 

G Ankle Joint, Left 
See F Ankle Joint, Right 

H_ Tarsal Joint, Right 
Calcaneocuboid joint 
Cuboideonavicular joint 
Cuneonavicular joint 
Intercuneiform joint 
Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) joint 
Talocalcaneonavicular joint 

J Tarsal Joint, Left 
See H Tarsal Joint, Right 

K Tarsometatarsal Joint, Right 

L_ Tarsometatarsal Joint, Left 

M Metatarsal-Phalangeal Joint, Right 
Metatarsophalangeal (MTP) joint 

N Metatarsal-Phalangeal Joint, Left 
See M Metatarsal-Phalangeal Joint, 

Right 

P_ Toe Phalangeal Joint, Right 
Interphalangeal (IP) joint 

Q Toe Phalangeal Joint, Left 
See P Toe Phalangeal Joint, Right 


Te Open 


3 Percutaneous 
4 Percutaneous Endoscopic 


x-OnuUPWwWO 


Drainage Device 
Infusion Device 

Internal Fixation Device 
External Fixation Device 
Autologous Tissue Substitute 
Spacer 

Synthetic Substitute 
Nonautologous Tissue Substitute 


F Ankle Joint, Right 
Inferior tibiofibular joint 
Talocrural joint 

G Ankle Joint, Left 
See F Ankle Joint, Right 

H_ Tarsal Joint, Right 
Calcaneocuboid joint 
Cuboideonavicular joint 
Cuneonavicular joint 
Intercuneiform joint 
Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) joint 
Talocalcaneonavicular joint 

J Tarsal Joint, Left 
See H Tarsal Joint, Right 

K Tarsometatarsal Joint, Right 

L Tarsometatarsal Joint, Left 

M Metatarsal-Phalangeal Joint, Right 
Metatarsophalangeal (MTP) joint 

N Metatarsal-Phalangeal Joint, Left 
See M Metatarsal-Phalangeal Joint, 

Right 

P Toe Phalangeal Joint, Right 
Interphalangeal (IP) joint 

Q Toe Phalangeal Joint, Left 
See P Toe Phalangeal Joint, Right 


X External 


ubwWw oe 


Drainage Device 
Infusion Device 

Internal Fixation Device 
External Fixation Device 


sti aa . Body Part Z Approach Device Qualifier 
ares: crac aun! 


Z_ No Qualifier 


Z_ No Qualifier 


Z No Qualifier 


| ol 
=) 
= 
® 
= 
Re, 
2. 
= 
oo 
~” 


Non-OR 9SP{C,D]X[G,3,4,5]Z 

Non-OR 4@SPI[F,G,H,J,K,L,M,N,P,Q]3(0,3,8]Z 
Non-OR @SPI[F,G,H,J,K,L,M,N,P,QI[G,4]8Z 
Non-OR @SP[F,G,H,J,K,L,M,N,P,QIX(0,3,4,5]Z 


dS0-dS9® 


Dee eee ees | SS cds, GEER 
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9SQ-9SQ Lower Joints ICD-10-PCS 2021 


Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


wn 

ed 

= 

‘Oo ® Medical and Surgical 

= S_ Lower Joints ’ , 
a Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
(>) 

=) 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 7 


Z_ No Qualifier 


Lumbar Vertebral Joint @ Open Z No Device 
Lumbar facet joint 3 Percutaneous 
Lumbar Vertebral Disc 4 Percutaneous Endoscopic 
3 Lumbosacral Joint X External 
Lumbosacral facet joint 
4 Lumbosacral Disc 
5 Sacrococcygeal Joint 
Sacrococcygeal symphysis 
6 Coccygeal Joint 
7 Sacroiliac Joint, Right 
8 Sacroiliac Joint, Left 
9 Hip Joint, Right 
Acetabulofemoral joint 
B_ Hip Joint, Left 
See 9 Hip Joint, Right 
C Knee Joint, Right 
Femoropatellar joint 
Femorotibial joint 
Lateral meniscus 
Medial meniscus 
Patellofemoral joint 
Tibiofemoral joint 
Knee Joint, Left 
See C Knee Joint, Right 
F Ankle Joint, Right 
Inferior tibiofibular joint 
Talocrural joint 
Ankle Joint, Left 
See F Ankle Joint, Right 
Tarsal Joint, Right 
Calcaneocuboid joint 
Cuboideonavicular joint 
Cuneonavicular joint 
Intercuneiform joint 
Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) joint 
Talocalcaneonavicular joint 
J Tarsal Joint, Left 
See H Tarsal Joint, Right 
K_ Tarsometatarsal Joint, Right 
L_ Tarsometatarsal Joint, Left 
M Metatarsal-Phalangeal Joint, Right 
Metatarsophalangeal (MTP) joint 
N Metatarsal-Phalangeal Joint, Left 
See M Metatarsal-Phalangeal Joint, Right 
P Toe Phalangeal Joint, Right 
Interphalangeal (IP) joint 


Q Toe Phalangeal Joint, Left 
See P Toe Phalangeal Joint, Right 
Non-OR 9SQ[0,2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N,P,Q]XZZ 


N 


(9) 


ae a : MW <x 
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ICD-10-PCS 2021 Lower Joints OSR-OSR 


6 Medical and Surgical 
S Lower Joints 


R_ Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Lumbar Vertebral Joint 
Lumbar facet joint 
2 Lumbar Vertebral Disc NC] 
3 Lumbosacral Joint 
Lumbosacral facet joint 
4 Lumbosacral Disc {NC} 
5 Sacrococcygeal Joint 
Sacrococcygeal symphysis 
6 Coccygeal Joint 
7 Sacroiliac Joint, Right 
8 Sacroiliac Joint, Left 
H_ Tarsal Joint, Right 
Calcaneocuboid joint 
Cuboideonavicular joint 
Cuneonavicular joint 
Intercuneiform joint 
Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) joint 
Talocalcaneonavicular joint 
J Tarsal Joint, Left 
See H Tarsal Joint, Right 
K Tarsometatarsal Joint, Right 
L_ Tarsometatarsal Joint, Left 
M Metatarsal-Phalangeal Joint, Right 
Metatarsophalangeal (MTP) joint 
N Metatarsal-Phalangeal Joint, Left 
See M Metatarsal-Phalangeal Joint, Right 
P Toe Phalangeal Joint, Right 
Interphalangeal (IP) joint 


Q Toe Phalangeal Joint, Left 
See P Toe Phalangeal Joint, Right 

9 Hip Joint, Right 8 Open 
Acetabulofemoral joint 

B Hip Joint, Left # 
See 9 Hip Joint, Right 


7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


Z_ No Qualifier 


Synthetic Substitute, Metal 9 Cemented 

Synthetic Substitute, Metal on A Uncemented 

Polyethylene Z No Qualifier 

3 Synthetic Substitute, Ceramic 

4 Synthetic Substitute, Ceramic on 
Polyethylene 

6 Synthetic Substitute, Oxidized 

Zirconium on Polyethylene 

Synthetic Substitute 


J 

7 Autologous Tissue Substitute Z_ No Qualifier 
E Articulating Spacer 
K 


Nonautologous Tissue Substitute 


Acetabulofemoral joint 


See 9 Hip Joint, Right 


A 6 Synthetic Substitute, Polyethylene | 9 Cemented 
1 Synthetic Substitute, Metal A Uncemented 
3 3 Synthetic Substitute, Ceramic Z_ No Qualifier 
J Synthetic Substitute 
A 7 Autologous Tissue Substitute Z_ No Qualifier 
E K Nonautologous Tissue Substitute 


OSR[9,B]O[1,2,3,4,6,J][9,A,Z] when reported with SDx of 126.02-126.99, See Appendix L for Procedure Combinations 


126.92-126.99, or 182.401-182.4Z9 f+) OSR[9,B]O[1,2,3,4,6,J][9,A,Z] 
OSR[9,BI0[7,E,K]Z when reported with SDx of 126.02-126.09, 126.92-126.99, el OSR[9,B]QEZ 
or 182.401-182.4Z9 i] OSRIA,E]919,1,3,J][9,A,Z] 


126.92-126.99, or 182.491-182.4Z9 
OSRIA,E]O[7,K]Z when reported with SDx of 126.02-126.09, 126.92-126.99, 
or 182.401-182.4Z9 4 


HAC —_OSRIA,E]0[0, 1,3,J)[9,A,Z] when reported with SDx of |26.02-126.09, 
NC OSR[2,4]0JZ when beneficiary age is over 60 


OSR Continued on next page 
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OSR-OSR Lower Joints ICD-10-PCS 2021 
i a a 


® Medical and Surgical OSR Continued 
S Lower Joints ; ‘ 
R_ Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


Lower Joints 


Body Part Approach Device Qualifier — 
Characier 4 Character 6 Character 7 


9 Cemented 
A Uncemented 


@ Open 6 Synthetic Substitute, Oxidized 


Zirconium on Polyethylene 


Femoropatellar joint 


Femorotibial joint J Synthetic Substitute Z_ No Qualifier 
Lateral meniscus L Synthetic Substitute, Unicondylar 

Medial meniscus Medial 

Patellofemoral joint M Synthetic Substitute, Unicondylar 


Tibiofemoral joint 


Lateral 
Knee Joint, Left é # N_ Synthetic Substitute, 
See C Knee Joint, Right | Patellofemoral 
Knee Joint, Right fH |® Open 7 Autologous Tissue Substitute Z No Qualifier 
E 


Femoropatellar joint Articulating Spacer 


Femorotibial joint K Nonautologous Tissue Substitute 
Lateral meniscus 


Medial meniscus 
Patellofemoral joint 
Tibiofemoral joint 


D Knee Joint, Left 
See C Knee Joint, Right 
21 
F Ankle Joint, Right ® Open 7 Autologous Tissue Substitute Z_ No Qualifier 
Inferior tibiofibular joint K Nonautologous Tissue Substitute 


Talocrural joint 
G Ankle Joint, Left 
See F Ankle Joint, Right 
T Knee Joint, Femoral Surface, Right 
Femoropatellar joint 
Patellofemoral joint 


See T Knee Joint, Femoral Surface, Right 


earane joint 


Tibiofemoral joint 


See V Knee Joint, Tibial Surface, Right 


F Ankle Joint, Right ® Open J Synthetic Substitute lo Cemented 
Inferior tibiofibular joint A Uncemented 
Talocrural joint Z No Qualifier 

G Ankle Joint, Left 
See F Ankle Joint, Right 

T Knee Joint, Femoral Surface, Right 

Femoropatellar joint 

Patellofemoral joint 


See T Knee Joint, Femoral Surface, Right 


Femorotibial joint 
Tibiofemoral joint 


See V Knee Joint, Tibial Surface, Right 


H 


® Open =I Synthetic Substitute, Metal in Cemented 
Synthetic Substitute, Ceramic A Uncemented 


Synthetic Substitute Z No Qualifier 
Autologous Tissue Substitute Z No Qualifier 
Nonautologous Tissue Substitute 
OSR[C,D}O[6,J,L,M,N][9,A,Z] when reported with SDx of 126.02-126.09, See Appendix L for Procedure Combinations 

126.92-126.99 or 182.401-182.4Z9 OSR[C,D]0[6,J,L,M,N][9,A,Z] 
OSR[C,DJO[7,E,K]Z when reported with SDx of 126.02-126.09, 126.92-126.99 OSRIC, D]GEZ 


or 182.401-182.4Z9 OSRIT,U,V,W]0J[9,A,Z] 
HAC —OSRIT,U,V,W]0[7,K]Z when reported with SDx of |26.02-126.09, OSRIR,SIO(1,3,J1(9,4,Z] 


I 


ANS we 


>] Ge] He] 


126.92-126.99 or 182.401-182.4Z9 

OSRIT,U,V,W]0J[9,A,Z2] when reported with SDx of |26.02-126.09, 
126.92-126.99 or 182.401-182.4Z9 

OSRIR,SIO[1,3,J][9,4,Z] when reported with SDx of 126.02-126.09, 
126.92-126.99, or 182.401-182.4Z9 

OSRIR,S]@[7,K]Z when reported with SDx of |26.02-126.09, 126.92-126.99, 
or 182.401-182.4Z9 
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ICD-10-PCS 2021 


8 Medical and Surgical 
S Lower Joints 
S_ Reposition 


Lower Joints 


Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 


correctly. The body part may or may not be cut out or off to be moved to the new location. 


Body Part A . 7 
pproach Device lifi 


@SS-OST 


s,UIOs A2MO7 


Non-OR 95SS[G,3,5,6,7,8)[3,4,X][4,Z]Z 
Non-OR 9SS(9,B,C,D,F,G,H,J,K,L,M,N,P,Q](3,4,X][4,5,Z]Z 


9 mm Joint : smn 4 Internal Fixation Device Z No Qualifier 
3 MRGhetseni iene ercutaneous , Z No Device 
pinboesee facet joint : Percutaneous Endoscopic 
5 Sacrococcygeal Joint splas 
Sacrococcygeal symphysis 
6 Coccygeal Joint 
7 Sacroiliac Joint, Right 
8 Sacroiliac Joint, Left 
9 Hip Joint, Right J Tarsal Joint, Left |@ Open ixati i i 
4 or joint See H Tarsal Joint, Right 3 ene ade leptin waatins = gah 
ip Joint, Le K Tarsometatars i i i 
Reeone fom tight Right al Joint, Spee ne Endoscopic |Z No Device 
C Knee Joint, Right L_ Tarsometatarsal Joint, Left 
Femoropatellar joint M Metatarsal-Phalangeal 
Femorotibial joint Joint, Right 
Lateral meniscus Metatarsophalangeal (MTP) 
Medial meniscus joint 
Patellofemoral joint N Metatarsal-Phalangeal 
Tibiofemoral joint Joint, Left 
D Knee Joint, Left See M Metatarsal-Phalangeal 
See C Knee Joint, Right Joint, Right 
F Ankle Joint, Right P Toe Phalangeal Joint, Right 
Inferior tibiofibular joint Interphalangeal (IP) joint 
Talocrural joint Q Toe Phalangeal Joint, Left 
G Ankle Joint, Left See P Toe Phalangeal Joint, 
See F Ankle Joint, Right Right 
H_ Tarsal Joint, Right 
Calcaneocuboid joint 
Cuboideonavicular joint 
Cuneonavicular joint 
Intercuneiform joint 
Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) 
joint 


6 Medical and Surgical 
S Lower Joints 
T Resection 


Body Part 


2 Lumbar Vertebral Disc 

4 Lumbosacral Disc 

5 Sacrococcygeal Joint 
Sacrococcygeal symphysis 

6 Coccygeal Joint 

7 Sacroiliac Joint, Right 

8 Sacroiliac Joint, Left 

9 Hip Joint, Right 
Acetabulofemoral joint 

B_ Hip Joint, Left 
See 9 Hip Joint, Right 

C Knee Joint, Right 


Character 4 


Tarsal Joint, Right 
Calcaneocuboid joint 
Cuboideonavicular joint 
Cuneonavicular joint 
Intercuneiform joint 
Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) joint 
Talocalcaneonavicular joint 
Tarsal Joint, Left 

See H Tarsal Joint, Right 
Tarsometatarsal Joint, 
Right 


Definition: Cutting out or off, without replacement, all of a body part 
Explanation: None 


Approach 
Character 5 


®@ Open 


F ilar joi L Tarsometatarsal Joint, Left 
emoropaterar joint M Metatarsal-Phalangeal 
Femorotibial joint Joint, Right 
Lateral meniscus Ore : 
Medial meniscus Metatarsophalangeal (MTP) 

se joint 
See keh sae N Metatarsal-Phalangeal 


Tibiofemoral joint 

D Knee Joint, Left 
See C Knee Joint, Right 

F Ankle Joint, Right 
Inferior tibiofibular joint 


Joint, Left 

See M Metatarsal-Phalangeal 
Joint, Right 

Toe Phalangeal Joint, Right 

Interphalangeal (IP) joint 


Device 
Character 6 


Z No Device 


Qualifier 
Character 7 


Z No Qualifier 


Talocrural joint ‘ 
- Q Toe Phalangeal Joint, Left 
G Ankle Joint, Left See P Toe Phalangeal Joint, 


See F Ankle Joint, Right Right 


1S9-SS9 


New/Revised in GREEN 
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@SU-9SU Lower Joints ICD-10-PCS 2021 
a a a a Ne 


8 Medical and Surgical 
S Lower Joints ; i 
U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 
Qualifier 


Body Part Approach Device 1 
Character 5 Character 6 Character 7 


Character 4 
® Open 7 Autologous Tissue Z_ No Qualifier 


Lower Joints 


Lumbar Vertebral Joint Tarsal Joint, Left 


Lumbar facet joint See H Tarsal Joint, Right 3 Percutaneous Substitute 
2 Lumbar Vertebral Disc K Tarsometatarsal Joint, 4 PercutaneousEndoscopic |J Synthetic Substitute 
3 Lumbosacral Joint Right K Nonautologous Tissue 
Lumbosacral facet joint L Tarsometatarsal Joint, Left Substitute 
4 Lumbosacral Disc M Metatarsal-Phalangeal 
5 Sacrococcygeal Joint Joint, Right 
Sacrococcygeal symphysis Metatarsophalangeal (MTP) 
6 Coccygeal Joint Joint 
7 Sacroiliac Joint, Right N Maetete sal Rbalangea| 
rh F oint, Le 
- MaeTeRt Riche Ms See M Metatarsal-Phalangeal 
Inferior tibiofibular joint Joint, Right f : 
Talocrural joint P_ Toe Phalangeal Joint, Right 
G Ankle Joint, Left Interphalangeal (IP) joint 
See F Ankle Joint, Right Q Toe Phalangeal Joint, Left 
H bTarcalJoing Right See P Toe Phalangeal Joint, 
aed Right 


Calcaneocuboid joint 
Cuboideonavicular joint 
Cuneonavicular joint . 
Intercuneiform joint 
Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) 


joint 
Talocalcaneonavicular joint min 
9 +] |@ Open 7 Autologous Tissue Z_ No Qualifier 
Acetabulofemoral joint Substitute 
B fl 9 Liner 


See 9 Hip Joint, Right B_ Resurfacing Device 


J Synthetic Substitute 
K Nonautologous Tissue 


ai) Substitute 
9 Hip Joint, Right 3 Percutaneous (7. Autologous Tissue Z_ No Qualifier 
Acetabulofemoral joint 4 Percutaneous Endoscopic Substitute 
B Hip Joint, Left , J Synthetic Substitute 
See 9 Hip Joint, Right K Nonautologous Tissue 
als Substitute me 
A 1 |@® Open 9 Liner Z No Qualifier 
E | B_ Resurfacing Device 
R # 
Ss =\p 
C Knee Joint, Right To Open 7 Autologous Tissue Z_ No Qualifier 
Femoropatellar joint Substitute 


Femorotibial joint 
Lateral meniscus 
Medial meniscus 


J Synthetic Substitute 
K Nonautologous Tissue 


ie Substitute 
Patellofemoral joint 
Tibiofemoral joint 
D Knee Joint, Left 
See C Knee Joint, Right | r 
C Knee Joint, Right ® Open 9 Liner C Patellar Surface 


Femoropatellar joint 
Femorotibial joint 
Lateral meniscus 
Medial meniscus 
Patellofemoral joint 
Tibiofemoral joint 

D Knee Joint, Left 
See C Knee Joint, Right 


HAC OSU[9,B]OBZ when reported with SDx of 126.02-126.09, See Appendix L for Procedure Combinations 
126.92-126.99, or 182.401-182.4Z9 OSU[9,B]09Z 

HAC —OSU[A,E,R,S]BZ when reported with SDx of 126.02-126.09, 0 
126.92-126.99, or 182.401-182.4Z9 a a 


Z_ No Qualifier 


OSU Continued on next page 


9SU-9SU 
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ICD-10-PCS 2021 Lower Joints OSU-OSU 


® Medical and Surgical OSU Continued 
S Lower Joints 
U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


rf 
° 
= 
i) 
= 
— 
=; 
= 
-* 
7) 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


~ Knee Joint, Right 3 Percutaneous Autologous Tissue Z No Qualifier 

Femoropatellar joint 4 Percutaneous Endoscopic Substitute 
Femorotibial joint J Synthetic Substitute 
Lateral meniscus K Nonautologous Tissue 
Medial meniscus Substitute 
Patellofemoral joint 
Tibiofemoral joint 

D Knee Joint, Left 
See C Knee Joint, Right si 

T Knee Joint, Femoral Surface, Right 8 Open 9 Liner Z_ No Qualifier 


Femoropatellar joint 
Patellofemoral joint 

U_ Knee Joint, Femoral Surface, Left 
See T Knee Joint, Femoral Surface, Right 

V_ Knee Joint, Tibial Surface, Right 
Femorotibial joint 
Tibiofemoral joint 

W Knee Joint, Tibial Surface, Left 
See V Knee Joint, Tibial Surface, Right 


See Appendix L for Procedure Combinations 
3 OSU[V,W]09Z 
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OSW-9SW 


Lower Joints 


ICD-10-PCS 2021 


OSW-OSW 
9 Medical and Surgical 
S Lower Joints 
W Revision 


w 


hn 


Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 


a screw or pin 


Body Part 
Character 4 


Lumbar Vertebral Joint 
Lumbar facet joint 


Lumbosacral Joint 
Lumbosacral facet joint 


<xhwWwe 


Open 

Percutaneous 
Percutaneous Endoscopic 
External 


Approach Device 
Character 5 Character 6 


Drainage Device 

Infusion Device 

Internal Fixation Device 
Autologous Tissue Substitute 
Spacer 

Interbody Fusion Device 
Synthetic Substitute 
Nonautologous Tissue Substitute 


Lumbar Vertebral Disc 
Lumbosacral Disc 


Open 

Percutaneous 
Percutaneous Endoscopic 
External 


Drainage Device 
Infusion Device 
Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 


Qualifier 
Character 7 


Z_ No Qualifier 


Z_ No Qualifier 


shits aie tna errr ATOnPwWOaZ NWO KZR=“DOvuawe 


5 Sacrococcygeal Joint Open Drainage Device Z_ No Qualifier 
Sacrococcygeal symphysis Percutaneous Infusion Device 
6 Coccygeal Joint Percutaneous Endoscopic Internal Fixation Device 
7 Sacroiliac Joint, Right External Autologous Tissue Substitute 
8 Sacroiliac Joint, Left Spacer 
Synthetic Substitute 
Nonautologous Tissue Substitute 
9 Hip Joint, Right ® Open Drainage Device Z_ No Qualifier 
Acetabulofemoral joint Infusion Device 
B Hip Joint, Left Internal Fixation Device 
See 9 Hip Joint, Right External Fixation Device 
Autologous Tissue Substitute 
Spacer 
Liner 
Resurfacing Device 
Synthetic Substitute 
wt tl Nonautologous Tissue Substitute 
9 Hip Joint, Right 3 Percutaneous ® Drainage Device Z No Qualifier 
Acetabulofemoral joint 4 Percutaneous Endoscopic 3 Infusion Device 
B Hip Joint, Left X External 4 Internal Fixation Device 
See 9 Hip Joint, Right 5 External Fixation Device 
7 Autologous Tissue Substitute 
8 Spacer 
J Synthetic Substitute 
|K Nonautologous Tissue Substitute 
A Hip Joint, Acetabular Surface, Right Ta Open J Synthetic Substitute |Z No Qualifier 
E Hip Joint, Acetabular Surface, Left 3 Percutaneous 
R_ Hip Joint, Femoral Surface, Right 4 Percutaneous Endoscopic 
S_ Hip Joint, Femoral Surface, Left X External 
T Knee Joint, Femoral Surface, Right 
Femoropatellar joint 
Patellofemoral joint 
U_ Knee Joint, Femoral Surface, Left 
See T Knee Joint, Femoral Surface, Right 
V_ Knee Joint, Tibial Surface, Right 
Femorotibial joint 
Tibiofemoral joint 
W Knee Joint, Tibial Surface, Left 
See V Knee Joint, Tibial Surface, Right 
= 
C Knee Joint, Right ® Open ® Drainage Device lz No Qualifier 
Femoropatellar joint 3 Infusion Device 
Femorotibial joint 4 Internal Fixation Device 
Lateral meniscus 5 External Fixation Devic 
Medial meniscus 3 - 
Patellofemoral joint 7 Autologous Tissue Substitute 
Tibiofemoral joint 8 Spacer 
D Knee Joint, Left 9 Liner 
K Nonautologous Tissue Substitute 


See C Knee Joint, Right 


Non-OR QSW/(G,3]X[0,3,4,7,8,A,J,K]Z 
Non-OR %SW([2,4]X(0,3,7,J,K]Z 
Non-OR Q@SW([5,6,7,8]X[0,3,4,7,8,J,K]Z 
Non-OR @SW(9,B]X[0,3,4,5,7,8,J,K]Z 
Non-OR QMSWIA,E,R,S,T,U,V,WIXJZ 


[J Limited Coverage [4 Noncovered [# Combination Member 
614 


OSW Continued on next page 


HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 Lower Joints 9SW-OSW 


9 Medical and Surgical P 
S Lower Joints OSW Continued 


W Revision 


Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Body Part Approach Device ualifier 
Character 4 Character 6 Freel 7 


C Knee Joint, Right 
Femoropatellar joint 
Femorotibial joint 
Lateral meniscus 
Medial meniscus 
Patellofemoral joint 
Tibiofemoral joint 

D Knee Joint, Left 
See C Knee Joint, Right 


® Open J Synthetic Substitute Patellar Surface 


Z_ No Qualifier 


C Knee Joint, Right 3 Percutaneous ® Drainage Device Z_ No Qualifier 
Femoropatellar joint 4 Percutaneous Endoscopic 3 Infusion Device 
deat te joint X External 4 Internal Fixation Device 
eee Seine 5 External Fixation Device 
Patellofemoral joint 7 Autologous Tissue Substitute 
Tibiofemoral joint 8 Spacer 
D Knee Joint, Left K Nonautologous Tissue Substitute 
See C Knee Joint, Right 
C Knee Joint, Right 3 Percutaneous J Synthetic Substitute C Patellar Surface 
Femoropatellar joint 4 Percutaneous Endoscopic Z No Qualifier 
Femorotibial joint X External 
Lateral meniscus 
Medial meniscus 
Patellofemoral joint 
Tibiofemoral joint 
D Knee Joint, Left 
See C Knee Joint, Right 
F Ankle Joint, Right @ Open @ Drainage Device Z_ No Qualifier 
Inferior tibiofibular joint 3 Percutaneous 3 Infusion Device 
Talocrural joint 4 Percutaneous Endoscopic 4 Internal Fixation Device 
G Ankle Joint, Left — X External 5 External Fixation Device 
See F Ankle Joint, Right 7 Autologous Tissue Substitute 
H_ Tarsal Joint, Right 8 Spacer 
ore J Sytetisbstut 
Cuneonavicular joint K Nonautologous Tissue Substitute 
Intercuneiform joint 


Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) joint 
Talocalcaneonavicular joint 

J Tarsal Joint, Left 
See H Tarsal Joint, Right 

K Tarsometatarsal Joint, Right 

L Tarsometatarsal Joint, Left 

M Metatarsal-Phalangeal Joint, Right 
Metatarsophalangeal (MTP) joint 

N Metatarsal-Phalangeal Joint, Left 
See M Metatarsal-Phalangeal Joint, Right 

P Toe Phalangeal Joint, Right 
Interphalangeal (IP) joint 

Q Toe Phalangeal Joint, Left 
See P Toe Phalangeal Joint, Right 


Non-OR @SWI[C,D]X[0,3,4,5,7,8,K]Z 


Non-OR 9%SW(C,D]XJ[CZ] 
Non-OR @SWI(F,G,H,J,K,L,M,N,P,Q]X(8,3,4,5,7,8,J,K]Z 


Limited Coverage [& Noncovered [ Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in ~ 
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ICD-10-PCS 2021 


Urinary System @T1-OTY 


Urinary System 


Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 


tables. lt SHOULD NOT be used to build a PCS code. 


Body Part-Character 4 


Operation-Character 3 


Approach-Character 5 Device—Character 6 v4 


Qualifier-Character 7 


7 . . 
Bypass 0 Kidney, Right @ Open @ Drainage Device Allogeneic 
2 Change i Kidney, Left 3. Percutaneous Radioactive Element 1 Syngeneic 
H . . ar 
5 Destruction 2 Kidneys, Bilateral 4 Percutaneous Endoscopic |2 Monitoring Device 2 Zooplastic 
7 Dilation 3 Kidney Pelvis, Right 7 Via Natural or Artificial Infusion Device 3. Kidney Pelvis, Right 
an Opening 
8 Division 4 Kidney Pelvis, Left 8 Via Natural or Artificial Autologous Tissue Kidney Pelvis, Left 
Opening Endoscopic Substitute 
9 Drainage 5 Kidney X External C  Extraluminal Device 6  Ureter, Right 
B Excision 6 _Ureter, Right Intraluminal Device 7 Ureter, Left 
C_ Extirpation 7 Ureter, Left Synthetic Substitute 8 Colon 
D Extraction 8 Ureters, Bilateral Nonautologous Tissue 9  Colocutaneous 
Substitute 
F Fragmentation 9  Ureter L_ Artificial Sphincter A tleum 
H Insertion B Bladder M Stimulator Lead B Bladder 
J Inspection C Bladder Neck Y Other Device C_ lleocutaneous 
L = Occlusion D Urethra Z_ No Device D Cutaneous 
M_ Reattachment X Diagnostic 
N_ Release Z No Qualifier 
P Removal 
Q_ Repair 
R_— Replacement 
S Reposition 
T Resection [ 
U Supplement 
V_ Restriction 
W_Revision 
Y Transplantation ke 


AHA Coding Clinic for table 8T1 


2017, 3Q 20 Creation of Indiana pouch 

2017, 3Q 21 Augmentation cystoplasty with Indiana pouch and continent urinary 
diversion 

2017, 10, 37 Perineal urethrostomy 

2015, 3Q, 34 Redo urinary diversionsurgery via left ureteral reimplantation 


AHA Coding Clinic for table 017 


2019, 2Q, 16 
2017, 4Q 111 
2016, 2Q, 27 
2015, 20, 8 
2013, 4Q 123 


Reimplantation of ureters with insertion of tubes 
Exchange of ureteral stent 

Exchange of ureteral stents 

Urinary calculi fragmentation and evacuation 
Urolift® procedure 


AHA Coding Clinic for table 8T9 


2017, 3Q, 19 
2017, 3Q, 20 
2017, 3Q 21 


Ureteral stent placement for urinary leakage 
Creation of Indiana pouch - 
Augmentation cystoplasty with Indiana pouch and continent urinary 


diversion 


AHA Coding Clinic for table 9TB 


2016, 1Q, 19 
2015, 3Q 34 
2014, 2Q 8 


Biopsy of neobladder malignancy 
Excision of Mitrofanoff polyp 
\leoscopy with excision of polyp of Ileal loop urinary diversion 


AHA Coding Clinic for table 8TC 


2019, 3,4 
2016, 3Q 23 
2015, 20,7 
2015, 20,8 
2013, 4Q, 122 


Evacuation of clots from bladder dome 
Ureteral stone migrating into bladder 
Urinary calculi fragmentation and evacuation 
Urinary calculi fragmentation and evacuation 
Laser lithotripsy with removal of fragments 


AHA Coding Clinic for table OTF 


2015, 2Q,7 Urinary calculi fragmentation and evacuation 
2013, 4Q, 122 Extracorporeal shock wave lithotripsy 
2013, 4Q, 122 Laser lithotripsy with removal of fragments 


AHA Coding Clinic for table OTH 
2019, 2Q, 16 Reimplantation of ureters with insertion of tubes 


AHA Coding Clinic for table OTP 
2017, 4Q, 111 Exchange of ureteral stent 
2016, 2Q, 27 Exchange of ureteral stents 


AHA Coding Clinic for table 8TQ 
2018, 2Q, 27 Dismembered pyeloplasty 
2017, 1, 37 Perineal urethrostomy 


AHA Coding Clinic for table 8TR 
2017, 3Q, 20 Creation of Indiana pouch 


AHA Coding Clinic for table 8TS 


2019, 1, 29 Young-Dees-Leadbetter bladder neck reconstruction 
2018, 2Q, 27 Dismembered pyeloplasty 

2017, 1Q, 36 Dismembered pyeloplasty 

2016, 10, 15 Pubovaginal sling placement 


AHA Coding Clinic for table OTT 

2014, 3Q, 16 Hand-assisted laparoscopy nephroureterectomy 

AHA Coding Clinic for table TU 

2019, 10, 29 Young-Dees-Leadbetter bladder neck reconstruction 

2017, 3Q, 21 Augmentation cystoplasty with Indiana pouch and continent urinary 
diversion 

AHA Coding Clinic for table 8TV 

2015, 2Q,11 Cystourethroscopic Deflux® injection 


ee 
617 
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Urinary System 


ICD-10-PCS 2021 


Urinary System 


Inferior vena cava 
Aorta 


Left kidney 1 


Right kidney @ 


Left ureter 7 


Right ureter 6 
K ” Urinary bladder B 
- Ureteral orifice 6, 7, 8, 9 
Bladder neck C 


Urethra D Urogenital diaphragm 


Bladder 


Body of bladder B 


ty A eae ie ou 


ae 
a 


Trigone B 


Urethra D 


SOX 


Ureter 6, 7, 8,9 
calyx 


Cutaway detail of normal 
right kidney and ureter 


Ureteral orifice 6, 7, 8, 9 


Bladder neck C 


= Spongiosal muscles 


fy 


1 ee 
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ICD-10-PCS 2021 


Urinary System 


OT1-0T2 


8 Medical and Surgical 
Urinary System 
Bypass 


=< 


Definition: Altering the route of passage of the contents of a tubular body part 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 
route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Body Part 
Character 4 


3 Kidney Pelvis, Right 


Approach Device 
Character 5 Character 6 


Qualifier 
Character 7 


Hietéropebvic function (PJ) ® Open ; if Autologous Tissue Substitute 3 Kidney Pelvis, Right 
4 Kidney Pelvis, Left 4 Percutaneous Endoscopic J Synthetic Substitute 4 Kidney Pelvis, Left 
See3 Kidney Pelvis Right K Nonautologous Tissue Substitute |6 Ureter, Right 
Z No Device 7 Ureter, Left 
8 Colon 
9 Colocutaneous 
A lleum 
B_ Bladder 
C lleocutaneous 
D Cutaneous 
3 Kidney Pelvis, Right 3 Percutaneous J Synthetic Substitute D Cutaneous 
Ureteropelvic junction (UPJ) 
4 Kidney Pelvis, Left 
See 3 Kidney Pelvis, Right 
6 Ureter, Right ® Open 7 Autologous Tissue Substitute 6 Ureter, Right 
Ureteral orifice _ 4 Percutaneous Endoscopic J Synthetic Substitute 7 Ureter, Left 
Ureterovesical orifice K Nonautologous Tissue Substitute |8 Colon 
7 Ureter, Left — Z No Device 9 Colocutaneous 
See 6 Ureter, Right 
= A lleum 
8 Ureters, Bilateral B Bladder 
See 6 Ureter, Right 
C_ lleocutaneous 
D Cutaneous 
6 Ureter, Right 3 Percutaneous J Synthetic Substitute D Cutaneous 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 
See 6 Ureter, Right 
8 Ureters, Bilateral 
See 6 Ureter, Right 
B Bladder Open 7 Autologous Tissue Substitute 9 Colocutaneous 
Trigone of bladder Percutaneous Endoscopic J Synthetic Substitute C lleocutaneous 
K Nonautologous Tissue Substitute D Cutaneous 
Z No Device 
B Bladder 3 Percutaneous J Synthetic Substitute D Cutaneous 
® Medical and Surgical 
T Urinary System 
2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 


cutting or puncturing the skin or a mucous membrane 
Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part 
Character 4 


Kidney 
Renal calyx 
Renal capsule 
Renal cortex 
Renal segment 
9 Ureter 
Ureteral orifice 
Ureterovesical orifice 
B Bladder 
Trigone of bladder 
D Urethra 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 
Prostatic urethra 


Non-OR All body part, approach, device, and qualifier values 


Approach 
Character 5 


t) 
Y 


{4 Limited Coverage [5 Noncovered [| Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR 


ICD-10-PCS 2021 


Device 
Character 6 


Drainage Device 
Other Device 


zZ 


Qualifier 
Character 7 


No Qualifier 


New/Revised in GREEN 
619 
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OT5-0T8 Urinary System iCD-10-PCS 2021 


8 Medical and Surgical 
T Urinary System ; . 
5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 


Explanation: None of the body part is physically taken out 


Urinary System 


Approach Device Qualifier 
chara’ chara? 
6 Kidney, Right ® Open Z No Device Z No Qualifier 
Renal calyx 3 Percutaneous 
Renal capsule 4 Percutaneous Endoscopic 
Renal cortex 7 Via Natural or Artificial Opening 
saree sea: 8 Via Natural or Artificial Opening 


1. Kidney, Left : 
See 0 Kidney, Right Endoscopic 
3 Kidney Pelvis, Right 
Ureteropelvic junction (UPJ) 
4 Kidney Pelvis, Left 
See 3 Kidney Pelvis, Right 
6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 


See 6 Ureter, Right 

B Bladder 
Trigone of bladder 

C Bladder Neck 

D Urethra Open Z No Device Z_ No Qualifier 
Bulbourethral (Cowper's) gland Percutaneous 


Cowper's (bulbourethral) gland 


! Percutaneous Endoscopic 
External urethral sphincter 


Internal urethral sphincter Via Natural or Artificial Opening 
Meambranots Urethra Via Natural or Artificial Opening 


Penile urethra a abate 
Prostatic urethra xterna 


Non-OR 915D[0,3,4,7,8,X]ZZ 


on hwo 


8 Medical and Surgical 
T Urinary System j 
7 Dilation Definition: Expanding an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


Body Part Approach Device 
Character 4 Character 5 Character 6 


3 Kidney Pelvis, Right D Intraluminal Device 
Ureteropelvic junction (UPJ) Z No Device 
4 Kidney Pelvis, Left 
See 3 Kidney Pelvis, Right 
6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 
See 6 Ureter, Right 
8 Ureters, Bilateral 
See 6 Ureter, Right 
B_ Bladder 
Trigone of bladder 
C Bladder Neck 
D Urethra 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 
Prostatic urethra 


Non-OR Q17(6,7,8][0,3,4,7]DZ Non-OR 917B7(D,Z)Z 
Non-OR 017[6,7,8]7ZZ Non-OR 917C(G,3,4]ZZ 
Non-OR 91788ZZ Non-OR 917([C,D][0,3,4]DZ 


Qualifier 
Character 7 


Z_ No Qualifier 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


ON hWOD 


Non-OR Q77(C,D)[7,8][D,Z]Z 


8 Medical and Surgical 
T Urinary System 
8 Division Definition: Cutting into a body part, without draining fluids and/or gases from the bod 


y part, in order to separate or transecta body part 
Explanation: All or a portion of the body part is separated into two or more portions 


Body Part Approach Device ualifie 
Character 4 Character 5 Character 6 Ararat 7 
2 Kidneys, Bilateral @ Open Z No Device Z_ No Qualifier 
Renal calyx 3 Percutaneous 
Renal capsule 4 Percutaneous Endoscopic 
Renal cortex 


Renal segment 
C Bladder Neck 


ES Limited Coverage E&Noncovered [ Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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V1) 
T 
9 


Medical and Surgical 
Urinary System 
Drainage 


Urinary System 


Definition: Taking or letting out fluids and/or gases froma body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part 
z Character 4 
Kidney, Right 
Renal calyx 
Renal capsule 
Renal cortex 
Renal segment 
Kidney, Left 
See 0 Kidney, Right 
Kidney Pelvis, Right 
Ureteropelvic junction (UPJ) 
Kidney Pelvis, Left 
See 3 Kidney Pelvis, Right 
Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 
Ureter, Left 
See 6 Ureter, Right 
Ureters, Bilateral 
See 6 Ureter, Right 
Bladder 
Trigone of bladder 
Bladder Neck 


Kidney, Right 
Renal calyx 
Renal capsule 
Renal cortex 
Renal segment 
Kidney, Left 


Qualifier 
Character 7 


Z_ No Qualifier 


\ 


Approach Device Bi J 
ee See ae 


Open ® Drainage Device 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


On fwes 


Open Z No Device 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


X Diagnostic 
Z_ No Qualifier 


on hws 


OT9-0T9 


c 
aa 
> 

a) 

sa 

< 

~n 
< 

wn 

o> 
@® 

3 


See 0 Kidney, Right 
3 Kidney Pelvis, Right 
Ureteropelvic junction (UPJ) 
4 Kidney Pelvis, Left 
See 3 Kidney Pelvis, Right 
6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 
See 6 Ureter, Right 
8 Ureters, Bilateral 
See 6 Ureter, Right 
B Bladder 
Trigone of bladder 
Bladder Neck 


D Urethra 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 
Prostatic urethra 


D Urethra 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 
Prostatic urethra 


a 


® Drainage Device Z_ No Qualifier 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 

External 


on hwe 


X Diagnostic 
Z_ No Qualifier 


Z No Device 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 

External 


On PWD 


Non-OR 8T9[G,1,3,4]30Z 

Non-OR O19[6,7,8)[0,3,4,7,8]0Z 

Non-OR OT9[B,CI[3,4,7,8]0Z ‘ 
Non-OR OT9[0,1,3,4,6,7,8][3,4,7,8]ZX 

Non-OR OT9[0,1,3,4][3,4]ZZ 

Non-OR OT9[6,7,8)3ZZ 

Non-OR OT9[B,CI[3,4,7,8]ZZ 

Non-OR OT9D30Z 

Non-OR OT9D[G,3,4,7,8,X]ZX 

Non-OR OT9D3ZZ 


610-610 


. n. . . 
Limited Coverage Noncovered [| Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in a 
ICD-10-PCS 2021 


OTB-OTC Urinary System ICD-10-PCS 2021 


8 Medical and Surgical 
T Urinary System 
B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Qualifier 


Body Part Approach Device 
Charatiet 4 chovacter 5 Character 7 


£ 
@ 
= 
a) 
> 
7) 
> 
thea 
] 
© 
= 
=) 


68 Kidney, Right Open Z No Device X Diagnostic 
Renal calyx 3 Percutaneous Z No Qualifier 
Renal capsule 4 Percutaneous Endoscopic 
Renal cortex 7 Via Natural or Artificial Opening 
petal eeu iDEN 8 Via Natural or Artificial Opening 

1. Kidney, Left Endoscopic 
See 9 Kidney, Right 

3 Kidney Pelvis, Right 
Ureteropelvic junction (UPJ) 

4 Kidney Pelvis, Left 
See 3 Kidney Pelvis, Right 

6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 

7 Ureter, Left 
See 6 Ureter, Right 

B_ Bladder 
Trigone of bladder 

C Bladder Neck if 

D Urethra @ Open |Z No Device X Diagnostic 
Bulbourethral (Cowper's) gland 3 Percutaneous Z_ No Qualifier 
Cowper's (bulbourethral) gland 4 Percutaneous Endoscopic 
External urethral sphincter 7 Via Natural or Artificial Opening 
Ena ipeLulet Wal sphincter 8 Via Natural or Artificial Opening 


Membranous urethra : 
Penile urethra aba 

Prostatic urethra X Externa 

Non-OR 97B[9,1,3,4,6,7][3,4,7,8]ZX 


Non-OR QTBD[G,3,4,7,8,X]ZX 


8 Medical and Surgical 

T Urinary System 

C_ Extirpation Definition: Taking or cutting out solid matter from a body part 
Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded ina body part orin 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Character 4 Character 5 Character 6 Character 7 
® Kidney, Right ® Open Z No Device Z_ No Qualifier 
Renal calyx 3 Percutaneous 
Renal capsule 4 Percutaneous Endoscopic 
Renal cortex 7 Via Natural or Artificial Opening 
Renal segment 8 Via Natural or Artificial Opening 


1. Kidney, Left 
See 9 Kidney, Right 
3 Kidney Pelvis, Right 
Ureteropelvic junction (UPJ) 
4 Kidney Pelvis, Left 
See 3 Kidney Pelvis, Right 
6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 


Endoscopic 


See 6 Ureter, Right 
B_ Bladder 
Trigone of bladder 
C Bladder Neck 
D Urethra Open Z No Device Z_ No Qualifier 


Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 

Penile urethra 

Prostatic urethra 


Non-OR QTC[B,C][7,8]ZZ 
Non-OR @TCD[7,8,X]ZZ 


Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 

External 


bad a 


OTB-OTC 


£3 Limited Coverage M3 Noncovered [# Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 Urinary System OTD-OTF 


® Medical and Surgical 
T Urinary System 


D_ Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


eee Body Part Approach Device Qualifier 
Character 4 ire Character 5 Character 6 Ciatacten7 see 
® Kidney, Right ® Open Z No Device Z No Qualifier 

Renal calyx 3 Percutaneous 

Renal capsule 4 Percutaneous Endoscopic 

Renal cortex 

Renal segment 
1. Kidney, Left 

See 0 Kidney, Right 


Medical and Surgical 
Urinary System 
Fragmentation Definition: Breaking solid matter in a body part into pieces 


Explanation: Physical force (e.g., manual, ultrasonic) applied directly or indirectly is used to break the solid matter into pieces. The solid matter 
may be an abnormal byproduct of a biological function or a foreign body. The pieces of solid matter are not taken out. 


1] 
T 
F 


Body Part Approach Device ; Qualifier 
Character 4 Character 5 Character 6 Character7 : 
Kidney Pelvis, Right Open Z No Device Z No Qualifier 


Ureteropelvic junction (UPJ) 
4 Kidney Pelvis, Left 

See 3 Kidney Pelvis, Right 
6 Ureter, Right 

Ureteral orifice 

Ureterovesical orifice 
7 Ureter, Left 

See 6 Ureter, Right 
B Bladder 

Trigone of bladder 
C Bladder Neck 
D Urethra inc] 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 
Prostatic urethra 


Percutaneous 
Percutaneous Endoscopic 
Via Natural or Artificial Opening 


Via Natural or Artificial Opening 
Endoscopic 


External 


On hw OD 


~< 


Non-OR @1F([3,4][0,7,8]ZZ 

Non-OR QTF(6,7,B,C,D](0,3,4,7,8]ZZ 
Non-OR 91F[3,4,6,7,B,C,D]XZZ 

inc} OTFDXZZ 
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= OTH-OTH Urinary System ICD-10-PCS 2021 
@ 
7, «6©8 = Medical and Surgical 
23; 1 Urinary System : 
“i H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 
> take the place of a body part 
= Explanation: None 
= Sua BodyPartt | Approach Device Qualifier — PoRS 
= - Character4 00 Character 5 Character 6 Character 7 erage 
5 Kidney @® Open 1 Radioactive Element Z No Qualifier 

Renal calyx 3 Percutaneous 2 Monitoring Device 

Renal capsule 4 Percutaneous Endoscopic 3 Infusion Device 

Renal cortex 7 Via Natural or ArtificialOpening | Y Other Device 

peoaecomenL 8 Via Natural or Artificial Opening 


Endoscopic 


Radioactive Element Z_ No Qualifier 
Monitoring Device 
Infusion Device 
Stimulator Lead 


Other Device 


Open 

Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 
Open 
Percutaneous — 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


9 Ureter 
Ureteral orifice 
Ureterovesical orifice 


onawe 
<ZwWN- 


Radioactive Element Z_ No Qualifier 
Monitoring Device 
Infusion Device 
Artificial Sphincter 
Stimulator Lead 


Other Device 
Artificial Sphincter 


B Bladder INC} 
Trigone of bladder 


on AW 


= <SPrFwn- 


C Bladder Neck Open Z_ No Qualifier 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 
Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


On AWe 


Radioactive Element Z_ No Qualifier 
Monitoring Device 
Infusion Device 

Artificial Sphincter 


Other Device 


D Urethra 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 
Prostatic urethra 


D Urethra 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 
Prostatic urethra 


On hWwe 
<FWwWwhyn 


External 


Monitoring Device Z_ No Qualifier 
3 Infusion Device 


Artificial Sphincter 


OTH503Z Non-OR @THB[3,4][3,Y]Z 
OTH5(3,4][3,Y]Z Non-OR QTHB7[2,3,Y]Z 
@TH57[2,3,Y]Z Non-OR OTHB8[2,3)Z 
OTH58[2,3]Z Non-OR 9THDO3Z 
OTH903Z Non-OR OTHD(3,4][3,Y]Z 
OTH9[3,4][3, YZ Non-OR OTHD(7,8][2,3,Y]Z 
Non OTH97[2,3,Y]Z Non-OR @THDX3Z 
Non-OR 9TH98([2,3]Z NC OTHB[O,3,4,7,8]MZ 


Non-OR 9THBO3Z 


OTH-9TH 
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ICD-10-PCS 2021 Urinary System OTJ-OTL 


9 Medical and Surgical 
T Urinary System 
J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 


through intervening body layers. 
Body Part : Approach Device 
Character 5 Character 6 


Character 4 


Qualifier 
Character 7 


Kidney ® Open Z No Device Z No Qualifier 
Se calyx 3 Percutaneous 
fe oer 4 Percutaneous Endoscopic 
Beaibecant : 8 Natural or Artificial Opening 
o Bae ia Natural or Artificial Opening 


Endoscopic 
External 


Ureteral orifice 
Ureterovesical orifice 
B_ Bladder 
Trigone of bladder 
D Urethra 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 
Prostatic urethra 


=< 


Non-OR 97J(5,9,D][3,4,7,8,X]ZZ 
Non-OR 97)B[3,7,8,X]ZZ 


6 Medical and Surgical 
T Urinary System 
L Occlusion Definition: Completely closing an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


3 Kidney Pelvis, Right @ Open C_ Extraluminal Device Z_ No Qualifier 
Ureteropelvic junction (UPJ) 3 Percutaneous D Intraluminal Device 
4 Kidney Pelvis, Left 4 Percutaneous Endoscopic Z No Device 
See 3 Kidney Pelvis, Right 
6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 
See 6 Ureter, Right 
B_ Bladder 
Trigone of bladder 
C Bladder Neck 
3 Kidney Pelvis, Right 
Ureteropelvic junction (UPJ) 
4 Kidney Pelvis, Left 
See 3 Kidney Pelvis, Right 
6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 
See 6 Ureter, Right 


D intraluminal Device Z_ No Qualifier 


Z No Device 


7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 


External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 

Prostatic urethra 


D Urethra 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 
Prostatic urethra 


B Bladder 
Trigone of bladder 
C Bladder Neck 
D Urethra @ Open Extraluminal Device Z_ No Qualifier 
Bulbourethral (Cowper's) gland 3 Percutaneous D Intraluminal Device 
Cowper's (bulbourethral) gland 4 Percutaneous Endoscopic Z No Device 
xX 


External 


Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 


D Intraluminal Device Z No Qualifier 
Z No Device 
Endoscopic 


. 7 ete ys 7 . 
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OTM-OTN Urinary System ICD-10-PCS 2021 


i] 

+74 «68 «= Medical and Surgical 

aA T Urinary System : 3 . : 
" M Reattachment Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 

rag Explanation: Vascular circulation and nervous pathways may or may not be reestablished 

© ey SS Ze i ; : lifier 
cc hee _ BodyPart Approach ‘ Device Qualifier 
= Boe Character 4 idee, Character 5 Character 6 Character7 
= ® Kidney, Right ® Open Z No Device Z_ No Qualifier 

y, Hig p 
Renal calyx 4 Percutaneous Endoscopic , 


Renal capsule 

Renal cortex 

Renal segment 

Kidney, Left 

See 0 Kidney, Right 

Kidneys, Bilateral 

See 9 Kidney, Right 

Kidney Pelvis, Right 
Ureteropelvic junction (UPJ) 
Kidney Pelvis, Left 

See 3 Kidney Pelvis, Right 
Ureter, Right 

Ureteral orifice 
Ureterovesical orifice 
Ureter, Left 

See 6 Ureter, Right 

Ureters, Bilateral 

See 6 Ureter, Right 

Bladder 

Trigone of bladder 

Bladder Neck 

Urethra 

Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 

Penile urethra 

Prostatic urethra 


> w N = 


a 


o ~N 


on 


® Medical and Surgical 
T Urinary System 
N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 


Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Se GR Body Part. Pe Approach Device Qualifier 
ss Character 4 Character 5 Character 6 Character 7 


® Kidney, Right 
Renal calyx 
Renal capsule 
Renal cortex 
Renal segment 
1 Kidney, Left 
See 0 Kidney, Right 
3 Kidney Pelvis, Right 
Ureteropelvic junction (UPJ) 
4 Kidney Pelvis, Left 
See 3 Kidney Pelvis, Right 
6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 
See 6 Ureter, Right 
B Bladder 
Trigone of bladder 
C Bladder Neck 


D Urethra 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 

Penile urethra 
Prostatic urethra 


Open 

Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Z No Device 


Z No Qualifier 


On AWD 


Open 

Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 

X External 


Z No Device Z_ No Qualifier 


On bWOEe 


OTM-OTN 
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rinary System OTP-OTP < 
8 Medical and Surgical = 
T Urinary System 9 
P Removal Definition: Taking out or off a device froma body part < 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 4, 
coded to the root operation CHANGE. Otherwise, the procedure for taking out the device is coded to the root operation REMOVAL. Be 
Body Part Approach Device ifi © 
5 Kidney ® Open ® Drainage Device Z_ No Qualifier 
an calyx 3 Percutaneous 2 Monitoring Device 
hie ees, 4 Percutaneous Endoscopic 3 Infusion Device 
Renal segment 7 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
8 Via Natural or Artificial Opening C_ Extraluminal Device 
Endoscopic D Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Y Other Device 
5 Kidney X External ® Drainage Device Z_ No Qualifier 
Lon calyx 2 Monitoring Device 
Sc capsule 3 Infusion Device 
enal cortex ‘ ; 
Renal segment aN D_ Intraluminal Device 
9 Ureter ® Open ® Drainage Device Z_ No Qualifier 
Ureteral orifice 3 Percutaneous 2 Monitoring Device 
Ureterovesical orifice 4 Percutaneous Endoscopic 3 Infusion Device 
7 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
8 Via Natural or Artificial Opening C_ Extraluminal Device 
Endoscopic D Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
M Stimulator Lead 
Y Other Device 
9 Ureter X External ® Drainage Device Z No Qualifier 
Ureteral orifice 2 Monitoring Device 
Ureterovesical orifice 3 Infusion Device 
D Intraluminal Device 
M Stimulator Lead 
B Bladder CS | Open @ Drainage Device Z_ No Qualifier 
Trigone of bladder 3 Percutaneous 2 Monitoring Device 
4 Percutaneous Endoscopic 3 Infusion Device 
7 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
8 Via Natural or Artificial Opening C_ Extraluminal Device 
Endoscopic D Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
L Artificial Sphincter 
M Stimulator Lead 
Y Other Device 
B Bladder X External ® Drainage Device Z_ No Qualifier 
Trigone of bladder 2 Monitoring Device 
3 Infusion Device 
D Intraluminal Device 
L_ Artificial Sphincter 
M Stimulator Lead 
D Urethra Open ® Drainage Device Z_ No Qualifier 
Bulbourethral (Cowper's) gland Percutaneous 2 Monitoring Device 
Cowper's (bulbourethral) gland Percutaneous Endoscopic 3 Infusion Device 
External urethral sphincter Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
Internal urethral sphincter Via Natural or Artificial Opening C Extraluminal Device 
hisuirangys urethra Endoscopic D Intraluminal Device 
roe iA nats J Synthetic Substitute 
K Nonautologous Tissue Substitute 
L Artificial Sphincter 
Y Other Device 
D Urethra X External ® Drainage Device Z_ No Qualifier 
Bulbourethral (Cowper's) gland 2 Monitoring Device 
Cowper's (bulbourethral) gland 3 Infusion Device 
External urethral sphincter D Intraluminal Device 
Internal urethral sphincter L Artificial Sphincter 


Membranous urethra 
Penile urethra 
Prostatic urethra 


E . OTPD{7,8)[0,2,3,D,Y]Z 
Non-OR 9OTP5[3,4,7]YZ Non-OR QTP9[7,8][0,2,3,D]Z Non-OR 9TPB[7,8][0,2,3,D]Z Non-OR ; 
Non-OR Q1P5[7,8][0,2,3,D]Z Non-OR QTP9X[0,2,3,D]Z Non-OR @TPBX[@,2,3,D,L]Z Non-OR 9TPDX[,2,3,D]Z 
Non-OR QTP5X(0,2,3,D]Z Non-OR 9OTPB[3,4,7]YZ Non-OR @TPD([3,4]YZ NC OTPB[O,3,4,7,8]MZ 


Non-OR 91P9[3,4,7]YZ 
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8 Medical and Surgical 
T Urinary System 
Q_ Repair 


Urinary System 


ICD-10-PCS 2021 


Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part Approach Device Qualifier 
Charactér 4 Character 5 Character 6 Character 7 
Kidney, Right Open Z No Device Z No Qualifier 
Renal calyx Percutaneous 


Renal capsule 
Renal cortex 
Renal segment 
1 Kidney, Left 
See D Kidney, Right 
3 Kidney Pelvis, Right 
Ureteropelvic junction (UPJ) 
4 Kidney Pelvis, Left 
See 3 Kidney Pelvis, Right 
6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 
See 6 Ureter, Right 
B Bladder 
Trigone of bladder 
C Bladder Neck 


Urethra 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 

Penile urethra 
Prostatic urethra 


on hwe 


On hWea 


See Appendix L for Procedure Combinations 


Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 

External 


Z No Device Z No Qualifier 


OTQBlO,3,4]ZZ 
8 Medical and Surgical 
T Urinary System 
R_ Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 
Explanation; The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used ina previous replacement procedure. 
Body Part Approach Device Qualifier 
3 Kidney Pelvis, Right ® Open 7 Autologous Tissue Substitute Z_ No Qualifier 
Ureteropelvic junction (UPJ) 4 Percutaneous Endoscopic J Synthetic Substitute 
4 Kidney Pelvis, Left — 7 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
See 3 Kidney Pelvis, Right 8 Via Natural or Artificial Opening 
6 Ureter, Right Endoscopic 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 
See 6 Ureter, Right 
B_ Bladder 
Trigone of bladder 
C Bladder Neck 
D Urethra ® Open 7 Autologous Tissue Substitute Z_ No Qualifier 
Bulbourethral (Cowper's) gland 4 Percutaneous Endoscopic J Synthetic Substitute 
Cowper's (bulbourethral) gland 7 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
External urethral sphincter 8 Via Natural or Artificial Opening 


Internal urethral sphincter 
Membranous urethra X 
Penile urethra 

Prostatic urethra 


Endoscopic 
External 
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CD-10-PCS 2021 Urinary System OTS-OTT 


8 Medical and Surgical 
T Urinary System 
S Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 
Body Part : Approach i 
| Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
t) Pu pon ® Open Z No Device Z No Qualifier 
nal calyx 4 Percutaneous Endoscopic 
Renal capsule 
Renal cortex 


Renal segment 

1 Kidney, Left 
See 0 Kidney, Right 

2 Kidneys, Bilateral 
See 0 Kidney, Right 

3 Kidney Pelvis, Right 
Ureteropelvic junction (UPJ) 

4 Kidney Pelvis, Left 
See 3 Kidney Pelvis, Right 

6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 

7 Ureter, Left 
See 6 Ureter, Right 

8 Ureters, Bilateral 
See 6 Ureter, Right 

B Bladder 
Trigone of bladder 

C Bladder Neck 

D Urethra 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 
Prostatic urethra 


Medical and Surgical 

Urinary System 

Resection Definition: Cutting out or off, without replacement, all of a body part 
Explanation: None 


) 
4 
T 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Kidney, Right ® Open Z_ No Device Z_ No Qualifier 


Renal calyx 
Renal capsule 
Renal cortex 
Renal segment 
1 Kidney, Left 
See 0 Kidney, Right 
2. Kidneys, Bilateral 
See O Kidney, Right 
3 Kidney Pelvis, Right 
Ureteropelvic junction (UPJ) 
4 Kidney Pelvis, Left 
See 3 Kidney Pelvis, Right 
6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 
See 6 Ureter, Right 


4 Percutaneous Endoscopic 


Open Z No Device Z No Qualifier 
Percutaneous Endoscopic 
Via Natural or Artificial Opening 
Via Natural or Artificial Opening 


Endoscopic 


on sre 


B_ Bladder 
Trigone of bladder 

C Bladder Neck 

D Urethra 


Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 

Penile urethra 
Prostatic urethra 


Non-OR @TTD[4,7,8]ZZ See Appendix L for Procedure Combinations 
Combo-only OTTDOZZ 
#) OTTBOZZ 
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OTU-OTV Urinary System 
8 Medical and Surgical 
T Urinary System ; é 
U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Appreach Device 
Character 5 Character 6 


Open 7 Autologous Tissue Substitute 
Percutaneous Endoscopic J Synthetic Substitute 
Via Natural or Artificial Opening K Nonautologous Tissue Substitute 


Via Natural or Artificial Opening 
Endoscopic 


Z_ No Qualifier 


Kidney Pelvis, Right 
Ureteropelvic junction (UPJ) 
4 Kidney Pelvis, Left 
See 3 Kidney Pelvis, Right 
6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 
See 6 Ureter, Right 
B Bladder 
Trigone of bladder 
Bladder Neck 


Urethra 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 

Penile urethra 
Prostatic urethra 


On bho 


7 Autologous Tissue Substitute Z_ No Qualifier 
J Synthetic Substitute 


K Nonautologous Tissue Substitute 


Open 
Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 

External 


On bo 


* 


8 Medicaland Surgical 
T Urinary System 
V_ Restriction Definition: Partially closing an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
3 Kidney Pelvis, Right 8 Open C_ Extraluminal Device Z_ No Qualifier 
Ureteropelvic junction (UPJ) 3 Percutaneous D Intraluminal Device 
4 Kidney Pelvis, Left 4 Percutaneous Endoscopic Z No Device 


See 3 Kidney Pelvis, Right 
6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 
See 6 Ureter, Right 
B Bladder 
Trigone of bladder 
C Bladder Neck 
3 Kidney Pelvis, Right 7 Via Natural or Artificial Opening D_ Intraluminal Device Z_ No Qualifier 
Ureteropelvic junction (UPJ) 8 Via Natural or Artificial Opening Z No Device 
4 Kidney Pelvis, Left Endoscopic 
See 3 Kidney Pelvis, Right 
6 Ureter, Right 
Ureteral orifice 
Ureterovesical orifice 
7 Ureter, Left 
See 6 Ureter, Right 
B Bladder 
Trigone of bladder 
C Bladder Neck 


D Urethra ® Open C_ Extraluminal Device Z No Qualifier 
Bulbourethral (Cowper's) gland 3 Percutaneous D Intraluminal Device 
Cowper's (bulbourethral) gland 4 Percutaneous Endoscopic Z No Device 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 
Prostatic urethra 4 
D Urethra 7 Via Natural or Artificial Opening D Intraluminal Device Z_ No Qualifier 
Bulbourethral (Cowper's) gland 8 Via Natural or Artificial Opening Z No Device 


Cowper's (bulbourethral) gland Endoscopic 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 

Prostatic urethra 


D Urethra X External Z No Device ; 
Bulbourethral (Cowper's) gland . oe 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 
Prostatic urethra 
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9 Medical and Surgical 
T Urinary System 


W Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


spans weet Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
screw or pin 


= 


Body Part B Approach Device lifier 
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5 lays ® Open Drainage Device Z No Qualifier 
ey ile 3 Percutaneous Monitoring Device 
so ae 4 Percutaneous Endoscopic Infusion Device 
Renal segment 7 Via Natural or Artificial Opening Autologous Tissue Substitute 
8 Via Natural or Artificial Opening Extraluminal Device 
Endoscopic intraluminal Device 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Other Device 
5 Kidney External Drainage Device Z No Qualifier 
inser ee: Monitoring Device 
ae i Infusion Device 


Autologous Tissue Substitute 
Extraluminal Device 
Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 


Renal segment 


9 Ureter 
Ureteral orifice 
Ureterovesical orifice 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Drainage Device 
Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Stimulator Lead 

Other Device 


Drainage Device 
Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Stimulator Lead 


Z_ No Qualifier 


On hws 


9 Ureter 
Ureteral orifice 
Ureterovesical orifice 


External Z_ No Qualifier 


B Bladder 
Trigone of bladder 


Z_ No Qualifier 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Drainage Device 
Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Artificial Sphincter 
Stimulator Lead 
Other Device 


Drainage Device 
Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Artificial Sphincter 

Stimulator Lead 


Non-OR 9TW5(3,4,7]YZ Non-OR 9TW9X(,2,3,7,C,D,J,K,MIZ 


Non-OR 9TW5X(0,2,3,7,C,D,J,KIZ Non-OR 9TWB[3,4,7]YZ 
Non-OR OTW9[3,4,7]YZ Non-OR OTWBX(9,2,3,7,C,D,J,K.LMIZ 


OTW Continued on next page 


on hwo 


B Bladder Z No Qualifier 


Trigone of bladder 


MLO-MLO 
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OTW-OTY 


OTW-OTY 


Urinary System 


ICD-10-PCS 2021 


® Medical and Surgical 
T Urinary System 
W Revision 


OTW Continued 


Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 


a screw or pin 


Body Part 
Character 4 


Approach 
Character 5 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


D Urethra 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 
Penile urethra 
Prostatic urethra 


On hwWe 


Device 
Character 6 


Qualifier 
Character 7 


Z No Qualifier 


Drainage Device 

Monitoring Device 

Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 
Intraluminal Device 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Artificial Sphincter 
Other Device 


Urethra External 
Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 

Penile urethra 
Prostatic urethra 


PR OCANWNOB|<KF KR“ ONNWNAG 


Non-OR @TWD[3,4,7,8]YZ 
Non-OR 9TWDX[0,2,3,7,C,D,J,K,LIZ 


Medical and Surgical 
Urinary System 


) 
T 
Y 


function of all or a portion of a similar body part 


Explanation: The native body part may or may not be taken out, and the transplanted body part may take over all or a portion of its function 


Approach Device 
Character 5 Character 6 


Body Part 
Character 4 


Z_ No Qualifier 


Drainage Device 
Monitoring Device 
Infusion Device 
Autologous Tissue Substitute 
Extraluminal Device 
Intraluminal Device 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Artificial Sphincter 


Transplantation Definition: Putting in or on all or a portion of a living body part taken from another individual or animal to physically take the place and/or 


Qualifier 
Character 7 


Kidney, Right 8 Allogeneic 
Renal calyx 1 Syngeneic 
Renal capsule 2 Zooplastic 
Renal cortex 


Renal segment 
1. Kidney, Left 
See 0 Kidney, Right 


OTY[,1]0Z[0,1,2] 


ic [ea 


See ag L for Procedure Combinations 
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ICD-10-PCS 2021 


Female Reproductive System 6U1-QUY 


= ee ere eet lar “nse aie ih ieee eeeeeenmennes enemas 
Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identificati in thi i 
entification of character members that 
tables. It SHOULD NOT be used to build a PCS code. iN ea URL a Sl 


Female Reproductive System 


Operation-Character 3 


Body Part-Character 4 


Approach-Character 5 Device—Character 6 | Qualifier-Character 7 


1 Bypass ® Ovary, Right Open Drainage Device Allogeneic 
2 Change 1 Ovary, Left 3 Percutaneous 1 Radioactive Element 1 Syngeneic 
5 Destruction 2 Ovaries, Bilateral 4 Percutaneous Endoscopic |3 Infusion Device 2  Zooplastic 
7 Dilation 3. Ovary 7 Via Natural or Artificial 7 Autologous Tissue 5 Fallopian Tube, Right 
0m L Opening Substitute 
8 Division 4 Uterine Supporting 8 Via Natural or Artificial C_ Extraluminal Device 6 Fallopian Tube, Left 
i Structure Opening Endoscopic 
9 Drainage 5 Fallopian Tube, Right F Via Natural or Artificial D__ Intraluminal Device [9 Uterus 
Opening With 
Percutaneous Endoscopic 
Assistance 
B Excision 6 Fallopian Tube, Left X External G _Intraluminal Device, L  Supracervical 
Pessary 
C_ Extirpation 7 Fallopian Tubes, Bilateral H Contraceptive Device X Diagnostic 
D_ Extraction 8 Fallopian Tube J Synthetic Substitute Z No Qualifier 
F Fragmentation [9 Uterus K Nonautologous Tissue 
Substitute 
H Insertion B  Endometrium Y Other Device 
J Inspection CC Cervix Z No Device 
L = Occlusion D_ Uterus and Cervix 
M_ Reattachment F Cul-de-sac 
N Release 16 Vagina 
P= Removal H Vagina and Cul-de-sac 
Q_ Repair ‘TJ Clitoris 
S Reposition K  Hymen 
T Resection L Vestibular Gland 
HE 
U Supplement M_ Vulva 
V_ Restriction N Ova 
W_Revision 
Y Transplantation 
AHA Coding Clinic for table @U5 AHA Coding Clinic for table UL 
2015, 3Q, 31 Tubal ligation for sterilization 2018, 1Q, 23 Tubal ligation procedure 
AHA Coding Clinic for table 0U7 2015, 3Q, a ' Tubal ligation for sterilization 
2020, 2Q, 30 Duhrssen Cervical Incision AHA Coding Clinic for table GUQ 
; te 2014, 4Q, 18 Obstetrical periurethral laceration 
AHA Coding Clinic for table 9u9 2013, 4Q, 120 Repair of clitoral obstetric laceration 
2016, 4Q, 58 Longitudinal vaginal septum 


AHA Coding Clinic for table UB AHA Coding Clinic for table BUS 


2018, 10, 23 Tubal ligation procedure 2016, 10,9 Anteversion of retroverted pregnant uterus 
p u . ate. 
2015, 3Q 31 Laparoscopic partial salpingectomy for ectopic pregnancy AHA Coding Clinic for table UT 
2015, 3Q, 31 Tubal ligation for sterilization 2017, 4Q, 68 New qualifier values - Supracervical hysterectomy 
2014, 4Q, 16 Excision of multiple uterine fibroids 2015, 1Q, 33 Robotic-assisted laparoscopic hysterectomy converted to open procedure 
2014, 3Q 12 Excision of skin tag from labia majora 2013, 3Q, 28 Total hysterectomy 
AHA Coding Clinic for table 6UC 2013, 1, 24 Excision versus Resection of remaining ovarian remnant following previous 
0 ne 
= excision 
2015, 3Q, 30 Removal of cervical cerclage ; Ne 
2013, 20, 38 Evacuation of clot post-partum AHA Coding Clinic for table UV 
ral 2015, 3Q, 30 Insertion of cervical cerclage 
AHA Coding Clinic for table UH +A 9 
2018, 1Q, 25 Intrauterine brachytherapy & placement of tandems & ovoids AHA Coding Clinic for table BUY 
2013, 2Q 34 Placement of intrauterine device via open approach 2018, 4Q, 40 Uterus transplant 
AHA Coding Clinic for table UJ 
2015, 1Q, 33 Robotic-assisted laparoscopic hysterectomy converted to open 
procedure 


I _____e 
ICD-10-PCS 2021 ; i 


Female Reproductive System ICD-10-PCS 2021 


Female Reproductive System 


Endometrium B 
Fundus of uterus 9 
Fallopian tube 5, 6, 7, 8 a” ik Suspensory ligaments 4 
Wy Meuiou(, HT, « Re ———— 
{Body of ET ry We 
Ligament of ovary 4 fix LA "3" \ Hi) i Hi ys 
i \ \\ v 
\, 
Ovary 8, 1, 2,3 eS Nt \ 
Fimbria 5, 6, 7,8 x » = 
SS y NS NS 
Uterosacral ligament 4 er iss 
b)— 
‘Nees 
Cervix C Dw 
( Ovary 9, 1, 2, 3 


Vagina G B 


road ligament 4 


Female Internal/External Structures 


Ovary @, 1, 2,3 


Posterior Pubis mons 


pe aac F Clitoris J 


Urethra 


Cervix € Labia minora M 


Symphysis = 7 Labia majoraM Vaginal orifice G 


pubis 


Rectum 


ae Fourchette 


Clitoris J C YT; iS ! 
LM) UY, Perineum ‘ 
Urethral orifice ee 
(meatus) : Anus ~ 
Vaginal 
Labia canal G 
minora M faba 
majora M 


i eee eee 
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ICD-10-PCS 2021 Female Reproductive System 6U1-9U2 


® Medical and Surgical 
U_ Female Reproductive System 
1 Bypass Definition: Altering the route of passage of the contents of a tubular body part 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 
route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Body Part Approach Device Qualifier 
Fallopian Tube, Right Q 18 Open 7 Autologous Tissue Substitute 5 Fallopian Tube, Right 
Oviduct 4 Percutaneous Endoscopic J Synthetic Substitute 6 Fallopian Tube, Left 
Salpinx K Nonautologous Tissue Substitute |9 Uterus 
Uterine tube 7 No Device 
6 Fallopian Tube, Left Q 


See 5 Fallopian Tube, Right 


Q All body part, approach, device, and qualifier values 


Medical and Surgical 
Female Reproductive System 


Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Nc® 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


3 Ovary Q |X External ® Drainage Device Z No Qualifier 
8 Fallopian Tube Q Y Other Device 
M Vulva Q 
Labia majora 
Labia minora 
D Uterus and Cervix Q |X External Drainage Device Z_ No Qualifier 


Contraceptive Device 
Other Device 
Drainage Device 
Intraluminal Device, Pessary 
Other Device 


X External Z_ No Qualifier 


H_ Vagina and Cul-de-sac 


<a o|<ze 


Non-OR All body part, approach, device, and qualifier values Q All body part, approach, device, and qualifier values 


Limited Coverage DM Noncovered [#] Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in 0 
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@U5-8U5 Female Reproductive System ICD-10-PCS 2021 


Medical and Surgical 
Female Reproductive System ; 
Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 


Explanation: None of the body part is physically taken out 
Body Part Approach Device 
Character 5 Character 6 


Character 4 


uce 


Qualifier 
Character 7 


® Ovary, Right Q 1® Open Z No Device Z_ No Qualifier 
1 Ovary, Left Q |3 Percutaneous 
2 Ovaries, Bilateral Q |4 Percutaneous Endoscopic 
4 Uterine Supporting Structure 2 |8 Via Natural or Artificial Opening 
Broad ligament Endoscopic 
Infundibulopelvic ligament 
Ovarian ligament 
Round igamert of uterus 
5 Fallopian Tube, Right 2 |e Open Z No Device Z_ No Qualifier 
Oviduct 3 Percutaneous 
Salpinx 4 Percutaneous Endoscopic 
Uterine tube 7 Via Natural or Artificial Opening 
6 Fallopian Tube, Left ; 2 8 Via Natural or Artificial Opening 
See 5 Fallopian Tube, Right Endoscopic 
7 Fallopian Tubes, Bilateral [nc fe) 
9 Uterus Q 
Fundus uteri 
Myometrium 
Perimetrium 
Uterine cornu 
B_ Endometrium Q ; 
C Cervix Q 
F Cul-de-sac Q 
G Vagina 2 |1® Open Z No Device Z_ No Qualifier 
K Hymen Q |3 Percutaneous 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
X External 
J Clitoris Q |1® Open Z_ No Device Z_ No Qualifier 
L Vestibular Gland Q |X External 
Bartholin's (greater vestibular) gland 
Greater vestibular (Bartholin's) gland 
Paraurethral (Skene's) gland 
Skene's (paraurethral) gland 
M Vulva Q 
Labia majora 
Labia minora 
iN} 9U57[@,3,4,7,8]ZZ with principal or secondary diagnosis of Z39.2 12) All body part, approach, device, and qualifier values 


£3 Limited Coverage [M5 Noncovered Combination Member Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 Female Reproductive System 0U7-6U8 


8 Medical and Surgical 
U Female Reproductive System 
7 Dilation Definition: Expanding an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


Body Part - Approach Device ualifier 
P Character 4 Character 6 havi 7 


5 Fallopian Tube, Right Q |® Open D Intraluminal Device Z_ No Qualifier 
Oviduct 3 Percutaneous Z_ No Device 
a ee 4 Percutaneous Endoscopic 
S>Fallopian Tube-teft 9 7 Via Natural or Artificial Opening 
See 5 Fallopian Tube, Right . eadaeeehic nralicia, Qpenina 
7 Fallopian Tubes, Bilateral Q 
9 Uterus Q 
Fundus uteri 
Myometrium 
Perimetrium 
Uterine cornu 
C Cervix Q 
G Vagina 
K Hymen Open a Intraluminal Device Z_ No Qualifier 
Percutaneous Z No Device 


Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 

External 


on hwo 


Non-OR 9U7C([@,3,4,7,8][D,Z]Z Q All body part, approach, device, and qualifier values 
Non-OR 9U7G[7,8)[D,Z]Z 


Medical and Surgical 

Female Reproductive System 

Division Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or transect a body part 
Explanation: All or a portion of the body part is separated into two or more portions 


oce 


Body Part 
Character 4 


Device 
Character 6 


Approach 
Character 5 


Qualifier 
Character 7 


@ Ovary, Right Q Open Z No Device Z_ No Qualifier 
1 Ovary, Left Q |3 Percutaneous 
2 Ovaries, Bilateral Q Percutaneous Endoscopic 
4 Uterine Supporting Structure © 
Broad ligament 
Infundibulopelvic ligament 
Ovarian ligament 
Round ligament of uterus 
K Hymen Q |7 Via Natural or Artificial Opening Z No Device Z_ No Qualifier 
8 Via Natural or Artificial Opening 
Endoscopic 
External 


Non-OR QU8K{(7,8,X]ZZ Q All body part, approach, device, and qualifier values 


Limited Coverage GM Noncovered [Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in ae: 
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9U9-8U9 Female Reproductive System ICD-10-PCS 2021 


8 Medical and Surgical 
U_ Female Reproductive System 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Chavstier 5 Character 7 


® Ovary, Right Q | Open @® Drainage Device Z_ No Qualifier 
1 Ovary, Left Q |3 Percutaneous 
2 Ovaries, Bilateral Q |4 Percutaneous Endoscopic 
8 Via Natural or Artificial Opening 
Endoscopic 
6 Ovary, Right Q |@ Open Z No Device X Diagnostic 
1 Ovary, Left Q |3 Percutaneous Z_ No Qualifier 
2 Ovaries, Bilateral Q |4 Percutaneous Endoscopic 
8 Via Natural or Artificial Opening 
“eal Endoscopic 
® Ovary, Right Q |X External Z No Device Z No Qualifier 
1 Ovary, Left Q 
2 Ovaries, Bilateral ° Q 
4 Uterine Supporting Structure 2 |@ Open ® Drainage Device Z_ No Qualifier 
Broad ligament 3 Percutaneous 
Infundibulopelvic ligament 4 Percutaneous Endoscopic 
Ovarian ligament 8 Via Natural or Artificial Opening 
Round ligament of uterus Endoscopic 
4 Uterine Supporting Structure Q |® Open =z No Device X Diagnostic 
Broad ligament 3 Percutaneous Z_ No Qualifier 
Infundibulopelvic ligament 4 Percutaneous Endoscopic 
Ovarian ligament 8 Via Natural or Artificial Opening 
Round ligament of uterus Endoscopic 
5 Fallopian Tube, Right Q|@ Open ie Drainage Device Z_ No Qualifier 
Oviduct 3 Percutaneous 
Salpinx 4 Percutaneous Endoscopic 
Uterine tube 7 Via Natural or Artificial Opening 
6 Fallopian Tube, Left — 2 |8 Via Natural or Artificial Opening 
See 5 Fallopian Tube, Right Endoscopic 
7 Fallopian Tubes, Bilateral Q 
9 Uterus 2 
Fundus uteri 
Myometrium 
Perimetrium 
Uterine cornu 
C Cervix Q 
F Cul-de-sac Q | 
5 Fallopian Tube, Right Q |@ Open Z No Device =} Diagnostic 
Oviduct 3 Percutaneous Z_ No Qualifier 
Salpinx 4 Percutaneous Endoscopic 
Uterine tube 7 Via Natural or Artificial Opening 
6 Fallopian Tube, Left — 2 18 Via Natural or Artificial Opening 
See 5 Fallopian Tube, Right Endoscopic 
7 Fallopian Tubes, Bilateral Q 
9 Uterus Q 
Fundus uteri 
Myometrium 
Perimetrium 
Uterine cornu 
C Cervix Q 
F Cul-de-sac Q 
Non-OR 9U9[0,1,2][3,8]0Z Non-OR 0U9[5,6,7,9,C]30Z 
Non-OR 9U9[@,1,2][3,8]ZZ Non-OR QU9F[3,4]0Z 
Non-OR 9U9[@,1,2]8ZX Non-OR 9U9[5,6,7][3,4,7,8]ZZ 
Non-OR 9U94[3,8]0Z Non-OR 9U9[9,C]3ZZ 
Non-OR 9U94([3,8]ZZ Non-OR QU9F[3,4]ZZ 
Non-OR @U948ZX 2 All body part, approach, device, and qualifier values 


9U9 Continued on next page 


[J Limited Coverage [5 Noncovered Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
638 ICD-10-PCS 2021 


ICD-10-PCS 2021 


Female Reproductive System §U9-6U9 
® Medical and Surgical 9U9 Continued 
U Female Reproductive System 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 = Character 5 Character 6 Character 7 


Q |1® Open 

K Hymen Q |3 Percutaneous 

4 Percutaneous Endoscopic 

7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 


Endoscopic 
X External 
G Vagina Q |8 Open Z No Device X Diagnostic 
K Hymen Q |3 Percutaneous Z No Qualifier 


4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 


®@ Drainage Device No Qualifier 


8 Via Natural or Artificial Opening 
Endoscopic 
X External 
J Clitoris Q |® Open ® Drainage Device Z_ No Qualifier 
L_ Vestibular Gland Q |X External 
Bartholin's (greater vestibular) gland 
Greater vestibular (Bartholin's) gland 
Paraurethral (Skene's) gland 
Skene's (paraurethral) gland 
M Vulva Q 
Labia majora - 
Labia minora 


Clitoris Z No Device Diagnostic 

L_ Vestibular Gland Q |X External Z No Qualifier 
Bartholin's (greater vestibular) gland 
Greater vestibular (Bartholin's) gland 
Paraurethral (Skene's) gland 
Skene's (paraurethral) gland 

M Vulva Q 

Labia majora 

Labia minora 


Non-OR 9U9G39Z Non-OR @U9L[0,X]0Z 
Non-OR 9U9K([G,3,4,7,8,X]0Z Non-OR 9U9L[G,X]ZZ 
Non-OR 9U9G3ZZ 9 All body part, approach, device, and qualifier values 


Non-OR 9U9K[G,3,4,7,8,X]ZZ 


Limited Coverage D8 Noncovered [| Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR  New/Revised in re 
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®UB-9UB Female Reproductive System ICD-10-PCS 2021 


8 Medical and Surgical 
U_ Female Reproductive System 
B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Approach Device 
Character 5 Character 6 


Qualifier 
Character 7 


Body Part 


Character 4 
Ovary, Right Open Z No Device X Diagnostic 
Ovary, Left Percutaneous Z_ No Qualifier 


Percutaneous Endoscopic 
Uterine Supporting Structure Via Natural or Artificial Opening 
Broad ligament Via Natural or Artificial Opening 
Infundibulopelvic ligament Endoscopic 

Ovarian ligament 

Round ligament of uterus 


Ovaries, Bilateral 


aN=28 
+0 +0 40 10 
onhwe 


5 Fallopian Tube, Right Q 
Oviduct 
Salpinx 
Uterine tube 
6 Fallopian Tube, Left Q 
See 5 Fallopian Tube, Right 
7 Fallopian Tubes, Bilateral Q 
9 Uterus Q 
Fundus uteri 
Myometrium 
Perimetrium 
Uterine cornu 
C Cervix Q 
F Cul-de-sac Q 
G Vagina Q |1® Open Z No Device |x Diagnostic 
K Hymen Q |3 Percutaneous Z_ No Qualifier 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
[x External = 
J Clitoris Q |@ Open Z No Device X Diagnostic 
L Vestibular Gland Q |X External Z_ No Qualifier 


Bartholin's (greater vestibular) gland 
Greater vestibular (Bartholin's) gland 
Paraurethral (Skene's) gland 
Skene's (paraurethral) gland 

M Vulva Q 


Labia majora 
Labia minora 
Q All body part, approach, device, and qualifier values 


Limited Coverage [3 Noncovered Combination Member Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 Female Reproductive System @6UC-6UD 


8 Medical and Surgical 
U_ Female Reproductive System 


C_ Extirpation Definition: Taking or cutting out solid matter from a body part 


Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part Approach Device ualifier 
Character 4 Character 6 Canad 7 


® Ovary, Right Q |8 Open Z No Device Z No Qualifier 
1 Ovary, Left Q |3 Percutaneous 
2 Ovaries, Bilateral Q |4 Percutaneous Endoscopic 
4 Uterine Supporting Structure 9 |8 Via Natural or Artificial Opening 
Broad ligament Endoscopic 
Infundibulopelvic ligament 
Ovarian ligament 
Round ligament of uterus 
5 Fallopian Tube, Right Q a Open Z No Device Z No Qualifier 
Oviduct 3 Percutaneous 
pe ae 4 Percutaneous Endoscopic 
: 7 Via Natural or Artificial Openin 
6 a Tube, Left _ 2 | 8 Via Natural or Artificial Dnonit 
ee 5 Fallopian Tube, Right Endoscopic 
7 Fallopian Tubes, Bilateral Q 
9 Uterus Q 
Fundus uteri 
Myometrium 
Perimetrium 
Uterine cornu 
B_ Endometrium Q 
C Cervix Q 
F Cul-de-sac Q 
G Q 18 Open Z No Device Z_ No Qualifier 
K Hymen Q |3 Percutaneous 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
External 
Clitoris Q Open Z No Device Z_ No Qualifier 
L Vestibular Gland Q External 


Bartholin's (greater vestibular) gland 
Greater vestibular (Bartholin's) gland 
Paraurethral (Skene's) gland 
Skene's (paraurethral) gland 
M Vulva Q 
Labia majora 
Labia minora 


Non-OR 9UC9[7,8]ZZ Non-OR QUCMXZZ 


Non-OR 9UCG[7,8,X]ZZ Q All body part, approach, device, and qualifier values 
Non-OR @UCK[G,3,4,7,8,X]ZZ 


Medical and Surgical 
Female Reproductive System 
Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: The qualifier DIAGNOSTIC is used to identify extraction procedures that are biopsies 


Body Part 
Character 4 


Endometrium 


oce 


Device 
Character 6 


Qualifier 
Character 7 


X Diagnostic 


Approach 
Character 5 


Via Natural or Artificial Opening 


Z No Device 


8 Via Natural or Artificial Opening Z_ No Qualifier 
Endoscopic 
N Ova ®@ Open Z No Device Z No Qualifier 


3 Percutaneous 
Percutaneous Endoscopic 


Q All body part, approach, device, and qualifier values "i 


Limited Coverage DB Noncoveréd [| Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in ea 
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@UF-9UH Female Reproductive System ICD-10-PCS 2021 
ll A Ce 


8 Medical and Surgical 

U_ Female Reproductive System 

F Fragmentation Definition: Breaking solid matter in a body part into pieces 
Explanation: Physical force (e.g., manual, ultrasonic) applied directly or indirectly is used to break the solid matter into pieces. The solid matter 
may be an abnormal byproduct of a biological function or a foreign body. The pieces of solid matter are not taken out. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 

5 Fallopian Tube, Right ® Open Z No Device Z No Qualifier 

Oviduct 3 Percutaneous 

Salpinx 4 Percutaneous Endoscopic 

Uterine tube 7 Via Natural or Artificial Opening 
6 Fallopian Tube, Left _ 3° |g ViaNatural or Artificial Opening 

See 5 Fallopian Tube, Right Endoscopic 
7 Fallopian Tubes, Bilateral [O2 |y External 
9 Uterus [nc fe) 

Fundus uteri 

Myometrium 

Perimetrium 

Uterine cornu 

Non-OR 9UF(5,6,7,9]XZZ Q All body part, approach, device, and qualifier values 

NC | OUF[S,6,7,9]XZZ 


® Medical and Surgical 
U_ Female Reproductive System 
H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


take the place of a body part 
Device 
Character 6 


Explanation: None 
1 Radioactive Element 


Body Part Approach 
Character 5 
3 Infusion Device © 


Character 4 
Y Other Device 


Qualifier 
Character 7 


Z_ No Qualifier 


3 Ovary Q |@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


3 Ovary 7 Via Natural or Artificial Opening 1 Radioactive Element “|z No Qualifier 
8 Via Natural or Artificial Opening Y Other Device 
Endoscopic a 
8 Fallopian Tube Q | Open 3 Infusion Device Z No Qualifier 
D Uterus and Cervix Q |3 Percutaneous Y Other Device 
H Vagina and Cul-de-sac Q |4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
9 Uterus 2 | ® Open 1 Radioactive Element Z No Qualifier 
Fundus uteri 7 Via Natural or Artificial Opening H Contraceptive Device 
Myometrium 8 Via Natural or Artificial Opening 
Perimetrium Endoscopic 
Uterine cornu 
o'] a= + : 
C Cervix Q | Open 14 Radioactive Element Z_ No Qualifier 
3 Percutaneous 
4 Percutaneous Endoscopic 
C Cervix Q]7 Via Natural or Artificial Opening 1 Radioactive Element Tz No Qualifier 
8 Via Natural or Artificial Opening H_ Contraceptive Device 
| Endoscopic ul hd 
F Cul-de-sac Q |7 Via Natural or Artificial Opening G Intraluminal Device, Pessary Z_ No Qualifier 
8 Via Natural or Artificial Opening 
Endoscopic 
G Vagina aD Open pi Radioactive Element [2 No Qualifier 
3 Percutaneous 
4 Percutaneous Endoscopic 
X External 
G Vagina Q |7 Via Natural or Artificial Opening [7 Radioactive Element Z_ No Qualifier 
8 Via Natural or Artificial Opening G Intraluminal Device, Pessary 
Endoscopic 
Non-OR 9UH3[@,3,4][3,Y]Z Non-OR 9UH9[0,7,8]HZ 
Non-OR QUH3[7,8]YZ Non-OR @UHC[7,8]HZ 
Non-OR 9UH[8,D][0,3,4,7,8][3,Y]Z Non-OR QUHF[7,8]GZ 
Non-OR QUHH[3,4]YZ Non-OR @UHG[7,8]GZ 
Non-OR %UHH[7,8][3,Y]Z Q All body part, approach, device, and qualifier values 
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CD-10-PCS 2021 Female Reproductive System 6UJ-OUL 


6 Medical and Surgical 
U_ Female Reproductive System 
J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
- through intervening body layers. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Open Z No Device Z_ No Qualifier 
3 Percutaneous 
4 Percutaneous Endoscopic 
8 Via Natural or Artificial Opening 
Endoscopic 
X External 
8 Fallopian Tube aC Open Z No Device Z No Qualifier 
D Uterus and Cervix Q |3 Percutaneous 
H_ Vagina and Cul-de-sac Q |4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
X External 
M Vulva Q |® Open Z No Device Z No Qualifier 
Labia majora X External 
Labia minora 


Non-OR 9UJ3(3,8,X]ZZ Non-OR 9UJMXZZ 
Non-OR 9UJ([8,D,H][3,7,8,X]ZZ Q All body part, approach, device, and qualifier values 


Medical and Surgical 

Female Reproductive System 

Occlusion Definition: Completely closing an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice 


Body Part 
Character 4 


Fallopian Tube, Right 


Cw 


Qualifier 
Character 7 


Z No Qualifier 


C_ Extraluminal Device 


Oviduct 3 Percutaneous D_ Intraluminal Device 
Salpinx 4 Percutaneous Endoscopic Z No Device 
Uterine tube 

6 Fallopian Tube, Left Q 


See 5 Fallopian Tube, Right 
Fallopian Tubes, Bilateral inc [e) 


~“ 


5 Fallopian Tube, Right Q |7 Via Natural or Artificial Opening D_ Intraluminal Device Z_ No Qualifier 
Oviduct 8 Via Natural or Artificial Opening Z No Device 
Salpinx Endoscopic 
Uterine tube 
6 Fallopian Tube, Left Q 
See 5 Fallopian Tube, Right 
7 Fallopian Tubes, Bilateral [nc je 
F Cul-de-sac Oob7 Via Natural or Artificial Opening D Intraluminal Device Z No Qualifier 
G Vagina Q |8 Via Natural or Artificial Opening No Device 
Endoscopic 


{NC} GUL7{0,3,4][C,D,Z]Z with principal or secondary diagnosis of Z30.2 Q All body part, approach, device, and qualifier values 
[NC | QUL7[7,8][D,Z]Z with principal or secondary diagnosis of 230.2 


eee a =o SORE 
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8UM-9UM Female Reproductive System ICD-10-PCS 2021 


8 Medical and Surgical 
U_ Female Reproductive System ; ' ; 
M Reattachment Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 


Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Body Part 
Character 4 


Ovary, Right 
Ovary, Left 
Ovaries, Bilateral 
Uterine Supporting Structure 
Broad ligament 
Infundibulopelvic ligament 
Ovarian ligament 
Round ligament of uterus 
5 Fallopian Tube, Right Q 
Oviduct 
Salpinx 
Uterine tube 
6 Fallopian Tube, Left 
See 5 Fallopian Tube, Right 
7 Fallopian Tubes, Bilateral 
9 Uterus 
Fundus uteri 
Myometrium 
Perimetrium 
Uterine cornu 
Cervix 
Cul-de-sac 
Vagina 
Clitoris 
Vulva 
Labia majora 
Labia minora Hi 
K Hymen Q | Open 
4 Percutaneous Endoscopic 
X External 


Qualifier 
Character 7 


Z_ No Qualifier 


Device 


Approach 
a Character 6 


Character 5 


® Open Z No Device 


4 Percutaneous Endoscopic 


ahN=28 
40 10 10 +0 


4010 


X External Z No Device Z No Qualifier 


Zzrlianna 
CES ere 


Z No Device Z No Qualifier 


Q All body part, approach, device, and qualifier values 
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9 Medical and Surgical 

U_ Female Reproductive System 

N_ Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Body Part Approach Device Qualifier 
harbor caureieie chara? 


® Ovary, Right Q|® Open Z No Device Z No Qualifier 
1 Ovary, Left : 3 Percutaneous 


2 Ovaries, Bilateral 4 Percutaneous Endoscopic 
3 PCR lal Ea 2/8 Via Natural or Artificial Opening 
oad ligament enrieerants 
Infundibulopelvic ligament P 
Ovarian ligament 
Round ligament of uterus 
5 Fallopian Tube, Right Q |® Open Z NoDevice Z No Qualifier 
Oviduct 3 Percutaneous 
Salpinx 4 Percutaneous Endoscopic 
Uterine tube ; Hae . 
6 Fallopian Tube, Left Q 7 Via Natural or Artificial Opening 
See 5 Fallopian Tube, Right 8 Via Natural or Artificial Opening 
7 Fallopian Tubes, Bilateral Q Endoscopic 
9 Uterus Q 
Fundus uteri 
Myometrium 
Perimetrium 
Uterine cornu 
C Cervix Q 
F Cul-de-sac Q 
G Vagina Q |® Open Z No Device Z No Qualifier 
K Hymen Q |3 Percutaneous 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
X External 
J Clitoris Q |@ Open Z No Device Z No Qualifier 
L Vestibular Gland Q |X External 
Bartholin's (greater vestibular) gland 
Greater vestibular (Bartholin's) gland 
Paraurethral (Skene's) gland 
Skene's (paraurethral) gland 
M Vulva 
Labia majora 
Labia minora 
Q All body part, approach, device, and qualifier values 
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9 Medical and Surgical 

U_ Female Reproductive System 

P Removal Definition: Taking out or off a device from a body part 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out the device is coded to the root operation REMOVAL. 


Body Part Approach Device Qualifier 
Character 4 chracter 5 Character 7 


Z No Qualifier 


Ovary ® Open ® Drainage Device 
3 Percutaneous 3 Infusion Device 
4 Percutaneous Endoscopic Y Other Device 
3 Ovary Q |7 Via Natural or Artificial Opening Y Other Device Z_ No Qualifier 
8 Via Natural or Artificial Opening 
Endoscopic 
3 Ovary Q |X External ® Drainage Device Z_ No Qualifier 
el 3 Infusion Device 
8 Fallopian Tube Q |® Open ® Drainage Device Z_ No Qualifier 
3 Percutaneous 3 Infusion Device 
4 Percutaneous Endoscopic 7 Autologous Tissue Substitute 
7 Via Natural or Artificial Opening C_ Extraluminal Device 
8 Via Natural or Artificial Opening D_ Intraluminal Device 
Endoscopic J Synthetic Substitute 


K Nonautologous Tissue Substitute 
Y Other Device 


8 Fallopian Tube Q |X External ® Drainage Device Z_ No Qualifier 
3 Infusion Device . 
D_ Intraluminal Device 
D Uterus and Cervix Q [o- Open ® Drainage Device Z No Qualifier 
3 Percutaneous 1 Radioactive Element 
4 Percutaneous Endoscopic 3 Infusion Device 
7 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
8 Via Natural or Artificial Opening C_ Extraluminal Device 
Endoscopic D Intraluminal Device 
H Contraceptive Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
L Y Other Device 
D Uterus and Cervix Q |X External lo Drainage Device ~ |Z No Qualifier 
3 Infusion Device 
D Intraluminal Device 
H_ Contraceptive Device 4 
F ifs : - Z 
H_ Vagina and Cul-de-sac Qo |e Open ® Drainage Device Z_ No Qualifier 
3 Percutaneous 1 Radioactive Element 
4 Percutaneous Endoscopic 3 Infusion Device 
7 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
8 Via Natural or Artificial Opening D Intraluminal Device 
Endoscopic J Synthetic Substitute 


K Nonautologous Tissue Substitute 
Y Other Device 

Vagina and Cul-de-sac | X External 9 Drainage Device “TZ No Qualifier 
1 Radioactive Element 
3 Infusion Device 

al | D_ Intraluminal Device 


<= 


M Vulva Q|@ Open To Drainage Device 7 Z_ No Qualifier 
Labia majora 7 Autologous Tissue Substitute 
Labia minora J Synthetic Substitute 
K Nonautologous Tissue Substitute 
M Vulva Q 1x External | ® Drainage Device Z No Qualifier 


Labia majora 


Labia minora 
Non-OR 9UP3[3,4]YZ Non-OR 9UPD(7,8][0,3,C,D,H,Y]Z 


Non-OR QUP3[7,8]YZ Non-OR QUPDX(@,3,D,H]Z 

Non-OR QUP3X[0,3]Z Non-OR @UPH[3,4]YZ 

Non-OR QUP8[3,4]YZ Non-OR 9UPH[7,8][0,3,D,Y]Z 

Non-OR 9%UP8[7,8][9,3,D,Y]Z Non-OR @UPHX[@,1,3,D]Z 

Non-OR @UP8X[0,3,D]Z Non-OR @OUPMX0Z 

Non-OR QUPD[3,4][C,Y]Z 12) All body part, approach, device, and qualifier values 
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ICD-10-PCS 2021 


8 Medical and Surgical 
U_ Female Reproductive System 
Q_ Repair 


Body Part 
Character 4 


® Ovary, Right 10) 
1 Ovary, Left Q 
2 Ovaries, Bilateral Q 
4 Uterine Supporting Structure 2 
Broad ligament 

Infundibulopelvic ligament 

Ovarian ligament 

Round ligament of uterus 


Female Reproductive System 9UQ-9US 


Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Approach 


Qualifier 
Character 7 


Z_ No Qualifier 


Device 
Character 6 


Z No Device 


Open 
Percutaneous 
Percutaneous Endoscopic 


Via Natural or Artificial Opening 
Endoscopic 


5 Fallopian Tube, Right Q |@ Open Z No Device Z No Qualifier 
Oviduct 3 Percutaneous 
Salpinx 4 


Uterine tube 
6 Fallopian Tube, Left Q 
See 5 Fallopian Tube, Right 
7 Fallopian Tubes, Bilateral Q 
9 Uterus Q 
Fundus uteri 
Myometrium 
Perimetrium 
Uterine cornu 
Cervix 
Cul-de-sac 


za A 
40 +O] 10 +0 


Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Open Z No Device 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 


Via Natural or Artificial Opening 


Z_ No Qualifier 


<8 x< On hwo 


Endoscopic 

External 
J Clitoris Q Open Z No Device Z No Qualifier 
L Vestibular Gland Q External 


Bartholin's (greater vestibular) gland 
Greater vestibular (Bartholin's) gland 
Paraurethral (Skene's) gland 

Skene's (paraurethral) gland 

Vulva Q 
Labia majora 
Labia minora 


Non-OR 9UQG[7,X]ZZ 


Non-OR 9UQKXZZ 


Non-OR SUQMXZZ 
Q All body part, approach, device, and qualifier values 


Medical and Surgical 
Female Reproductive System 
Reposition 


6 
U 
$s 


Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 


Body Part 
Character 4 


@ Ovary, Right 
1 Ovary, Left Q 14 
2 Ovaries, Bilateral Q |8 
4 Uterine Supporting Structure Q 
Broad ligament 
Infundibulopelvic ligament 
Ovarian ligament 
Round ligament of uterus 
5 Fallopian Tube, Right Q 
Oviduct 
Salpinx 
Uterine tube 
6 Fallopian Tube, Left 
See 5 Fallopian Tube, Right 
Fallopian Tubes, Bilateral 
Cervix 
Cul-de-sac 


correctly. The body part may or may not be cut out or off to be moved to the new location. 


Qualifier 
Character 7 


Z No Qualifier 


Device 
Character 6 


Z No Device 


Approach 
Character 5 


Percutaneous Endoscopic 
Via Natural or Artificial Opening 
Endoscopic 


40170 1010 40 


osm AN 


Uterus 
Fundus uteri 
Myometrium 
Perimetrium 
Uterine cornu 
Vagina 


Ont @ 


Non-OR @US9XZZ 
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Open Z No Device [Z No Qualifier 
Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


External 


Q All body part, approach, device, and qualifier values 
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QUT-OUT Female Reproductive System ICD-10-PCS 2021 


8 Medical and Surgical 
U_ Female Reproductive System 
T Resection Definition: Cutting out or off, without replacement, all of a body part 


Explanation: None 


Qualifier 


Body Part Approach Device 
Ce eee pests 


8 Ovary, Right 2 |® Open Z No Device Z No Qualifier 
1 Ovary, Left Q |4 Percutaneous Endoscopic 
2 Ovaries, Bilateral #19 |7 Via Natural or Artificial Opening 
5 Fallopian Tube, Right Q |8 Via Natural or Artificial Opening 
Oviduct Endoscopic 
Salpinx F Via Natural or Artificial Opening 
Uterine tube With Percutaneous Endoscopic 
6 Fallopian Tube, Left Q Assistance 
See 5 Fallopian Tube, Right 
7 Fallopian Tubes, Bilateral He | 
4 Uterine Supporting Structure [IQ |@® Open Z_ No Device Z_ No Qualifier 
Broad ligament 4 Percutaneous Endoscopic 
Infundibulopelvic ligament 7 Via Natural or Artificial Opening 
Ovarian ligament 8 Via Natural or Artificial Opening 
Round ligament of uterus Endoscopic 
C Cervix 9 
F Cul-de-sac Q 
G Vagina HQ 
9 Uterus 2 |® Open Z No Device L  Supracervical 
Fundus uteri 4 Percutaneous Endoscopic Z_ No Qualifier 
Myometrium 7 Via Natural or Artificial Opening 
Perimetrium 8 Via Natural or Artificial Opening 
Uterine cornu Endoscopic 
F Via Natural or Artificial Opening 
With Percutaneous Endoscopic 
Assistance 
J Clitoris Q [@ Open |Z No Device Z_ No Qualifier 
L Vestibular Gland Q |X External 
Bartholin's (greater vestibular) 
gland 
Greater vestibular (Bartholin's) 
gland 
Paraurethral (Skene's) gland 
Skene's (paraurethral) gland 
M Vulva IQ 
Labia majora 
Labia minora 
K Hymen Q |® Open ai Z No Device Z No Device 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
X External 
Q All body part, approach, device, and qualifier values See Appendix L for Procedure Combinations 
QUT[2,7]0ZZ 
OUT[4,C)[0,4,7,8]ZZ 
QUTGOZZ 
OUT9[0,4,7,8,F]ZZ 
OUTM[@,X]ZZ 
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CD-10-PCS 2021 


8 Medical and Surgical 
U_ Female Reproductive System 
U Supplement 


Female Reproductive System 


GUU-8UV 


Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part Approach 
Character 4 Character 5 


Qualifier 
Character 7 


Z No Qualifier 


Device 
Character 6 


Z No Qualifier 


Z_ No Qualifier 


4 Uterine Supporting Structure Q |@ Open 7 Autologous Tissue Substitute 
Broad ligament mabe 4 Percutaneous Endoscopic J Synthetic Substitute 
Infundibulopelvic ligament K Nonautologous Tissue Substitute 
Ovarian ligament , 

Round ligament of uterus 

5 Fallopian Tube, Right Q |® Open 7 Autologous Tissue Substitute 
Oviduct 4 Percutaneous Endoscopic J Synthetic Substitute 
Salpinx 7 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
Uterine tube 8 Via Natural or Artificial Opening 

6 Fallopian Tube, Left Q Endoscopic 
See 5 Fallopian Tube, Right 

7 Fallopian Tubes, Bilateral Q 

F Cul-de-sac Q 

G Vagina Q |® Open 7 Autologous Tissue Substitute Z No Qualifier 

K Hymen Q |4 Percutaneous Endoscopic J Synthetic Substitute 

7 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
8 Via Natural or Artificial Opening 

Endoscopic 
| X External 

J Clitoris Q | Open 7 Autologous Tissue Substitute 

M Vulva Q |X External J Synthetic Substitute 
Labia majora K Nonautologous Tissue Substitute 
Labia minora 


Q All body part, approach, device, and qualifier values 


@ Medical and Surgical 
U_ Female Reproductive System 
V_ Restriction 


Body Part 
Character 4 


C Cervix Open 
Percutaneous 


Percutaneous Endoscopic 


Definition: Partially closing an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice 


Approach 
Character 5 


Device Qualifier 
Character 6 Character 7 


Extraluminal Device Z No Qualifier 
Intraluminal Device 


No Device 


C Cervix Q Via Natural or Artificial Opening 
Via Natural or Artificial Opening 


Endoscopic 


on| hwo 


Q All body part, approach, device, and qualifier values 


Intraluminal Device Z_ No Qualifier 


No Device 
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8 Medical and Surgical 
U_ Female Reproductive System "7 . 
W_ Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 
Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Ovary ® Open ® Drainage Device No Qualifier 
3 Percutaneous 3 Infusion Device 
4 Percutaneous Endoscopic Bal bis Other Device 
3 Ovary Q |7 Via Natural or Artificial Opening Y Other Device No Qualifier 
8 Via Natural or Artificial Opening 
Endoscopic 
3 Ovary Q External ® Drainage Device Z_ No Qualifier 
di 3 Infusion Device 
8 Fallopian Tube Q |® Open ® Drainage Device Z_ No Qualifier 
3 Percutaneous 3 Infusion Device 
4 Percutaneous Endoscopic 7 Autologous Tissue Substitute 
7 Via Natural or Artificial Opening C_ Extraluminal Device 
8 Via Natural or Artificial Opening D Intraluminal Device 
Endoscopic J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Lie Y Other Device 
8 Fallopian Tube Q |X External @ Drainage Device Z_ No Qualifier 
3 Infusion Device 
7 Autologous Tissue Substitute 
C_ Extraluminal Device 
D Intraluminal Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
D Uterus and Cervix Q|@ Open 8 Drainage Device Z_ No Qualifier 
3 Percutaneous 1 Radioactive Element 
4 Percutaneous Endoscopic 3 Infusion Device 
7 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
8 Via Natural or Artificial Opening C_ Extraluminal Device 
Endoscopic D Intraluminal Device 
H_ Contraceptive Device 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
jl Y Other Device 
D Uterus and Cervix Q |X External al ® Drainage Device |Z No Qualifier 
3 Infusion Device 
7 Autologous Tissue Substitute 
C_ Extraluminal Device 
D_ Intraluminal Device 
H Contraceptive Device 
J Synthetic Substitute 
{ K Nonautologous Tissue Substitute 
H_ Vagina and Cul-de-sac Q |@ Open ® Drainage Device Z No Qualifier 
3 Percutaneous 1 Radioactive Element 
4 Percutaneous Endoscopic 3 Infusion Device 
7 Via Natural or Artificial Opening 7 Autologous Tissue Substitute 
8 Via Natural or Artificial Opening D_ Intraluminal Device 
Endoscopic J Synthetic Substitute 
K Nonautologous Tissue Substitute 
| Y Other Device | 
H_ Vagina and Cul-de-sac Q |X External @ Drainage Device Z No Qualifier 
3 Infusion Device 
7 Autologous Tissue Substitute 
D_ Intraluminal Device 
J Synthetic Substitute 
i _|K Nonautologous Tissue Substitute 
M Vulva Q |® Open ® Drainage Device Z No Qualifier 
Labia majora X External 7 Autologous Tissue Substitute 
Labia minora J Synthetic Substitute 
K Nonautologous Tissue Substitute 


OUW3[3,4]YZ Non-OR Q®UWDX(@,3,7,C,D,H,J,KIZ 


Non-OR @UW3[7,8]YZ Non-OR @OUWH/3,4,7,8]YZ 

Non-OR 9UW3X([@,3]Z Non-OR SUWHX([0,3,7,D,J,K]Z 

Non-OR @UW8([3,4,7,8]YZ Non-OR ®UWMX(Q,7,J,K]Z 

Non-OR 9UWS8X([@,3,7,C,D,J,K]Z Q All body part, approach, device, and qualifier values 


Non-OR QUWD[3,4,7,8]YZ 
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Medical and Surgical 

Female Reproductive System 

Transplantation Definition: Putting in or on all ora portion of a living body part taken from another individual or animal to physically take the place and/or 
function of all or a portion of a similar body part 


Explanation: The native body part may or may not be taken out, and the transplanted body part may take over all or a portion of its function 
Body Part Approach Device 
Character 4 Character 5 Character 6 


Ovary, Right 
Q All body part, approach, device, and qualifier values 


<co 


Qualifier 
Character 7 


® Allogeneic 
1 Syngeneic 
2 Zooplastic 


Ovary, Left 
Uterus 


wo = 
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Male Reproductive System 8V1-98VX 


Character Meanings 


Male Reproductive System 
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Operation-Character 3 Body Part-Character4 | Approach-Character5 —| Device-Character6 | Qualifier-Character 7 
1B ; oo a 
ypass 9 Prostate 9 Open @ Drainage Device Q Allogeneic 
2 Change 1 Seminal Vesicle, Right 3. Percutaneous 1 Radioactive Element 1 Syngeneic 
5 Destruction 2 Seminal Vesicle, Left 4 Percutaneous Endoscopic Infusion Device 2 Zooplastic 
7 Dilation 3. Seminal Vesicles, Bilateral | 7 Via Natural or Artificial Autologous Tissue D Urethra 
5 4 Opening Substitute 
Drainage 4 Prostate and Seminal 8 Via Natural or Artificial Extraluminal Device J Epididymis, Right 
Vesicles Opening Endoscopic 
B_ Excision 5 Scrotum X External Intraluminal Device K  Epididymis, Left 
C  Extirpation 6 Tunica Vaginalis, Right J Synthetic Substitute N Vas Deferens, Right 
H Insertion 7 Tunica Vaginalis, Left 


Nonautologous Tissue P Vas Deferens, Left 
Substitute 


Other Device S_ Penis 


J Inspection 


8 Scrotum and Tunica 


Vaginalis 
L Occlusion 9 Testis, Right Z_ No Device X Diagnostic 
M_ Reattachment B_ Testis, Left Z No Qualifier 
N_ Release C Testes, Bilateral | sie as 
P Removal D Testis 
Q_ Repair =—t: Spermatic Cord, Right 
R Replacement G  Spermatic Cord, Left iz 
S __ Reposition H  Spermatic Cords, Bilateral al 
T Resection J Epididymis, Right 
U Supplement K — Epididymis, Left i 
W Revision L _Epididymis, Bilateral oe pve 
X Transfer —|M Epididymis and Spermatic 
Cord 
Y Transplantation N_ Vas Deferens, Right 
P Vas Deferens, Left 2 LF 
Si Vas Deferens, Bilateral 
“TR Vas Deferens 
S Penis 
T ~ Prepuce | 1 —| 


AHA Coding Clinic for table 6V1 
2018, 3Q, 12 Al-Ghorab distal penile shunt surgery 


AHA Coding Clinic for table 9V9 
2018, 3Q, 12 Al-Ghorab distal penile shunt surgery 


AHA Coding Clinic for table 6VB 


2020, 1Q, 31 Repair of buried penis 

2019, 3Q 18 Radical prostatectomy and lymph node dissection with biopsy of neurovascular bundle 

2016, 1Q, 23 Transurethral resection of ejaculatory ducts 

2014, 4Q, 33 Radical prostatectomy 

AHA Coding Clinic for table VP : 

2016, 2Q, 28 Removal of multi-component inflatable penile prosthesis with placement of new malleable device 


AHA Coding Clinic for table BVQ 
2018, 3Q, 12 Al-Ghorab distal penile shunt surgery 


AHA Coding Clinic for table 8VT 
2019, 3Q 18 Radical prostatectomy and lymph node dissection with biopsy of neurovascular bundle 
2014, 4Q, 33 Radical prostatectomy 


AHA Coding Clinic for table OVU 


2020, 1Q, 31 Repair of buried penis 
2016, 2Q, 28 Removal of multi-component inflatable penile prosthesis with placement of new malleable device 
2015, 3Q 25 Placement of inflatable penile prosthesis 


AHA Coding Clinic for table 8VX 
2018, 4Q, 40 Transfer of prepuce 
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Male Reproductive System 


; Seminal vesicle 1, 2, 3 
Vas deferens N, P,Q,R 


Rectum 
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Urethra Far -.. Prostate @ 
Li a Sy 


AY 
sy 


Penis S 


Corpus cavernosum S$ 
Epididymis J, K, L 


Testis 9, B, C, D 
Scrotum 5 


Tunica vaginalis 6, 7 


Penis 


~_ Bladder 


Neck of bladder 
Prostate @ 


Corpus spongiosum $ 


Corpus cavernosum $ 
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ICD-10-PCS 2021 


ICD-10-PCS 2021 Male Reproductive System 6V1-OV5 


8 Medical and Surgical 
V_ Male Reproductive System 
1 Bypass Definition: Altering the route of passage of the contents of a tubular body part 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 
route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Vas Deferens, Right GO |® Open 7 Autologous Tissue Substitute J Epididymis, Right 


Ductus deferens 

Ejaculatory duct 
P Vas Deferens, Left 

See N Vas Deferens, Right 
Q Vas Deferens, Bilateral 
See N Vas Deferens, Right 


4 Percutaneous Endoscopic J Synthetic Substitute 
K Nonautologous Tissue Substitute 


Z No Device 


K_ Epididymis, Left 
N_ Vas Deferens, Right 
P Vas Deferens, Left 


eo} All body part, approach, device, and qualifier values 


Medical and Surgical 

Male Reproductive System 

Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part Approach Device 
Character 5 Character 6 


N<o2 


Qualifier 


Character 4 Character 7 


4 Prostate and Seminal Vesicles CO |X External ® Drainage Device Z No Qualifier 
8 Scrotum and Tunica Vaginalis oC Y Other Device 
D Testis e) 
M Epididymis and Spermatic Cord 
R_ Vas Deferens fe} 
Ductus deferens 
Ejaculatory duct 
S Penis () 


Corpus cavernosum 
Corpus spongiosum 


Non-OR All body part, approach, device, and qualifier values (ey All body part, approach, device, and qualifier values 
@ Medical and Surgical 
V_ Male Reproductive System 
5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 
Explanation: None of the body part is physically taken out 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Prostate CO |® Open Z_ No Device Z No Qualifier 
3 Percutaneous 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
1 Seminal Vesicle, Right CO |® Open Z No Device Z No Qualifier 
2 Seminal Vesicle, Left CO 1/3 Percutaneous 
3 Seminal Vesicles, Bilateral SD }4 Percutaneous Endoscopic 
6 Tunica Vaginalis, Right (3) 
7 Tunica Vaginalis, Left () 
9 Testis, Right (e) 
B Testis, Left (e} 
C Testes, Bilateral Co 
5 Scrotum CO |® Open : Z_ No Device Z_ No Qualifier 
S Penis CO |3 Percutaneous 
Corpus cavernosum 4 Percutaneous Endoscopic 
Corpus spongiosum X External 
T Prepuce ; (ey 
Foreskin 
Glans penis 
F Spermatic Cord, Right CG |® Open Z No Device Z No Qualifier 
G Spermatic Cord, Left CO |3 Percutaneous 
H_ Spermatic Cords, Bilateral CG |4 Percutaneous Endoscopic _ 
J Epididymis, Right CO |8 Via Natural or Artificial Opening 
K Epididymis, Left C Endoscopic 
L_ Epididymis, Bilateral () 
N Vas Deferens, Right nc fo} 
Ductus deferens 
Ejaculatory duct 
P Vas Deferens, Left nc [oy 
See N Vas Deferens, Right 
Q Vas Deferens, Bilateral fc 
See N Vas Deferens, Right 
Non-OR 9V55[@,3,4,X]ZZ inc OVSIN,P,Q][0,3,4]ZZ with principal or secondary diagnosis of 239.2 
Non-OR @V5[N,P,Q][0,3,4,8]ZZ (6) All body part, approach, device, and qualifier values 


Non-OR New/Revised in GREEN 


Limited Coverage [& Noncovered [4 Combination Member HAC associated procedure Combination Only DI Eun 
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9V7-O9V9 


ICD-10-PCS 2021 


OV7-0V9 Male Reproductive System 
8 Medical and Surgical 
V_ Male Reproductive System 
7 Dilation Definition: Expanding an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


Body Part 
Character 4 


Vas Deferens, Right 
Ductus deferens 


3 


Approach Device 
Character 5 Character 6 


Percutaneous 


Qualifier 
Character 7 


Z_ No Qualifier 


D Intraluminal Device 
Z No Device 


Ejaculatory duct 
P Vas Deferens, Left (e) 
See N Vas Deferens, Right 
Q Vas Deferens, Bilateral C 
See N Vas Deferens, Right 


4 Percutaneous Endoscopic 


C All body part, approach, device, and qualifier values 
8 Medical and Surgical 
V_ Male Reproductive System 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 
~ Character 4 Character 5 Character 6 Character 7 
® Prostate CO |® Open ® Drainage Device Z_ No Qualifier 
3 Percutaneous 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
® Prostate CO |® Open Z No Device X Diagnostic 
3 Percutaneous Z_ No Qualifier 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
1 Seminal Vesicle, Right | ® Open ® Drainage Device Z_ No Qualifier 
2 Seminal Vesicle, Left CO |3 Percutaneous 
3 Seminal Vesicles, Bilateral G |4 Percutaneous Endoscopic 
6 Tunica Vaginalis, Right re) 
7 Tunica Vaginalis, Left © 
9 Testis, Right o 
B Testis, Left C 
C Testes, Bilateral C 
F Spermatic Cord, Right oC 
G Spermatic Cord, Left @ 
H_ Spermatic Cords, Bilateral (eo) 
J Epididymis, Right C 
K_ Epididymis, Left C 
L_ Epididymis, Bilateral fo) 
N Vas Deferens, Right fo) 
Ductus deferens 
Ejaculatory duct 
P_ Vas Deferens, Left o 
See N Vas Deferens, Right 
Q Vas Deferens, Bilateral C 
See N Vas Deferens, Right 
Non-OR 9V90[3,4]0Z Non-OR 6V9{6,7,F,G,H,N,P,Q][0,3,4]0z 
Non-OR 9V9Q[3,4]Z[X,Z] Non-OR @V9[,K,L]30Z 
Non-OR 0V9Q[7,8]ZX ©) All body part, approach, device, and qualifier values 
Non-OR 9V9[1,2,3,9,B,C][3,4]0Z 


9V9 Continued on next page 


Limited Coverage BENoncovered [| Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR  New/Revised in GREEN 
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CD-10-PCS 2021 M 


ale Reproductive System 9V9-8V9 
6 Medical and Surgical i 
V Male Reproductive System Sea fonsinass 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach vi i 
Seminal Vesicle, Right 6 Open Z No Device X Diagnostic 
Seminal Vesicle, Left 3 Percutaneous Z No Qualifier 
Seminal Vesicles, Bilateral 4 Percutaneous Endoscopic 
Tunica Vaginalis, Right 
Tunica Vaginalis, Left 
Testis, Right 
Testis, Left 
Testes, Bilateral 
Spermatic Cord, Right 
Spermatic Cord, Left 
Spermatic Cords, Bilateral 
Epididymis, Right 
Epididymis, Left 
Epididymis, Bilateral 
Vas Deferens, Right 
Ductus deferens 
Ejaculatory duct 
P Vas Deferens, Left 

See N Vas Deferens, Right 
Q Vas Deferens, Bilateral 
See N Vas Deferens, Right 


5 Scrotum 
S Penis 
Corpus cavernosum 
Corpus spongiosum 
T Prepuce e) 
Foreskin 
Glans penis 


5 Scrotum fe) 
S Penis [o) 
Corpus cavernosum 
Corpus spongiosum 
T Prepuce o) 
Foreskin 
Glans penis 


Non-OR 6V9[1,2,3,9,B,C][3,4]Z[X,Z] Non-OR 9V9[S,T]30Z 

Non-OR 6V9[6,7,F,G,H,J,K,L,N,P,Q][,3,4]ZX Non-OR 9V950ZX 

Non-OR 9V9([6,7,F,G,H,N,P,Q][0,3,4]ZZ Non-OR 6V95[3,4,X]ZI[X,Z] 

Non-OR 9V9[J,K,L]3ZZ Non-OR 6V9[S,T]3ZZ 

Non-OR 9V95[0,3,4,X]0Z : (oy All body part, approach, device, and qualifier values 
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Q 


Q 


Open ® Drainage Device Z No Qualifier 
Percutaneous 

Percutaneous Endoscopic 
External 


Qa 
<xpPwe 


Open Z No Device 
Percutaneous 
Percutaneous Endoscopic 


External 


X Diagnostic 
Z_ No Qualifier 


<x<pPwe 


6A9-6/A9 


Non-OR New/Revised in GREEN 
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OVB-OVB 


Male Reproductive System 


Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Device 
Character 6 


Z No Device 


Z No Device 


Z No Device 


Z No Device 


OVBIF,G,H,J,K,L][0,3,4,8]ZX 
OVBIN,P,Q)[G,3,4,8]Z[X,Z] 


» 4 
Z 


ICD-10-PCS 2021 


Qualifier 
Character 7 


Diagnostic 
No Qualifier 


Diagnostic 
No Qualifier 


Diagnostic 
No Qualifier 


Diagnostic 
No Qualifier 


OVB[N,P,Q][9,3,41ZZ with principal or secondary diagnosis of Z30.2 


6) All body part, approach, device, and qualifier values 


OVB-9VB 
6 Medical and Surgical 
V_ Male Reproductive System 
B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
Character 4 Character 5 
® Prostate CG |® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
1 Seminal Vesicle, Right CG |® Open 
2 Seminal Vesicle, Left CO |3 Percutaneous 
3 Seminal Vesicles, Bilateral CG |4 Percutaneous Endoscopic 
6 Tunica Vaginalis, Right ©) 
7 Tunica Vaginalis, Left @ 
9 Testis, Right o) 
B Testis, Left C 
C Testes, Bilateral © 
5 Scrotum CO |® Open 
S_ Penis CO |3 Percutaneous 
Corpus cavernosum 4 Percutaneous Endoscopic 
Corpus spongiosum X External 
T Prepuce eo) 
Foreskin 
Glans penis 
F Spermatic Cord, Right CG |® Open 
G Spermatic Cord, Left CG |3 Percutaneous 
H_ Spermatic Cords, Bilateral GC |4 Percutaneous Endoscopic 
J Epididymis, Right CO |8 Via Natural or Artificial Opening 
K_ Epididymis, Left fe) Endoscopic 
L_ Epididymis, Bilateral C 
N_ Vas Deferens, Right Inc fey 
Ductus deferens 
Ejaculatory duct 
P Vas Deferens, Left nc fey 
See N Vas Deferens, Right 
Q Vas Deferens, Bilateral inc log 
See N Vas Deferens, Right 
Non-OR 9VBO[3,4,7,8]ZX 
Non-OR 9VB[1,2,3,9,B,C][3,4]ZX 
Non-OR OVB[6,7][0,3,4]ZX 
Non-OR 9VB50ZX 
Non-OR 0VB5[3,4,X]Z[X,Z] 


—— CSE 


658 


3 Limited Coverage P8Noncovered [# Combination Member 


HAC asodated procedure Combination Only DRGNOWOR 


Non-OR 


New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 


9 Medical and Surgical 


V_ Male Reproductive System 
Definition: Taking or cutting out solid matter froma body part 


C_ Extirpation 


Male Reproductive System 


OVC-BVC 


Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part 
Character 4 


® Prostate 


Seminal Vesicle, Right 
Seminal Vesicle, Left 
Seminal Vesicles, Bilateral 
Tunica Vaginalis, Right 
Tunica Vaginalis, Left 
Testis, Right 
Testis, Left 
Testes, Bilateral 
Spermatic Cord, Right 
Spermatic Cord, Left 
Spermatic Cords, Bilateral 
Epididymis, Right 
Epididymis, Left 
Epididymis, Bilateral 
Vas Deferens, Right 
Ductus deferens 
Ejaculatory duct 
P Vas Deferens, Left 
See N Vas Deferens, Right 
Q Vas Deferens, Bilateral 
See N Vas Deferens, Right 
5 Scrotum 
S Penis 
Corpus cavernosum 
Corpus spongiosum 
T Prepuce 
Foreskin 
Glans penis 


Sree TANNARWONAWN= 


Non-OR 9VC[6,7,N,P,Q][0,3,4]ZZ 


Non-OR 98VC5[3,4,X]ZZ 


[EJ Limited Coverage [& Noncovered [4] Combination Member HAC associated procedure Combination Only DRG 
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QAQQaqgagqaaaaaaaaaa 


Q 


Approach 
Character 5 


Open 

Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 

Open 

Percutaneous 

Percutaneous Endoscopic 


Open 
Percutaneous 
Percutaneous Endoscopic 


External 


Device Qualifier 
Character 6 Character 7 


Z No Device Z_ No Qualifier 


= 


Non-OR 9VCSXZZ 


~ 


(oy All body part, approach, device, and qualifier values 


R Non-OR 


New/Revised in GREEN 
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JAG-ING 


OVH-OVJ Male Reproductive System ICD-10-PCS 2021 


® Medical and Surgical 

V_ Male Reproductive System Sues! : n 

H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 
take the place of a body part 


Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Prostate CO |® Open 1 Radioactive Element Z_ No Qualifier 
3 Percutaneous 

4 Percutaneous Endoscopic 
7 

8 


Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Male Reproductive System 


Infusion Device 


4 Prostate and Seminal Vesicles OC |® Open Z No Qualifier 
8 Scrotum and Tunica Vaginalis OO |3 Percutaneous Other Device 
M Epididymis and Spermatic Cord CG’ | 4 Percutaneous Endoscopic 
R_ Vas Deferens GC |7 Via Natural or Artificial Opening 
Ductus deferens 8 Via Natural or Artificial Opening 
Ejaculatory duct Endoscopic 
D Testis GO |@ Open Radioactive Element Z_ No Qualifier 
3 Percutaneous - 3 Infusion Device 
4 Percutaneous Endoscopic Other Device 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic ‘ 
S Penis C Open Infusion Device Z_ No Qualifier 


Corpus cavernosum 
Corpus spongiosum 


Percutaneous Other Device 


) 
3 
4 Percutaneous Endoscopic 
7 
8 


S Penis @) Via Natural or Artificial Opening Other Device Z_ No Qualifier 
Corpus cavernosum Via Natural or Artificial Opening 
Corpus spongiosum Endoscopic 

S Penis CO |X External Infusion Device Z_ No Qualifier 
Corpus cavernosum 
Corpus spongiosum 
Non-OR 9VH/[4,8,M,R][0,3,4,7,8][3,Y]Z Non-OR @VHSX3Z 
Non-OR OVHD[G,3,4,7,8][3,Y]Z (oy All body part, approach, device, and qualifier values 


Non-OR OVHS[@,3,4][3,Y]Z 
Non-OR 9VHS[7,8]YZ 


Medical and Surgical 
Male Reproductive System 
Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


“<Q 


Body Part Approach i i 
crac chor? 
4 Prostate and Seminal Vesicles co |® Open Z No Device Z_ No Qualifier 
8 Scrotum and Tunica Vaginalis G |3 Percutaneous 
D Testis GO |4 Percutaneous Endoscopic 
M Epididymis and Spermatic Cord |X External 
R_ Vas Deferens (eo) 
Ductus deferens 
Ejaculatory duct 
S Penis C 


Corpus cavernosum 
Corpus spongiosum 


Non-OR @VJ[4,D,M,R][3,X]ZZ 
Non-OR VJ8[0,3,4,X]ZZ 
Non-OR 9VJS[3,4,X]ZZ 


All body part, approach, device, and qualifier values 


9VH-OVJ 


[2 Limited Coverage D8 Noncovered | Combination Member 


a HAC associated procedure Combination Only DRGNon-OR NomOR  New/Revisedin GREEN 


ICD-10-PCS 2021 


-D-10-PCS 2021 Male Reproductive System OVL-O8VM 


8 Medical and Surgical 
V Male Reproductive System 
L Occlusion Definition: Completely closing an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice 


Body Part Approach Device . Qualifier 
Character 4 Character 5 Character 6 Character 7 

F Spermatic Cord, Right ® Open C_ Extraluminal Device Z No Qualifier 
G Spermatic Cord, Left [ac |3 Percutaneous D Intraluminal Device 
H Spermatic Cords, Bilateral [HC | 4 Percutaneous Endoscopic Z No Device 
N Vas Deferens, Right [3c |8 Via Natural or Artificial Opening 

Ductus deferens Endoscopic 

Ejaculatory duct 
P Vas Deferens, Left nc fo 

See N Vas Deferens, Right 


Q Vas Deferens, Bilateral nc Toy 
See N Vas Deferens, Right 


Non-OR @VL[F,G,H][0,3,4,8][C,D,Z]Z NC OVL[F,G,H][9,3,4][C,D,Z]Z with principal or secondary diagnosis of Z3.2 
Non-OR VL[N,P,Q][0,3,4,8)[C,Z]Z {NC} OVLI[N,P,Q)[8,3,4][C,Z]Z with principal or secondary diagnosis of 230.2 
() All body part, approach, device, and qualifier values 
8 Medical and Surgical 
V_ Male Reproductive System 
M Reattachment Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 


Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Scrotum ) 
Penis (o) 
Corpus cavernosum 
Corpus spongiosum 
Tunica Vaginalis, Right 
Tunica Vaginalis, Left 
Testis, Right 

Testis, Left 

Testes, Bilateral 
Spermatic Cord, Right 
Spermatic Cord, Left 
Spermatic Cords, Bilateral 


Z_ No Qualifier 


wu 


@ Open Z No Device 
4 Percutaneous Endoscopic 


Z_ No Qualifier 


TATNABWONA 
QAAAQAQQaagaa 


oy All body part, approach, device, and qualifier values 
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WAS-TA8 


OVN-OVN Male Reproductive System ICD-10-PCS 2021 


Medical and Surgical 
Male Reproductive System 
Release Definition: Freeing a body part from an abnormal physical constraint by cutting or by the use of force 


Explanation: Some of the restraining tissue may be taken out but none of the body partis taken out 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


8 Prostate C Open Z No Device Z_ No Qualifier 
Percutaneous 
Percutaneous Endoscopic 
Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Seminal Vesicle, Right Open Z_ No Device Z_ No Qualifier 
Seminal Vesicle, Left Percutaneous 

Open Z No Device Z No Qualifier 

Percutaneous 

Percutaneous Endoscopic 

External 

Q Vas Deferens, Bilateral 


Seminal Vesicles, Bilateral 4 Percutaneous Endoscopic 
Open Z No Device Z_ No Qualifier 
See N Vas Deferens, Right 


Tunica Vaginalis, Right 
Tunica Vaginalis, Left 

Percutaneous 

Percutaneous Endoscopic 
Non-OR OVN(9,B,C][9,3,4]ZZ All body part, approach, device, and qualifier values 
Non-OR 9VNT[0,3,4,X]ZZ 
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Testes, Bilateral 


Scrotum 

Penis 

Corpus cavernosum 
Corpus spongiosum 
Prepuce 

Foreskin 

Glans penis 

Spermatic Cord, Right 
Spermatic Cord, Left 
Spermatic Cords, Bilateral 
Epididymis, Right 
Epididymis, Left 
Epididymis, Bilateral 
Vas Deferens, Right 
Ductus deferens 
Ejaculatory duct 

Vas Deferens, Left 

See N Vas Deferens, Right 
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Testis, Right 
Testis, Left 

Via Natural or Artificial Opening 
Endoscopic 
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D-10-PCS 2021 M 


ale Reproductive System BVP-OVP 2 
eS 
Medical and Surgical = 
_ Male Reproductive System rs 
Removal Definition: Taking out or off a device froma body part D 
Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 3 
coded to the root operation CHANGE. Otherwise, the procedure for taking out the device is coded to the root operation REMOVAL. o 
via Part Approach Device Qualifier = 
aracter 4 Character 5 Character 6 Character 7 4 
Prostate and Seminal Vesicles Co Open 8 Drainage Device Z_ No Qualifier < 
Percutaneous 1 Radioactive Element © 
Percutaneous Endoscopic 3 Infusion Device — 
Via Natural or Artificial Opening 7 Autologous Tissue Substitute “ 
Via Natural orArtificialOpening |J Synthetic Substitute ri) 
Endoscopic K Nonautologous Tissue Substitute | 
Y Other Device 
, Prostate and Seminal Vesicles ¢ External 6 Drainage Device No Qualifier 
1 Radioactive Element 
3 Infusion Device 
Scrotum and Tunica Vaginalis o Open @ Drainage Device No Qualifier 
) Testis do Percutaneous 3 Infusion Device 
| Penis C Percutaneous Endoscopic ‘ 7 Autologous Tissue Substitute 
Corpus cavernosum Via Natural or Artificial Opening | y synthetic Substitute 
Corpus spongiosum Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
Endoscopic 9 
Y Other Device 
} Scrotum and Tunica Vaginalis Co @ Drainage Device No Qualifier 
) Testis C 3 Infusion Device 
} Penis Cc 
Corpus cavernosum 
Corpus spongiosum 
A Epididymis and Spermatic Cord C Open ® Drainage Device No Qualifier 


Percutaneous 3 Infusion Device 

Percutaneous Endoscopic 7 Autologous Tissue Substitute 

Via Natural or Artificial Opening C Extraluminal Device 

Via Natural or Artificial Opening J Synthetic Substitute 

Endoscopic K Nonautologous Tissue Substitute 
Y Other Device 


A Epididymis and Spermatic Cord @ Drainage Device Z No Qualifier 
3 Infusion Device 


 ~Vas Deferens CG |@ Open @ Drainage Device Z No Qualifier 
Ductus deferens 3 Percutaneous 3 Infusion Device 
Ejaculatory duct 4 Percutaneous Endoscopic 7 Autologous Tissue Substitute 
7 Via Natural or Artificial Opening C_ Extraluminal Device 
8 Via Natural or Artificial Opening D_ Intraluminal Device 
Endoscopic J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Y Other Device 
2 «Vas Deferens (o) External ® Drainage Device Z No Qualifier 
Ductus deferens 3 Infusion Device 
Ejaculatory duct D_ Intraluminal Device 


Non-OR 9VPM[3,4]YZ 

Non-OR 9VPMI[7,8][0,3,Y]Z 

Non-OR SVPMX[0,3]Z 

Non-OR 9VPR[G,3,4][9,3,7,CJ,K,YIZ 

Non-OR 9VPR(7,8][9,3,7,C,D,J,K,Y]Z 

Non-OR 9VPRX[G,3,D]Z 

All body part, approach, device, and qualifier values 


Non-OR #VP4[3,4]YZ 

Non-OR 9VP4{[7,8)[G,3,Y]Z 

Non-OR 8VP4X(G,1,3]Z 

Non-OR 9VP8[G,3,4,7,8][0,3,7,,K,YIZ 
Non-OR 6VP[D,S](3,4]YZ 

Non-OR 9VP(D,S)[7,8][0,3,Y]Z 
Non-OR 9VP(8,D,S]X[G,3]Z cd 
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j Limited Coverage Noncovered [ Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR  New/Revised in — 
D-10-PCS 2021 


= OVQ-8VS Male Reproductive System ICD-10-PCS 2021 
7) 
4 6 Medical and Surgical 
au 6S Male Reproductive System : 
wn Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
g Explanation: Used only when the method to accomplish the repair is not one of the other root operations 
s Approach Device Qualifier 
: chr’ chore? 
. ® Prostate C Open Z No Device Z No Qualifier 
an Percutaneous 
> Percutaneous Endoscopic 
ce Via Natural or Artificial Opening 
Y Via Natural or Artificial Opening 
7 Endoscopic 
= 1 Seminal Vesicle, Right C Open Z_ No Device Z No Qualifier 
2 Seminal Vesicle, Left © Percutaneous 
3 Seminal Vesicles, Bilateral C Percutaneous Endoscopic 
6 Tunica Vaginalis, Right eo) 
7 Tunica Vaginalis, Left C 
9 Testis, Right ) 
B Testis, Left CG 
C Testes, Bilateral () 
5 Scrotum oC Open , Z No Device Z_ No Qualifier 
S Penis C Percutaneous 
Corpus cavernosum Percutaneous Endoscopic 
Corpus spongiosum External 
T Prepuce o} 
Foreskin 
Glans penis 
F Spermatic Cord, Right C Open Z_ No Device Z_ No Qualifier 
G Spermatic Cord, Left o Percutaneous 
H_ Spermatic Cords, Bilateral Co Percutaneous Endoscopic 
J Epididymis, Right C Via Natural or Artificial Opening 
K Epididymis, Left Co Endoscopic 
L_ Epididymis, Bilateral C 
N Vas Deferens, Right @) 


Ductus deferens 
Ejaculatory duct 
P Vas Deferens, Left 
See N Vas Deferens, Right 
Q Vas Deferens, Bilateral 
See N Vas Deferens, Right 


Non-OR 9%VQ[6,7][0,3,4]ZZ (oy All body part, approach, device, and qualifier values 
Non-OR 9VQ5[G,3,4,X]ZZ 


Q 


Medical and Surgical 
Male Reproductive System 


Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all ora portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


2a2<2 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
9 Testis, Right CO |® Open J Synthetic Substitute Z No Qualifier 
B Testis, Left C 
C Testes, Bilateral C 


Oi All body part, approach, device, and qualifier values 


Medical and Surgical 
Male Reproductive System 
Reposition Definition: Moving to its normal location, or other suitable location, all ora portion of a body part 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not fu 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


nea 


nctioning 


Body Part Approach Device ifi 
Character 4 Character 5 Character 6 ee 7 
9 Testis, Right CO |}® Open Z No Device Z No Qualifier 
B Testis, Left CO |3 Percutaneous 
C Testes, Bilateral G |4 Percutaneous Endoscopic 
F Spermatic Cord, Right G |8 Via Natural or Artificial Opening 
G Spermatic Cord, Left C Endoscopic 
H_ Spermatic Cords, Bilateral © 
o All body part, approach, device, and qualifier values 
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ICD-10-PCS 2021 


CD-10-PCS 2021 Male Reproductive System 


9 Medical and Surgical 

V_ Male Reproductive System 

T Resection Definition: Cutting out or off, without replacement, all of a body part 
Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


8 Prostate Hid |® Open Z_ No Device Z No Qualifier 
4 Percutaneous Endoscopic 

7 Via Natural or Artificial Opening 

8 


Via Natural or Artificial Opening 
Endoscopic 


Seminal Vesicle, Right 
Seminal Vesicle, Left 
Seminal Vesicles, Bilateral 
Tunica Vaginalis, Right 
Tunica Vaginalis, Left 
Testis, Right 
Testis, Left 
Testes, Bilateral 
Spermatic Cord, Right 
Spermatic Cord, Left 
Spermatic Cords, Bilateral 
Epididymis, Right 
Epididymis, Left 
Epididymis, Bilateral 
Vas Deferens, Right 
Ductus deferens 
Ejaculatory duct 
P Vas Deferens, Left inc fo) 
See N Vas Deferens, Right 
Q Vas Deferens, Bilateral tc 
See N Vas Deferens, Right 


5 Scrotum CO |® Open Z_ No Device Z_ No Qualifier 
S Penis CG |4 Percutaneous Endoscopic 
Corpus cavernosum X External 
Corpus spongiosum 
T Prepuce () 
Foreskin 
Glans penis 


Non-OR VT[N,P,Q][0,4)ZZ See Appendix L for Procedure Combinations 
Non-OR 9VT(5,1][0,4,X]ZZ ea OVTO[O,4,7,8)ZZ 
OVTIN,P,Q][9,4]ZZ with principal or secondary diagnosis of Z30.2 OVT3[0,4]ZZ 

(©) All body part, approach, device, and qualifier values 


Open Z No Device Z_ No Qualifier 
Percutaneous Endoscopic 
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OVU-6VU Male Reproductive System ICD-10-PCS 2021 


8 Medical and Surgical 
V_ Male Reproductive System ’ . 
U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part ; Approach Device Qualifier 
Character 4 : Character 5 Character 6 Character 7 


Seminal Vesicle, Right ® Open 7 Autologous Tissue Substitute Z_ No Qualifier 
Seminal Vesicle, Left 4 Percutaneous Endoscopic J Synthetic Substitute 
Seminal Vesicles, Bilateral 8 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
Tunica Vaginalis, Right Endoscopic 
Tunica Vaginalis, Left 
Spermatic Cord, Right 
Spermatic Cord, Left 
Spermatic Cords, Bilateral 
Epididymis, Right 
Epididymis, Left 
Epididymis, Bilateral 
Vas Deferens, Right 
Ductus deferens 
Ejaculatory duct 
P Vas Deferens, Left 
See N Vas Deferens, Right 
Q Vas Deferens, Bilateral 
See N Vas Deferens, Right 
5 Scrotum 
S Penis 
Corpus cavernosum 
Corpus spongiosum 
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Autologous Tissue Substitute Z No Qualifier 
J Synthetic Substitute 


K Nonautologous Tissue Substitute 


Open 
Percutaneous Endoscopic 
External 


Qaa 


T Prepuce (o) 
Foreskin 
Glans penis 
9 Testis, Right C Autologous Tissue Substitute Z_ No Qualifier 
B Testis, Left [o) Synthetic Substitute 
C Testes, Bilateral 6) Nonautologous Tissue Substitute 
Non-OR 9VUSX(7,J,K]Z Co All body part, approach, device, and qualifier values 
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CD-10-PCS 2021 Male Reproductive System OVW-OVX 


8 Medicaland Surgical 
V_ Male Reproductive System 


W_ Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


4 Prostate and Seminal'Vesicles CG |® Open ® Drainage Device Z No Qualifier 
8 Scrotum and Tunica Vaginalis GC |3 Percutaneous 3 Infusion Device 
D Testis GO |4 Percutaneous Endoscopic 7 Autologous Tissue Substitute 
S Penis GO |7 Via Natural or Artificial Opening J Synthetic Substitute 
Corpus cavernosum 8 Via Natural or Artificial Opening K Nonautologous Tissue Substitute 
Corpus spongiosum Endoscopic Y Other Device 
4 Prostate and Seminal Vesicles ¢& External ® Drainage Device Z No Qualifier 
8 Scrotum and Tunica Vaginalis Oo 3 Infusion Device 
D Testis (o) 7 Autologous Tissue Substitute 
S Penis C J Synthetic Substitute 
Corpus cavernosum K Nonautologous Tissue Substitute 
Corpus spongiosum 


M Epididymis and Spermatic Cord & 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 


Via Natural or Artificial Opening 
Endoscopic 


Drainage Device 
Infusion Device 
Autologous Tissue Substitute 
Extraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Other Device 


Drainage Device 
Infusion Device 
Autologous Tissue Substitute 
Extraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 


Z_ No Qualifier 


on hwo 


M Epididymis and Spermatic Cord External 


Z No Qualifier 


R Vas Deferens CS 
Ductus deferens 
Ejaculatory duct 


Open 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Drainage Device Z No Qualifier 
Infusion Device 

Autologous Tissue Substitute 
Extraluminal Device 

Intraluminal Device 

Synthetic Substitute 
Nonautologous Tissue Substitute 
Other Device 


Drainage Device 
Infusion Device 
Autologous Tissue Substitute 
Extraluminal Device 
Intraluminal Device 


on hwo 


R Vas Deferens fo) 
Ductus deferens 
Ejaculatory duct 


Z_ No Qualifier 


RFK OTCANWOA< RHE OANWOAKRKANNWA<RANNWOE 


Synthetic Substitute 
Nonautologous Tissue Substitute 
Non-OR OVWI4,D,S][3,4,7,8]YZ Non-OR SVWMX{[9,3,7,CJ,K]Z 
Non-OR OVW8[0,3,4,7,8][0,3,7,J,K,Y]Z Non-OR SVWRIG,3,4,7,8][9,3,7,C,0,J,K,YIZ 
Non-OR @VW([4,8,D,S]X[@,3,7,J,K]Z Non-OR 8VWRX[0,3,7,C,D,J,K]Z 
Non-OR @VWM([3,4,7,8]YZ (ey All body part, approach, device, and qualifier values 


Medical and Surgical 
Male Reproductive System 
Transfer Definition: Moving, without taking out, all or a portion of a body part to another location to take over the function of all or a portion of a body 


part 
Explanation: The body part transferred remains connected to its vascular and nervous supply 


® 
Vv 
xX 


Part Approach Device Qualifier 
ots 4 Character 5 Character 7 


D Urethra 
S Penis 


Prepuce 
Foreskin 
Glans penis 


@ Open Z No Device 
X External : 


“OR Non-OR New/Revised in GREEN 
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OVY-OVY Male Reproductive System ICD-10-PCS 2021 


® Medical and Surgical 
V_ Male Reproductive System 
Y_ Transplantation Definition: Putting in or on all or a portion of a living body part taken from another individual or animal to physically take the place and/or 


function of all ora portion of a similar body part 
Explanation: The native body part may or may not be taken out, and the transplanted body part may take over all or a portion of its function 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Scrotum ® Open Z No Device ® Allogeneic 

S Penis e) 1 Syngeneic 
Corpus cavernosum 2 Zooplastic 
Corpus spongiosum 


oy All body part, approach, device, and qualifier values 
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CD-10-PCS 2021 
Anatomical Regions, General 6WO-GWY 


-haracter Meanings 


Body Region-Character 4 


Anatomical Regions, General 


Operation-Character 3 Qualifier-Character 7 


Approach-Character5 


Device-Character 6 
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9 Alteration ® Head ® Open ® Drainage Device ® Vagina 
I OR 
Poe = Allogeneic 
ranial Cavity 3. Percutaneous 1 Radioactive Element 1 Penis 
OR 
Syngeneic 
2 Change Face 4 Percutaneous Endoscopic |3 Infusion Device 2  Stoma 
3. Control 3. Oral Cavity and Throat 7 Via Natural or Artificial 7 Autologous Tissue 4 Cutaneous 
Opening Substitute 
4 Creation ar Upper Jaw 8 Via Natural or Artificial J Synthetic Substitute 6 Bladder 
Opening Endoscopic 
8 Division 5 Lower Jaw [x External K  Nonautologous Tissue 9 Pleural Cavity, Right 
Substitute 
9 Drainage 6 Neck Y Other Device B_ Pleural Cavity, Left 
B_ Excision 8 Chest Wall Z No Device G_ Peritoneal Cavity 
C  Extirpation 9 Pleural Cavity, Right J Pelvic Cavity 
F Fragmentation B_ Pleural Cavity, Left W Upper Vein 
H Insertion X Diagnostic 
J Inspection D_ Pericardial Cavity | Y Lower Vein 
M_ Reattachment __|F Abdominal Wall |Z No Qualifier 
P= Removal G Peritoneal Cavity 
Q_ Repair H_— Retroperitoneum 
U Supplement J Pelvic Cavity 
W_ Revision K Upper Back 
Y Transplantation L Lower Back 


M_ Perineum, Male 
N Perineum, Female 
P Gastrointestinal Tract 


| 
| 
Q_ Respiratory Tract | 
R_— Genitourinary Tract | | 


AHA Coding Clinic for table 3W& AHA Coding Clinic for table 6WH 
2015, 1Q, 31 Bilateral browpexy 2019, 4Q, 43 Unidirectional source brachytherapy 
2018, 1Q, 25 Intrauterine brachytherapy & placement of tandems & ovoids 


AHA Coding Clinic for table 6W1 


2018, 4Q,41-42 Anatomical regions bypass qualifiers ae oe rs fe it ee sient Pacenena tanger owes 
2015, 2Q, 36 Insertion of infusion device into peritoneal cavity eae een e peueonea tote y gu ant S venous agcess device 
2015, 2Q, 36 Insertion of infusion device into peritoneal cavity 


2013, 4Q, 126-127 Creation of percutaneous cutaneoperitoneal fistula 


AHA Coding Clinic for table OW3 AA Codmig Cink tor table SW 


2019, 1Q, 3-8 Whipple procedure 


ia. rt d on hemiatoma afd cantroliof bleedingartety 2019, 1Q, 25 Laparoscopic appendectomy converted to open procedure 
2018, 10, 19 Argon plasma coagulation of duodenal arteriovenous elton aAtion 2018, 3Q, 29 Decommissioning of left ventricular assist device with exploration of 
2018, 10, 19 Control of epistaxis via silver nitrate cauterization mediastinum : 
pe ; ; 2016, 4Q, 58 Longitudinal vaginal septum 

2017, 40, 57-58 Added approach values - Transorifice esophageal vein banding 2013, 20, 36 rin REVEAL it Ish ith é 7 
2017, 40, 105 Control of gastrointestinal bleeding ,2Q, nsertion of ventriculoperitoneal shunt with laparoscopic assistance 
2017, 4Q, 106 Control of bleeding of external naris using suture AHA Coding Clinic for table 3WQ 
2017, 4Q, 106 Nasal packing for epistaxis 2017, 4Q, 106 Control of bleeding of external naris using suture 
2016, 4Q, 99-100 Root operation Control 2017, 30,8 Removal of silo and closure of gastroschisis 
2014, 4Q, 44 Bakri balloon for control of postpartum hemorrhage 2016, 3Q, 3-7 Stoma creation & takedown procedures 
2013, 3Q, 23 Control of intraoperative bleeding 2014, 4Q, 38 Abdominoplasty and abdominal wall plication for hernia repair 
AHA Coding Clinic for table 6W4 2014, 3Q, 28 \leostomy takedown and parastomal hernia repair 
2019, 4Q, 30 Transfer large intestine to vagina AHA Coding Clinic for table 3WU 
2016, 4Q, 101 Root operation Creation . 2017, 3Q,8 First stage of gastroschisis repair with silo placement 

6 Ang 2016, 3Q, 40 Omentoplasty 
enn Coding Clinic for inate: hick : , 2015, 2Q, 29 Placement of loban™ antimicrobial drape over surgical wound 
pt. 30) 12 Berapenue ae Sa seal a 2014, 4Q, 39 Abdominal component release with placement of mesh for hernia repair 
2017, 20, 16 Incision and drainage of floor of mouth 2012, 4Q, 101 Rib resection with reconstruction of anterior chest wall 
Bas coding Clinic for table BE AHA Coding Clinic for table 3WW 
019,,10, 27 Exclyion of pelvic sidewall mass 2015, 20,9 Revision of ventriculoperitoneal (VP) shunt 
2017, 2Q, 16 Excision of floor of mouth 
2016, 10, 21 Excision of urachal mass AHA Coding Clinic for table 3WY 
2013, 4Q, 119 Excision of inclusion cyst of perineum 2016, 4Q, 112-113 Transplantation 
AHA Coding Clinic for table 6WC 
2019, 4Q, 35 Extirpation of jaw 
2017, 2Q, 16 Excision of floor of mouth 


I _ 
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OW8-6W1 ICD-10-PCS 2021 


Anatomical Regions, General 

8 Medical and Surgical 

W Anatomical Regions, General 

® Alteration Definition: Modifying the anatomic structure of a body part without affecting the function of the body part 
Explanation: Principal purpose is to improve appearance 

Body Part * 

Character 4 


YO Device 203208 te Ua Qualifier — Rie ee 
Character6 Character 7-2 ay 
7 Autologous Tissue Substitute Z_ No Qualifier 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 
Z No Device 


‘Approach 
Character 5 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


® Head 
2 Face 
4 Upper Jaw 
5 Lower Jaw 
6 Neck 

8 Chest Wall 
F 

K 

L 

M 

N 


Abdominal Wall 
Upper Back 
Lower Back 
Perineum, Male 
Perineum, Female 
Co OWOMIG,3,4][7,J,K,Z]Z 
Q OWONIG,3,4][7,J,K,Z]Z 
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® Medical and Surgical 
W Anatomical Regions, General 
1 Bypass Definition: Altering the route of passage of the contents of a tubular body part 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body part, or to an abnormal 


eee. Body Part. 


ss Character 4 
1 Cranial Cavity 


9 Pleural Cavity, Right 

B Pleural Cavity, Left 

J Pelvic Cavity 
Retropubic space 


G Peritoneal Cavity 


Non-OR 9W1J[0,3,4]J[4,W,Y] 
Non-OR OW1G[0,3,4]J[9,B,G,J] 


OW9-OW1 


670 


Non-OR 9W1[9,B][0,3,41[4,G,W,Y] 


EJ Limited Coverage BX Noncovered [# Combination Member 


route and dissimilar body part. Includes one or more anastomoses, with or without the use of a device. 


Approach Device — Qualifier — aN 
+ Character 5 Character 6 Character7 Me 
® Open J Synthetic Substitute 9 Pleural Cavity, Right 
|B Pleural Cavity, Left 
G Peritoneal Cavity 
J Pelvic Cavity 
® Open J Synthetic Substitute 4 Cutaneous 
3 Percutaneous 9 Pleural Cavity, Right 
4 Percutaneous Endoscopic B Pleural Cavity, Left 
G Peritoneal Cavity 
J Pelvic Cavity 
W Upper Vein 
lh Y Lower Vein 
® Open J Synthetic Substitute 4 Cutaneous 
3 Percutaneous 6 Bladder 
4 Percutaneous Endoscopic 9 Pleural Cavity, Right 


B Pleural Cavity, Left 
G Peritoneal Cavity 
J Pelvic Cavity 

W Upper Vein 

Y_ Lower Vein 
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ICD-10-PCS 2021 


Anatomical Regions, General OW2-0W2 > 
=] 
® Medical and Surgical 2 
W Anatomical Regions, General ° 
2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 3 
cutting or puncturing the skin or a mucous membrane a 
Explanation: All CHANGE procedures are coded using the approach EXTERNAL 2 
ee Body Part = Approach Device Qualifier a 
te os - Character 4 Character 5 Character 6 Character 7 ia 
® Head ® Drainage Device Z No Qualifier o 
1 Cranial Cavity Y Other Device =] 
2 Face ” 
4 Upper Jaw cy 
5 Lower Jaw . 
6 Neck ® 
8 Chest Wall Py 
9 Pleural Cavity, Right The 
B Pleural Cavity, Left 
C Mediastinum 


Mediastinal cavity 
Mediastinal space 
Pericardial Cavity 
Abdominal Wall 
Peritoneal Cavity 
Retroperitoneum 
Retroperitoneal cavity 
Retroperitoneal space 
J Pelvic Cavity 
Retropubic space 


rate 


K Upper Back 
L Lower Back 
M Perineum, Male 
N_ Perineum, Female 
Non-OR All body part, approach, device, and qualifier values Sy OW2MXI[B,Y]Z 
Q OW2NXI[O,YIZ 


SI 
= 
N 
& 
= 
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New/Revised in GREEN 


inati Combination Only on-OR Non-OR 
[I Limited Coverage D8 Noncovered [4 Combination Member HAC associated procedure Combination Only DRGNon ome 


ICD-10-PCS 2021 


oW3-9W8 Anatomical Regions, General ICD-10-PCS 2021 
a) ROCIO INS emcee | Neen ee 


8 Medical and Surgical 

W Anatomical Regions, General 
3 Control Definition: Stopping, or attempting to stop, postprocedural or other acute bleeding 
Explanation: None 


Body Part Approach Device Qualifier 


® Head 
1 Cranial Cavity 
2 Face 
4 Upper Jaw 
5 Lower Jaw 
6 Neck 
8 Chest Wall 
9 Pleural Cavity, Right 
B Pleural Cavity, Left 
C Mediastinum 
Mediastinal cavity 
Mediastinal space 
D Pericardial Cavity 
F Abdominal Wall 
G Peritoneal Cavity 
H_ Retroperitoneum 
Retroperitoneal cavity 
Retroperitoneal space 
J Pelvic Cavity 
Retropubic space 
K Upper Back 
L Lower Back 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Z No Device Z No Qualifier 


Anatomical Regions, General 


M Perineum, Male C 
N Perineum, Female Q ie 
3 Oral Cavity and Throat le Open Z No Device Z No Qualifier 


3 Percutaneous 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 


8 Via Natural or Artificial Opening 
Endoscopic 

X External 

P Gastrointestinal Tract )o Open ~ 1Z No Device Z_ No Qualifier 

Q Respiratory Tract 3 Percutaneous 

R_ Genitourinary Tract 4 Percutaneous Endoscopic 

7 Via Natural or Artificial Opening 

8 Via Natural or Artificial Opening 


Endoscopic 
Non-OR QW3P8ZZ C 


OW3MI[G,3,4]ZZ 
9 OW3N[O,3,4]ZZ 


8 Medical and Surgical 

W Anatomical Regions, General 

4 Creation Definition: Putting in or on biological or synthetic material to form a new bod 
structure or function of an absent body part 


Explanation: Used for gender reassignment surgery and corrective procedures in individuals with congenital anomalies 


Body Part Approach Device 
Character 4 Character 5 Character 6 


M Perineum, Male Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 
Autologous Tissue Substitute 
Synthetic Substitute 
Nonautologous Tissue Substitute 


y part that to the extent possible replicates the anatomic 


Qualifier 
Character 7 


® Vagina 


AN 


N Perineum, Female Q|@ Open 1. Penis 


het 


fo) OW4MQI7,J,K]0 
Q OW4NQ[7,J,K]1 


® Medical and Surgical 
W Anatomical Regions, General 
8 Division Definition: Cutting into a body part, without draining fluids and/or gases from the bod 


y part, in order to separate or transect a body part 
Explanation: All or a portion of the body part is separated into two or more portions 


Body Part Approach Device ualifier 
Character 4 Character 5 Character 6 Senet 7 
N_ perineum, Female BC a a 
Non-OR OW8NXZZ Q OW8NXZZ 


Limited Coverage BE Noncovered [) Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 Anatomical Regions, General OW9-08W9 


8 Medicaland Surgical 
W Anatomical Regions, General 


9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 s Character 5 Character 6 Character 7 i 


® Head 

1 Cranial Cavity 

2 Face 

3 Oral Cavity and Throat 

4 Upper Jaw 

5 Lower Jaw 

6 Neck 

8 Chest Wall 

9 Pleural Cavity, Right 

B_ Pleural Cavity, Left 

C Mediastinum 
Mediastinal cavity 
Mediastinal space 

D Pericardial Cavity 

F Abdominal Wall 

G Peritoneal Cavity 

H_ Retroperitoneum 
Retroperitoneal cavity 
Retroperitoneal space 

K Upper Back 

L Lower Back 

M Perineum, Male C 


N Perineum, Female Q 
® Head @ Open Z No Device X Diagnostic 


1. Cranial Cavity 3 Percutaneous Z No Qualifier 
2 Face 4 Percutaneous Endoscopic 
3 Oral Cavity and Throat 
4 Upper Jaw 
5 Lower Jaw 
6 Neck 
8 Chest Wall 
9 Pleural Cavity, Right 
B Pleural Cavity, Left 
C Mediastinum 
Mediastinal cavity 
Mediastinal space 
D Pericardial Cavity 
F Abdominal Wall 
G Peritoneal Cavity 
H_ Retroperitoneum 
Retroperitoneal cavity 
Retroperitoneal space 
K Upper Back 
L Lower Back 
M Perineum, Male e) 
N Perineum, Female Q 
J Pelvic Cavity 
Retropubic space 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


® Drainage Device Z_ No Qualifier 


Open ® Drainage Device Z No Qualifier 
Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 

Open Z_ No Device X Diagnostic 
Percutaneous Z_ No Qualifier 
Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic * 


eon awe 


J Pelvic Cavity 
Retropubic space 


eon lPwe 


Non-OR QW9[0,8,9,B,K,L,M]@OZ o) OW9MI[O,3,4]0Z 
Non-OR OW9[0,1,2,3,4,5,6,8,9,B,C,D,F,G,H,K,L,M,N]30Z e) OWO9MIG,3,4]Z[X,Z] 
Non-OR OW9[0,1,8,F,K,L,MJ40Z Q OWON[O,3,4]0Z 
Non-OR OW9[O,2,3,4,5,6,8,9,B,K,L,M,NJOZX Q OWONIO,3]Z[X,Z] 
Non-OR QW9[G,1,2,3,4,5,6,8,9,B,C,D,G,K,L,M,N]3ZX Q OW9IN4ZZ 
Non-OR OW9[G,1,2,3,4,5,6,8,C,K,L,M,NJ4ZX 

Non-OR OW9[0,8,9,B,K,L,M]OZZ 

Non-OR QW9IG,1,2,3,4,5,6,8,9,B,C,D,F,G,H,K,L,M,N]32ZZ 

Non-OR QW9[O,1,8,F,K,L,M]4ZZ 

Non-OR OW9J[3,7,8]0Z 

Non-OR QW95[3,7,8)Z[X,Z] 
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6M9-6M9 


= OWB-9WC Anatomical Regions, General ICD-10-PCS 2021 
rE EO 
= 8 Medical and Surgical 
7) W Anatomical Regions, General 
W B_ Excision Definition: Cutting out or off, without replacement, a portion of a body part 
ay Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 
yP _ Approach Device Qualifier ‘ 
3 mae, | ge alte 
a ® Head ® Open Z No Device X Diagnostic 
& 2 Face 3 Percutaneous Z No Qualifier 
] 3 Oral Cavity and Throat 4 Percutaneous Endoscopic 
oe 4 Upper Jaw X External 
£ 5 Lower Jaw 
3 8 Chest Wall 
9] K Upper Back 
= L_ Lower Back 
M Perineum, Male C 
N Perineum, Female Q 
6 Neck ® Open Z No Device X Diagnostic 
F Abdominal Wall 3 Percutaneous Z_ No Qualifier 
4 Percutaneous Endoscopic 
Neck X External Z No Device 2 Stoma 


F Abdominal Wall X Diagnostic 


Z_ No Qualifier 
C Mediastinum ® Open Z No Device X Diagnostic 
Mediastinal cavity 3 Percutaneous Z_ No Qualifier 


Mediastinal space 4 Percutaneous Endoscopic 
H_ Retroperitoneum 


Retroperitoneal cavity 
Retroperitoneal space 


Non-OR 9WB[G,2,4,5,8,K,L,M][O,3,4,X]ZX (o) OWBM([G,3,4,X]Z[X,Z] 


Non-OR ®WB6[9,3,4]ZX Q OWBN(@,3,4,X]Z[X,Z] 
Non-OR 9%WB6XZX 


Non-OR %WBH[3,4]ZX 


Medical and Surgical 
Anatomical Regions, General 
Extirpation Definition: Taking or cutting out solid matter froma body part 


Explanation: The solid matter may be an abnormal byproduct of a biological function ora foreign body; it may be imbedded ina body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part Approach Device 
! Character 5 Character 6 


Ass 


Qualifier 


Character 4 Character 7 


1 Cranial Cavity ® Open Z No Device Z No Qualifier 
3 Oral Cavity and Throat 3 Percutaneous 
9 Pleural Cavity, Right 4 Percutaneous Endoscopic 
B_ Pleural Cavity, Left X External 
C Mediastinum 
Mediastinal cavity 
Mediastinal space 
D Pericardial Cavity 
G Peritoneal Cavity 
H_ Retroperitoneum 
Retroperitoneal cavity 
Retroperitoneal space 
J Pelvic Cavity 
Retropubic space 
4 Upper Jaw lo Open Z No Device lz NoQ li 
ualifier 
5 Lower Jaw 3 Percutaneous 
4 Percutaneous Endoscopic 
P_ Gastrointestinal Tract @ Open Z No Device Z_ No Qualifier 
Q Respiratory Tract 3. Percutaneous 
R_ Genitourinary Tract 4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
X External 


OWC[1,3]XZZ 
Non-OR QWC(9,B][0,3,4,X]ZZ 
Non-OR QWC[C,D,G,H,J]XZZ 
Non-OR QWC[4,5][0,3,4]ZZ 
Non-OR QWC[P,R][7,8,X]ZZ 
Non-OR 9%WCQ[@,3,4,X]ZZ 


E Limited Coverage [3 Noncovered FH Combination Member 
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HAC associated procedure Combination Only DRGNon-OR Non-OR 


New/Revised in GREEN 
ICD-10-PCS 2021 


CD-10-PCS 2021 Anatomical Regions, General OWF-@WH 


8 Medical and Surgical 
W Anatomical Regions, General 
F Fragmentation Definition: Breaking solid matter in a body part into pieces 


Explanation: Physical force (e.g., manual, ultrasonic) applied directly or indirectly is used to break the solid matter into pieces. The solid matter 
may be an abnormal byproduct of a biological function or a foreign body. The pieces of solid matter are not taken out. 


Body Part z Approach Device Qualifier 
Character 5 Character 6 Character 7 


Cranial Cavity 


1 [Nc] Open Z No Device Z No Qualifier 
3 Oral Cavity and Throat NC | Percutaneous 
9 Pleural Cavity, Right NC | Percutaneous Endoscopic 
B_ Pleural Cavity, Left NC External 
C Mediastinum inc! 
Mediastinal cavity 
Mediastinal space 
D Pericardial Cavity 
G Peritoneal Cavity inc 
J Pelvic Cavity {nc | 
Retropubic space 
P Gastrointestinal Tract inc | Open Z No Device Z_ No Qualifier 
Q Respiratory Tract inc Percutaneous 
R_ Genitourinary Tract Percutaneous Endoscopic 
Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 
External 
Non-OR OWF[1,3,9,B,C,G]XZZ CS OWF(1,3,9,B,C,G,J]XZZ 
Non-OR OWFJ{G,3,4,X]ZZ CS OWr[P,Q\XZZ 
Non-OR OWFP[O,3,4,7,8,X]ZZ 
Non-OR OWFQXZZ 
Non-OR OWFRI[O,3,4,7,8,X]ZZ 
6 Medical and Surgical 
W Anatomical Regions, General 
H__ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


take the place of a body part 
Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 5 , Character 6 Character 7 


1 Radioactive Element 
3 Infusion Device 
Y Other Device 


Head @ Open Z_ No Qualifier 
Cranial Cavity 3 Percutaneous 

Face 4 Percutaneous Endoscopic 
Oral Cavity and Throat 
Upper Jaw 

Lower Jaw 

Neck 

Chest Wall 

Pleural Cavity, Right 
Pleural Cavity, Left 
Mediastinum 
Mediastinal cavity 
Mediastinal space 
Pericardial Cavity 
Abdominal Wall 
Peritoneal Cavity 
Retroperitoneum 
Retroperitoneal cavity 
Retroperitoneal space 


AWLYCOAuUbBbWN = 


rane 


J Pelvic Cavity 
Retropubic space 
K Upper Back 
L_ Lower Back 
M Perineum, Male 
N_ Perineum, Female Q e 
P Gastrointestinal Tract @ Open 1 Radioactive Element F No Qualifier 
Q Respiratory Tract 3 Percutaneous 3 Infusion Device 
R_ Genitourinary Tract 4 Percutaneous Endoscopic Y Other Device 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 


DRGNon-OR ®WH(G,2,4,5,6,K,L,MI[0,3,41[3,Y]Z Non-OR 9WHP(3,4,7,8][3,YIZ 
Non-OR OWH1[G,3,4]3Z Non-OR 9WHOQ[G,7,8](3,Y]Z 
Non-OR OWH[8,9,B][,3,4][3,Y]Z Non-OR ®WHR(O,3,4,7,8][3,Y]Z 
Non-OR OWHPOYZ Q OWHNI[O,3,4][3,Y]Z 


Limited Coverage BE Noncovered [4] Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in sc 
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HM9-4M9 


8WJ-OWM Anatomical Regions, General ICD-10-PCS 2021 
Anatomical Regions,General CSIC -10-PCS 2027 


8 Medical and Surgical 
W Anatomical Regions, General 
J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 


through intervening body layers. 
ee? _ Device 
Character 6 . 


Body Part 
Z No Device 


Approach 
_ Character 5 


Qualifier | 
“Character? 


Character 4 — : 
Z No Qualifier 


Head @ Open 
Face 3 Percutaneous 

Oral Cavity and Throat 4 Percutaneous Endoscopic 
Upper Jaw X External 

Lower Jaw 

Neck 

Chest Wall 

Abdominal Wall 

Upper Back 

Lower Back 

Perineum, Male (e) 
Perineum, Female Q 


Cranial Cavity ® Open 

Pleural Cavity, Right 3 Percutaneous 

Pleural Cavity, Left 4 Percutaneous Endoscopic 
Mediastinum 
Mediastinal cavity 
Mediastinal space 
Pericardial Cavity 
Peritoneal Cavity 
Retroperitoneum 
Retroperitoneal cavity 
Retroperitoneal space 
J Pelvic Cavity 
Retropubic space 


Anatomical Regions, General 


Z No Device 


Z_ No Qualifier 


ADBSA|S2SBrFRNGAUAWNGE 


rao 


P Gastrointestinal Tract @ Open Z No Device Z_ No Qualifier 
Q Respiratory Tract 3 Percutaneous 
R_ Genitourinary Tract 4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
DRGNon-OR OW4J(0,2,4,5,K,L]OZZ o) OWJMIG,3,4,X]ZZ 
DRGNon-OR QWJM([0,4]ZZ Q OWINIO,3,4,X]ZZ 
Non-OR OWJ30ZZ 
Non-OR OW5J[O,2,3,4,5,6,8,F,K,L,M,N][3,X]ZZ 
Non-OR OW5[O,2,3,4,5,K,L]4ZZ 
Non-OR OWJDOZZ 
Non-OR OWJ[1,9,B,C,D,G,H,J]3ZZ 
Non-OR OW4J[P,Q,RI[3,7,8]ZZ 
9 Medical and Surgical 
W Anatomical Regions, General 
M 


Reattachment Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 
Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Body Part Approach Device 
Character 4 Character 5 Character 6 


® Open Z No Device 


Qualifier 
Character 7 


Z_ No Qualifier 


Face 
Upper Jaw 

Lower Jaw 

Neck 

Chest Wall 
Abdominal Wall 
Upper Back 
Lower Back 
Perineum, Male 
Perineum, Female 


OWMMOZZ 
Q OWMNOZZ 


Ze2rxRxtB©aouant| 


10a 
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-D-10-PCS 2021 


Anatomical Regions, General 


8 Medical and Surgical 
W Anatomical Regions, General 
P Removal 


Definition: Taking out or off a device from a body part 


OWP-6WP 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out the device is coded to the root operation REMOVAL. 


Body Part Zs Approach Device Qualifier 
Character 4 Character 5 ea | Character 6 4 Character 7 eats 
® Head ® Open @ Drainage Device Z No Qualifier 
2 Face 3 Percutaneous 1 Radioactive Element 
4 Upper Jaw 4 Percutaneous Endoscopic 3 Infusion Device 
5 Lower Jaw X External 7 Autologous Tissue Substitute 
6 Neck J Synthetic Substitute 
8 Chest Wall K Nonautologous Tissue Substitute 
C Mediastinum Y Other Device 
Mediastinal cavity 
Mediastinal space 
F Abdominal Wall 
K Upper Back 
L Lower Back 
M Perineum, Male ey 
N_ Perineum, Female Q 
1 Cranial Cavity ® Open ® Drainage Device Z No Qualifier 
9 Pleural Cavity, Right 3 Percutaneous 1 Radioactive Element 
B Pleural Cavity, Left 4 Percutaneous Endoscopic 3 Infusion Device 
G Peritoneal Cavity J Synthetic Substitute 
J Pelvic Cavity Y Other Device 
Retropubic space 
1 Cranial Cavity X External ® Drainage Device Z No Qualifier 
9 Pleural Cavity, Right 1 Radioactive Element 
B Pleural Cavity, Left 3 Infusion Device 
G Peritoneal Cavity 
J Pelvic Cavity 
Retropubic space 
D Pericardial Cavity ® Open ® Drainage Device Z_ No Qualifier 
H_ Retroperitoneum 3 Percutaneous 1 Radioactive Element ; 
Retroperitoneal cavity 4 Percutaneous Endoscopic 3 Infusion Device 
Retroperitoneal space Y Other Device 
D Pericardial Cavity X External @ Drainage Device Z No Qualifier 
H_ Retroperitoneum 1 Radioactive Element 
Retroperitoneal cavity 3 Infusion Device 
Retroperitoneal space 
P Gastrointestinal Tract @ Open 1 Radioactive Element Z No Qualifier 
Q Respiratory Tract 3 Percutaneous 3 Infusion Device 
R_ Genitourinary Tract 4 Percutaneous Endoscopic Y Other Device 


7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 


Endoscopic 
X External 


Non-OR OWP[@,2,4,5,6,8][0,3,4,X][0,1,3,7,J,K,YIZ 
Non-OR OWPIC,F]X[G,1,3,7,J,K,YIZ 
Non-OR @WP([K,L][0,3,4,X][9,1,3,7,5,K,YIZ 
Non-OR OWPMI[G,3,4][0,1,3,,Y]Z 
Non-OR @WPMX(@,1,3,Y]Z 

Non-OR @WPNX(Q,1,3,7,5,K,YIZ 

Non-OR @WP1[G,3,4]3Z 

Non-OR @WP(9,B,J][0,3,4][0,1,3,J,YIZ 
Non-OR @WP[1,9,B,G,J]X[0,1,3]Z 
Non-OR @WPI[D,H]X[@,1,3]Z 

Non-OR @WPP(3,4,7,8,X][1,3,Y]Z 
Non-OR 9%WPQ73Z 

Non-OR @WPQ8/3,Y]Z 

Non-OR @WPQ(G@,X][1,3,Y]Z 

Non-OR OWPRIO,3,4,7,8,X][1,3,YIZ 


(o) OWPMIG,3,4,X]19,1,3,7,,K,Y]Z 
2 OWPNIG,3,4,X][0,1,3,7,5,K,YIZ 
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8WQ-0WU Anatomical Regions, General ICD-10-PCS 2021 
ae Anatomical Regions,General —CSCSCiCD-100-PCS 2021 


9 Medical and Surgical 
W Anatomical Regions, General ; ; Z 
Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 


Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part Approach Device THs Qualifier = Se 
Character 4 Character 5 Character 6 : Character 7 arene 


Anatomical Regions, General 


® Head ® Open Z_ No Device Z_ No Qualifier 
2 Face 3 Percutaneous 
3 Oral Cavity and Throat 4 Percutaneous Endoscopic 
4 Upper Jaw X External 
5 Lower Jaw 
8 Chest Wall 
K Upper Back 
L Lower Back 
M Perineum, Male C 
N_ Perineum, Female Q 
6 Neck Open Z No Device Z No Qualifier 
F Abdominal Wall Percutaneous 
Percutaneous Endoscopic 
6 Neck External Z No Device 2 Stoma 
F Abdominal Wall a Z_ No Qualifier 
C Mediastinum Open Z No Device Z No Qualifier 
Mediastinal cavity Percutaneous 
Mediastinal space Percutaneous Endoscopic 
Non-OR @WQNXZZ See Appendix L for Procedure Combinations 
C OWQMIG,3,4,X]ZZ ea OWOFXZ[2,Z] 
Q OWQNIG,3,4,X]ZZ 


Medical and Surgical 
Anatomical Regions, General 


Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


cso 


Character 4 Character 5 Character 6 Character 7 
® Head 8 Open 7 Autologous Tissue Substitute Z No Qualifier 
2 Face 4 Percutaneous Endoscopic ‘J Synthetic Substitute 
4 Upper Jaw K Nonautologous Tissue Substitute 
5 Lower Jaw 
6 Neck 
8 Chest Wall 
C Mediastinum 


Mediastinal cavity 
Mediastinal space 
Abdominal Wall 
Upper Back 
Lower Back 
Perineum, Male @ 
Perineum, Female 


OWUM([O,4[7,J,K]Z 
Q OWUNIG,4][7,J,K]Z 


2zerxR71 


E Limited Coverage OS Noncovered Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 Anatomical Regions, General OWW-8WY 


8 Medical and Surgical 
W Anatomical Regions, General 
W Revision 


Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Head ® Open Drainage Device Z No Qualifier 


2 Face 3 Percutaneous Radioactive Element 

4 Upper Jaw 4 Percutaneous Endoscopic Infusion Device 

5 Lower Jaw X External Autologous Tissue Substitute 
6 Neck 


Synthetic Substitute 
Nonautologous Tissue Substitute 
Other Device 


8 Chest Wall 

C Mediastinum 
Mediastinal cavity 
Mediastinal space 

F Abdominal Wall 

K Upper Back 

L Lower Back 

M Perineum, Male 

N Perineum, Female 


<—_N wee 


10 Q 


1 Cranial Cavity ® Open ® Drainage Device Z_ No Qualifier 
9 Pleural Cavity, Right 3 Percutaneous 1 Radioactive Element 
B Pleural Cavity, Left 4 Percutaneous Endoscopic 3 Infusion Device 
G Peritoneal Cavity X External J Synthetic Substitute 
J Pelvic Cavity Y Other Device 
Retropubic space 
D Pericardial Cavity 8 Open ® Drainage Device Z No Qualifier 
H_ Retroperitoneum 3 Percutaneous 1 Radioactive Element 
Retroperitoneal cavity 4 Percutaneous Endoscopic 3 Infusion Device 
Retroperitoneal space X External Y Other Device 
P Gastrointestinal Tract ® Open 1 Radioactive Element Z No Qualifier 
Q Respiratory Tract 3 Percutaneous 3 Infusion Device 
R_ Genitourinary Tract 4 Percutaneous Endoscopic Y Other Device 


7 Via Natural or Artificial Opening 

8 Via Natural or Artificial Opening 
Endoscopic 

X External 


DRGNon-OR %WW(G,2,4,5,6,K,L][G,3,4110,1,3,7,,K,YIZ fe) OWWMIO,3,4,X][9,1,3,7,K,YIZ 
DRGNon-OR SWWM(0,3,4][0,1,3,J,YIZ Q OWWNIG,3,4,X][0,1,3,7,K,YIZ 
Non-OR OWW(G,2,4,5,6,C,F,K,L,M,NJX[G, 1,3,7,J,K,YIZ 

Non-OR OWW8(0,3,4,X][0,1,3,7,J,K,YIZ 

Non-OR OWWI[1,G,J]X(0,1,3,J,YIZ 

Non-OR OWW(9,B][G,3,4,XI[0,1,3,J,YIZ 

Non-OR OWWID,H)X(G,1,3,Y]1Z 

Non-OR OWWP{3,4,7,8,X][1,3,YIZ 

Non-OR OWWQIG,X)[1,3,Y]Z 

Non-OR OWWRIG,3,4,7,8,X][1,3,YIZ 


@ Medical and Surgical 

W_ Anatomical Regions, General estes 

Y Transplantation Definition: Putting in or on all or a portion ofa living body part taken from another individual or animal to physically take the place and/or 
function of all or a portion of a similar body part 


Explanation: The native body part may or may not be taken out, and the transplanted body part may take over all or a portion of its function 


Body Approach Device Qualifier 
char 4 Chncde? 5 Character 7 


8 Allogeneic 
1 Syngeneic 
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Anatomical Regions, Upper Extremities 


Anatomical Regions, Upper Extremities @X9-OXY 


Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identification of character members that may be found in this section of code 
tables. It SHOULD NOT be used to build a PCS code. 


_Operation-Character 3_ 


| Body Part-Character 4 


Approach-Character 5 


Device-Character 6 


Qualifier-Character 7 


0 Alteration Forequarter, Right @ Open ® Drainage Device ® Allogeneic 
OR 
| Complete 
2 Change Forequarter, Left 3. Percutaneous 1 Radioactive Element 1 High 
OR 
Syngeneic 
3 Control Shoulder Region, Right 4 Percutaneous Endoscopic |3 Infusion Device 2 Mid 
6 Detachment Shoulder Region, Left {x External [7 Autologous Tissue Substitute 13 Low 
9 Drainage Axilla, Right J Synthetic Substitute 4 Complete Ist Ray 
B Excision Axilla, Left K Nonautologous Tissue 5 Complete 2nd Ray 
Substitute 
H Insertion 6 Upper Extremity, Right Y Other Device 6 Complete 3rd Ray 
inspection =< Sern orl 7 Upper Extremity, Left Z_ No Device 7 Complete 4th Ray 
M_ Reattachment 8 Upper Arm, Right 8 Complete 5th Ray 
P Removal 9 Upper Arm, Left 9 Partial 1st Ray 
Q_ Repair | B_ Elbow Region, Right [B Partial 2nd Ray 
R Replacement [Elbow Region, Left a C Partial 3rd Ray 
U Supplement D Lower Arm, Right D_ Partial 4th Ray 
W_ Revision F Lower Arm, Left F Partial Sth Ray 
X Transfer G_ Wrist Region, Right a L Thumb, Right 
Y Transplantation H_ Wrist Region, Left M_ Thumb, Left 
J Hand, Right N_ Toe, Right 
K Hand, Left P Toe, Left 
L Thumb, Right X Diagnostic 
M_ Thumb, Left Z_ No Qualifier 
N Index Finger, Right 
ara Index Finger, Left 
Q_ Middle Finger, Right 
TR Middle Finger, Left 
S Ring Finger, Right 
T Ring Finger, Left 
TV Little Finger, Right | 
W Little Finger, Left 


AHA Coding Clinic for table 8X3 
2016, 4Q, 99 
2015, 10, 35 
2013, 3Q 23 


AHA Coding Clinic for table 9X6 
2017, 2Q 3-4 


Root operation Control 
Evacuation of hematoma for control of postprocedural bleeding 
Control of intraoperative bleeding 


Qualifiers for the root operation detachment 


2017, 2Q, 18 Removal of polydactyl digits 
2017, 1Q, 52 Further distal phalangeal amputation 
2016, 3Q, 33 


Traumatic amputation of fingers with further revision amputation 


AHA Coding Clinic for table @XH 
2017, 2Q, 20 


AHA Coding Clinic for table 9XP 
2017, 2Q, 20 


AHA Coding Clinic for table OXY 
2016, 4Q, 112-113 Transplantation 


Exchange of intramedullary antibiotic impregnated spacer 


Exchange of intramedullary antibiotic impregnated spacer 


ee Let t~S—S 
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Anatomical Regions, Upper Extremities ICD-10-PCS 2021 


Detachment Qualifier Descriptions 


Qualifier Definition 
Humerus 


1 High: Amputation at the proximal portion of the shaft of the: 
2 Mid: Amputation at the middle portion of the shaft of the: 
3 Low: Amputation at the distal portion of the shaft of the: 


Lower Arm 
Radius/UIna 


Radius/UIna 
Radius/UIna 


Humerus 


Humerus 


Qualifier Definition 

® Complete 1st through 5th Rays Through carpo-metacarpal joint, Wrist 
Ray: digit of hand or foot with corresponding metacarpus or metatarsus 
Complete 1st Ray ai Through carpo-metacarpal joint, Thumb 
Complete 2nd Ray Through carpo-metacarpal joint, Index Finger 
Complete 3rd Ray Through carpo-metacarpal joint, Middle Finger 
Complete 4th Ray Through carpo-metacarpal joint, Ring Finger 


Complete 5th Ray 
Partial 1st Ray 
Partial 2nd Ray 
Partial 3rd Ray 
Partial 4th Ray 
Partial 5th Ray 


Through carpo-metacarpal joint, Little Finger 


Anywhere along shaft or head of metacarpal bone, Thumb 


Anywhere along shaft or head of metacarpal bone, Index Finger 


Anywhere along shaft or head of metacarpal bone, Middle Finger 


Anywhere along shaft or head of metacarpal bone, Ring Finger 
Anywhere along shaft or head of metacarpal bone, Little Finger 


a Ol Gy) Gy) Ot Col Son} On 


Qualifier Definition Thumb/Finger 


Q Complete At the metacarpophalangeal joint 
1 High Anywhere along the proximal phalanx 
2 Mid Through the proximal interphalangeal joint or anywhere along the middle phalanx 
3 Low Through the distal interphalangeal joint or anywhere along the distal phalanx 
682 
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ICD-10-PCS 2021 Anatomical Regions, Upper Extremities OX9-OX3 
8 Medical and Surgical 
X Anatomical Regions, Upper Extremities 
9 Alteration Definition: Modifying the anatomic structure of a body part without affecting the function of the body part 
Explanation: Principal purpose is to improve appearance 


Body Part Approach Device Qualifier 
character aurnar cfu 


Shoulder Region, Right 8 Open 7 Autologous Tissue Substitute Z No Qualifier 


Shoulder Region, Left 3 Percutaneous J Synthetic Substitute 
Axilla, Right 4 Percutaneous Endoscopic K Nonautologous Tissue Substitute 
Axilla, Left 


Z No Device 
Upper Extremity, Right 


Upper Extremity, Left 
Upper Arm, Right 
Upper Arm, Left 
Elbow Region, Right 
Elbow Region, Left 
Lower Arm, Right 
Lower Arm, Left 
Wrist Region, Right 
Wrist Region, Left 


ZTATNOAWWOONAUAWN 


Medical and Surgical 
Anatomical Regions, Upper Extremities 
Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 


N xo 


cutting or puncturing the skin or a mucous membrane 
Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Upper Extremity, Right 
Upper Extremity, Left 


X External ® Drainage Device Z_ No Qualifier 
Y Other Device 


Non-OR All body part, approach, device, and qualifier values 


Medical and Surgical 

Anatomical Regions, Upper Extremities 

Control Definition: Stopping, or attempting to stop, postprocedural or other acute bleeding 
Explanation: None 


wx 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Shoulder Region, Right ® Open Z No Device Z No Qualifier 
Shoulder Region, Left 3 Percutaneous 

Axilla, Right 4 Percutaneous Endoscopic 
Axilla, Left 

Upper Extremity, Right 

Upper Extremity, Left 

Upper Arm, Right 

Upper Arm, Left 

Elbow Region, Right 

Elbow Region, Left 

Lower Arm, Right 

Lower Arm, Left 

Wrist Region, Right 

Wrist Region, Left 

Hand, Right 

Hand, Left 


2 
3 
4 
5 
6 
7 
8 
S 
B 
Cc 
D 
F 
G 
H 
J 

K 
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OX6-OX6 Anatomical Regions, Upper Extremities ICD-10-PCS 2021 
a a a a a a aaa did nl EE 


8 Medical and Surgical 
X Anatomical Regions, Upper Extremities 


6 Detachment Definition: Cutting off all or a portion of the upper or lower extremities 
Explanation: The body part value is the site of the detachment, with a qualifier if applicable to further specify the level where the extremity was 
detached 

Character 4 Character 5 , Character 6 Character 7 
® Forequarter, Right @ Open Z No Device Z_ No Qualifier 

1 Forequarter, Left 

2 Shoulder Region, Right 

3 Shoulder Region, Left 

B_ Elbow Region, Right 

C_ Elbow Region, Left 

8 Upper Arm, Right @ Open Z NoDevice — 1 High 

9 Upper Arm, Left 2 Mid 

D_ Lower Arm, Right 3 Low 

F Lower Arm, Left 

J Hand, Right ® Open Z No Device @ Complete 

K Hand, Left 4 Complete 1st Ray 

5 Complete 2nd Ray 
6 Complete 3rd Ray 
7 Complete 4th Ray 
8 Complete 5th Ray 
9 Partial 1st Ray 

B_ Partial 2nd Ray 

C Partial 3rd Ray 

D Partial 4th Ray 

F Partial 5th Ray 

L Thumb, Right ® Open Z_ No Device 9 Complete 

M Thumb, Left 1 High 

N_ Index Finger, Right 2 Mid 

P_ Index Finger, Left 3 Low 

Q Middle Finger, Right 

R_ Middle Finger, Left 

S_ Ring Finger, Right 

T Ring Finger, Left 

V Little Finger, Right 

W Little Finger, Left 


EJ Limited Coverage EX Noncovered [4 Combination Member HAC associated procedure Combination Only DRG Non-OR Non-OR New/Revised in GREEN 


6 
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ICD-10-PCS 2021 Anatomical Regions, Upper Extremities 9X9-OXB 
® Medical and Surgical 

X Anatomical Regions, Upper Extremities 

9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approa i i 
Shoulder Region, Right @ Open ® Drainage Device Z No Qualifier 
Shoulder Region, Left 3 Percutaneous 
Axilla, Right 4 Percutaneous Endoscopic 
Axilla, Left 
Upper Extremity, Right 
Upper Extremity, Left 
Upper Arm, Right 
Upper Arm, Left 
Elbow Region, Right 
Elbow Region, Left 
Lower Arm, Right 
Lower Arm, Left 
Wrist Region, Right 
Wrist Region, Left 
Hand, Right 
Hand, Left 


Shoulder Region, Right 6 Open Z No Device X Diagnostic 
Shoulder Region, Left 3 Percutaneous Z_ No Qualifier 
Axilla, Right 4 Percutaneous Endoscopic 
Axilla, Left 

Upper Extremity, Right 
Upper Extremity, Left 
Upper Arm, Right 
Upper Arm, Left 

Elbow Region, Right 
Elbow Region, Left 
Lower Arm, Right 
Lower Arm, Left 

Wrist Region, Right 
Wrist Region, Left 
Hand, Right 

Hand, Left 


Non-OR All body part, approach, device, and qualifier values 


ZK TFATNGONWOONAUVAWHN ZK TATMT™ONAWOONAUAWHN 


Medical and Surgical 
Anatomical Regions, Upper Extremities 
Excision Definition: Cutting out or off, without replacement, a portion of a body part 


Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


ox 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Shoulder Region, Right Z No Device 
Shoulder Region, Left 
Axilla, Right 

Axilla, Left 

Upper Extremity, Right 
Upper Extremity, Left 
Upper Arm, Right 
Upper Arm, Left 

Elbow Region, Right 
Elbow Region, Left 
Lower Arm, Right 
Lower Arm, Left 

Wrist Region, Right 
Wrist Region, Left 
Hand, Right 

Hand, Left 


Non-OR 9XB[2,3,4,5,6,7,8,9,B,C,D,F,G,H,J,K][9,3,4]ZX 


@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


X Diagnostic 
Z No Qualifier 


R= GFGAMNGONAWOONAUAWHN 
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Anatomical Regions, Upper Extremities 


OXH-OXJ 
8 Medical and Surgical 
X Anatomical Regions, Upper Extremities 
H_ Insertion 


take the place of a body part 
Explanation: None 


Body Part 
Character 4 
Shoulder Region, Right 
Shoulder Region, Left 
Axilla, Right 

Axilla, Left 

Upper Extremity, Right 
Upper Extremity, Left 
Upper Arm, Right 
Upper Arm, Left 

Elbow Region, Right 
Elbow Region, Left 
Lower Arm, Right 

Lower Arm, Left 

Wrist Region, Right 
Wrist Region, Left 
Hand, Right 

Hand, Left 


R-ZTANGONAWOMONAUEWHN 


DRGNon-OR OXH(2,3,4,5,6,7,8,9,B,C,D,F,G.H,J,KI[0,3,4][3, YIZ 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


Approach 
Character 5 


1 Radioactive Element 
3 Infusion Device 
Y Other Device 


ICD-10-PCS 2021 


Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


Device 
Character 6 


Qualifier 
Character 7 


Z_ No Qualifier 


Medical and Surgical 


=> @ 


Inspection 


Anatomical Regions, Upper Extremities 
Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration ma 


through intervening body layers. 


Body Part 
Character 4 
Shoulder Region, Right 
Shoulder Region, Left 
Axilla, Right 
Upper Extremity, Right 

xtremity, Left 
Arm, Right 
Arm, Left 
Elbow Region, Right 
Elbow Region, Left 
Lower Arm, Right 
Lower Arm, Left 
Wrist Region, Right 
Wrist Region, Left 
Hand, Right 
Hand, Left 


A-ZAMNTOGONWOCMONAUAWN 


Non-OR 


Non-OR OXJ[,KI[3,X]ZZ 


DRGNon-OR 9XJ(2,3,4,5,6,7,8,9,B,C,,F,G.H,J,K]OZZ 
9X1J[2,3,4,5,6,7,8,9,B,C,D,F,G,H][3,4,X]ZZ 


Approach 
Character 5 


Open 
Percutaneous 
Percutaneous Endoscopic 
External 


xhwWe 


Z No Device 


y be performed with or without optical instrumentation. Manual exploration may be performed directly or 


Device 
Character 6 


Qualifier 
Character 7 


Z_ No Qualifier 


EJ Limited Coverage [5 Noncovered Combination Member 
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ICD-10-PCS 2021 


CD-10-PCS 2021 Anatomical Regions, Upper Extremities @XM-@XP 


® Medical and Surgical 

X Anatomical Regions, Upper Extremities 

M Reattachment Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 
Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Body Part Approach Device lifi 
Character 4 2 Character 5 Character 6 ora 7 


® Forequarter, Right 
1 Forequarter, Left 
2 Shoulder Region, Right 
3 Shoulder Region, Left 
4 Axilla, Right 

5 Axilla, Left 

6 Upper Extremity, Right 
7 Upper Extremity, Left 
8 Upper Arm, Right 

9 Upper Arm, Left 

B_ Elbow Region, Right 

C_ Elbow Region, Left 

D_ Lower Arm, Right 

F Lower Arm, Left 

G Wrist Region, Right 

H_ Wrist Region, Left 

J Hand, Right 

K_ Hand, Left 

L Thumb, Right 

M Thumb, Left 

N_ Index Finger, Right 

P_ Index Finger, Left 

Q Middle Finger, Right 

R_ Middle Finger, Left 

S_ Ring Finger, Right 


T Ring Finger, Left 

V Little Finger, Right 

W Little Finger, Left 
Medical and Surgical 


Anatomical Regions, Upper Extremities 
Removal Definition: Taking out or off a device from a body part 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out the device is coded to the root operation REMOVAL. 


Body Part Approach Device ; 
Character 4 Character 5 Character 6 


Z No Device Z_ No Qualifier 


cox 


Qualifier 


Character 7 
Upper Extremity, Right @ Open Drainage Device Z No Qualifier 
7 Upper Extremity, Left 3 Percutaneous Radioactive Element 
4 Percutaneous Endoscopic Infusion Device 
X External Autologous Tissue Substitute 


Synthetic Substitute 
Nonautologous Tissue Substitute 
Other Device 


<x“NW=-0 


Non-OR All body part, approach, device, and qualifier values 


Limited Coverage [@ Noncovered Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in ne 
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8XQ-OXR Anatomical Regions, Upper Extremities ICD-10-PCS 2021 


8 Medical and Surgical 
X Anatomical Regions, Upper Extremities ‘ - ae 
Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 


Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Approach Device 
ae mee 


Qualifier 
Character 7 


Character 4 


2 Shoulder Region, Right 8 Open Z No Device Z No Qualifier 
3 Shoulder Region, Left 3 Percutaneous 

4 Axilla, Right 4 Percutaneous Endoscopic 

5 Axilla, Left X External 


6 Upper Extremity, Right 
7 Upper Extremity, Left 
8 Upper Arm, Right 

9 Upper Arm, Left 

B_ Elbow Region, Right 

C_ Elbow Region, Left 

D Lower Arm, Right 

F Lower Arm, Left 

G Wrist Region, Right 

H Wrist Region, Left 

J Hand, Right 

K_ Hand, Left 

L Thumb, Right 

M Thumb, Left 

N_ Index Finger, Right if 
P_ Index Finger, Left 

Q Middle Finger, Right 
R_ Middle Finger, Left 
S_ Ring Finger, Right 

T Ring Finger, Left 


V Little Finger, Right 
W Little Finger, Left 


8 Medical and Surgical 
X Anatomical Regions, Upper Extremities 
R_ Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


L Thumb, Right 


N Toe, Right 
M Thumb, Left 


P Toe, Left 


@ Open 7 Autologous Tissue Substitute 
4 Percutaneous Endoscopic 


Limited Coverage [3 Noncovered Combination Member 
688 


HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 


ICD-10-PCS 2021 


Medical and Surgical 
Anatomical Regions, Upper Extremities 
Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body part 


Explanation: The biological material is non-livin is livi indivi ; 
r g, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part Approach Device ualifi 


Shoulder Region, Right ® Open 7 Autologous Tissue Substitute 
Shoulder Region, Left 4 Percutaneous Endoscopic J Synthetic Substitute 


Axilla, Right K Nonautologous Tissue Substitute 
Axilla, Left 


Upper Extremity, Right 
Upper Extremity, Left 
Upper Arm, Right 
Upper Arm, Left 
Elbow Region, Right 
Elbow Region, Left 
Lower Arm, Right 
Lower Arm, Left 
Wrist Region, Right 
Wrist Region, Left 
Hand, Right 

Hand, Left 

Thumb, Right 
Thumb, Left 

Index Finger, Right 
Index Finger, Left 
Middle Finger, Right 
Middle Finger, Left 
Ring Finger, Right 
Ring Finger, Left 
Little Finger, Right 
Little Finger, Left 


Z No Qualifier 


Medical and Surgical 

Anatomical Regions, Upper Extremities 

Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 
Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
@ screw or pin 


| 


Nonautologous Tissue Substitute 
Other Device 


Character 4 Character 5 — Character 6 Character 7 
Upper Extremity, Right @ Open @ Drainage Device Z_ No Qualifier 
Upper Extremity, Left 3 Percutaneous 3 Infusion Device 
4 Percutaneous Endoscopic 7 Autologous Tissue Substitute 
X External J Synthetic Substitute 
K 
Y: 


DRGNon-OR 9XW(6,7)[0,3,4)[0,3,7,J,K,Y]Z 


Non-OR OXWI6,71XIG,3,7,4,K,YIZ 


Medical and Surgical 

Anatomical Regions, Upper Extremities 

Transfer Definition: Moving, without taking out, all or a portion of a body part to another location to take over the function of all or a portion of a body 
part 
Explanation: The body part transferred remains connected to its vascular and nervous supply 


Part Approach Device Qualifier 
ral bm pate me 


Z No Device L Thumb, Right 


M Thumb, Left 


| Index Finger, Right 


Z No Device 


Index Finger, Left 


Medical and Surgical 


Anatomical Regions, Upper Extremities re: 
Giatastantation pada Putting in or on all or a portion of a living body part taken from another individual or animal to physically take the place and/or 


function of all or a portion of a similar body part 
Explanation: The native body part may or may not be taken out, and the transplanted body part may take over all or a portion of its function 


Approach Device 
Character 5 Character 6 


Qualifier 
Character 7 


® Allogeneic 
1 Syngeneic 


Body Part 
Character 4 


Hand, Right 
Hand, Left 


Limited Coverage BM Noncovered Combination Member HAC associated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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ICD-10-PCS 202 
1 Anatomical Regions, Lower Extremities 


Anatomical Regions, Lower Extremities 6Y@-@YW 


Character Meanings 


This Character Meaning table is provided as a guide to assist the user in the identificati ey ; 
the identification of character bers that 
tables. It SHOULD NOT be used to build a PCS code. OEE tion Pease eink? 


-Operation-Character 3 
0 Alteration 


Body Part-Character 4 


Approach-Character 5 


Device—Character 6 Qualifier-Character 7 
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Knee Region, Left 


Lower Leg, Right 


= SS- 


9 Buttock, Right Open Drainage Device ® Complete 
2 Change 1 Buttock, Left 3. Percutaneous 1 Radioactive Element 1 High 
3. Control nat 2 Hindquarter, Right [4 Percutaneous Endoscopic |3 Infusion Device 2 Mid 
6 Detachment 3 Hindquarter, Left X External 7 Autologous Tissue 3. Low 

Substitute 
9 Drainage 4 — Hindquarter, Bilateral J Synthetic Substitute 4 Complete 1st Ray 
B Excision 5 Inguinal Region, Right K — Nonautologous Tissue |5 Complete 2nd Ray 
Substitute 
H Insertion 6 Inguinal Region, Left | Y Other Device 6 Complete 3rd Ray 
J Inspection ‘|7 Femoral Region, Right Z No Device 7 Complete 4th Ray 
M_ Reattachment | 8 Femoral Region, Left | 8 Complete 5th Ray 
P Removal 9 Lower Extremity, Right 9 Partial 1st Ray 
Q_ Repair A Inguinal Region, Bilateral | B Partial 2nd Ray 
U Supplement B Lower Extremity, Left C Partial 3rd Ray 
W_ Revision C Upper Leg, Right D Partial 4th Ray 
= Se i 

D _Upper Leg, Left F Partial 5th Ray 

E Femoral Region, Bilateral X Diagnostic 

F Knee Region, Right Z No Qualifier 

G 

H 

J 


Lower Leg, Left 


Ankle Region, Right 


K 
L_ Ankle Region, Left 
M_ Foot, Right 
N Foot, Left 
P 1st Toe, Right 
Q 1st Toe, Left | 
R 2nd Toe, Right 
S 2nd Toe, Left 
T 3rd Toe, Right 
U 3rd Toe, Left 
V_ 4th Toe, Right 
W 4th Toe, Left 
X 5th Toe, Right 
Y 5th Toe, Left 


AHA Coding Clinic for table 6Y3 


2016, 4Q, 99 Root operation Control 

2013, 3Q 23 Control of intraoperative bleeding 

AHA Coding Clinic for table 6Y6 

2019, 2Q, 17 Cryoamputation of lower leg 

2017, 2Q 3-4 Qualifiers for the root operation detachment 

2017, 1Q, 22 Chopart amputation of foot 

2015, 2Q, 28 Partial amputation of hallux at interphalangeal Joint 

2015, 10, 28 Mid-foot amputation 

AHA Coding Clinic for table 8Y9 

2015, 1Q, 22 Incision and drainage of abscess of femoropopliteal bypass site 
2015, 1Q, 22 Incision and drainage of groin abscess 4 
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Anatomical Regions, Lower Extremities 


ICD-10-PCS 2021 
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Detachment Qualifier Descriptions 


Qualifier Definition 


1 High: Amputation at the proximal portion of the shaft of the: 


Lower Leg 
Tibia/Fibula 


Upper Leg 


2 Mid: Amputation at the middle portion of the shaft of the: 


Tibia/Fibula 


3 Low: Amputation at the distal portion of the shaft of the: 


Qualifier Definition 


Complete 1st Ray 
Complete 2nd Ray 


Tibia/Fibula 


Complete 1st through 5th Rays 
Ray: digit of hand or foot with corresponding metacarpus or metatarsus 


Through tarso-metatarsal Joint, Ankle 


_| Through tarso-metatarsal joint, Great Toe 


Through tarso-metatarsal joint, 2nd Toe 


Complete 3rd Ray 
Complete 4th Ray 


Through tarso-metatarsal joint, 3rd Toe 


Through tarso-metatarsal joint, 4th Toe 


Complete 5th Ray 
Partial 1st Ray 


ST Throgs tarso-metatarsal joint, Little Toe 


Anywhere along shaft or head of metatarsal bone, Great Toe 


Partial 2nd Ray 
Partial 3rd Ray 
Partial 4th Ray 
Partial 5th Ray 


Ty) Ol Ai] Wi oO} CO} Nt} Ont Ory 


Qualifier Definition 


Anywhere along shaft or head of metatarsal bone, 2nd Toe 


Anywhere along shaft or head of metatarsal bone, 3rd Toe 


Anywhere along shaft or head of metatarsal bone, 4th Toe 


Anywhere along shaft or head of metatarsal bone, Little Toe 


Toe 


Through the proximal interphalangeal joint or anywhere along the middle phalanx 


8 Complete At the metatarsal-phalangeal joint 

1 High Anywhere along the proximal phalanx 
2 Mid ai 

3 Low 


Through the distal interphalangeal joint or anywhere along the distal phalanx 


2 ac 


ICD-10-PCS 2021 


ICD-10-PCS 2021 Anatomical Regions, Lower Extremities BYG-BY3 


® Medical and Surgical 

Y Anatomical Regions, Lower Extremities 
8 Alteration Definition: Modifying the anatomic structure of a body part without affecting the function of the body part 
Explanation: Principal purpose is to improve appearance 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 


® Buttock, Right 6 Open 7 Autologous Tissue Substitute Z No Qualifier 
1 Buttock, Left 3 Percutaneous J Synthetic Substitute 

9 Lower Extremity, Right 4 Percutaneous Endoscopic K Nonautologous Tissue Substitute 

B_ Lower Extremity, Left Z No Device 


C Upper Leg, Right 

D Upper Leg, Left 

F Knee Region, Right 
G Knee Region, Left 

H_ Lower Leg, Right 

J Lower Leg, Left 

K Ankle Region, Right 


L_ Ankle Region, Left 


® Medical and Surgical 
Y Anatomical Regions, Lower Extremities 


2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


Explanation: All CHANGE procedures are coded using the approach EXTERNAL 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Lower Extremity, Right Z_ No Qualifier 


X External ® Drainage Device 
Lower Extremity, Left Y Other Device 


Non-OR All body part, approach, device, and qualifier values 


8 Medical and Surgical 


Y Anatomical Regions, Lower Extremities 
3 Control Definition: Stopping, or attempting to stop, postprocedural or other acute bleeding 
Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


@ Buttock, Right @ Open Z No Device Z_ No Qualifier 
1 Buttock, Left 3 Percutaneous 
5 Inguinal Region, Right 4 Percutaneous Endoscopic 

Inguinal canal 


Inguinal triangle 
6 Inguinal Region, Left 
See 5 Inguinal Region, Right 
7 Femoral Region, Right 
8 Femoral Region, Left 
9 Lower Extremity, Right 
B_ Lower Extremity, Left 
C Upper Leg, Right 
D Upper Leg, Left 
F Knee Region, Right 
G Knee Region, Left 
H_ Lower Leg, Right 
J Lower Leg, Left 
K Ankle Region, Right 
L Ankle Region, Left 
M Foot, Right 


0 
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OY6-BY6 Anatomical Regions, Lower Extremities ICD-10-PCS 2021 


® Medical and Surgical 
Y Anatomical Regions, Lower Extremities 
6 Detachment Definition: Cutting off all or a portion of the upper or lower extremities 
Explanation: The body part value is the site of the detachment, with a qualifier if applicable to further specify the level where the extremity was 


detached 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
2 Hindquarter, Right @® Open Z_ No Device Z_ No Qualifier 
3 Hindquarter, Left 
4 Hindquarter, Bilateral 
7 Femoral Region, Right 
8 Femoral Region, Left 
F Knee Region, Right 
G Knee Region, Left 
C Upper Leg, Right ® Open Z_ No Device 1 High 
D Upper Leg, Left 2 Mid 
H_ Lower Leg, Right 3 Low 
J Lower Leg, Left 
M Foot, Right @ Open Z No Device @ Complete 
N Foot, Left 4 Complete 1st Ray 
5 Complete 2nd Ray 
6 Complete 3rd Ray 
7 Complete 4th Ray 
8 Complete 5th Ray 
9 Partial 1st Ray 
B_ Partial 2nd Ray 
C Partial 3rd Ray 
D Partial 4th Ray 
Hes F Partial 5th Ray 
P 1st Toe, Right ® Open Z No Device 8 Complete 
Hallux 1 High 
Q st Toe, Left 2 Mid 
See Ist Toe, Right 3 Low 
R 2nd Toe, Right 
S 2nd Toe, Left 
T 3rd Toe, Right 
U 3rdToe, Left 
V 4th Toe, Right 
W 4th Toe, Left 
X 5th Toe, Right 
Y 5th Toe, Left 


a eee 
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ICD-10-PCS 2021 Anatomical Regions, Lower Extremities BY9-BY9 


9 Medical and Surgical 
Y Anatomical Regions, Lower Extremities 
9 Drainage Definition: Taking or letting out fluids and/or gases froma body part 


Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 


Body Part Approach Device 
: Character 5 Character 6 


Character 4 
Buttock, Right ® Open ® Drainage Device 
3 Percutaneous 


1 Buttock, Left 
5 Inguinal Region, Right 4 Percutaneous Endoscopic 


Inguinal canal 

Inguinal triangle 
Inguinal Region, Left 
See 5 Inguinal Region, Right 
Femoral Region, Right 
Femoral Region, Left 
Lower Extremity, Right 
Lower Extremity, Left 
Upper Leg, Right 
Upper Leg, Left 

Knee Region, Right 
Knee Region, Left 
Lower Leg, Right 
Lower Leg, Left 

Ankle Region, Right 
Ankle Region, Left 
Foot, Right 

Foot, Left 


Buttock, Right 8 Open Z No Device X Diagnostic 
Buttock, Left 3 Percutaneous Z_ No Qualifier 
Inguinal Region, Right 4 Percutaneous Endoscopic 
Inguinal canal 

Inguinal triangle 

Inguinal Region, Left 

See 5 Inguinal Region, Right 
Femoral Region, Right 
Femoral Region, Left 
Lower Extremity, Right 
Lower Extremity, Left 
Upper Leg, Right 

Upper Leg, Left 

Knee Region, Right 

Knee Region, Left 

Lower Leg, Right 

Lower Leg, Left 

Ankle Region, Right 
Ankle Region, Left 

Foot, Right 

Foot, Left 


Qualifier 
Character 7 


Z_ No Qualifier 
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Non-OR 9Y9[0,1,7,8,9,B,C,D,F,G,H,J,K,L,M,N][0,3,4]0Z 
Non-OR @Y9[5,6]30Z 
Non-OR Y9[0,1,7,8,9,B,C,D,F,G,H,J,K,L,M,N][,3,4]Z[X,Z] 


Non-OR OY9(5,6)3ZZ 
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®YB-OYH Anatomical Regions, Lower Extremities ICD-10-PCS 2021 


® Medical and Surgical 
Y Anatomical Regions, Lower Extremities 
B_ Excision 


Definition: Cutting out or off, without replacement, a portion of a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 


X Diagnostic 
Z_ No Qualifier 


® Buttock, Right 

1 Buttock, Left 

5 Inguinal Region, Right 
Inguinal canal 
Inguinal triangle 

6 Inguinal Region, Left 
See 5 Inguinal Region, Right 

7 Femoral Region, Right 

8 Femoral Region, Left 

9 Lower Extremity, Right 

B_ Lower Extremity, Left 

C Upper Leg, Right 

D Upper Leg, Left 

F Knee Region, Right 

G Knee Region, Left 

H_ Lower Leg, Right 

J Lower Leg, Left 

K Ankle Region, Right 

L_ Ankle Region, Left 

M Foot, Right 

N Foot, Left 


Non-OR 9YB[Q,1,9,B,C,D,F,G,H,J,K,L,M,NJ[0,3,4]ZX 


® Open Z No Device 
3 Percutaneous 
4 Percutaneous Endoscopic 
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8 Medical and Surgical 

Y Anatomical Regions, Lower Extremities 

H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 
take the place of a body part 


Explanation: None 


Body Part 
Character 4 
® Buttock, Right 

1 Buttock, Left 

5 Inguinal Region, Right 


Approach 
Character 5 


® Open 
3 Percutaneous 


Device 


Character 6 


1 Radioactive Element 
3 Infusion Device 
Y Other Device 


Qualifier 
Character 7 


Z_ No Qualifier 


4 Percutaneous Endoscopic 
Inguinal canal 
Inguinal triangle 
6 Inguinal Region, Left 
See 5 Inguinal Region, Right 
7 Femoral Region, Right 
8 Femoral Region, Left 
9 Lower Extremity, Right 
B_ Lower Extremity, Left 
C Upper Leg, Right 
D Upper Leg, Left 
F Knee Region, Right 
G Knee Region, Left 
H_ Lower Leg, Right 
J LowerLeg, Left 
K Ankle Region, Right 
L_ Ankle Region, Left 
M Foot, Right 
N Foot, Left 


DRGNon-OR 9YH[0,1,5,6,7,8,9,B,C,D,F,G,H,J,K,L,M,N][0,3,4][3,Y]Z 
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ICD-10-PCS 2021 


Anatomical Regions, Lower Extremities BYJ-OYS 
9 Medical and Surgical 
Y Anatomical Regions, Lower Extremities 
J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 


through intervening body layers. 
Body Part Approach Device Qualifier 
Character 5 Character 6 Character 7 


4 Character 4 
® Buttock, Right Open Z No Device Z No Qualifier 
Percutaneous 


1 Buttock, Left 
5 Inguinal Region, Right Percutaneous Endoscopic 
External 


Inguinal canal 
Inguinal triangle 
6 Inguinal Region, Left 
See 5 Inguinal Region, Right 
7 Femoral Region, Right 
8 Femoral Region, Left 
9 Lower Extremity, Right 
A_ Inguinal Region, Bilateral 
See 5 Inguinal Region, Right 
B_ Lower Extremity, Left 
C Upper Leg, Right 
D Upper Leg, Left 
E Femoral Region, Bilateral 
F Knee Region, Right 
G Knee Region, Left 
H_ Lower Leg, Right 
J Lower Leg, Left 
K Ankle Region, Right 
L_ Ankle Region, Left 
M Foot, Right 
N Foot, Left 
DRGNon-OR 0Y/(0,1,8,9,8,C,D,E,F,G.H,J,K.L.M,NJOZZ 
Non-OR OYJ(8,1,9,B,C,D,F,G,H,J,K,L,M,N][3,4,X]ZZ 
Non-OR BYI[5,6,7,8,A,E][3,X]ZZ 
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SYM-OYP Anatomical Regions, Lower Extremities ICD-10-PCS 2021 


® Medical and Surgical 


Y Anatomical Regions, Lower Extremities ! ’ f 
M Reattachment Definition: Putting back in or on all or a portion of a separated body part to its normal location or other suitable location 


Explanation: Vascular circulation and nervous pathways may or may not be reestablished 


Approach Device 
Character 5 Character 6 


@ Open Z_ No Device 


Qualifier 
Character7 


Z_ No Qualifier 


Body Part 
Character 4 


Buttock, Right 
Buttock, Left 
Hindquarter, Right 
Hindquarter, Left 
Hindquarter, Bilateral 
Inguinal Region, Right 
Inguinal canal 

Inguinal triangle 
Inguinal Region, Left 
See 5 Inguinal Region, Right 
Femoral Region, Right 
Femoral Region, Left 
Lower Extremity, Right 
Lower Extremity, Left 
Upper Leg, Right 
Upper Leg, Left 

Knee Region, Right 
Knee Region, Left 
Lower Leg, Right 
Lower Leg, Left 

Ankle Region, Right 
Ankle Region, Left 
Foot, Right 

Foot, Left 

1st Toe, Right 

Hallux 

Ist Toe, Left 

See Ist Toe, Right 

2nd Toe, Right 

2nd Toe, Left 

3rd Toe, Right 

3rd Toe, Left 

Ath Toe, Right 

4th Toe, Left 

5th Toe, Right 


5th Toe, Left 


8 Medical and Surgical 
Y Anatomical Regions, Lower Extremities 
P Removal Definition: Taking out or off a device from a body part 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out the device is coded to the root operation REMOVAL. 
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Body Part oa Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
9 Lower Extremity, Right ® Open ® Drainage Device Z_ No Qualifier 
B Lower Extremity, Left 3 Percutaneous 1 Radioactive Element 
4 Percutaneous Endoscopic 3 Infusion Device 
X External 7 Autologous Tissue Substitute 
J Synthetic Substitute 
K Nonautologous Tissue Substitute 


Y Other Device 
Non-OR All body part, approach, device, and qualifier values 


Limited Coverage [4Noncovered [| Combination Member HACassociated procedure Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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Anatomical Regions, Lower Extremities BYQ-BYQ 


) Medical and Surgical 

{ Anatomical Regions, Lower Extremities 

2 Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


§ Buttock, Right 8 Open Z No Device Z No Qualifier 
| Buttock, Left 3 Percutaneous 
5 Inguinal Region, Right 4 Percutaneous Endoscopic 

Inguinal canal X External 


Inguinal triangle 
5 Inguinal Region, Left 
See 5 Inguinal Region, Right 
7 Femoral Region, Right 
B Femoral Region, Left 
9 Lower Extremity, Right 
A Inguinal Region, Bilateral 
See 5 Inguinal Region, Right 
B Lower Extremity, Left 
C Upper Leg, Right 
D Upper Leg, Left 
E Femoral Region, Bilateral 
F Knee Region, Right 
G Knee Region, Left 
H Lower Leg, Right 
J 
K 
L 
M 
N 
P 


Lower Leg, Left 
Ankle Region, Right 
Ankle Region, Left 
Foot, Right 
Foot, Left 
1st Toe, Right 
Hallux 
Q 1st Toe, Left 

See 1st Toe, Right 
R 2nd Toe, Right 
S 2nd Toe, Left 
T 3rd Toe, Right 
U 3rd Toe, Left 
V 
Ww 
X 
Y 


4th Toe, Right 
4th Toe, Left 
5th Toe, Right 


5th Toe, Left 
NEE Ea 


Non-OR 9YQI[5,6,7,8,A,E]XZZ 
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B8YU-6YW Anatomical Regions, Lower Extremities ICD-10-PCS 2021 


8 Medical and Surgical 

Y Anatomical Regions, Lower Extremities , ; 

U Supplement Definition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a cas of a body part 
Explanation: The biological material is non-living, or is living and from the same individual. The body part may have been previously replaced, 
and the SUPPLEMENT procedure is performed to physically reinforce and/or augment the function of the replaced body part. 


Body Part Approach Device Qualifier 
Charstter 4 Character 6 Character 7 


Buttock, Right ® Open 7 Autologous Tissue Substitute Z No Qualifier 
Buttock, Left 4 Percutaneous Endoscopic J Synthetic Substitute 


Inguinal Region, Right K Nonautologous Tissue Substitute 
Inguinal canal 

Inguinal triangle 

Inguinal Region, Left 

See 5 Inguinal Region, Right 
Femoral Region, Right 
Femoral Region, Left 
Lower Extremity, Right 
Inguinal Region, Bilateral 
See 5 Inguinal Region, Right 
Lower Extremity, Left 
Upper Leg, Right 

Upper Leg, Left 

Femoral Region, Bilateral 
Knee Region, Right 

Knee Region, Left 

Lower Leg, Right 

Lower Leg, Left 

Ankle Region, Right 
Ankle Region, Left 

Foot, Right 

Foot, Left 

1st Toe, Right 

Hallux 

1st Toe, Left 

See Ist Toe, Right 

2nd Toe, Right 

2nd Toe, Left 

3rd Toe, Right 

3rd Toe, Left 

4th Toe, Right 

Ath Toe, Left 
X 5th Toe, Right 


Y 5th Toe, Left 


8 Medical and Surgical 
Y Anatomical Regions, Lower Extremities 
W_ Revision Definition: Correcting, to the extent possible, a portion of a malfunctioning device or the position of a displaced device 


Explanation: Revision can include correcting a malfunctioning or displaced device by taking out or putting in components of the device such as 
a screw or pin 
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Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
9 Lower Extremity, Right @ Open Drainage Device Z No Qualifier 
B_ Lower Extremity, Left 3 Percutaneous Infusion Device 
4 Percutaneous Endoscopic Autologous Tissue Substitute 
X 


External Synthetic Substitute 


Nonautologous Tissue Substitute 
Other Device 


<x <uNWwe 


DRGNon-OR BYW(9,B](0,3,4][0,3,7,J,K,YIZ 
Non-OR OYW(9,B)X(0,3,7,J,K,YIZ 


OYU-9YW 


EQ Limited Coverage [9 Noncovered [| Combination Member HAC associated procedure Combination Only DRG Non-OR Non-OR New/Revised in GREEN 
700 ICD-10-PCS 2021 
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Obstetrics 192-10Y 


Character Meanings 


This Character Meaning table is provided asa guide to assist the user in hei i i i 
the identificat i i 
7 7 ification of character members that n ay be found in this section of code 


Obstetrics 


9: Pregnancy 
Operation-Character 3 


| _ | Body Part-Character4 =| Approach-Character 5 ‘| Device-Character6 Qualifier-Character 7 
2 Change ® Products of Conception ® Open 3. Monitoring Electrode ® High 
9 Drainage 1 Products of Conception, 3 Percutaneous Y Other Device 1 Low 
Retained 
A Abortion | 2 => of Conception, 4 Percutaneous Endoscopic |Z No Device 2 Extraperitoneal 
ctopic 
D_ Extraction 7 Via Natural or Artificial 3. Low Forceps 
) Opening 
E Delivery 8 Via Natural or Artificial 4 Mid Forceps 
i Opening Endoscopic 
H Insertion X External 5 High Forceps 
J Inspection 6 Vacuum 
P ene 7 Internal Version 
Q_ Repair 8 Other 
S Reposition 9 Fetal Blood 
OR 
Manual 
T Resection A Fetal Cerebrospinal Fluid 
Y Transplantation B_ Fetal Fluid, Other 
C_ Amniotic Fluid, Therapeutic 
D_ Fluid, Other 


E Nervous System 


F. Cardiovascular System 
rae Lymphatics & Hemic 
H Eye 
Ear, Nose & Sinus 
Respiratory System 
Mouth & Throat 


Gastrointestinal System 


J 

K 

L 

M 

N Hepatobiliary & Pancreas 
P Endocrine System 
Q 

R 

S 

T 


Skin 
Musculoskeletal System 
Urinary System 


Female Reproductive 
System 


ail Amniotic Fluid, Diagnostic 
V_ Male Reproductive System 
W Laminaria 
X  Abortifacient 
=e Other Body System 

Z 


No Qualifier 

AHA Coding Clinic for table 199 AHA Coding Clinic for table 19H 
2014, 3Q, 12 Fetoscopic laser photocoagulation and laser microseptostomy 2013, 2Q, 36 Intrauterine pressure monitor 

Lela Pual gat 2 ak AHA Coding Clinic for table 19Q 
pag Pitocin.administration to augment lebor 2014, 3Q, 12 Fetoscopic laser photocoagulation and laser microseptostomy for twin-twin 
AHA Coding Clinic for table 19D transfusion syndrome 
2018, 4Q, 49-51 en ee for root operation “extraction” (cesarean AHA Coding Clinic for table 18T 

eNNely 2015, 3Q, 31 Laparoscopic partial salpingectomy for ectopic pregnan 

2018, 2Q, 17 High transverse cesarean section P idl ping y espa 
2016, 10,9 Vaginal delivery assisted by vacuum and low forceps extraction 
2014, 4Q, 43 Cesarean delivery assisted by vacuum extraction 
2014, 4Q, 43 Vacuum dilation and curettage for blighted ovum 
AHA Coding Clinic for table 19E 
2017,3@,5 Delivery of placenta 
2016, 2Q, 34 Assisted vaginal delivery 
2014, 4Q, 17 RH (D) alloimmunization (sensitization) 
2014, 2Q, 9 Pitocin administration to augment labor 


Seen" 
ICD-10-PCS 2021 ; 701 


192-18D Obstetrics ICD-10-PCS 2021 


1 Obstetrics 
8 Pregnancy ~~ we 4 
2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 
Explanation: None 
Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Products of Conception Q |7 Via Natural or Artificial Opening 3 Monitoring Electrode Z_ No Qualifier 
; Y Other Device 
Non-OR All body part, approach, device, and qualifier values Q All body part, approach, device, and qualifier values 
1 Obstetrics 
® Pregnancy 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 


Explanation: None 


Body Part Approach 
Character 5 


Character 4 
Open 


Products of Conception 
Percutaneous 


Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


Qualifier 
Character 7 

Fetal Blood 

Fetal Cerebrospinal Fluid 

Fetal Fluid, Other 

Amniotic Fluid, Therapeutic 

Fluid, Other 

Amniotic Fluid, Diagnostic 


Device 
Character 6 


Z No Device 


On bhwWOe 


conaw,re 


Non-OR All body part, approach, device, and qualifier values Q All body part, approach; device, and qualifier values 
1 Obstetrics 
® Pregnancy 
A Abortion Definition: Artificially terminating a pregnancy 
Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Products of Conception Q|® Open Z No Device Z_ No Qualifier 
3 Percutaneous 
4 Percutaneous Endoscopic 
8 Via Natural or Artificial Opening 
Endoscopic 
8 Products of Conception 7 Via Natural or Artificial Opening Tz No Device ‘e Vacuum 
W Laminaria 
X Abortifacient 
Z_ No Qualifier 


Non-OR 18A87Z[6,W,X] Q All body part, approach, device, and qualifier values 
1 Obstetrics 
8 Pregnancy 
D_ Extraction Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 
Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
6 Products of Conception GIO |® Open Z No Device 6 High 
1 Low 
; a = 2 Extraperitoneal 
8 Products of Conception EN |7 Via Natural or Artificial Opening Z No Device 3 Low Forceps 
4 Mid Forceps 
5 High Forceps 
6 Vacuum 
7 Internal Version 
al 8 Other 
1 Products of Conception, 2 |7 Via Natural or Artificial Opening Z No Device nic Manual 
Retained 8 Via Natural or Artificial Opening Z No Qualifier 
nt Endoscopic 
2 Products of Conception, Ectopic 2 |@ Open Z No Device = Z No Qualifier 
4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
DRGNon-OR 10D07Z(3,4,5,6,7,8] Q 


All body part, approach, device, and qualifier values 


w 1@D@9Z[@,1,2] except when a corresponding SDX of Z37.0-Z37.9 
is also reported 
0A 10D87Z[3,4,5,7] except when a corresponding SDX of Z37.0-Z37.9 


is also reported 


ELimited Coverage G8 Noncovered Questionable Admit [Combination Member HAC Combination Only DRGNon-OR Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 


Obstetrics 16E-18Q 
1 Obstetrics 
6 Pregnancy 
E Delivery Definition: Assisting the passage of the products of conception from the genital canal 


Explanation: None 


Body Part Approach Device i 
Character 4 Character 5 Character 6 craenn 7 
14) Prod cts of oncep »ptior 


BHO |X external ———SSSSC*di “No Device SSCS” 


ORG Ho 1MEOXZZ fe) All body part, approach, device, and qualifier values 
1@E@XZZ except when a corresponding SDX of Z37.0-Z37.9 is also 
reported 
1 Obstetrics 
6 Pregnancy 
H_ Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological function but does not physically 


take the place of a body part 
Explanation: None 


Body Part Approach Device Qualifier 
Character 4 Character 6 Character 7 
Products of Conception Z No Qualifier 


® Open 3 Monitoring Electrode 
7 Via Natural or Artificial Opening Y Other Device 


Non-OR All body part, approach, device, and qualifier values All body part, approach, device, and qualifier values 
1 Obstetrics 
8 Pregnancy 
J Inspection Definition: Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may be performed directly or 
through intervening body layers. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
@ Products of Conception Q Open Z No Device Z No Qualifier 
1 Products of Conception, 2 Percutaneous 
Retained 


Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 

External 


2 Products of Conception, Ectopic 9 


on hwo 


Non-OR All body part, approach, device, and qualifier values 2 All body part, approach, device, and qualifier values 
1 Obstetrics 
6 Pregnancy 
P Removal Definition: Taking out or off a device from a body part, region or orifice 


Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous membrane, the procedure is 
coded to the root operation CHANGE. Otherwise, the procedure for taking out a device is coded to the root operation REMOVAL. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z No Qualifier 


Products of Conception 


6 Open 3 Monitoring Electrode 
7 Via Natural or Artificial Opening Y Other Device 


Non-OR All body part, approach, device, and qualifier values All body part, approach, device, and qualifier values 
1 Obstetrics 
@ Pregnancy 
Q_ Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 


Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Body Part 
Character 4 


Products of Conception 


Qualifier 
Character 7 


Nervous System 
Cardiovascular System 
Lymphatics and Hemic 

Eye 

Ear, Nose and Sinus 
Respiratory System 

Mouth and Throat 
Gastrointestinal System 
Hepatobiliary and Pancreas 
Endocrine System 

Skin 

Musculoskeletal System 
Urinary System 

Female Reproductive System 
Male Reproductive System 
Other Body System 


Approach Device 

Character 5 Character 6 
Open Y Other Device 
Percutaneous Z No Device 
Percutaneous Endoscopic 
Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


on hwo 


<<xaANDOVZSTMAST TA ™M™ 


Non-OR All body part, approach, device, and qualifier values Q All body part, approach, device, and qualifier values 
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19S-10Y Obstetrics ICD-10-PCS 2021 
a om A ee re eee ee Eee 


1 
® 
S 


Obstetrics 

Pregnancy 

Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 7 nes 
Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 7 


® Products of Conception Q Via Natural or Artificial Opening Z No Device Z - No Qualifier 
External 

2 Products of Conception, Ectopic 2 Open Z_ No Device Z No Qualifier 
Percutaneous 


Percutaneous Endoscopic 

Via Natural or Artificial Opening 
Via Natural or Artificial Opening 
Endoscopic 


On bw Oal!xn 


Non-OR 10S@[7,X]ZZ ie) All body part, approach, device, and qualifier values 
1 Obstetrics 
8 Pregnancy 
T Resection Definition: Cutting out or off, without replacement, all of a body part 


Explanation: None 


Character 4 Character 5 Character 6 

Products of Conception, Ectopic 9 Open Z No Device 

Percutaneous 

Percutaneous Endoscopic 

Via Natural or Artificial Opening 


Via Natural or Artificial Opening 
Endoscopic 


Qualifier 
Character 7 


Z_ No Qualifier 


On AWE 


Q All body part, approach, device, and qualifier values 


Obstetrics 
Pregnancy 


Transplantation Definition: Putting in or onall ora portion of a living body part taken from another individual or animal to physically take the place and/or 
function of all or a portion of a similar body part 


Explanation: The native body part may or may not be taken out, and the transplanted body part may take over all or a portion of its function 


<a-= 


Body Part Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 
Products of Conception Q|3 Percutaneous Z No Device Nervous System 


4 Percutaneous Endoscopic 
7 Via Natural or Artificial Opening 


Cardiovascular System 
Lymphatics and Hemic 

Eye 

Ear, Nose and Sinus 
Respiratory System 

Mouth and Throat 
Gastrointestinal System 
Hepatobiliary and Pancreas 
Endocrine System 

Skin 

Musculoskeletal System 
Urinary System 

Female Reproductive System 
Male Reproductive System 
Other Body System 


All body part, approach, device, and qualifier values 


<<4A"WDSO VZSBRrRY TAM! 


Non-OR All body part, approach, device, and qualifier values Q 


MR Non-OR New/Revised in GREEN 
ICD-10-PCS 2021 


Placement 2W@-2Y5 


AHA Coding Clinic for table 2W6 


Placement 2WG-2WG 


2015, 20, 35 Application of tongs to reduce and stabilize cervical fracture 
2013, 2Q, 39 Application of cervical tongs for reduction of cervical fracture 
AHA Coding Clinic for table 2Y4 

2018, 4Q, 38 Control of epistaxis 


2017, 4Q, 106 Nasal packing for epistaxis 


2 Placement 
W Anatomical Regions 
® Change 


Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


b Body Region Approach Device Qualifier 
4 Character 4 Character 5 Character 6 Character 7 
® Head X External ® Traction Apparatus Z No Qualifier 
2 Neck 1 Splint 
3 Abdominal Wall 2 Cast 
4 Chest Wall 3 Brace 
5 Back 4 Bandage 
6 Inguinal Region, Right 5 Packing Material 
7 Inguinal Region, Left 6 Pressure Dressing 
8 Upper Extremity, Right 7 Intermittent Pressure Device 
9 Upper Extremity, Left Y Other Device 
A Upper Arm, Right 
B Upper Arm, Left 
C Lower Arm, Right 
D Lower Arm, Left 
E Hand, Right 
F Hand, Left 
G Thumb, Right 
H Thumb, Left 
J Finger, Right 
K Finger, Left 
L Lower Extremity, Right 
M Lower Extremity, Left 
N Upper Leg, Right 
P Upper Leg, Left 
Q Lower Leg, Right 
R_ Lower Leg, Left 
S Foot, Right 
T Foot, Left 
U_ Toe, Right 
V Toe, Left 
1 Face X External \o Traction Apparatus Z No Qualifier 
1 Splint 
2 Cast 
3 Brace 
4 Bandage 
5 Packing Material 
6 Pressure Dressing 
7 Intermittent Pressure Device 
9 Wire 
Y Other Device 


HAC Valid OR Combination Only DRGNon-OR  New/Revised in GREEN 


Limited Coverage [i Noncovered Combination Member 
ICD-10-PCS 2021 


705 


JUDWIIIC]d 


OMZ-OMZ 


GUY In“4VWV4 


Placement 


2W1-2W2 Placement ICD-10-PCS 2021 


2 Placement 
W Anatomical Regions 
1 Compression Definition: Putting pressure on a body region 


Approach Device 
Character 5 Character 6 


X External 6 Pressure Dressing 
7 Intermittent Pressure Device 


Body Region 


Character 4 Character 7 


Z No Qualifier 


Qualifier uf 


® Head 
1 Face 
2 Neck 
3 Abdominal Wall 

4 Chest Wall 

5 Back 

6 Inguinal Region, Right 
7 Inguinal Region, Left 
8 Upper Extremity, Right 
9 Upper Extremity, Left 
A Upper Arm, Right 

B Upper Arm, Left 

C Lower Arm, Right 

D_ Lower Arm, Left 

E Hand, Right 

F Hand, Left 

G Thumb, Right 

H Thumb, Left 

J Finger, Right 

K_ Finger, Left 

L_ Lower Extremity, Right 
M Lower Extremity, Left 
N Upper Leg, Right 

P Upper Leg, Left 

Q Lower Leg, Right 

R_ Lower Leg, Left 

S Foot, Right 

T Foot, Left 


U Toe, Right 
V_ Toe, Left 


2 Placement 
W Anatomical Regions 
2 Dressing Definition: Putting material on a body region for protection 


Approach Device 
Character 5 Character 6 


X External 4 Bandage 


Qualifier 
Character 7 


Z_ No Qualifier 


Body Region 
Character 4 


® Head 
1 Face 
2 Neck 
3 Abdominal Wall 

4 Chest Wall 

5 Back 

6 Inguinal Region, Right 
7 Inguinal Region, Left 
8 Upper Extremity, Right 
9 Upper Extremity, Left 
A Upper Arm, Right 

B Upper Arm, Left 

C Lower Arm, Right 

D Lower Arm, Left 

E Hand, Right 

F Hand, Left 

G Thumb, Right 

H Thumb, Left 

J Finger, Right 

K_ Finger, Left 

L_ Lower Extremity, Right 
M Lower Extremity, Left 
N Upper Leg, Right 

P Upper Leg, Left 

Q Lower Leg, Right 

R_ Lower Leg, Left 

S Foot, Right 

T Foot, Left 

U Toe, Right 


eee 


Limited Coverage {3 Noncovered Combination Member HAC Valid OR Combination Only DRG Non-OR New/Revised in GREEN 
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D-10-PCS 2021 Placement 
Placement 

Vv Anatomical Regions 

/ Immobilization Definition: Limiting or preventing motion of a body region 


Approach 


X External 


Head 
Neck 
Abdominal Wall 

Chest Wall 

Back 

Inguinal Region, Right 
Inguinal Region, Left 
Upper Extremity, Right 
Upper Extremity, Left 
Upper Arm, Right 
Upper Arm, Left 

Lower Arm, Right 
Lower Arm, Left 

Hand, Right 

Hand, Left 

Thumb, Right 

Thumb, Left 

Finger, Right 

Finger, Left 

Lower Extremity, Right 
Lower Extremity, Left 
Upper Leg, Right 
Upper Leg, Left 

Lower Leg, Right 
Lower Leg, Left 

Foot, Right 

Foot, Left 

Toe, Right 

Toe, Left | 


Splint 

Cast 

Brace 

Other Device 


<WNne 


Device 
Character 6 


2W3-2W4 


Qualifier 
Character 7 


Z_ No Qualifier 


Seen a, ag, NR ee ep oe ee a en” ee Ee Ge re 


Face X External 1 Splint 
2 Cast 
3 Brace 
9 Wire 


Z No Qualifier 


Y Other Device 


2 Placement 
W Anatomical Regions 
4 Packing Definition: Putting material in a body region or orifice 


Device 
Character 6 


5 Packing Material 


Approach 


Body Region 
Character 5 


Character 4 
X External 


2 Neck 

3 Abdominal Wall 

4 Chest Wall 

5 Back 

6 Inguinal Region, Right 
7 Inguinal Region, Left 
8 Upper Extremity, Right 
9 Upper Extremity, Left 
A Upper Arm, Right 

B Upper Arm, Left 

C Lower Arm, Right 

D Lower Arm, Left 

E Hand, Right 

F Hand, Left 

G Thumb, Right i 
H Thumb, Left 

J Finger, Right 

K Finger, Left 

L Lower Extremity, Right 
M Lower Extremity, Left 
N Upper Leg, Right 

P Upper Leg, Left 

Q Lower Leg, Right 

R_ Lower Leg, Left 

S Foot, Right 

T Foot, Left 

U_ Toe, Right 


Qualifier 
Character 7 


Z_ No Qualifier 


V Toe, Left 


Valid OR Combination Only 


Limited Coverage [@ Noncovered [Combination Member 


CD-|0-PCS 2021 


New/Revised in GREEN 
707 


DRG Non-OR 


JUSWIDIC] d 


VMZ-EMZ 


Placement 


403-4242 


2W5-2W5 Placement ICD-10-PCS 2021 
Sa a 


2 Placement 
W Anatomical Regions 
5 Removal Definition: Taking out or off a device from a body part 


Body Region Approach Device Qualifier 
chatacter 4 Character 6 Character 7 


Head X External Traction Apparatus Z No Qualifier 
Neck Splint 

Abdominal Wall Cast 

Chest Wall Brace 

Back Bandage 


Inguinal Region, Right 
Inguinal Region, Left 
Upper Extremity, Right 
Upper Extremity, Left 
Upper Arm, Right 
Upper Arm, Left 

Lower Arm, Right 
Lower Arm, Left 

Hand, Right 

Hand, Left 

Thumb, Right 

Thumb, Left 

Finger, Right 

Finger, Left 

Lower Extremity, Right 
Lower Extremity, Left 
Upper Leg, Right 


Packing Material 

Pressure Dressing 
Intermittent Pressure Device 
Other Device 


<NOQUDBWN=20 


“"ISCAYNUDOSOVZSKHR“TFA™MMONwas,ovomnvudsHTuawne 


Upper Leg, Left 
Lower Leg, Right 
Lower Leg, Left 
Foot, Right 
Foot, Left 
Toe, Right 
Toe, Left ] 
Face X External ® Traction Apparatus mz No Qualifier 
1 Splint 
2 Cast 
3 Brace 
4 Bandage 
5 Packing Material 
6 Pressure Dressing 
7 Intermittent Pressure Device 


Wire 
Y Other Device 


3 Limited Coverage 8 Noncovered Combination Member HAC. Valid OR Combination Only DRGNon-OR —New/Revised in GREEN 
708 ICD-10-PCS 2021 


CD-10-PCS 2021 Placement 2W6-2Y5 


2 Placement 
W Anatomical Regions 


6 Traction Definition: Exerting a pulling force on a body region in a distal direction 


Body Region Approach Device 
Character 5 Character 6 


Qualifier 
Character 7 


Character 4 


oe X External 8 Traction Apparatus Z No Qualifier 
Back Z No Device 

3 Abdominal Wall 

4 Chest Wall 

5 Back 


6 Inguinal Region, Right 
7 Inguinal Region, Left 
8 Upper Extremity, Right 
9 Upper Extremity, Left 
A Upper Arm, Right 

B Upper Arm, Left 

C Lower Arm, Right 

D Lower Arm, Left 

E Hand, Right 

F Hand, Left 

G Thumb, Right 

H Thumb, Left 

J Finger, Right 

K Finger, Left 

L_ Lower Extremity, Right 
M Lower Extremity, Left 
N Upper Leg, Right 

P Upper Leg, Left 

Q Lower Leg, Right 

R_ Lower Leg, Left 

S Foot, Right 

T Foot, Left 

U_ Toe, Right 

V Toe, Left 


2 Placement 

Y Anatomical Orifices 

@ Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the same body part without 
cutting or puncturing the skin or a mucous membrane 


Body Region Approach Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


@ Mouth and Pharynx 
1 Nasal 

2 Ear 

3 Anorectal 

4 Female Genital Tract Q 
5 Urethra 


X External 5 Packing Material Z No Qualifier 


Q 2Y04X5Z 


2 Placement 
Y Anatomical Orifices 
4 Packing Definition: Putting material in a body region or orifice 


Body Region Approach Device Qualifier 
alee fepen, eas 


X External 5 Packing Material Z No Qualifier 


@ Mouth and Pharynx 
1 Nasal 

2 Ear 

3 Anorectal 

4 Female Genital Tract 2 
5 Urethra 


Q 2Y44X5Z 
2 Placement “ 
Y Anatomical Orifices 
5 Removal Definition: Taking out or off a device from a body part 
Region Approach Device Qualifier 
ee 4 Phavacter 5 Character 6 Character 7 


@ Mouthand Pharynx X External 5 Packing Material Z No Qualifier 
1 Nasal 

2 Ear 

3 Anorectal 

4 Female Genital Tract Q 


5 Urethra 


& 2Y54X5Z 
Limited Coverage Noncovered Combination Member HAC. Valid OR Combination Only DRG Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 


Administration 302-3E1 


Administration 362-3C1 


AHA Coding Clinic for table 362 AHA Coding Clinic for table 3E@ (Continued) 
2019, 4Q, 35 Transfusion of blood products 2015, 10, 31 Intrathecal chemotherapy 
2019, 4Q, 36 T-cell depleted hematopoietic stem cells for transplantation 2015, 1Q, 38 Chemoembolization of the hepatic artery 
2016, 4Q, 113 Bone marrow and stem cell transfusion (Transplantation) 2014, 4Q, 16 Administration of RH (D) immunoglobulin 
AHA Coding Clinic for table 3E8 2014, 4Q, 17 RH (D) alloimmunization (sensitization) 
2019, 4Q, 36-37 Hyperthermic antineoplastic chemotherapy Boreas inset qeceraated Diomboryas : , 
2018, 30,7 Coronary brachytherapy with angioplasty 2014, 4Q, 34 omg of brain malignancy with implantation of chemotherapeutic 
2018,10,8 Placement of i i i i 
2017, eS 14 roe Pitot protein Sspinaliiigon suisedy 2014, 4Q, 38 Placement of saline and seprafilm solution into abdominal cavity 
2017, 10, 37 Injection of glue into enteric fistula tract 2014, 3Q 26 ea oo of gastroduodenal artery with chemoembolization of 
2016, 4Q, 113-114 ial cavi pparicartely 
2016, he 29 ee ee anhrata 2014, 2Q, 8 Medical induction of labor with Cervidil tampon insertion 
2016, 10, 20 Metatarsophalangeal joint resection arthroplasty 2014, 2Q, 10 Prophylactic Neulasta injection for infection prevention 
2015, 3Q 24 Esophagogastroduodenoscopy with epinephrine injection for control of Soba dae Bee cualcaaaleee ss pie i poke petro pee 
bleeding 2013, 1Q, 27 Injection of sclerosing agent into an esophageal varix 
2015, 3Q 29 Placement of adhesion barrier AHA Coding Clinic for table 3E1 
2015, 2Q, 29 Insertion of nasogastric tube for drainage and feeding 2019, 4Q, 38 Irrigation of joint using irrigating substance 
2015, 2Q 31 Thoracoscopic talc pleurodesis 2017, 3Q, 14 Bronchoscopy with suctioning and washings for removal of mucus plug 
3 Administration 
® Circulatory 
2 ~Transfusion Definition: Putting in blood or blood products 
L. _ Body System/Region Approach Substance Qualifier 
i Character 4 — Character 5 Character 6 Character 7 
3 Peripheral Vein [| Open A Stem Cells, Embryonic Z_ No Qualifier 
4 Central Vein CG |3 Percutaneous 
3 Peripheral Vein ® Open C Hematopoietic Stem/Progenitor 8 Autologous 
4 Central Vein 3 Percutaneous Cells, Genetically Modified 
3 Ee | Vei ® Open G Bone Marrow ® Autologous 
4 ‘a Vein CS |3 Percutaneous X Stem Cells, Cord Blood 2 Allogeneic, Related 
Y Stem Cells, Hematopoietic 3 Allogeneic, Unrelated 
4 Allogeneic, Unspecified 
3 Peripheral Vein @ Open H Whole Blood ® Autologous 
4 Central Vein 3 Percutaneous J Serum Albumin 1 Nonautologous 
K Frozen Plasma 
L Fresh Plasma 
M Plasma Cryoprecipitate 
N_ Red Blood Cells 
P Frozen Red Cells 
Q White Cells 
R Platelets 
S Globulin 
T Fibrinogen 
V_ Antihemophilic Factors 
W Factor IX 
3 @ Open U Stem Cells, T-cell Depleted [2 Allogeneic, Related 
4 3 Percutaneous Hematopoietic 3 Allogeneic, Unrelated 
_|4 Allogeneic, Unspecified 
7 Products of Conception, Q |3 Percutaneous H Whole Blood 1 Nonautologous 
Circulatory 7 Via Natural or Artificial Opening J Serum Albumin 
K Frozen Plasma 
L_ Fresh Plasma 
M Plasma Cryoprecipitate 
N_ Red Blood Cells 
P Frozen Red Cells 
Q White Cells 
R Platelets 
S Globulin 
T Fibrinogen 
V_ Antihemophilic Factors 
W Factor IX 
8 Vein ® Open B 4-Factor Prothrombin Complex 1 Nonautologous 
3 Percutaneous Concentrate 
362([3,4][0,3]AZ {3 302[3,4][0,3JAZ Only when reported with PDx or SDx of C91.00, C92.00, 
302([3,4][0,3][G,X,Y1[9,2,3,4] 3! C92.19, C92.11, C92.40, C92.58, C92.69, C92.A9, C93.00, C94.00, C95.00 
302[3,4][0,3]U[2,3,4] [ 302[3,4](0,3][G,Y]0 Only when reported with PDx or SDx of C91.00, C92.60, 
“ae - C92.1G, C92.11, C92.40, C92.50, C92.60, C92.AG, C93.00, C94.00, C95.90 
C3 32(3,4](9,3)(G,Y][2,3,4] 
12) 3027[3,7][H,J,K,L,M,N,P,Q,R,S,1,V,W]1 
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3 Administration 
E Physiological Systems and Anatomical Regions - 
9 Introduction Definition: Putting in or on a therapeutic, diagnostic, nutritional, physiological, or prophylactic substance except blood or blood products 


_ Body System/Region ae Approach | ] Substance ; ‘ Qualifier ; 
‘Gharacter 4° site Character 5 . Character6 Character7 


5 Other Antineoplastic 
M Monoclonal Antibody 


8 Oxazolidinones 


9 Other Anti-infective 


3 Anti-inflammatory Z_ No Qualifier 
4 Serum, Toxoid and Vaccine 

B Anesthetic Agent 

K Other Diagnostic Substance 

M Pigment 

N Analgesics, Hypnotics, Sedatives 
T Destructive Agent 


—— 
G Other Therapeutic Substance C Other Substance 
2 Anti-infective 


Skin and Mucous Membranes X External 


® Antineoplastic 


® Skin and Mucous Membranes External 2 Anti-infective 


® Skin and Mucous Membranes External 


® Skin and Mucous Membranes X External 
7) 


1 Subcutaneous Tissue Open 


A Anti-Infective Envelope 


1 Subcutaneous Tissue 3 Percutaneous 8 Antineoplastic 5 Other Antineoplastic 


M Monoclonal Antibody 


8 Oxazolidinones 
9 Other Anti-infective 


A Anti-Infective Envelope 
Percutaneous 3 Anti-inflammatory Z_ No Qualifier 


6 Nutritional Substance . 

7 Electrolytic and Water Balance 
Substance 

B Anesthetic Agent 

H_ Radioactive Substance 

K Other Diagnostic Substance 

N Analgesics, Hypnotics, Sedatives 

T Destructive Agent 


4 Serum, Toxoid and Vaccine 


1 Subcutaneous Tissue 3 Percutaneous 2 Anti-infective 


1 Subcutaneous Tissue 


Subcutaneous Tissue 3 Percutaneous ® Influenza Vaccine 


Z No Qualifier 
1 Subcutaneous Tissue Percutaneous G Other Therapeutic Substance C Other Substance 
1 Subcutaneous Tissue Percutaneous V_ Hormone G Insulin 
i J Other Hormone 
2 Muscle 3 Percutaneous lo Antineoplastic 5 Other Antineoplastic 
| M Monoclonal Antibody 
2 Muscle 3 Percutaneous Anti-infective 8 Oxazolidinones 
9 Other Anti-infective 
2 Muscle Percutaneous 3 Anti-inflammatory Z_ No Qualifier 
6 Nutritional Substance 
7 Electrolytic and Water Balance 
Substance 
Anesthetic Agent 
Radioactive Substance 
Other Diagnostic Substance 
Analgesics, Hypnotics, Sedatives 
Destructive Agent 
2 Muscle Percutaneous Serum, Toxoid and Vaccine @ Influenza Vaccine 
Z No Qualifier 
2 Muscle Percutaneous Other Therapeutic Substance AG Other Substance 
3 Peripheral Vein 6 Open Antineoplastic 2 High-dose Interleukin-2 


3 Low-dose Interleukin-2 
5 Other Antineoplastic 
M Monoclonal Antibody 
P Clofarabine 


Thrombolytic 


6 Recombinant Human- activated 
Protein C 


7 Other Thrombolytic 
8 Oxazolidinones 
9 Other Anti-infective 


3 Peripheral Vein Anti-infective 
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DRGNon-OR 3£03017 


3E@ Continued on next page 7 


EI Limited Coverage 
712 


O Noncovered Combination Member 


New/Revised in GREEN 
ICD-10-PCS 2021 


HAC ValidOR Combination Only 


ICD-10-PCS 2021 Administration 3EQ0-3EO 
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8 Introduction Definition: Putting in or on a therapeutic, diagnostic, nutritional, physiological, or prophylactic substance except blood or blood products 


Body System/Region Approach Substance Qualifie 
ee Ch ne ee Walinier — 
f st Character 4 Character 5 | Character 6 Character 7 
3 Peripheral Veir 


Anti-inflammatory 
Serum, Toxoid and Vaccine 
Nutritional Substance 
Electrolytic and Water Balance 
Substance 

Intracirculatory Anesthetic 
Radioactive Substance 

Other Diagnostic Substance 
Analgesics, Hypnotics, Sedatives 
Platelet Inhibitor 
Antiarrhythmic 

Destructive Agent 

Vasopressor 


Z_ No Qualifier 


NO fw 


arxawnvazaznzqr7 


3 Peripheral Vein C Other Substance 


N_ Blood Brain Barrier Disruption 


Other Therapeutic Substance 


3 Peripheral Vein Pancreatic Islet Cells ® Autologous 


1 Nonautologous 


3 Peripheral Vein G Insulin 
H Human B-type Natriuretic Peptide 


J Other Hormone 


Open Hormone 


3 Peripheral Vein ® Open W Immunotherapeutic K Immunostimulator 
L_ Immunosuppressive 
3 Peripheral Vein 3 Percutaneous @ Antineoplastic 2 High-dose Interleukin-2 


3 Low-dose Interleukin-2 
5 Other Antineoplastic 
M Monoclonal Antibody 
P Clofarabine 


3 3 Percutaneous 1 Thrombolytic 6 Recombinant Human- activated 
Protein C poe 
7 Other Thrombolytic : 
3 Peripheral Vein 3 Percutaneous Anti-infective 8 Oxazolidinones . 
9 Other Anti-infective . : = 
3 Peripheral Vein 3 Percutaneous 3 Anti-inflammatory Z No Qualifier oS 
4 Serum, Toxoid and Vaccine ae 
6 Nutritional Substance eee 
7 Electrolytic and Water Balance oe 
Substance 
F  Intracirculatory Anesthetic 
H_ Radioactive Substance 
K Other Diagnostic Substance 
N Analgesics, Hypnotics, Sedatives 
P Platelet Inhibitor 
R_ Antiarrhythmic 
T Destructive Agent 
X Vasopressor 
3 Peripheral Vein 3 Percutaneous G Other Therapeutic Substance C Other Substance 
N_ Blood Brain Barrier Disruption 
Q Glucarpidase 
3 Peripheral Vein Percutaneous Pancreatic Islet Cells ® Autologous 
‘egypt » 1 Nonautologous 
3 Peripheral Vein Percutaneous Hormone G Insulin 
H Human B-type Natriuretic Peptide 
J Other Hormone 
3 Peripheral Vein Percutaneous Immunotherapeutic K Immunostimulator 
L Immunosuppressive 
4 Antineoplastic 2 High-dose Interleukin-2 
3 Low-dose Interleukin-2 
5 Other Antineoplastic 
M Monoclonal Antibody 
P Clofarabine 
4 Thrombolytic 6 Recombinant Human- activated 
Protein C 
7 Other Thrombolytic 
3EO301Z DRGNon-OR 3£033U[0,1] 
3E030UI0,1] DRGNon-OR 3504002 
3E03302 DRGNon-OR 3£04017 
3E03317 
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8 Introduction 


Character 4 
4 Central Vein 


Adm 


4 Central Vein 


4 Central Vein 


4 Central Vein 


4 Central Vein 


4 Central Vein 


4 Central Vein 


4 Central Vein 


4 Central Vein 


4 Central Vein 


Central Vein 


4 Central Vein 
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s Body System/Region 


® Open 


® Open 


® Open 


® Open 


3 Percutaneous 


3 Percutaneous 


3 Percutaneous 


3 Percutaneous 


3 Percutaneous 


3 Percutaneous 


3 Percutaneous 


® Open 
3 Percutaneous 


5 Peripheral Artery 
6 Central Artery 


Valid OR 3E040TZ 
DRGNon-OR 3504302 
DRGNon-OR 3504317 


£3 Limited Coverage 
714 


® Open 
3 Percutaneous 


Approach 
Character 5 


Administration 


: Substance i 


; Character 6 


1] Open 2. Anti-infective 
9 Other Anti-infective 


3  Anti-inflammatory 
4 Serum, Toxoid and Vaccine 
6 Nutritional Substance 


7 Electrolytic and Water Balance 
Substance 

F Intracirculatory Anesthetic 

H_ Radioactive Substance 

K Other Diagnostic Substance 

N Analgesics, Hypnotics, Sedatives 

P Platelet Inhibitor 

R= Antiarrhythmic 

T Destructive Agent 

X Vasopressor 


ICD-10-PCS 2021 


3E@ Continued 


nostic, nutritional, physiological, or prophylactic substance except blood or blood products 


sete 


8 Oxazolidinones 


Z_ No Qualifier 


G Other Therapeutic Substance C Other Substance 
N_ Blood Brain Barrier Disruption 


G Insulin 
H Human B-type Natriuretic Peptide 
J Other Hormone 
W Immunotherapeutic K Immunostimulator 
L Immunosuppressive 


® Antineoplastic 


_ 


Thrombolytic 


2. Anti-infective 


Anti-inflammatory 
Serum, Toxoid and Vaccine 


3 
4 
6 Nutritional Substance 
7 


Electrolytic and Water Balance 
Substance 


F Intracirculatory Anesthetic 

H_ Radioactive Substance 

K Other Diagnostic Substance 

N Analgesics, Hypnotics, Sedatives 
P Platelet inhibitor 

R_ Antiarrhythmic 

T Destructive Agent 

X Vasopressor 

G 


Other Therapeutic Substance 


V Hormone 


W Immunotherapeutic 


8 Antineoplastic 


1 Thrombolytic 


£3 Noncovered 


® Open 


3 Percutaneous 


| Combination Member 


2 Anti-infective 


DRGNon-OR 3£0[5,6][0,3]02 
DRGNon-OR  3£0(5,6][0,3]17 


2 High-dose Interleukin-2 

3 Low-dose Interleukin-2 

5 Other Antineoplastic 

M Monoclonal Antibody 

P Clofarabine 

6 Recombinant Human- activated 
Protein C 

7 Other Thrombolytic 


8 Oxazolidinones 
9 Other Anti-infective 


Z_ No Qualifier 


C Other Substance 

N_ Blood Brain Barrier Disruption 

Q Glucarpidase 

G Insulin 

H Human B-type Natriuretic Peptide 
J Other Hormone 

K Immunostimulator 

L_ Immunosuppressive 


2 High-dose Interleukin-2 

3 Low-dose Interleukin-2 

5 Other Antineoplastic 

M Monoclonal Antibody 

P Clofarabine 

6 Recombinant Human- activated 
Protein C 

7 Other Thrombolytic 


8 Oxazolidinones 
9 Other Anti-infective 
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Peripheral Artery 
» Central Artery 


5 Peripheral Artery 
5 Central Artery 


5 Peripheral Artery 
5 Central Artery 


5 Peripheral Artery 
6 Central Artery 


7 Coronary Artery 


7 Coronary Artery 
B Heart 
7 Coronary Artery 
8 Heart 
7 Coronary Artery 
8 Heart 
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ng in or ona therapeutic, diagnostic, nutritional, physiological, or prophylactic substance except blood or blood products 


3 Percutaneous 


® Open G Other Therapeutic Substance 
3 Percutaneous 


® Open 
3 Percutaneous 


Open 
Percutaneous 


9 Nose 


9 Nose 


9 Nose 


9 Nose 


A Bone Marrow 


A Bone Marrow 
B Ear 


B Ear 


B Ear 
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Open 
Percutaneous 


Open 
Percutaneous 


Open 
Percutaneous 


Approach 


Substance 
Character 
3 Anti-inflammatory 
4 Serum, Toxoid and Vaccine 
6 Nutritional Substance 
7 Electrolytic and Water Balance 
Substance 
F Intracirculatory Anesthetic 
H Radioactive Substance 
K Other Diagnostic Substance 
N Analgesics, Hypnotics, Sedatives 
P Platelet Inhibitor 
R_ Antiarrhythmic 
T Destructive Agent 
X Vasopressor 


V_ Hormone 


Zz 


3E9-3E8 
3E@ Continued 
Qualifier 
Character 7 
No Qualifier 


Other Substance 
Blood Brain Barrier Disruption 
Insulin 


Human B-type Natriuretic Peptide 
Other Hormone 


W Immunotherapeutic 


1 Thrombolytic 


ajrxR- TAIZON 


Immunostimulator 
Immunosuppressive 
Recombinant Human- activated 
Protein C 

Other Thrombolytic 


G Other Therapeutic Substance 


K Other Diagnostic Substance 
P Platelet Inhibitor 


Percutaneous Endoscopic 


Other Substance 


No Qualifier 


G Other Therapeutic Substance 


Other Substance 


Percutaneous 
Via Natural or Artificial Opening 
External 


@ Antineoplastic 


Percutaneous 

Via Natural or Artificial Opening 
External 

Percutaneous 

Via Natural or Artificial Opening 
External 


2. Anti-infective 


Other Antineoplastic 
Monoclonal Antibody 


Oxazolidinones 
Other Anti-infective 


3 Anti-inflammatory 

4 Serum, Toxoid and Vaccine 

B Anesthetic Agent 

H Radioactive Substance 

K Other Diagnostic Substance 

N Analgesics, Hypnotics, Sedatives 
T Destructive Agent 


No Qualifier 


Percutaneous 
Via Natural or Artificial Opening 
External 


Percutaneous 


G Other Therapeutic Substance 


8 Antineoplastic 


Percutaneous 

Percutaneous 

Via Natural or Artificial Opening 
External 


G Other Therapeutic Substance 


@ Antineoplastic 


3£08[0,3]17 


Noncovered 


Percutaneous 
Via Natural or Artificial Opening 
External 


2. Anti-infective 


Other Substance 


Other Antineoplastic 
Monoclonal Antibody 


Other Substance 

Liquid Brachytherapy Radioisotope 
Other Antineoplastic 

Monoclonal Antibody 


wolzualnlzu 


Oxazolidinones 
Other Anti-infective 


7 


Percutaneous 
Via Natural or Artificial Opening 
External 


Percutaneous 
Via Natural or Artificial Opening 
External 


3 Anti-inflammatory 

B Anesthetic Agent 

H Radioactive Substance 

K Other Diagnostic Substance 

N Analgesics, Hypnotics, Sedatives 
T Destructive Agent 


G Other Therapeutic Substance 


N 


No Qualifier 


Other Substance 
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Administration 


Administration 


Physiological Systems and Anatomical Regions 


Introduction 


Eee Body System/Region 
ss Character4—— 


Definition: Putting in or on a therapeutic, diag 


“Approach 


Character 5 — 


Character 6 


ICD-10-PCS 2021 
3E0 Continued 


Other Antineoplastic 
Monoclonal Antibody 


Oxazolidinones 
Other Anti-infective 


No Qualifier 


Other Substance 


Other Gas 


Liquid Brachytherapy Radioisotope 
Other Antineoplastic 

Monoclonal Antibody 
Oxazolidinones 

Other Anti-infective 


No Qualifier 


Eye 3 Percutaneous Antineoplastic 4 
7 Via Natural or Artificial Opening 5 
X External M 
Eye 3 Percutaneous Anti-infective 8 
7 Via Natural or Artificial Opening 9 
| X External 
Eye 3 Percutaneous 3 Anti-inflammatory Z 
7 Via Natural or Artificial Opening B Anesthetic Agent 
X External H Radioactive Substance 
K Other Diagnostic Substance 
M Pigment 
N Analgesics, Hypnotics, Sedatives 
T Destructive Agent 
Eye 3 Percutaneous G Other Therapeutic Substance Cc 
7 Via Natural or Artificial Opening 
X External 
Eye 3 Percutaneous S Gas F 
7 Via Natural or Artificial Opening 
X External 
Mouth and Pharynx 3 Percutaneous ® Antineoplastic + 
7 Via Natural or Artificial Opening 5 
X External M 
Mouth and Pharynx 3 Percutaneous 2 Anti-infective 8 
7 Via Natural or Artificial Opening 9 
X External 
Mouth and Pharynx 3 Percutaneous 3 Anti-inflammatory 74 
7 Via Natural or Artificial Opening 4 Serum, Toxoid and Vaccine 
X External 6 Nutritional Substance 
7 Electrolytic and Water Balance 
Substance 
B Anesthetic Agent 
H_ Radioactive Substance 
K Other Diagnostic Substance 
N Analgesics, Hypnotics, Sedatives 
R_ Antiarrhythmic 
T Destructive Agent 
Mouth and Pharynx 3 Percutaneous G Other Therapeutic Substance fe 
7 Via Natural or Artificial Opening 
X External 
Products of Conception Q |3 Percutaneous 8 Antineoplastic 4 
Upper Gl 7 Via Natural or Artificial Opening 5 
Lower GI 8 Via Natural or Artificial Opening M 
Genitourinary Tract Endoscopic 
Male Reproductive C 
Products of Conception Q |3 Percutaneous 2 Anti-infective 8 
Upper GI 7 Via Natural or Artificial Opening 9 
Lower GI 8 Via Natural or Artificial Opening 
Genitourinary Tract Endoscopic 
Male Reproductive C 
Products of Conception Q |3 Percutaneous 3 Anti-inflammatory Z 
Upper GI 7 Via Natural or Artificial Opening 6 Nutritional Substance 
Lower Gl 8 Via Natural or ArtificialOpening | 7 Electrolytic and Water Balance 
Genitourinary Tract Endoscopic Substance 
Male Reproductive o) B Anesthetic Agent 
H_ Radioactive Substance 
K Other Diagnostic Substance 
N Analgesics, Hypnotics, Sedatives 
T Destructive Agent 
Products of Conception Q |3 Percutaneous G Other Therapeutic Substance C 
Upper GI 7 Via Natural or Artificial Opening 
Lower GI 8 Via Natural or Artificial Opening 
Genitourinary Tract Endoscopic 
Male Reproductive @; 
oy All approach, substance, and qualifier values for body system/region (character 4) with this icon 
Q All approach, substance, and qualifier values for body system/region (character 4) with this icon 
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Other Substance 


Liquid Brachytherapy Radioisotope 
Other Antineoplastic 
Monoclonal Antibody 


Oxazolidinones 


Other Anti-infective 


No Qualifier 


Other Substance 
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Introduction 


Administration 


3 
E Physiological Systems and Anatomical Regions 
e Definition: Putting in or on a therapeutic, diagnostic, nutri 


tional, physiological, or prophylactic substance except blood or blood products 


Other Therapeutic Substance 


p Substance 
Character 6 


3E@-3E0 
3E0 Continued 
Qualifier 
Character 7 


F Other Gas 


C Other Substance 


4 Liquid Brachytherapy Radioisotope 
5 Other Antineoplastic 
M Monoclonal Antibody 


Electrolytic and Water Balance 


Other Diagnostic Substance 
Analgesics, Hypnotics, Sedatives 


Other Therapeutic Substance 


7 Electrolytic and Water Balance 


Other Diagnostic Substance 


B 
H 
K 
N Analgesics, Hypnotics, Sedatives 
T 
G 


Other Therapeutic Substance 


8 Oxazolidinones 
9 Other Anti-infective 


No Qualifier 


Other Substance 


Nitric Oxide 
Other Gas 


Other Substance 
Liquid Brachytherapy Radioisotope 


(q 
4 
5 Other Antineoplastic 
M 


Monoclonal Antibody 


8 Oxazolidinones 
9 Other Anti-infective 


Z No Qualifier 


C Other Substance 


Bes. Bo ly System/Region é | Approach 
Eat — Character4 3 | Character 5 
E Products of Conception Q |3 Percutaneous 
G Upper Gl 7 Via Natural or Artificial Opening 
H_ Lower GI 8 Via Natural or Artificial Opening 
K Genitourinary Tract Endoscopic 
N Male Reproductive C 
E Products of Conception Q |4 Percutaneous Endoscopic 
G Upper Gl 
H_ Lower Gl 
K Genitourinary Tract 
N Male Reproductive C 
F Respiratory Tract Percutaneous Antineoplastic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
a Endoscopic 
F Respiratory Tract 3 Percutaneous Anti-infective 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
F Respiratory Tract 3 Percutaneous Anti-inflammatory 
7 Via Natural or Artificial Opening Nutritional Substance 
8 Via Natural or Artificial Opening 
Endoscopic Substance 
Anesthetic Agent 
Radioactive Substance 
Destructive Agent 
F Respiratory Tract 3 Percutaneous 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
F Respiratory Tract 3 Percutaneous 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
F Respiratory Tract 4 Percutaneous Endoscopic G Other Therapeutic Substance 
Biliary and Pancreatic Tract 3 Percutaneous 6 Antineoplastic 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
J Biliary and Pancreatic Tract Percutaneous Anti-infective 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
J Biliary and Pancreatic Tract Percutaneous 3 Anti-inflammatory 
7. Via Natural or Artificial Opening 6 Nutritional Substance 
8 Via Natural or Artificial Opening 
Endoscopic Substance 
Anesthetic Agent 
Radioactive Substance 
Destructive Agent 
J Biliary and Pancreatic Tract 3 Percutaneous 
7. Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 4 
J Biliary and Pancreatic Tract 3 Percutaneous 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
) All approach, substance, and qualifier values for body system/region (character 4) with this icon 


12) All approach, substance, and qualifier values for body system/region (character 4) with this icon 
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3 Administration 3E0 Continued 
E Physiological Systems and Anatomical Regions 
8 Introduction Definition: pacing in or ona therapeutic, diagnostic, mua Ice? physiological, or a i whichis except blood or os products 


Gens Body System/Region 
se 2 seo Character 4 peat 


a 


Biliary ‘and Pancreatic Tract 


| Approach © 


Character 5a 


3 Percutaneous 

7 Via Natural or Artificial Opening 

8 Via Natural or Artificial Opening 
Endoscopic 


Substance 
ss Character 6 — 


U Pancreatic Islet Cells 


Biliary and Pancreatic Tract 


4 Percutaneous Endoscopic 


| 


G Other Therapeutic Substance 


Pleural Cavity 


® Open 


Pleural Cavity 


3 Percutaneous 


ail 


Pleural Cavity 


5 Adhesion Barrier 
@ Antineoplastic 


3 Percutaneous 


Pleural Cavity 


2 Anti-infective 


3 Percutaneous 


3 Anti-inflammatory 

5 Adhesion Barrier 

6 Nutritional Substance 

7 Electrolytic and Water Balance 
Substance 

B Anesthetic Agent 

H_ Radioactive Substance 

K Other Diagnostic Substance 

N Analgesics, Hypnotics, Sedatives 

T Destructive Agent 


lo Autologous 


1 Nonautologous 


C Other Substance 
Z_ No Qualifier 


4 Liquid Brachytherapy Radioisotope 
5 Other Antineoplastic 

M Monoclonal Antibody 

8 Oxazolidinones 

9 Other Anti-infective 


Z_ No Qualifier 


Pleural Cavity Percutaneous Other Therapeutic Substance C Other Substance 
Pleural Cavity Percutaneous Gas F Other Gas 
Pleural Cavity Percutaneous Endoscopic 5 Adhesion Barrier Z_ No Qualifier 


eie|el|e|e 


Pleural Cavity 


Percutaneous Endoscopic 


Pleural Cavity 


G Other Therapeutic Substance 


N |] P] Ww) w 


Via Natural or Artificial Opening 


® Antineoplastic 


Pleural Cavity 


Via Natural or Artificial Opening 


C Other Substance 

4 Liquid Brachytherapy Radioisotope 
5 Other Antineoplastic 

M Monoclonal Antibody 


Is Gas 


Peritoneal Cavity 


® Open 


5 Adhesion Barrier 


Peritoneal Cavity 


3 Percutaneous 


® Antineoplastic 


Peritoneal Cavity 


3 Percutaneous 


Peritoneal Cavity 


F Other Gas 


Z No Qualifier 


4 Liquid Brachytherapy Radioisotope 
5 Other Antineoplastic 

M Monoclonal Antibody 

Y Hyperthermic 


2 Anti-infective 


Percutaneous 


8 Oxazolidinones 
9 Other Anti-infective 


3 Anti-inflammatory 

5 Adhesion Barrier 

6 Nutritional Substance 

7 Electrolytic and Water Balance 
Substance 

B Anesthetic Agent 

H Radioactive Substance 

K Other Diagnostic Substance 

N Analgesics, Hypnotics, Sedatives 

T Destructive Agent 


Z_ No Qualifier 


M Peritoneal Cavity 3 Percutaneous G Other Therapeutic Substance C Other Substance 
M Peritoneal Cavity 3 Percutaneous S Gas F Other Gas 
M Peritoneal Cavity 4 Percutaneous Endoscopic 5 Adhesion Barrier Z No Qualifier 
M Peritoneal Cavity 4 Percutaneous Endoscopic G Other Therapeutic Substance C Other Substance 
M Peritoneal Cavity 7 Via Natural or Artificial Opening ® Antineoplastic 4 Liquid Brachytherapy Radioisotope 
5 Other Antineoplastic 
M Monoclonal Antibody 
M Peritoneal Cavity [7 Via Natural or Artificial Opening S Gas F Other Gas 
P Female Reproductive Q |@ Open Ts Adhesion Barrier Z No Qualifier 
P Female Reproductive Q |3 Percutaneous ® Antineoplastic 4 Liquid Brachytherapy Radioisotope 
5 Other Antineoplastic 
M Monoclonal Antibody 
P Female Reproductive Q |3 Percutaneous 2 Anti-infective 8 Oxazolidinones 
9 Other Anti-infective 
Valid OR 3EGL4GC 
DRGNon-OR 3£0J[3,7,8]U[0,1] 
Q All approach, substance, and qualifier values for body system/region (character 4) with this icon 
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Administration 3EO-3E0 | 

3. Administration ; 2 
E Physiological Systems and Anatomical Regions SEE Continued 3 
‘J : Introduction Definition: Putting in or on a therapeutic, diagnostic, nutritional, physiological, or prophylactic substance except blood or blood products = 
bien eee a a Te 4) 
____ Body System/Region — | Approach Substance | Qualifier 7 
‘aa “Character 4 2-49 Character 5 Character 6 | Character 7 a 
P Female Reproductive Q |3 Percutaneous Anti-inflammatory Z No Qualifier o 
ij 


Adhesion Barrier 
Nutritional Substance 


Electrolytic and Water Balance 
Substance 

Anesthetic Agent 

Radioactive Substance 

Other Diagnostic Substance 
Sperm 

Analgesics, Hypnotics, Sedatives 
Destructive Agent 


Hormone 
P Female Reproductive Q |3 Percutaneous = (sstsC«dG Other Therapeutic Substance C Other Substance 
P Female Reproductive Q |3 Percutaneous Q Fertilized Ovum ® Autologous 
1 Nonautologous 
P FemaleReproductve © [3 Percutaneous ——~S~*dS “Gas SSSSCSCSCSCSC*d «(thera 
P Female Reproductive Q |4 Percutaneous Endoscopic 5 Adhesion Barrier Z_ No Qualifier 
P Female Reproductive Q |4 Percutaneous Endoscopic G Other Therapeutic Substance C Other Substance 
P Female Reproductive Q |7 Via Natural or Artificial Opening ® Antineoplastic 4 Liquid Brachytherapy Radioisotope 
5 Other Antineoplastic 
M Monoclonal Antibody 
P Female Reproductive Q |7 Via Natural or Artificial Opening Anti-infective 8 Oxazolidinones 
9 Other Anti-infective 
P Female Reproductive Q |7 Via Natural or Artificial Opening Anti-inflammatory Z No Qualifier 
Nutritional Substance 
7 Electrolytic and Water Balance 
Substance 
B Anesthetic Agent 
H Radioactive Substance 
K Other Diagnostic Substance 
L Sperm 
N Analgesics, Hypnotics, Sedatives 
T Destructive Agent 
V_ Hormone 
P Female Reproductive Q |7 Via Natural or Artificial Opening G Other Therapeutic Substance C Other Substance 
P Female Reproductive Q |7 Via Natural or Artificial Opening Q Fertilized Ovum 6 Autologous 
1 Nonautologous 
P Female Reproductive Q |7 Via Natural or Artificial Opening F Other Gas 
P Female Reproductive Q |8 Via Natural or Artificial Opening ® Antineoplastic 4 Liquid Brachytherapy Radioisotope 
Endoscopic 5 Other Antineoplastic 
M Monoclonal Antibody 
P Female Reproductive Q |8 Via Natural or Artificial Opening 2 Anti-infective 8 Oxazolidinones 
Endoscopic 9 Other Anit-infection 
P Female Reproductive Q |8 Via Natural or Artificial Opening 3 Anti-inflammatory Z No Qualifier 
Endoscopic 6 Nutritional Substance 
7 Electrolytic and Water Balance 
Substance 
B Anesthetic Agent 
H_ Radioactive Substance 
K Other Diagnostic Substance 
N Analgesics, Hypnotics, Sedative 
T Destructive Agent 
P Female Reproductive Q Via Natural or Artificial Opening G Other Therapeutic Substance C Other Substance 
Endoscopic 
P Female Reproductive Q |8 Via Natural or Artificial Opening S Gas F Other Gas 
Endoscopic =" 
Q | Open ® Antineoplastic 4 Liquid Brachytherapy Radioisotope 
Percutaneous 5 Other Antineoplastic 
M Monoclonal Antibody 
Q Cranial Cavity and Brain @ Open 2 Anti-infective 8 Oxazolidinones 
3 Percutaneous 9 Other Anti-infective 
Jalid OF 3EGP3Q(9,1] 
3E@P7Q[0,1] 
3EOQ(0,3]05 


All approach, substance, and qualifier values for body system/region (character 4) with this icon 
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| 3E0-3E0 


ion 


strat 


Seen re 


Adm 


3 Administration 
E Physiological Systems and Anatomical Regions ; 
Definition: Putting in or on a therapeutic, diagnostic, nutritional, physiological, or prop 


| Approach 
| Character 5 : | 


® Introduction 


_ Body System/Region 
sete Character 4 


Q Cranial Cavity and Brain 


Administration 


® Open 
3 Percutaneous 


Q Cranial Cavity and Brain 


Substance 


3 Anti-inflammatory 
6 Nutritional Substance 


Substance 


B Anesthetic Agent 


T Destructive Agent 


hylactic substance except blood or blood products 


Character 6 


7 Electrolytic and Water Balance 
A Stem Cells, Embryonic 
H Radioactive Substance 


K Other Diagnostic Substance 
N Analgesics, Hypnotics, Sedatives 


ICD-10-PCS 2021 
3E0 Continued 


Z No Qualifier 


® Open 
3 Percutaneous 


E Stem Cells, Somatic 


@ Autologous 
1 Nonautologous 


C Other Substance 


R= Spinal Canal 
R= Spinal Canal 


R= Spinal Canal 


R_ Spinal Canal 


R= Spinal Canal 


Spinal Canal 
Spinal Canal 
Spi l 


WD] | 


S Epidural Space 


S Epidural Space 


720 


F Other Gas 


Q Cranial Cavity and Brain ® Open G Other Therapeutic Substance 
3 Percutaneous 

Q Cranial Cavity and Brain ® Open S Gas 
3 Percutaneous 
7 Via Natural or Artificial Opening 8 Antineoplastic 


Q Cranial Cavity and Brain 


Via Natural or Artificial Opening 


4 Liquid Brachytherapy Radioisotope 
5 Other Antineoplastic 
M Monoclonal Antibody 


S Gas 


F Other Gas 


x. ® Open 


A_ Stem Cells, Embryonic 


® Open 


Z_ No Qualifier 


E Stem Cells, Somatic 


8 Autologous 


1 Nonautologous 


3 Percutaneous 


8 Antineoplastic 


3 Percutaneous 


a2 Anti-infective 


3 Percutaneous 


a 


2 High-dose Interleukin-2 

3 Low-dose Interleukin-2 

4 Liquid Brachytherapy Radioisotope 
5 Other Antineoplastic 


M Monoclonal Antibody 


8 Oxazolidinones 
_|9 Other Anti-infective 


3 Anti-inflammatory 
6 Nutritional Substance 


7 Electrolytic and Water Balance 


Substance 
A Stem Cells, Embryonic 
B Anesthetic Agent 
H_ Radioactive Substance 


K Other Diagnostic Substance 


Z No Qualifier 


N Analgesics, Hypnotics, Sedatives 


T Destructive Agent 


3 Percutaneous 


E Stem Cells, Somatic 


8 Autologous 
1 Nonautologous 


C Other Substance 


F Other Gas 


F Other Gas 


3 Percutaneous G Other Therapeutic Substance 
3 Percutaneous S Gas 

7 Via Natural or Artificial Opening S Gas 

3 Percutaneous | ® Antineoplastic 


3 Percutaneous 


2 Anti-infective 


2 High-dose Interleukin-2 

3 Low-dose Interleukin-2 

4 Liquid Brachytherapy Radioisotope 
5 Other Antineoplastic 

M Monoclonal Antibody 


8 Oxazolidinones 


DRGNon-OR 300705 
R  3EOR302 
Non-OR 3505302 


3 Percutaneous 


Limited Coverage [3 Noncovered 


| 


3 Anti-inflammatory 
6 Nutritional Substance 


7 Electrolytic and Water Balance 


Substance 
B Anesthetic Agent 
H_ Radioactive Substance 


K Other Diagnostic Substance 
N Analgesics, Hypnotics, Sedatives 


T Destructive Agent 


[#) Combination Member 


Valid OR 


Combination Only 


9 Other Anti-infective 
Z_ No Qualifier 
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ICD-10-PCS 2021 


Administration 


3 Administration 


E Physiological Systems and Anatomical Regions 


6 Introduction 


~ Epidural Space 
Epidural Space 


Approach 


Character 5 Character 6 


3 Percutaneous 
7 Via Natural or Artificial Opening 


Ss 
s 
S Epidural Space 
T Peripheral Nerves and Plexi 
X 


3E9-3EO 
3E@ Continued 
Qualifier 
Character 7 


C Other Substance 
F Other Gas 
F Other Gas 
z 


: 3 Percutaneous 3 Anti-inflammatory No Qualifier 
Cranial Nerves B Anesthetic Agent 
T Destructive Agent 
T Peripheral Nerves and Plexi 3 Percutaneous G Other Therapeutic Substance C Other Substance 
X Cranial Nerves 
U Joints 9 Open 2 Anti-infective 8 Oxazolidinones 
9 Other Anti-infective 
U Joints ® Open G Other Therapeutic Substance B Recombinant Bone Morphogenetic 
Protein 
U Joints 3 Percutaneous ® Antineoplastic 4 Liquid Brachytherapy Radioisotope 
d 5 Other Antineoplastic 
M Monoclonal Antibody 
U Joints 3 Percutaneous 2. Anti-infective 8 Oxazolidinones 
9 Other Anti-infective 
U Joints 3 Percutaneous 3 Anti-inflammatory Z No Qualifier 
6 Nutritional Substance 
7 Electrolytic and Water Balance 
Substance 
B Anesthetic Agent 
H_ Radioactive Substance 
K Other Diagnostic Substance 
N Analgesics, Hypnotics, Sedatives 
T Destructive Agent 
U_ Joints 3 Percutaneous G Other Therapeutic Substance B Recombinant Bone Morphogenetic 
Protein 
C Other Substance 
U Joints 3 Percutaneous 1S Gas gman 2 F Other Gas 
U Joints 4 Percutaneous Endoscopic G Other Therapeutic Substance C Other Substance 
V_ Bones @ Open G Other Therapeutic Substance B Recombinant Bone Morphogenetic 
Protein 
V_ Bones 3 Percutaneous @ Antineoplastic 5 Other Antineoplastic 
M Monoclonal Antibody 
V_ Bones 3 Percutaneous 2 Anti-infective 8 Oxazolidinones 
| 9 Other Anti-infective 
V_ Bones 3 Percutaneous 3 Anti-inflammatory Z_ No Qualifier 
6 Nutritional Substance 
7 Electrolytic and Water Balance 
Substance 
B Anesthetic Agent 
H_ Radioactive Substance 
K Other Diagnostic Substance 
N Analgesics, Hypnotics, Sedatives 
T Destructive Agent 
V_ Bones 3 Percutaneous G Other Therapeutic Substance B_ Recombinant Bone Morphogenetic 
Protein 
C Other Substance 
W Lymphatics Percutaneous Antineoplastic 5 Other Antineoplastic 
M Monoclonal Antibody 
W Lymphatics Percutaneous Anti-infective 8 Oxazolidinones 
9 Other Anti-infective 
Percutaneous 4 3 Anti-inflammatory Z No Qualifier 


W Lymphatics 


W Lymphatics 


Limited Coverage Noncovered 


ICD-10-PCS 2021 


6 Nutritional Substance 

7 Electrolytic and Water Balance 
Substance 

Anesthetic Agent 

Radioactive Substance 

Other Diagnostic Substance 
Analgesics, Hypnotics, Sedatives 
Destructive Agent 


Qa 472K ITV 


3 Percutaneous Other Therapeutic Substance 


3EO 
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3E9-3E1 


3 Administration 


Administration 


E Physiological Systems and Anatomical Regions 


® Introduction 


Body System/Region 
_ Character 4 


Y Pericardial Cavity 


Y Pericardial Cavity 


Y Pericardial Cavity 


Y Pericardial Cavity 
Y Pericardial Cavity 
Y Pericardial Cavity 
Y Pericardial Cavity 


Definition: Putting in or on a therapeutic, diagnostic, nutritional, physiological, or prophylactic substance except blood or blood products 


Pa hiss Os 


3 Percutaneous 


Approach > 
Character5 


{| ss Substance 
Character6 
® Antineoplastic 


3 Percutaneous 


3 


Percutaneous 


Percutaneous 


Percutaneous 


2 Anti-infective 


3 


Anti-inflammatory 

Nutritional Substance 
Electrolytic and Water Balance 
Substance 

B Anesthetic Agent 

H_ Radioactive Substance 

K Other Diagnostic Substance 

N Analgesics, Hypnotics, Sedatives 
T Destructive Agent 


NO 


G Other Therapeutic Substance 


S Gas 


Percutaneous Endoscopic 


N | P|] Ww] Ww 


Via Natural or Artificial Opening 


G Other Therapeutic Substance 


® Antineoplastic 


Y Pericardial Cavity 


3 Administration 


Via Natural or Artificial Opening 


E Physiological Systems and Anatomical Regions 


1 Irrigation 


ae ss Body System/Region Fe 
seus poo character 4: ane | 


® Skin and Mucous Membranes 


C Eye 

9 Nose 

B Ear 

F Respiratory Tract 
G Upper Gl 

H_ Lower Gl 


J Biliary and Pancreatic Tract 


K_ Genitourinary Tract 
N_ Male Reproductive 


P Female Reproductive 


L Pleural Cavity 


Q Cranial Cavity and Brain 


R_ Spinal Canal 
S_ Epidural Space 
Y Pericardial Cavity 


M Peritoneal Cavity 


M Peritoneal Cavity 
U_ Joints 


3 
7 
8 


Definition: Putting in or on a cleansing substance 


Approach — 


Character 5 


Percutaneous 
Via Natural or Artificial Opening 


Via Natural or Artificial Opening 
Endoscopic 


C 3E1N[3,7,8]8[X,Z] 
Q 3E1P[3,7,8]8[X,Z] 


{© Noncovered 


Combination Member 


Percutaneous 


Percutaneous 


; : Substance 

; re Character 6 
3 Percutaneous 8 Irrigating Substance 
X External 


8  Irrigating Substance 


Irrigating Substance 


Irrigating Substance 


Percutaneous 


N ><) N >< 


N|o©olzuar 


“Neourasani Ta 


Dialysate 


Percutaneous 
Percutaneous Endoscopic 


Irrigating Substance 


ValidOR Combination Only 
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ICD-10-PCS 2021 
3E0 Continued 


Other Antineoplastic 
Monoclonal Antibody 


Oxazolidinones 
Other Anti-infective 


No Qualifier 


Other Substance 
Other Gas 
Other Substance 


Liquid Brachytherapy Radioisotope 
Other Antineoplastic 
Monoclonal Antibody 


Other Gas 


Qualifier 
Character 7 


Diagnostic 
No Qualifier 
Diagnostic 
No Qualifier 


Diagnostic 
No Qualifier 


Diagnostic 
No Qualifier 
No Qualifier 
Diagnostic 
No Qualifier 
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J 
7 


ICD-10-PCS 2021 


Measurement and Monitoring 


4A9-4AG 


Measurement and Monitoring 4A9-4B9 


AHA Coding Clinic for table 4A 


2019, 3Q 32 Endomyocardial biopsy and right heart catheterization 

2018, 1Q, 12 Percutaneous balloon valvuloplasty & cardiac catheterization with 
ventriculogram 

2016, 3Q, 37 Fractional flow reserve 

2015, 3Q, 29 Approach value for esophageal electrophysiology study 


4 Measurement and Monitoring 

A Physiological Systems 

9 Measurement Definition: Determining the level of a physiological or 
Body System 
Character 4 
® Central Nervous 


Approach 
Character 5 


Tes 


AHA Coding Clinic for table 4A1 
2019, 4Q, 38-39 —_ Intraoperative fluorescence lymphatic mapping using Indocyanine green 
dye 


2016, 4Q, 114 Fluorescence vascular angiography 

2016, 2Q, 29 Decompressive craniectomy with cryopreservation and storage of bone 
flap 

2016, 2Q, 33 Monitoring of arterial pressure & pulse 

2015, 3Q, 35 Swan Ganz catheterization 

2015, 2Q, 14 Intraoperative EMG monitoring via endotracheal tube 

2015, 1Q, 26 Intraoperative monitoring using Sentio MMG® 

2014, 4Q, 28 Removal and replacement of displaced growing rods 


physical function at a point in time 


Function/Device Qualifier 
Character 6 Character 7 


® Central Nervous 3 Percutaneous 
7 Via Natural or Artificial Opening 


8 Via Natural or Artificial Opening 
Endoscopic 


2 Conductivity Z_ No Qualifier 
4 Electrical Activity 

B Pressure 

4 Electrical Activity Z_ No Qualifier 


® Central Nervous 3 Percutaneous 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 


Endoscopic 


B Pressure D Intracranial 
K Temperature 
R 


Saturation 


® Central Nervous X External 


2 Conductivity Z_ No Qualifier 


4 Electrical Activity 


1. Peripheral Nervous ® Open 

3 Percutaneous 

7 Via Natural or Artificial Opening 

8 Via Natural or Artificial Opening 
Endoscopic 


X External 


2 Conductivity 9 Sensory 


B Motor 


1 Peripheral Nervous ® Open 

3 Percutaneous 

7 Via Natural or Artificial Opening 

8 Via Natural or Artificial Opening 
Endoscopic 

X External 

@ Open 

3 Percutaneous 

7 Via Natural or Artificial Opening 

8 Via Natural or Artificial Opening 
Endoscopic 


2 Cardiac 


4 Electrical Activity Z_ No Qualifier 


Electrical Activity 
Output 

Rate 

Rhythm 

Sound 

Action Currents 


Z No Qualifier 


2 Cardiac @ Open 


2;\urmMmNA oF 


Sampling and Pressure 6 Right Heart 


3 Percutaneous 7 Left Heart 
7 Via Natural or Artificial Opening 8 Bilateral 
8 Via Natural or Artificial Opening 
Endoscopic 
2 Cardiac X External 4 Electrical Activity A Guidance 
Z_ No Qualifier 
2 Cardiac X External 9 Output Z_ No Qualifier 
C Rate 
F Rhythm 
H Sound 
P Action Currents 
2 Cardiac X External : M Total Activity | 4 Stress 
3 Arterial ® Open 5 Flow 1 Peripheral 
3 Percutaneous J Pulse 3 Pulmonary 
C Coronary 
3 Arterial @ Open B_ Pressure 1 Peripheral 
3 Percutaneous 3 Pulmonary 
C Coronary 
F Other Thoracic 


4A02([3,7,8]FZ 


n-OR 4A02[0,3,7,8]N[6,7,8] 
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a= 
P= 
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b 
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a 


4A0-4A9 


4 Measurement and Monitoring 
Physiological Systems 
Measurement _ Definition: Determining the level of a physiological or 


Body System 
Character 4 


Measurement and Monitoring 


Approach 
Character 5 


ICD-10-PCS 2021 
4A0 Continued 


physical function at a point in time 


Function/Device Qualifier 
Character 6 Character 7 


Measurement and Monitoring 


Arterial @ Open H Sound 1 Peripheral 
3 Percutaneous R_ Saturation 
3 Arterial X External 5 Flow 1 Peripheral 
D Intracranial 
3 Arterial X External B Pressure. =. SS Peripheral 
H Sound 
J Pulse 
R_ Saturation 
4 Venous ® Open a2 Flow ® Central 
3 Percutaneous B Pressure 1. Peripheral 
J Pulse 2 Portal 
3 Pulmonary 
Venous ® Open R_ Saturation 1. Peripheral 
3 Percutaneous 
4 Venous 4 Percutaneous Endoscopic B Pressure 2 Portal 
4 Venous X External 5 Flow 1. Peripheral 
B Pressure 
J Pulse 
R_ Saturation . 
Circulatory X External L Volume Z_ No Qualifier 


Valid OR 
Valid OR 


4A060[5,B]Z 
4A9C4([5,B]Z 


6 Lymphatic ® Open a3 Flow Z_ No Qualifier 
3 Percutaneous B Pressure 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
7 Visual X External @ Acuity Z_ No Qualifier 
7 Mobility 
B Pressure 
8 Olfactory X External 8 Acuity Z No Qualifier 
9 Respiratory 7 Via Natural or Artificial Opening 1 Capacity Z_ No Qualifier 
8 Via Natural or Artificial Opening 5 Flow 
Endoscopic C Rate 
X External D Resistance 
L Volume 
M Total Activity 
B Gastrointestinal 7 Via Natural or Artificial Opening 8 Motility No Qualifier 
8 Via Natural or Artificial Opening B Pressure 
Endoscopic G Secretion 
C Biliary 3 Percutaneous 5 Flow No Qualifier 
4 Percutaneous Endoscopic B Pressure 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
D Urinary 7 Via Natural or Artificial Opening 3 Contractility Z_ No Qualifier 
8 Via Natural or Artificial Opening 5 Flow 
Endoscopic B Pressure 
D Resistance 
L Volume 
F Musculoskeletal 3 Percutaneous 3 Contractility Z_ No Qualifier 
F Musculoskeletal 3 Percutaneous B Pressure E Compartment 
F Musculoskeletal X External 3 Contractility Z_ No Qualifier 
H_ Products of Conception, oT Via Natural or Artificial Opening 4 Electrical Activity Z No Qualifier 
Cardiac 8 Via Natural or Artificial Opening C Rate 
Endoscopic F Rhythm 
X External H Sound 
J Products of Conception, Q 17 Via Natural or Artificial Opening | 2 Conductivity “(2 No Qualifier 
Nervous 8 Via Natural or Artificial Opening 4 Electrical Activity 
Endoscopic B Pressure 
X External 
Z None 7 Via Natural or Artificial Opening 6 Metabolism Z_ No Qualifier 
K Temperature 
Z None X External 6 Metabolism Z No Qualifier 


K Temperature 
Q Slee 


4AQHI7,8,X][4,C,F,H]Z 


Q 4A0J[7,8,X)[2,4,B]Z 


Eq Limited Coverage [3 Noncovered 
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CD-10-PCS 2021 


Measurement and Monitoring 


4A1-4A1 


4 Measurement and Monitoring 
A Physiological Systems 
1. Monitoring 


§ Central Nervous 


Approach 
Character 5 


® Open 


Function/Device 
Character 6 


2 Conductivity 
B Pressure 


8 Central Nervous 


® Open 


4 Electrical Activity 


Definition: Determining the level of a physiological or physical function repetitively over a period of time 


| Body System 


Qualifier 
Character 7 


Z No Qualifier 


G Intraoperative 
Z_ No Qualifier 


® Central Nervous 


3 Percutaneous 

7 Via Natural or Artificial Opening 

8 Via Natural or Artificial Opening 
Endoscopic 


Bi Electrical Activity 


® Central Nervous 


| 7 Via Natural or Artificial Opening 


3 Percutaneous 


8 Via Natural or Artificial Opening 
Endoscopic 


B Pressure 
K Temperature 
R_ Saturation 


Central Nervous 


G Intraoperative 
Z_ No Qualifier 


D Intracranial 


9 Central Nervous 


X External 2 Conductivity Z_ No Qualifier 
X External 4 Electrical Activity G Intraoperative 
Z_ No Qualifier 
1. Peripheral Nervous re 2 Conductivity 9 Sensory 
3 Percutaneous B Motor 


1. Peripheral Nervous 


7 Via Natural or Artificial Opening 

8 Via Natural or Artificial Opening 
Endoscopic 

X External 


® Open 


4 Electrical Activity 


G Intraoperative 


3 Percutaneous Z No Qualifier 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 
X External 
2 Cardiac @ Open 4 Electrical Activity Z No Qualifier 
3 Percutaneous 9 Output 
7 Via Natural or Artificial Opening C Rate 
8 Via Natural or Artificial Opening F Rhythm 
Endoscopic H Sound 
2 Cardiac X External 4 Electrical Activity 5 Ambulatory 
Z_ No Qualifier 
2 Cardiac X External 9 Output Z_ No Qualifier 
C Rate 
F Rhythm 
H Sound 
2 Cardiac X External M Total Activity 4 Stress 
2 Cardiac X External S Vascular Perfusion H_ Indocyanine Green Dye 
3 Arterial ® Open 5 Flow 1 Peripheral 
3 Percutaneous B Pressure 3 Pulmonary 
J Pulse C Coronary 
3 Arterial @ Open H Sound 1 Peripheral 
3 Percutaneous R_ Saturation 
3 Arterial X External 5 Flow 1 Peripheral 
B Pressure 
H Sound 
J Pulse 
R_ Saturation 
4 Venous ®@ Open 5 Flow @ Central 
3 Percutaneous B Pressure 1. Peripheral 
J Pulse 2 Portal 
3 Pulmonary 
4 Venous ® Open R_ Saturation @ Central 
3 Percutaneous 2 Portal 
3 Pulmonary 
4 Venous X External 5 Flow 1. Peripheral 
B Pressure 
J Pulse 
6 Lymphatic ® Open 5 Flow ~ |H_ Indocyanine Green Dye 


4A1605Z 


Valid OR 


3 Percutaneous 

7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
Endoscopic 


Z No Qualifier 
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4A1-4B90 Measurement and Monitoring ICD-10-PCS 2021 


4 Measurement and Monitoring 4A1 Continued 
A _ Physiological Systems é : 
1 Monitoring Definition: Determining the level of a physiological or physical function repetitively over a period of time 


Body System Approach Function/Device Qualifier 
Chefactar 4 Character 5 Character 7 


Lymphatic 8 Open B Pressure Z No Qualifier 
3 Percutaneous 
7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 
= Endoscopic 
9 Respiratory 7 Via Natural or Artificial Opening 1 Capacity Z No Qualifier 
X External 5 Flow 
C Rate 
D Resistance 
2 L Volume 
B_ Gastrointestinal 7 Via Natural or Artificial Opening 8 Motility |Z No Qualifier 
8 Via Natural or Artificial Opening B Pressure 
Endoscopic G Secretion 
B_ Gastrointestinal a X External S Vascular Perfusion H_ Indocyanine Green Dye 
D Urinary 7 Via Natural or Artificial Opening 3 Contractility Iz No Qualifier 
8 Via Natural or Artificial Opening 5 Flow 
Endoscopic B Pressure 
D Resistance 
L Volume 
G Skin and Breast X External S_ Vascular Perfusion H_ Indocyanine Green Dye 
H_ Products of Conception, Q |7 Via Natural or Artificial Opening 4 Electrical Activity Z No Qualifier 
Cardiac 8 Via Natural or Artificial Opening C Rate 
Endoscopic F Rhythm 
X External | H Sound 
J Products of Conception, Q |7 Via Natural or Artificial Opening 2 Conductivity Z_ No Qualifier 
Nervous 8 Via Natural or Artificial Opening 4 Electrical Activity 
Endoscopic B_ Pressure 
X_ External 
Z None 7 Via Natural or Artificial Opening K Temperature Z_ No Qualifier 
Z None X External K Temperature Z_ No Qualifier 
Q Slee 


Valid OR 4A160BZ 
Q 4A1H[7,8,X1[4,C,F,H]Z 
Q 4A1J(7,8,X][2,4,B]Z 


4 Measurement and Monitoring 
B_ Physiological Devices 
6 Measurement Definition: Determining the level of a physiological or physical function at a point in time 
Body System Approach Function/Device Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Central Nervous X External V_ Stimulator Z_ No Qualifier 
1 Peripheral Nervous 

F Musculoskeletal 

2 Cardiac X External S Pacemaker Z_ No Qualifier 


T Defibrillator 
S Pacemaker 


X External Z_ No Qualifier 
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CD-10-PCS 2021 Extracorporeal or Systemic Assistance and Performance 5A9-5A1 


Extracorporeal or Systemic Assistance and Performance 5A0-5A2 


i ee 


i oe ree - table 5AS eat AHA Coding Clinic for table 5A1 (Continued) 

i. ae satel Saar of continuous positive airway pressure 2019, 3Q, 22 Extracorporeal membrane oxygenation and Centrimag™ pump 
fi? oman 4 eer alloon pump 2019, 3Q, 22 Extracorporeal membrane oxygenation transfers 

i saad ae 9 ral heart assist devices 2018, 4Q,52-54 Percutaneous extracorporeal membrane oxygenation 

| iy ntra-aortic ba oon pump removal 2018, 1Q, 13 Mechanical ventilation using patient's equipment 
1017,1Q,10-11 External heart assist device 2017,4Q,71-73 Hemodialysis and renal replacement therapy 

1017, 1Q, 29 Newborn resuscitation using positive pressure ventilation 2017, 30,7 Senning procedure (arterial switch) 

1017,1Q, 29 Newborn noninvasive ventilation 2017, 10,19 Norwood Sano procedure 

1016, 4Q, 137-139 Heart assist device systems 2016, 1Q, 27 Aortocoronary bypass graft utilizing Y-graft 

1014,40,9 Mechanical ventilation 2016, 10, 28 Extracorporeal liver assist device 

1014, 3Q, 19 Ablation of ventricular tachycardia with Impella® support 2016, 1Q, 29 Duration of hemodialysis 

1013, 3Q, 18 Heart transplant surgery 2015,4Q,22-24 Congenital heart corrective procedures 

\HA Coding Clinic for table 5A1 2014, 4Q, 3-10 Mechanical ventilation 

1019, 40, 39-41 Intraoperative extracorporeal membrane oxygenation 2014,4Q,11-15 Sequencing of mechanical ventilation with other procedures 
1019, 3Q, 19 Insertion of left ventricular catheter 204,30, 16 Hepan Ge Rea) C1 Faves 

1019, 30, 20 Removal and revision of ECMO component 2014, 3Q, 20 MAZE procedure performed with coronary artery bypass graft 
1019, 3Q, 21 Exchange of extracorporeal membrane oxygenation component (oxygenator) ed le de Fiey oo Maman ee Ost HOC ROLO Oy eRiY YY OR ae 
2019, 2Q, 36 Veno-arterial extracorporeal membrane oxygenation via sternotomy SS BU 18 Healt Gensplaris sin gery 


5 Extracorporeal or Systemic Assistance and Performance 
A Physiological Systems 
® Assistance Definition: Taking over a portion of a physiological function by extracorporeal means 


Body System Duration Function 
Character 5 Character 6 


Qualifier 


Character 4 Character 7 


High Nasal Flow/Velocity 
Intermittent Negative Airway Pressure 
No Qualifier 


1. Intermittent 1 Output @ Balloon Pump 
2 Continuous 5 Pulsatile Compression 
6 Other Pump 
| D Impeller Pump 
5 Circulatory 1. Intermittent 2 Oxygenation 1 Hyperbaric 
2 Continuous C Supersaturated 
9 Respiratory 2 Continuous ® Filtration Z_ No Qualifier 
9 Respiratory 3 Less than 24 Consecutive Hours 5 Ventilation 7 Continuous Positive Airway Pressure 
4 24-96 Consecutive Hours 8 Intermittent Positive Airway Pressure 
5 Greater than 96 Consecutive Hours 9 Continuous Negative Airway Pressure 
A 
B 
Z 


ValidOR 5A02[1,2]1[0,6,D] 


5 Extracorporeal or Systemic Assistance and Performance 
A Physiological Systems 
1 Performance Definition: Completely taking over a physiological function by extracorporeal means 


- Body System Duration Function Qualifier 
Character 4 Character 5 Character 6 Character 7 


2 Cardiac Single 1 Output 2 Manual 
2 Cardiac 1 Intermittent 3 Pacing Z_ No Qualifier 
2 Cardiac 2 Continuous 1 Output Z_ No Qualifier 
3 Pacing 
5 Circulatory 2 Continuous 2 Oxygenation F Membrane, Central 
A_ Intraoperative G Membrane, Peripheral Veno-arterial 
H Membrane, Peripheral Veno-venous 
9 Respiratory @ Single 5 Ventilation 4 Nonmechanical 
9 Respiratory 3 Less than 24 Consecutive Hours 5 Ventilation Z No Qualifier 
4 24-96 Consecutive Hours 
5 Greater than 96 Consecutive Hours 
C Biliary @ Single ® Filtration Vz No Qualifier 
6 Multiple 
D Urinary 7 Intermittent, Less than6Hours per | @ Filtration Z No Qualifier 
day 4 
8 Prolonged Intermittent, 6-18 
Hours per day 
9 Continuous, Greater than 18 Hours 
per day 


Valid OR 5A1522F 

DRGNon-OR 5A1522[G,H] 

DRGNon-OR 5A19(3,4]5Z 

DRG Non-OR 5A1955Z Length of stay must be > 4 consecutive days. 
DRGNon-OR 5A1D(7,8,9]0Z 


HAC Valid OR Combination Only DRGNon-OR  New/Revised in GREEN 


Limited Coverage [A Noncovered [| Combination Member a 
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LWS-OVS 


Extracorporeal or Systemic Assistance and Performance 


5A2-5A2 


5A2-5A2 


Extracorporeal or Systemic Assistance and Performance 


5 Extracorporeal or Systemic Assistance and Performance 
A Physiological Systems 
Definition: Returning, or attempting to return, a physiological function to its original state by extracorporeal means. 


2 Restoration 


Body System 
Character 4 


2 Cardiac 


£3 Limited Coverage 
728 


OG Noncovered 


Duration 
Character 5 


® Single 4 Rhythm 


Combination Member 


Valid OR 


Function 
Character 6 


Combination Only 


Character 7 


Z No Qualifier 


DRG Non-OR 


ICD-10-PCS 2021 


Qualifier 


New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 E 


xtracorporeal or Systemic Therapies 6AB-6A6 
Extracorporeal or Systemic Therapies 6A9-6AB 


I rr OE OR Ditgredt treat wo loremreneia 


AHA Coding Clinic for table 6A4 


2019, 2Q, 17 Cryoamputation of lower leg 
AHA Coding Clinic for table 6A7 
2014, 4Q, 19 Ultrasound accelerated thrombolysis 


AHA Coding Clinic for table 6AB 
2016, 4Q, 115 Donor organ perfusion 


6 
A 
8 


Extracorporeal or Systemic Therapies 
Physiological Systems 


Atmospheric Control Definition: Extracorporeal control of atmospheric pressure and composition 


Body System 


Character 4 Duration Qualifier 


Character 5 Character 6 


® Single Z_ No Qualifier 
1 Multiple 


Extracorporeal or Systemic Therapies 
Physiological Systems 
Decompression Definition: Extracorporeal eiimination of undissolved gas from body fluids 


Qualifier 
Character 7 


No Qualifier 


Z None 


->poa 


Body System 
Character 4 


5 Circulatory 


Duration Qualifier 
Character 5 Character 6 


@ Single Z No Qualifier 
1 Multiple 


Extracorporeal or Systemic Therapies 
Physiological Systems 
Electromagnetic Therapy Definition: Extracorporeal treatment by electromagnetic rays 


Qualifier 
Character 7 


No Qualifier 


6 
A 
2 


Body System 


Duration Qualifier 
Character 4 


Character 5 Character 6 


® Single Z_ No Qualifier 
1 Multiple 


Extracorporeal or Systemic Therapies 
Physiological Systems 
Hyperthermia _ Definition: Extracorporeal raising of body temperature 


Duration Qualifier 
Character 5 Character 6 
8 Single Z No Qualifier 
1 Multiple 


Extracorporeal or Systemic Therapies 
Physiological Systems 
Hypothermia Definition: Extracorporeal lowering of body temperature 


Qualifier 
Character 7 


No Qualifier 


Urinary 
Central Nervous 


nN = 


wpa 


Qualifier 
Character 7 


No Qualifier 


Body System 
Character 4 


Pra 


Qualifier 
Character 6 


Z_ No Qualifier 


Qualifier 
Character 7 


No Qualifier 


Duration 
Character 5 


@ Single 
1 Multiple 


Extracorporeal or Systemic Therapies 
Physiological Systems 
Pheresis Definition: Extracorporeal separation of blood products 


Duration Qualifier 
Character 5 Character 6 


Z No Qualifier 


Body System 
Character 4 


upa 


Qualifier 
Character 7 


Erythrocytes 
Leukocytes 
Platelets 
Plasma 
Stem Cells, Cord Blood 
Stem Cells, Hematopoietic 


Body System 
Character 4 


Circulatory 


@ Single 
1 Multiple 


<a WN @ 


6 Extracorporeal or Systemic Therapies 
A_ Physiological Systems 
6 Phototherapy Definition: Extracorporeal treatment by light rays 


Qualifier 
Character 7 


No Qualifier 


k Body System 
: Character 4 


tion Qualifier 

characters 
@ Single Z No Qualifier 

1 Multiple 


] Combination Member HAC Valid OR Combination Only DRGNon-OR New/Revised in GREEN 


® Skin 
5 Circulatory 


Limited Coverage 3 Noncovered 
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6A7-6AB 


Limited Coverage G&Noncovered [4 Combination Member HAC Valid OR Combination Only 


6A7-6AB Extracorporeal or Systemic Therapies ICD-10-PCS 2021 


Extracorporeal or Systemic Therapies 
Physiological Systems 
Ultrasound Therapy Definition: Extracorporeal treatment by ultrasound 


6 
A 
ad 


Body System Duration Qualifier Qualifier 4%) 
charter’ “charac 


4 Head and Neck Vessels 
5 Heart 

6 Peripheral Vessels 
7 

Z 


6 Single Z_ No Qualifier 
1 Multiple 


Circulatory 


Other Vessels 
No Qualifier 


6 Extracorporeal or Systemic Therapies 
A Physiological Systems 
8 Ultraviolet Light Therapy Definition: Extracorporeal treatment by ultraviolet light 
Body System Duration Qualifier . Qualifier 
_ Character 4 Character 5 — Character6 ; Character? 22 


Z No Qualifier 


8 Single Z_ No Qualifier 
1 Multiple 


6 Extracorporeal or Systemic Therapies 
A Physiological Systems 
9 Shock Wave Therapy Definition: Extracorporeal treatment by shock waves . 
Body System Duration Qualifier Qualifier 
Character 4 ' Character 5 Character 6 5 acorn oaractet 7 ae 


Musculoskeletal Tz No Qualifier 


® Single Z_ No Qualifier 
1 Multiple 


Extracorporeal or Systemic Therapies 
Physiological Systems 
Perfusion Definition: Extracorporeal treatment by diffusion of therapeutic fluid 


ara 


Body System a ors ere aaa ier Qualifier ‘ 
2 Character 4 a ors 5 ere aaa 6 Character 7 "Sus? 
Circulatory ) single B_ Donor Organ TZ No Qualifier 


Respiratory System 
Hepatobiliary System and Pancreas 
Urinary System 


AnD uy 


New/Revised in GREEN 


730 ICD-10-PCS 2021 


ICD-10-PCS 2021 


- Osteopathic 7W8-7WS 
Osteopathic 7WO 


7 Osteopathic 
W Anatomical Regions 
® Treatment 


°) 
wv 
= 
© 
ie} 
a) 
2] 
re 
= 
A 


Definition: Manual treatment to eliminate or alleviate somatic dysfunction and related disorders 


Body Region Approach Method 
Character 5 Character 6 


Qualifier 


Character 4 Character 7 


® Head X External 8 Articulatory-Raising Z None 
1 Cervical 1 Fascial Release 

2 Thoracic 2 General Mobilization 

3 Lumbar 3 High Velocity-Low Amplitude 

4 Sacrum 4 Indirect 

5 Pelvis 5 Low Velocity-High Amplitude 

6 Lower Extremities 6 Lymphatic Pump 

7 Upper Extremities 7 Muscle Energy-lsometric 

8 Rib Cage 8 Muscle Energy-lsotonic 

9 Abdomen 9 Other Method 


OMZL-OMZ 


HAC ValidOR  CombinationOnly | DRGNon-OR —_New/Revised in GREEN 


EQ Limited Coverage OE Noncovered Combination Member = 
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ICD-10-PCS 2021 


ther Procedures 


8CO-8EO 


Other Procedures 8C0-8EG 


AHA Coding Clinic for table 8E@ 
2019, 4Q, 41-42 
2019, 1Q, 30 

2015, 1Q, 33 

2014, 4Q, 33 Radical prostatectomy 
8 Other Procedures 
C Indwelling Device 
® Other Procedures 


1 Nervous System 


Intraoperative fluorescence guidance 
Laparoscopic-assisted rectopexy with manual reduction of prolapse 
Robotic-assisted laparoscopic hysterectomy converted to open procedure 


Definition: Methodologies which attempt to remediate or cure a disorder or disease 


Body Region Approach Method 
Character 4 Character 5 : Character 6 


Qualifier 
Character 7 


2 Circulatory System 


8 Other Procedures 


X External 6 Collection J Cerebrospinal Fluid 
L Other Fluid 

X External 6 Collection K Blood 
L_ Other Fluid 


E Physiological Systems and Anatomical Regions 


® Other Procedures 


Body Region 
Character 4 
1 Nervous System 
U_ Female Reproductive System Q 


X External 


Definition: Methodologies which attempt to remediate or cure a disorder or disease 


Approach 
Character 5 


Y Other Method 


Method 
Character 6 


Qualifier 
Character 7 


Examination 


2 Circulatory System 


3 Percutaneous 
X External 


D Near Infrared Spectroscopy 


No Qualifier 


+ 


9 Head and Neck Region 


®@ Open 


C Robotic Assisted Procedure 


(aes 
Z No Qualifier 


9 Head and Neck Region 


® Open 


Se 


Fluorescence Guided Procedure 


M Aminolevulinic Acid 
Z_ No Qualifier 


9 Head and Neck Region 


3 Percutaneous 
4 Percutaneous Endoscopic 


7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 


Endoscopic 


Robotic Assisted Procedure 
Fluorescence Guided Procedure 


Z_ Ne Qualifier 


es 
9 Head and Neck Region X External B Computer Assisted Procedure F With Fluoroscopy 
G With Computerized Tomography 
H With Magnetic Resonance Imaging 
Z_ No Qualifier 
9 Head and Neck Region X External C Robotic Assisted Procedure Z_ No Qualifier 
9 Head and Neck Region X External Y Other Method 8 Suture Removal 


H_ Integumentary System and Breast 


3 Percutaneous 


@ Acupuncture 


® Anesthesia 
Z_ No Qualifier 


iss 


2 Breast Milk 


ly Other Method 9 Piercing 
1 Therapeutic Massage Z_ No Qualifier 


H_ Integumentary System and Q |X External Collection 
Breast 4 
H_ Integumentary System and Breast |X External 
K Musculoskeletal System X External 
K Musculoskeletal System X External Y Other Method 
V_ Male Reproductive System 3 |X External 1 Therapeutic Massage 


V_ Male Reproductive System 


or - External 


W Trunk Region 


W Trunk Region X External 


@ Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


7 Via Natural or Artificial Opening 
8 Via Natural or Artificial Opening 


Endoscopic 


6 Collection 


7 Examination 
C Prostate 

D Rectum 
3 Sperm 


Te Robotic Assisted Procedure 
E Fluorescence Guided Procedure 


Z_ No Qualifier 


es Ses | ee 


W Trunk Region 


W Trunk Region 


B Computer Assisted Procedure F With Fluoroscopy 
e G With Computerized Tomography 
H With Magnetic Resonance Imaging 
Z_ No Qualifier 
X External C Robotic Assisted Procedure Z_ No Qualifier 
X External Y Other Method 8 Suture Removal 
® Open C Robotic Assisted Procedure Z_ No Qualifier 


X Upper Extremity 
Y Lower Extremity 


8EOVX1C 
8EOVX63 
8EQUXY7 
8EQHX62 


010QQ 


3 Percutaneous 
4 Percutaneous Endoscopic 


Limited Coverage [ Noncovered 


ICD-10-PCS 2021 


[=] Combination Member 


E Fluorescence Guided Procedure 


8E0 Continued on next page 


Valid OR 


Combination Only 


New/Revised in GREEN 
733 


DRG Non-OR 


SoANPSIOId ABYIO 


918-998 


Other Procedures 


8E9-8EO 


8 Other Procedures 


E Physiological Systems and Anatomical Regions 


@ Other Procedures 


X Upper Extremity 
Y Lower Extremity 


Body Region 
Character 4 


Definition: Methodologies which attempt to remediate or cure a disorder or disease 


Approach Method 
Character 5 Character 6 


X External 


X Upper Extremity X External C Robotic Assisted Procedu 
Y_ Lower Extremity 
X Upper Extremity X External Y Other Method 


Y_ Lower Extremity 
Z None 


X External 


ICD-10-PCS 2021 
8E@ Continued 


Other Procedures 


Qualifier 
Character 7 
F With Fluoroscopy 
G With Computerized Tomography 
H With Magnetic Resonance Imaging 
Z_ No Qualifier 


re Z_ No Qualifier 


8 Suture Removal 


B Computer Assisted Procedure 


1 InVitro Fertilization 
4 Yoga Therapy 


Y Other Method 


5 Meditation 
6 Isolation 


EJ Limited Coverage 
734 


£5 Noncovered 


Combination Member 


HAC. Valid OR Combination Only DRGNon-OR = New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 


Chiropractic 9WB 


Chiropractic 9WB-9WB 


9 Chiropractic 

W Anatomical Regions 
B Manipulation _ Definition: Manual procedure that involves a direct 
anatomical limit 


ed thrust to move a joint past the physiological range of motion, without exceeding the 


‘ipo Approach Method 
Character 5 Character 6 


Qualifier 
Character 7 


6 X External B Non-Manual 

1 Cervical C Indirect Visceral 

2 Thoracic D Extra-Articular 

3 Lumbar F Direct Visceral 

4 Sacrum G Long Lever Specific Contact 
5 Pelvis H_ Short Lever Specific Contact 
6 Lower Extremities J Long and Short Lever Specific 
7 Upper Extremities Contact 

8 Rib Cage K Mechanically Assisted 

9 Abdomen L Other Method 


Limited Coverage [@ Noncovered Combination Member HAC Valid OR Combination Only DRGNon-OR _=New/Revised in se 
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ICD-10-PCS 2021 Imaging BOO-BO3 
e 
Imaging BOG-BY4 


AHA Coding Clinic for table B21 


2018, 1Q, 12 Percutaneous balloon valvuloplasty & cardiac catheterization with ventriculogram 
2016, 3Q, 36 Type of contrast medium for angiography (high osmolar, low osmolar, and other) 
AHA Coding Clinic for table B41 
2015,30,9 Aborted endovascular stenting of superficial femoral artery 
AHA Coding Clinic for table B51 
2015, 4Q, 30 Vascular access devices 
AHA Coding Clinic for table BF4 
2014, 3Q, 15 Drainage of pancreatic pseudocyst 
B_ Imaging 


® Central Nervous System 
® Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 6 Character 7 


B_ Spinal Cord 


High Osmolar 
Low Osmolar 
Other Contrast 
None 


N=<=- 2 


B_ Imaging 
8 Central Nervous System 
1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radioation on a fluorescent 


screen. The image may also be stored by either digital or analog means. 
Body Part Contrast Qualifier 
Character 4 Character 5 Character 6 
B Spinal Cord High Osmolar 
Low Osmolar 


] 

1 

Y Other Contrast 
Z None 


Qualifier 
Character 7 


B_ Imaging 
8 Central Nervous System 
2 Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 


exposures of external ionizing radiation 


Qualifier 
Character 6 


Qualifier 
Character 7 


Contrast 


Body Part 
Character 5 


Character 4 


® Brain ® High Osmolar @ Unenhanced and Enhanced 

7 Cisterna 1 Low Osmolar Z None 

8 Cerebral Ventricle(s) Y Other Contrast 

9 Sella Turcica/Pituitary Gland 

B_ Spinal Cord 

@ Brain Z None Z None 
7 Cisterna 

8 Cerebral Ventricle(s) 


9 Sella Turcica/Pituitary Gland 
B Spinal Cord 


B_ Imaging 

® Central Nervous System ' 

3 Magnetic Resonance Imaging (MRI) Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


Contrast Qualifier 
Character 5 Character 6 


Y Other Contrast - ® Unenhanced and Enhanced 
Z None 


Qualifier 


Body Fart Character 7 


Character 4 


® Brain 
9 Sella Turcica/Pituitary Gland 
B Spinal Cord 


C Acoustic Nerves 

® Brain = None Z None Z None 
9 Sella Turcica/Pituitary Gland 

B Spinal Cord 


C Acoustic Nerves 


| Combination Member HAC. Valid OR Combination Only DRG Non-OR New/Revised in GREEN 
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BO4-B22 imaging ICD-10-PCS 2021 


B_ Imaging 

9 Central Nervous System ; 

4 Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 
frequency sound waves 


Body Part 


Contrast Qualifier 
Character 4 


Qualifier 
Character 5 Character 6 


Character 7 


® Brain 
Spinal Cord 


B Imaging 
2 Heart j 
9 PlainRadiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


® High Osmolar 
1 Low Osmolar 
Y Other Contrast 


ight and Left 
2*rnal Mammary Bypass Graft, 
Right = 
8 Internal Mammary Bypass Graft, 
Le 


Imaging 
Heart 
Fluoroscopy Definition: Single plane or bi-plane real time dis 


=a NO 


play of an image developed from the capture of external ionizing radioation on a fluorescent 
screen. The image may also be stored by either digital or analog means. 


Body Part 
Character 4 


Coronary Artery, Single ® High Osmolar 

Coronary Arteries, Multiple 1 Low Osmolar 

2 Coronary Artery Bypass Graft, Y Other Contrast 
Single 

3 Coronary Artery Bypass Grafts, 


Multiple 
) vlz None 


Qualifier 
Character 7 


Coronary Artery, Single 6 High Osmolar Z None 
1 Coronary Arteries, Multiple 1 Low Osmolar 
pote ay Aniery Bypass Graft, Y Other Contrast 
Single 
3 Coronary Artery Bypass Grafts, 
Multiple 
4 Heart, Right ® High Osmolar 
5 Heart, Left 1 Low Osmolar 
6 Heart, Right and Left Y Other Contrast 
7 Internal Mammary Bypass Graft, 
Right 
8 Internal Mammary Bypass Graft, 
Left 
F _Bypass Graft, Other 


DRGNon-OR All body part, contrast, and qualifier values 


Z None Z None 


eee 


Imaging 
Heart 

Computerized Tomography (CT Scan) Definition: Computer reformatted digital dis 
exposures of external ionizing radiation 


NN O&O 


play of multiplanar images developed from the capture of multiple 


Body Part Contrast Qualifier ualifier ¥! 
Character 4 Character 5 Character 6 chatatten 7 i . 
1 Coronary Arteries, Multiple ® High Osmolar ® Unenhanced and Enhanced 
3 Coronary Artery Bypass Grafts, 1 Low Osmolar Z None 
Multiple Y Other Contrast 
6 Heart, Right and Left lis 
1 Coronary Arteries, Multiple Z None J2 Intravascular Optical Coherence Z None 
3 Coronary Artery Bypass Grafts, Z None 
Multiple 
Heart, Right and Left 


[J Limited Coverage [3 Noncovered [4] Combination Member HAC Valid OR 


Combination Only  DRGNon-OR —New/Revised in GREEN 
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ICD-10-PCS 2021 ’ 
Imaging B23-B39 


B_ Imaging 
2 Heart 


3  MagneticR i inition: : 
9g esonance Imaging (MRI) Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 


signals emitted by nuclei in a body site excited within a magnetic field 


Body Part Contrast i 
lifi i 
charter crater char 


1 Coronary Arteries, Multiple 


3 Coronary Artery Bypass Grafts, 
Multiple 


6 Heart, Right and Left 


1 Coronary Arteries, Multiple 

3 Coronary Artery Bypass Grafts, 
Multiple 

6 Heart, Right and Left 


Y Other Contrast 


® Unenhanced and Enhanced 
Z None 


Z None 


B_ Imaging 
2 Heart 


4 Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 
frequency sound waves 


Contrast 
Character 5 


Y Other Contrast 


Body Part 
Character 4 
® Coronary Artery, Single 
1 Coronary Arteries, Multiple 
4 Heart, Right 

5 Heart, Left 

6 Heart, Right and Left 

B_ Heart with Aorta 

C Pericardium 

D Pediatric Heart 


Qualifier 
Character 7 


Qualifier 
Character 6 


® Coronary Artery, Single Z None Z None 3 Intravascular 

1 Coronary Arteries, Multiple 4 Transesophageal 
4 Heart, Right Z None 

5 Heart, Left 


6 Heart, Right and Left 
B_ Heart with Aorta 
C Pericardium 


D Pediatric Heart 


B_ Imaging 
3 Upper Arteries 
® Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Qualifier 
Character 7 


Qualifier . 
Character 6 


Contrast 


Body Part 
Character 5 


Character 4 


@ Thoracic Aorta ® High Osmolar 
1. Brachiocephalic-Subclavian Artery, | 1 Low Osmolar 

Right Y Other Contrast 
2 Subclavian Artery, Left Z None 


3 Common Carotid Artery, Right 

4 Common Carotid Artery, Left 

5 Common Carotid Arteries, Bilateral 
6 Internal Carotid Artery, Right 

7 Internal Carotid Artery, Left 

8 Internal Carotid Arteries, Bilateral 
9 External Carotid Artery, Right 

B_ External Carotid Artery, Left 

C External Carotid Arteries, Bilateral 
D Vertebral Artery, Right 

F Vertebral Artery, Left 

G Vertebral Arteries, Bilateral 

H Upper Extremity Arteries, Right 

J Upper Extremity Arteries, Left 

K Upper Extremity Arteries, Bilateral 
L_ Intercostal and Bronchial Arteries 
M Spinal Arteries 

N Upper Arteries, Other 

P Thoraco-Abdominal Aorta 

Q Cervico-Cerebral Arch 

R_ Intracranial Arteries 

S Pulmonary Artery, Right 

T Pulmonary Artery, Left 


HAC Valid OR Combination Only DRGNon-OR  New/Revised in GREEN 
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B31-B31 Imaging ICD-10-PCS 2021 


B_ Imaging 
3 Upper Arteries ye iy me 
1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radiation on a fluorescent 


screen. The image may also be stored by either digital or analog means. 


Body Part Contrast Qualifier 
Character 5 Character 6 


Character 4 

® Thoracic Aorta ® High Osmolar 1 Laser g 
Brachiocephalic-Subclavian Artery, | 1 Low Osmolar 
Right Y Other Contrast 
Subclavian Artery, Left 

Common Carotid Artery, Right 
Common Carotid Artery, Left 
Common Carotid Arteries, Bilateral 
Internal Carotid Artery, Right 
Internal Carotid Artery, Left 
Internal Carotid Arteries, Bilateral 
External Carotid Artery, Right 
External Carotid Artery, Left 
External Carotid Arteries, Bilateral 
Vertebral Artery, Right 

Vertebral Artery, Left 

Vertebral Arteries, Bilateral 

Upper Extremity Arteries, Right 
Upper Extremity Arteries, Left 
Upper Extremity Arteries, Bilateral 
Intercostal and Bronchial Arteries 
Spinal Arteries 

Upper Arteries, Other 
Thoraco-Abdominal Aorta 
Cervico-Cerebral Arch 

Intracranial Arteries 

Pulmonary Artery, Right 


Pulmonary Artery, Left 
Pulmonary Trunk 


Qualifier 
Character 7 


Intraoperative 


—_ 


=2 CANDO VSZSKHR-TFTANGNABWOCMUMAU AWN 


Thoracic Aorta ® High Osmolar Z None Z None 
Brachiocephalic-Subclavian Artery, | 1 Low Osmolar 
Right Y Other Contrast 


Subclavian Artery, Left 

Common Carotid Artery, Right 
Common Carotid Artery, Left 
Common Carotid Arteries, Bilateral 
Internal Carotid Artery, Right 
Internal Carotid Artery, Left 
Internal Carotid Arteries, Bilateral 
External Carotid Artery, Right 
External Carotid Artery, Left 
External Carotid Arteries, Bilateral 
Vertebral Artery, Right 

Vertebral Artery, Left 

Vertebral Arteries, Bilateral 

Upper Extremity Arteries, Right 
Upper Extremity Arteries, Left 
Upper Extremity Arteries, Bilateral 
Intercostal and Bronchial Arteries 
Spinal Arteries 

Upper Arteries, Other 
Thoraco-Abdominal Aorta 
Cervico-Cerebral Arch 

Intracranial Arteries 

Pulmonary Artery, Right 
Pulmonary Artery, Left 


Pulmonary Trunk 
B31 Continued on next page 
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ICD-10-PCS 2021 


Imaging B31-B32 
B_ Imaging B31 Continu 
3 Upper Arteries ef 
1 Fluoroscopy Definition: Single plane or bi-plane real time dis 


> play of an image developed from the capture of external ionizing radiation on a fluorescent 
screen. The image may also be stored by either digital or analog means. 


Body Part Contrast Qualifier Qualifier 

Character 4 Character 5 Character 6 Character 7 
® Thoracic Aorta Z None Z None Z None 
1 Brachiocephalic-Subclavian Artery, 
Right 
Subclavian Artery, Left 
Common Carotid Artery, Right 
Common Carotid Artery, Left 
Common Carotid Arteries, Bilateral 
Internal Carotid Artery, Right 
Internal Carotid Artery, Left 
Internal Carotid Arteries, Bilateral 
External Carotid Artery, Right 
External Carotid Artery, Left 
External Carotid Arteries, Bilateral 
Vertebral Artery, Right 
Vertebral Artery, Left 
Vertebral Arteries, Bilateral 
Upper Extremity Arteries, Right 
Upper Extremity Arteries, Left 
Upper Extremity Arteries, Bilateral 
Intercostal and Bronchial Arteries 
Spinal Arteries 
Upper Arteries, Other 
Thoraco-Abdominal Aorta 
Cervico-Cerebral Arch 
Intracranial Arteries 
Pulmonary Artery, Right 
Pulmonary Artery, Left 
Pulmonary Trunk 


CANDAVZSKHRKTANGONBOMNAUAWN 


Imaging 

Upper Arteries 

Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 
exposures of external ionizing radiation 


Qualifier 
Character 6 


B 
3 
2 


Contrast 
Character 5 


High Osmolar 
1. Low Osmolar 
Other Contrast 


Body Part 
Character 4 
Thoracic Aorta 
Common Carotid Arteries, Bilateral 
Internal Carotid Arteries, Bilateral 
Vertebral Arteries, Bilateral 
Intracranial Arteries 

Pulmonary Artery, Right 
Pulmonary Artery, Left 


Qualifier 
Character 7 


Z None 


2 Intravascular Optical Coherence 
Z None 


Thoracic Aorta 
Common Carotid Arteries, Bilateral 
Internal Carotid Arteries, Bilateral 
Vertebral Arteries, Bilateral 
Intracranial Arteries 

Pulmonary Artery, Right 
Pulmonary Artery, Left 
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B33-B4d Imaging ICD-10-PCS 2021 
a ee eee eee 


B_ Imaging 

3 Upper Arteries : 

3 Magnetic Resonance Imaging (MRI) _ Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Thoracic Aorta Y Other Contrast ® Unenhanced and Enhanced Z None 
5 Common Carotid Arteries, Bilateral Z None 
8 Internal Carotid Arteries, Bilateral 
G Vertebral Arteries, Bilateral 

H_ Upper Extremity Arteries, Right 

J Upper Extremity Arteries, Left 

K Upper Extremity Arteries, Bilateral 
M Spinal Arteries 

Q Cervico-Cerebral Arch 

R_ Intracranial Arteries 


® Thoracic Aorta Z None Z None Z None 


5 Common Carotid Arteries, Bilateral 
8 Internal Carotid Arteries, Bilateral 
G Vertebral Arteries, Bilateral 

H_ Upper Extremity Arteries, Right 

J Upper Extremity Arteries, Left 

K Upper Extremity Arteries, Bilateral : ° 
M Spinal Arteries 

Q Cervico-Cerebral Arch 
R_ Intracranial Arteries 


B_ Imaging 
3 Upper Arteries 


4 Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high frequency 
sound waves 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Thoracic Aorta Z None Z None 3 Intravascular 
1 Brachiocephalic-Subclavian Artery, Z None 


Right 
2 Subclavian Artery, Left 
3 Common Carotid Artery, Right 
4 Common Carotid Artery, Left 
5 Common Carotid Arteries, Bilateral 
6 Internal Carotid Artery, Right 
7 Internal Carotid Artery, Left 
8 Internal Carotid Arteries, Bilateral 
H Upper Extremity Arteries, Right 
J Upper Extremity Arteries, Left 
K Upper Extremity Arteries, Bilateral 
R_ Intracranial Arteries 
S Pulmonary Artery, Right 
T Pulmonary Artery, Left 
V_ Ophthalmic Arteries 


B_ Imaging 
4 Lower Arteries 
§ Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Body Part Contrast Qualifier 
Character 4 Character 5 
® Abdominal Aorta ® High Osmolar Z None 
2 Hepatic Artery 1 Low Osmolar 
3 Splenic Arteries Y Other Contrast 
4 Superior Mesenteric Artery 
5 Inferior Mesenteric Artery 
6 Renal Artery, Right 
7 Renal Artery, Left 
8 Renal Arteries, Bilateral 
9 Lumbar Arteries 
B_ Intra-Abdominal Arteries, Other 
C Pelvic Arteries 
D Aorta and Bilateral Lower Extremity 
Arteries 
F Lower Extremity Arteries, Right 
G Lower Extremity Arteries, Left 
J Lower Arteries, Other 


M Renal Artery Transplant 
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Qualifier 
Character 7 


New/Revised in GREEN 
ICD-10-PCS 2021 


ICD-10-PCS 2021 I 


maging B41-B41 
B_ Imaging 
4 Lower Arteries 
1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radiation on a fluorescent 


screen. The image may also be stored by either digital or analog means. 


} Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 
Abdominal Aorta 8 High Osmolar 1 Laser 8 Intraoperative 


Hepatic Artery 1 Low Osmolar 


Splenic Arteries Y Other Contrast 
Superior Mesenteric Artery 


Inferior Mesenteric Artery 

Renal Artery, Right 

Renal Artery, Left 

Renal Arteries, Bilateral 

Lumbar Arteries 
Intra~-Abdominal Arteries, Other 
Pelvic Arteries 

Aorta and Bilateral Lower Extremity 
Arteries 

Lower Extremity Arteries, Right 
Lower Extremity Arteries, Left 
Lower Arteries, Other 
Abdominal Aorta 

Hepatic Artery 

Splenic Arteries 

Superior Mesenteric Artery 
Inferior Mesenteric Artery 

Renal Artery, Right 

Renal Artery, Left 

Renal Arteries, Bilateral 

Lumbar Arteries 
Intra-Abdominal Arteries, Other 
Pelvic Arteries 

Aorta and Bilateral Lower Extremity 
Arteries 

Lower Extremity Arteries, Right 
Lower Extremity Arteries, Left 
Lower Arteries, Other 


Abdominal Aorta Z None Z None Z None 
Hepatic Artery 

Splenic Arteries 

Superior Mesenteric Artery 

Inferior Mesenteric Artery 

Renal Artery, Right 

Renal Artery, Left 

Renal Arteries, Bilateral 

Lumbar Arteries 

Intra-Abdominal Arteries, Other 
Pelvic Arteries 

Aorta and Bilateral Lower Extremity 
Arteries 

Lower Extremity Arteries, Right 
Lower Extremity Arteries, Left 
Lower Arteries, Other 


TADWNOONAUAWND 


® High Osmolar 
1 Low Osmolar 
Y Other Contrast 


Z None Z None 
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B42-B44 Imaging ICD-10-PCS 2021 


B_ Imaging 

4 Lower Arteries . 

2 Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 
exposures of external ionizing radiation 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Abdominal Aorta High Osmolar Z None 


1 Celiac Artery 1 Low Osmolar 
4 Superior Mesenteric Artery Y Other Contrast 
8 Renal Arteries, Bilateral 

C Pelvic Arteries 

F Lower Extremity Arteries, Right 

G Lower Extremity Arteries, Left 

H_ Lower Extremity Arteries, Bilateral 
M Renal Artery Transplant 


® Abdominal Aorta Z None 2 Intravascular Optical Coherence Z None 


1 Celiac Artery Z None 
4 Superior Mesenteric Artery 

8 Renal Arteries, Bilateral 

C Pelvic Arteries 

F Lower Extremity Arteries, Right 

G Lower Extremity Arteries, Left 

H_ Lower Extremity Arteries, Bilateral 
M Renal Artery Transplant 


B_ Imaging 

4 Lower Arteries 

3 Magnetic Resonance Imaging (MRI) Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Unenhanced and Enhanced 
Z None 


® Abdominal Aorta 

1 Celiac Artery 

4 Superior Mesenteric Artery 
8 Renal Arteries, Bilateral 

C Pelvic Arteries 

F Lower Extremity Arteries, Right 
G Lower Extremity Arteries, Left 


H_ Lower Extremity Arteries, Bilateral 


® Abdominal Aorta Z None Z None Z None 
1 Celiac Artery 
4 Superior Mesenteric Artery 


8 Renal Arteries, Bilateral 

C Pelvic Arteries 

F Lower Extremity Arteries, Right 
G Lower Extremity Arteries, Left 


H_ Lower Extremity Arteries, Bilateral 


Y Other Contrast 


B_ Imaging 
4 Lower Arteries 
4 Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 


frequency sound waves 


Body Part Contrast Qualifier lifi 


@ Abdominal Aorta 
4 Superior Mesenteric Artery 

5 Inferior Mesenteric Artery 

6 Renal Artery, Right 

7 Renal Artery, Left 

8 Renal Arteries, Bilateral 

B_ Intra-Abdominal Arteries, Other 

F Lower Extremity Arteries, Right 

G Lower Extremity Arteries, Left 

H_ Lower Extremity Arteries, Bilateral 
K Celiac and Mesenteric Arteries 


L Femoral Artery 
N_ Penile Arteries 


Z None Z None 3 Intravascular 


Z None 
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ICD-10-PCS 2021 


Imaging 


B59-B51 


B_ Imaging 
5 Veins 


8 Plain Radiography Definition: Planar display of an image developed from the capture of external ioni 


Qualifier 
Character 6 


Body Part 
Character 4 
Epidural Veins 
Cerebral and Cerebellar Veins 
Intracranial Sinuses 
Jugular Veins, Right 
Jugular Veins, Left 
Jugular Veins, Bilateral 
Subclavian Vein, Right 
Subclavian Vein, Left 
Superior Vena Cava 
Inferior Vena Cava 
Lower Extremity Veins, Right 
Lower Extremity Veins, Left 
Lower Extremity Veins, Bilateral 
Pelvic (Iliac) Veins, Right 
Pelvic (Iliac) Veins, Left 
Pelvic (Iliac) Veins, Bilateral 
Renal Vein, Right 
Renal Vein, Left 
Renal Veins, Bilateral 
Upper Extremity Veins, Right 
Upper Extremity Veins, Left 
Upper Extremity Veins, Bilateral 
Pulmonary Vein, Right 
Pulmonary Vein, Left 
Pulmonary Veins, Bilateral 
Portal and Splanchnic Veins 
Veins, Other 
Dialysis Shunt/Fistula 


S<e4tIMWDAVAZSRWHASKTATNGONABWOONAUSWN=DB 


Imaging 
Veins 
Fluoroscopy 


-_ UI ow 


Contrast 
Character 5 
® High Osmolar 
1 Low Osmolar 
Y Other Contrast 


Z None 


screen. The image may also be stored by either digital or analog means. 


Contrast Qualifier 
Character 5 Character 6 


Body Part 
Character 4 


Epidural Veins 

Cerebral and Cerebellar Veins 
Intracranial Sinuses 

Jugular Veins, Right 

Jugular Veins, Left 

Jugular Veins, Bilateral 
Subclavian Vein, Right 
Subclavian Vein, Left 
Superior Vena Cava 

Inferior Vena Cava 

Lower Extremity Veins, Right 
Lower Extremity Veins, Left 
Lower Extremity Veins, Bilateral 
Pelvic (Iliac) Veins, Right 
Pelvic (Iliac) Veins, Left 

Pelvic (Iliac) Veins, Bilateral 
Renal Vein, Right 

Renal Vein, Left 

Renal Veins, Bilateral 

Upper Extremity Veins, Right 
Upper Extremity Veins, Left 
Upper Extremity Veins, Bilateral 
Pulmonary Vein, Right 
Pulmonary Vein, Left 
Pulmonary Veins, Bilateral 
Portal and Splanchnic Veins 
Veins, Other 

Dialysis Shunt/Fistula 
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Limited Coverage 
ICD-10-PCS 2021 


{© Noncovered 


High Osmolar 
Low Osmolar 
Other Contrast 
None 


N<-©02 


[=] Combination Member 


Z None 


Valid OR 


Combination Only 


zing radiation on photographic or photoconductive plate 


A Guidance 


Z None 


DRG Non-OR 


Qualifier 
Character 7 


Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radioation ona fluorescent 


Qualifier 
Character 7 


New/Revised in GREEN 
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Imaging 


ICD-10-PCS 2021 


B52-B53 
B_ Imaging 
5 Veins 
2 


_ Body Part 
Character 4 

2 Intracranial Sinuses 

8 Superior Vena Cava 

9 Inferior Vena Cava 

F Pelvic (Iliac) Veins, Right 

G Pelvic (Iliac) Veins, Left 

H_ Pelvic (Iliac) Veins, Bilateral 

J Renal Vein, Right 

K_ Renal Vein, Left 

L_ Renal Veins, Bilateral 

Q Pulmonary Vein, Right 

R_ Pulmonary Vein, Left 

S Pulmonary Veins, Bilateral 

T Portal and Splanchnic Veins 


exposures of external ionizing radiation 


Contrast Qualifier . 
als Character 5 nails Character6 


® High Osmolar ® Unenhanced and Enhanced 
1 Low Osmolar Z None 
Y Other Contrast 


Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 


Qualifier 
‘Character 7 


Z None 


2. Intracranial Sinuses 

8 Superior Vena Cava 

9 Inferior Vena Cava 

F Pelvic (Iliac) Veins, Right 
G Pelvic (Iliac) Veins, Left 
H_ Pelvic (Iliac) Veins, Bilateral 
J Renal Vein, Right 

K Renal Vein, Left 

L_ Renal Veins, Bilateral 

Q Pulmonary Vein, Right 
R_ Pulmonary Vein, Left 


Intravascular Optical Coherence 
None 


Z None 2 
Z 


Z None 


S Pulmonary Veins, Bilateral 
T Portal and Splanchnic Veins 


B_ Imaging 
5 Veins 
3 Magnetic Resonance Imaging (MRI) 
Body Part 
_ Character 4 


1 Cerebral and Cerebellar Veins 
2 Intracranial Sinuses 

5 Jugular Veins, Bilateral 

8 Superior Vena Cava 

9 Inferior Vena Cava 

B_ Lower Extremity Veins, Right 

C Lower Extremity Veins, Left 

D Lower Extremity Veins, Bilateral 
H_ Pelvic (Iliac) Veins, Bilateral 

L_ Renal Veins, Bilateral 

M Upper Extremity Veins, Right 

N_ Upper Extremity Veins, Left 

P Upper Extremity Veins, Bilateral 
S Pulmonary Veins, Bilateral 

T Portal and Splanchnic Veins 

V_ Veins, Other 


1 Cerebral and Cerebellar Veins Z None 


2 Intracranial Sinuses 

5 Jugular Veins, Bilateral 

8 Superior Vena Cava 

9 Inferior Vena Cava 

B_ Lower Extremity Veins, Right 

C_ Lower Extremity Veins, Left 

D Lower Extremity Veins, Bilateral 
H_ Pelvic (Iliac) Veins, Bilateral 

L_ Renal Veins, Bilateral 

M Upper Extremity Veins, Right 

N Upper Extremity Veins, Left 

P Upper Extremity Veins, Bilateral 
S Pulmonary Veins, Bilateral 

T Portal and Splanchnic Veins 


Definition: Computer reformatted digital display of multiplanar i 
signals emitted by nuclei in a body site excited within a magnetic field 


Contrast 
Character 5 


Y Other Contrast 


Qualifier 
Character 6 


® Unenhanced and Enhanced 
Z None 


mages developed from the capture of radio-frequency 


Qualifier 
Character 7 


‘Hz None 


Z None 


V_ Veins, Other 
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Imaging B54-B82 
B_ Imaging 
5 Veins 
4 Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 


frequency sound waves 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 
Jugular Veins, Right Z None 3 Intravascular 
Jugular Veins, Left A Guidance 
Subclavian Vein, Right Z None 


Subclavian Vein, Left 
Superior Vena Cava 
Inferior Vena Cava 
Lower Extremity Veins, Right 
Lower Extremity Veins, Left 
Lower Extremity Veins, Bilateral 
Renal Vein, Right 

Renal Vein, Left 

Renal Veins, Bilateral 

Upper Extremity Veins, Right 
Upper Extremity Veins, Left 
Upper Extremity Veins, Bilateral 
Portal and Splanchnic Veins 


AVZSrHR-ONMWOMnvasw 


B_ Imaging 
7 Lymphatic System 
9 Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 
Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


Abdominal/Retroperitoneal 

Lymphatics, Unilateral 

1 Abdominal/Retroperitoneal 
Lymphatics, Bilateral 

4 Lymphatics, Head and Neck 

5 Upper Extremity Lymphatics, Right 

6 Upper Extremity Lymphatics, Left 

7 Upper Extremity Lymphatics, 
Bilateral 

8 Lower Extremity Lymphatics, Right 

9 Lower Extremity Lymphatics, Left 

B_ Lower Extremity Lymphatics, 

Bilateral 

Lymphatics, Pelvic 


8 High Osmolar 
1 Low Osmolar 
Y Other Contrast 


Imaging 


B 
8 Eye 
6 


Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Body Part Contrast Qualifier 

Character 4 Character 5 Character 6 

Lacrimal Duct, Right High Osmolar Z None 

Lacrimal Duct, Left Low Osmolar 
Other Contrast 


Lacrimal Ducts, Bilateral 


Qualifier 
Character 7 


Optic Foramina, Right Z None 
Optic Foramina, Left 
Eye, Right 
Eye, Left 
Eyes, Bilateral 


NQufwin=-0 


Imaging 

Eye “i 

Commmuterioed Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 
exposures of external ionizing radiation 


NOW 


rt Contrast Qualifier Qualifier 
orkcar cfr 


@ High Osmolar @ Unenhanced and Enhanced 
1 Low Osmolar Z None 
Y Other Contrast 


Eye, Right 
Eye, Left 
Eyes, Bilateral 


5 
6 
7 
5 Eye, Right 
6 
7 


Z None Z None 
Eye, Left 


Eyes, Bilateral 
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B83-B92 Imaging ICD-10-PCS 2021 
a ee ee LL a eae 


B_ Imaging 
8 Eye é 
3 Magnetic Resonance Imaging (MRI) _ Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 

signals emitted by nuclei in a body site excited within a magnetic field 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


5 Eye, Right Y Other Contrast ® Unenhanced and Enhanced 


6 Eye, Left Z None 
7 Eyes, Bilateral 

5 Eye, Right Z None 
6 Eye, Left 


7 Eyes, Bilateral 


B Imaging 

8 Eye 

4 Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 
frequency sound waves 


Body Part 
Character 4 


Contrast Qualifier 


Qualifier 
Character 5 Character 6 


Character 7 


5 Eye, Right 
6 Eye, Left 
7 Eyes, Bilateral 


B Imaging 
9 Ear, Nose, Mouth and Throat 
9 Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


2 Paranasal Sinuses 
F Nasopharynx/Oropharynx 


H Mastoids | 
4 Parotid Gland, Right ® High Osmolar Z None Z None 


5 Parotid Gland, Left 1 Low Osmolar 
6 Parotid Glands, Bilateral Y Other Contrast 
7 Submandibular Gland, Right 

8 Submandibular Gland, Left 

9 Submandibular Glands, Bilateral 
B_ Salivary Gland, Right 


C Salivary Gland, Left 
D Salivary Glands, Bilateral 


B_ Imaging 
9 Ear, Nose, Mouth and Throat 


1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radioation on a fluorescent 
screen. The image may also be stored by either digital or analog means. 


Body Part Contrast Qualifier 
Character 4 Character 5 Character 6 
Y Other Contrast 
Z None 
B_ Imaging 
9 Ear, Nose, Mouth and Throat 


G Pharynx and Epiglottis 

J Larynx 

2 Computerized Tomography (CT Scan) Definition: Computer reformatted digital dis 
exposures of external ionizing radiation 


Z None 


Qualifier 
Character 7 


play of multiplanar images developed from the capture of multiple 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Ear ® High Osmolar ® Unenhanced and Enhanced 
2 Paranasal Sinuses 1 Low Osmolar Z None 


6 Parotid Glands, Bilateral Y Other Contrast 
9 Submandibular Glands, Bilateral 
D Salivary Glands, Bilateral 

F Nasopharynx/Oropharynx 


J Larynx 
[an SEE 
® Ear Z None Z None 


2 Paranasal Sinuses 

6 Parotid Glands, Bilateral 

9 Submandibular Glands, Bilateral 
D Salivary Glands, Bilateral 

F Nasopharynx/Oropharynx 


J Larynx 
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ICD-10-PCS 20 i 
2 Imaging B93-BB2 


B_ Imaging 
9 Ear, Nose, Mouth and Throat 


3 Magnetic Resonance Imaging (MRI) _ Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 


signals emitted by nuclei in a body site excited within a magnetic field 


Body Part Contrast Qualifier lifi 
choc’ crate 


Ear 

Paranasal Sinuses 
Parotid Glands, Bilateral 
Submandibular Glands, Bilateral 
Salivary Glands, Bilateral 
Nasopharynx/Oropharynx 
Larynx 


Ear Z None nie None Z None 
Paranasal Sinuses 


Parotid Glands, Bilateral 
Submandibular Glands, Bilateral 
Salivary Glands, Bilateral 
Nasopharynx/Oropharynx 
Larynx 


Y Other Contrast ® Unenhanced and Enhanced 


Z None 


KmMOWVANA/E TNO LOCANDA 


Imaging 
Respiratory System 
Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Body Part Contrast Qualifier Qualifier 
- Character 4 Character 5 Character 6 Character 7 


Tracheobronchial Tree, Right Y Other Contrast 
Tracheobronchial Tree, Left 


7 
8 
9 Tracheobronchial Trees, Bilateral 
D 


Upper Airways 


B_ Imaging 
B_ Respiratory System ’ 
1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radioation on a fluorescent 


screen. The image may also be stored by either digital or analog means. 


Body Part Contrast d Qualifier 
Character 5 Character 6 


Character 4 
Z None 


Lung, Right 
Lung, Left 
Lungs, Bilateral 

Diaphragm 

Mediastinum 

Upper Airways 
Tracheobronchial Tree, Right 
Tracheobronchial Tree, Left 
Tracheobronchial Trees, Bilateral 


Qualifier 
Character 7 


Y Other Contrast Z None 


CMNIDONAAWN 


Imaging 
Respiratory System 


B 
B . . 
2 Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 


exposures of external ionizing radiation 


Contrast Qualifier 
Character 5 Character 6 


® High Osmolar @® Unenhanced and Enhanced 
Z None 


Qualifier 


3ody Part 
oe Character 7 


Character 4 
Lungs, Bilateral 
Tracheobronchial Tree, Right 1 Low Osmolar 
Tracheobronchial Tree, Left Y Other Contrast 
Tracheobronchial Trees, Bilateral 
Trachea/Airways 

Lungs, Bilateral Z None Z None 
Tracheobronchial Tree, Right 
Tracheobronchial Tree, Left 
Tracheobronchial Trees, Bilateral 
Trachea/Airways 


Z None 
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B_ Imaging 

B_ Respiratory System ; : 

3 Magnetic Resonance Imaging (MRI) _ Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


Contrast Qualifier 
Character 5 Character 6 


Y Other Contrast 


Qualifier 


Body Part Character 7 


Character 4 
G Lung Apices 


G_ Lung Apices 


B_ Imaging 

B_ Respiratory System : 

4 Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 
frequency sound waves 


Body Part 


Qualifier 
Character 4 


Character 7 


Contrast 
Character 5 


B Pleura 
C Mediastinum 


B_ Imaging 
D_ Gastrointestinal System 
1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of exterrial ionizing radioation on a fluorescent 


screen. The image may also be stored by either digital or analog means. 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


1 Esophagus Y Other Contrast Z None Z None 
2 Stomach Z None 

3 Small Bowel 

4 Colon 

5 Upper GI 


6 Upper GI and Small Bowel 
9 Duodenum 
B Mouth/Oropharynx 


B_ Imaging 
D_ Gastrointestinal System 


2 Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 
exposures of external ionizing radiation 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


High Osmolar 
Low Osmolar 
Other Contrast 


None 


@® Unenhanced and Enhanced 
Z None 


4 Colon 


B_ Imaging 
D_ Gastrointestinal System 
4 Ultrasonography Definition: Real time display of ima 


ges of anatomy ar flow information developed from the capture of relected and attenuated high 
frequency sound waves 


Contrast Qualifier 
Character 5 Character 6 


ai eee 
B_ Imaging 


F Hepatobiliary System and Pancreas 
§ PlainRadiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Body Part Contrast Qualifier 
Character 4 Character 5 ; Character 6 
| vcr eae 


Body Part 
Character 4 

1 Esophagus 

2 Stomach 

7 Gastrointestinal Tract 

8 Appendix 

9 Duodenum 

C Rectum 


Qualifier 
Character 7 


Qualifier 
Character 7 


® Bile Ducts 
3 Gallbladder and Bile Ducts 
C Hepatobiliary System, All 


1 Low Osmolar 
Y Other Contrast 
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Imaging BF1-BF5 
B_ Imaging 
F Hepatobiliary System and Pancreas 
1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radioation on a fluorescent 


screen. The image may also be stored by either digital or analog means. 


Body Part Contrast Qualifier ifi 
Qualifier 
cheater’ characters char 


Bile Ducts 
Biliary and Pancreatic Ducts 
Gallbladder 

Gallbladder and Bile Ducts 
Gallbladder, Bile Ducts and 
Pancreatic Ducts 
Pancreatic Ducts 


8 High Osmolar 
1 Low Osmolar 
Y Other Contrast 


-mWN=- 2 


Imaging 
Hepatobiliary System and Pancreas 


B 
F 
2 Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 


exposures of external ionizing radiation 


Contrast Qualifier 
Character 5 Character 6 


Body Part 


ited Qualifier 


Character 7 


5 Liver ® High Osmolar @ Unenhanced and Enhanced 

6 Liver and Spleen 1. Low Osmolar Z None 

7 Pancreas Y Other Contrast 

C Hepatobiliary System, All 

5 Liver None Z None 
6 Liver and Spleen 

7 Pancreas 

C Hepatobiliary System, All 


Imaging 

Hepatobiliary System and Pancreas 

Magnetic Resonance Imaging (MRI) _ Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


Contrast Qualifier 
Character 5 Character 6 


Y Other Contrast @® Unenhanced and Enhanced 
Z None 


B 
F 
3 


Qualifier 


Body Part 
Character 7 


Character 4 


Liver 
Liver and Spleen 
Pancreas 


Liver 
Liver and Spleen 
Pancreas 


NQuIn Au 


B Imaging 
F Hepatobiliary System and Pancreas 
4 


Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 
frequency sound waves 


Contrast Qualifier 
Character 5 Character 6 


Qualifier 
Character 7 


Body Part 
Character 4 


® Bile Ducts 
2 Gallbladder 

3 Gallbladder and Bile Ducts 
5 Liver 

6 Liver and Spleen 

7 Pancreas 

C Hepatobiliary System, All 


B_ Imaging : 
F Hepatobiliary System and Pancreas Paps 

5 Other Imaging Definition: Other specified modality for visualizing a body part 

t Contrast Qualifier Qualifier 
4 base: 4 Character 6 Character 7 


@ Indocyanine Green Dye ® Intraoperative 
Z None Z None 


Bile Ducts 2. Fluorescing Agent 
Gallbladder 
Gallbladder and Bile Ducts 


6 
2 
3 
5 Liver 
6 
7 
C 


Liver and Spleen 
Pancreas 
Hepatobiliary System, All 


Combination Only DRG Non-OR New/Revised in GREEN 
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Limited Coverage O& Noncovered Combination Member HAC Valid OR 
CD-10-PCS 2021 


BG2-BH9 Imaging ICD-10-PCS 2021 


Imaging 

Endocrine System ' 

Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 
exposures of external ionizing radiation 


B 
G 
2 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


Parathyroid Glands 
Thyroid Gland 


2 Adrenal Glands, Bilateral ® High Osmolar ® Unenhanced and Enhanced 
3 Parathyroid Glands 1 Low Osmolar Z None 

4 Thyroid Gland Y Other Contrast 

2 Adrenal Glands, Bilateral Z None 

3 

4 


Imaging 

Endocrine System 
Magnetic Resonance Imaging (MRI) Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


Contrast Qualifier 
Character 5 Character 6 


Y Other Contrast ® Unenhanced and Enhanced 
Z None 


B 
G 
s 


Body Part 
Character 4 


Adrenal Glands, Bilateral 


Parathyroid Glands 
Thyroid Gland 


Adrenal Glands, Bilateral 
Parathyroid Glands 
Thyroid Gland 


Qualifier 
Character 7 


PWN) DWH 


Imaging 
Endocrine System 


Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 
frequency sound waves 


row 


Body Part 
Character 4 
Adrenal Gland, Right 
Adrenal Gland, Left 
Adrenal Glands, Bilateral 
Parathyroid Glands 
Thyroid Gland 


Contrast Qualifier 


Qualifier 
Character 5 Character 6 


Character 7 


raWN = 0 


B_ Imaging 

H Skin, Subcutaneous Tissue and Breast 

9 Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 

Body Part Contrast Qualifier Qualifier 

Character 4 Character 5 Character 6 Character 7 

® Breast, Right Z None Z None 

1 Breast, Left 

2 Breasts, Bilateral 

3 Single Mammary Duct, Right High Osmolar Z None Z None 

4 Single Mammary Duct, Left Low Osmolar 

5 Multiple Mammary Ducts, Right Other Contrast 

6 Multiple Mammary Ducts, Left None 


BG2-BHOé 


EQ Limited Coverage 3 Noncovered Combination Member HAC Valid OR 
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ICD-10-PCS 2021 


Imaging 


H_ Skin, Subcutaneous Tissue and Breast 


3 Magnetic Resonance Imaging (MRI) 


Body Part 

Character 4 

® Breast, Right 

1 Breast, Left 

2 Breasts, Bilateral 

D Subcutaneous Tissue, Head/Neck 

F Subcutaneous Tissue, Upper 
Extremity 

G Subcutaneous Tissue, Thorax 

H Subcutaneous Tissue, Abdomen 
and Pelvis 

J Subcutaneous Tissue, Lower 
Extremity 


signals emitted by nuclei ina body site excited within a magnetic field 


Contrast Qualifier 
Character 5 Character 6 
Y Other Contrast ® Unenhanced and Enhanced 


Z None 


BH3-BL4 


Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 


| Qualifier 
Character 7 


® Breast, Right 

1 Breast, Left 

2 Breasts, Bilateral 
D Subcutaneous Tissue, Head/Neck 


F Subcutaneous Tissue, Upper 
Extremity 


G Subcutaneous Tissue, Thorax 


H Subcutaneous Tissue, Abdomen 
and Pelvis 


J Subcutaneous Tissue, Lower 
Extremity 


B_ Imaging 
H_ Skin, Subcutaneous Tissue and 
4 Ultrasonography 


Body Part 
Character 4 


® Breast, Right 

1 Breast, Left 

2 Breasts, Bilateral 
7 Extremity, Upper 
8 Extremity, Lower 
9 Abdominal Wall 
B Chest Wall 


Z None Z None 


Breast 
Definition: Real time display of images of anatom 
frequency sound waves 


Contrast 
Character 5 


Qualifier 
Character 6 


Tz None 


y or flow information developed from the capture of relected and attenuated high 


Qualifier 
Character 7 


C Head and Neck 


B_ Imaging 
L Connective Tissue 


3 Magnetic Resonance Imaging (MRI) 


Body Part 
Character 4 


@ Connective Tissue, Upper Extremity 
1 Connective Tissue, Lower Extremity 
2 Tendons, Upper Extremity 
3  Tendons, Lower Extremity 


® Connective Tissue, Upper Extremity 
1 Connective Tissue, Lower Extremity 
2 Tendons, Upper Extremity 

3 Tendons, Lower Extremity 


B_ Imaging 

L Connective Tissue 

4 Ultrasonography 
frequency 


Body Part 
Character 4 


® Connective Tissue, Upper Extremity 
1 Connective Tissue, Lower Extremity 
2 Tendons, Upper Extremity 

3  Tendons, Lower Extremity 


Limited Coverage [8 Noncovered 


CD-10-PCS 2021 


signals emitted by nuclei in a body site excited within a magnetic field 


Contrast Qualifier 
Character 5 Character 6 


Y Other Contrast @ Unenhanced and Enhanced 
Z None 


Z None Z None 


sound waves 


Contrast Qualifier 
Character 5 Character 6 


Valid OR Combination Only 


Combination Member 


Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 


Qualifier 
Character 7 


Z None 


Z None 


Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 


Qualifier 
Character 7 


New/Revised in GREEN 
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BNO-BN3 Imaging ICD-10-PCS 2021 


Imaging 
Skull and Facial Bones Pee ~— z laniciéieceitos 
Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Part Contrast Qualifier 
hard 


Character 4 
Z None Z None 


68 Skull 
1 Orbit, Right 

2 Orbit, Left 

3 Orbits, Bilateral 

4 Nasal Bones 

5 Facial Bones 

6 Mandible 

B_ Zygomatic Arch, Right 
C€ Zygomatic Arch, Left 

D Zygomatic Arches, Bilateral 
G 

H 

J 

7 

8 


Tooth, Single 
Teeth, Multiple 
Teeth, All 
Temporomandibular Joint, Right 6 High Osmolar Z None Z None 
Temporomandibular Joint, Left 1 Low Osmolar 
9 Temporomandibular Joints, Y Other Contrast 
Bilateral Z None 
B_ Imaging 
N_ Skull and Facial Bones 
1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radioation on a fluorescent 


screen. The image may also be stored by either digital or analog means. 


Body Part Contrast Qualifier 
Character 5 Character 6 


Qualifier 
Character 7 : a 


Character 4 


7 Temporomandibular Joint, Right 8 High Osmolar 

8 Temporomandibular Joint, Left 1 Low Osmolar 

9 Temporomandibular Joints, Y Other Contrast 
Bilateral Z None 


B_ Imaging 
N_ Skull and Facial Bones 
2 Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 


exposures of external ionizing radiation 


Contrast Qualifier 
Character 5 Character 6 


Body Part 
Character 4 


6 Skull 8 High Osmolar Z None 
3 Orbits, Bilateral 1 Low Osmolar 

5 Facial Bones Y Other Contrast 

6 Mandible Z None 


9 Temporomandibular Joints, 
Bilateral 
F Temporal Bones 


B_ Imaging 
N_ Skull and Facial Bones 
3 Magnetic Resonance Imaging (MRI) Definition: Computer reformatted digital display of multi 


planar images developed from the capture of radio- uen 
signals emitted by nuclei in a body site excited within a ; a 


magnetic field 


Body Part Contrast Qualifier ali é 


9 Temporomandibular Joints, 
Bilateral 


Y Other Contrast Z None 
Z None 


BNO-BN3 


Fj Limited Coverage Noncovered & Combination Member HAC. Valid OR DRG Non-OR 
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ICD-10-PCS 2021 


Imaging BP@-BP1 


B_ Imaging 
P_ Non-Axial Upper Bones 
r i ite : , 
Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 
Body Part Contra 
st Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


8 Sternoclavicular Joint, Right 

1 Sternoclavicular Joint, Left 

2 Sternoclavicular Joints, Bilateral 
3 Acromioclavicular Joints, Bilateral 
4 Clavicle, Right 

5 Clavicle, Left 

6 Scapula, Right 

7 Scapula, Left 

A Humerus, Right 

B_ Humerus, Left 

E Upper Arm, Right 

F Upper Arm, Left 

J Forearm, Right 

K Forearm, Left 

N_ Hand, Right 

P_ Hand, Left 

R_ Finger(s), Right 

S_ Finger(s), Left 

X Ribs, Right 

Y Ribs, Left 


8 Shoulder, Right 

9 Shoulder, Left 

C Hand/Finger Joint, Right 
D Hand/Finger Joint, Left 
G Elbow, Right 

H_ Elbow, Left 

L Wrist, Right 


M Wrist, Left 


B_ Imaging 

P Non-Axial Upper Bones 

1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radioation on a fluorescent 
screen. The image may also be stored by either digital or analog means. 


High Osmolar Z None Z None 
Low Osmolar 
Other Contrast 
None 


N<-= 0 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Sternoclavicular Joint, Right Z None Z None 
1 Sternoclavicular Joint, Left 

2 Sternoclavicular Joints, Bilateral 
3 Acromioclavicular Joints, Bilateral 
4 Clavicle, Right 

5 Clavicle, Left 

6 Scapula, Right 

7 Scapula, Left 

A Humerus, Right 

B Humerus, Left 

E Upper Arm, Right 

F Upper Arm, Left 

J Forearm, Right 

K Forearm, Left 

N_ Hand, Right 

P Hand, Left 

R_ Finger(s), Right 

S_ Finger(s), Left 


X Ribs, Right E 
Y Ribs, Left 

8 Shoulder, Right High Osmolar Z None Z None 
9 Shoulder, Left 1 Low Osmolar 

L_ Wrist, Right Y Other Contrast 

M Wrist, Left Z None 

C Hand/Finger Joint, Right 8 High Osmolar Z None Z None 
D Hand/Finger Joint, Left 1 Low Osmolar 

G Elbow, Right Y Other Contrast 


31-1, | Sr nn ss TE 
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BP2-BP3 Imaging ICD-10-PCS 2021 


B_ Imaging 

P Non-Axial Upper Bones ae , ‘ . 

2 Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 
exposures of external ionizing radiation 


Body Part Contrast Qualifier | Qualifier 


High Osmolar Z None 
Low Osmolar 
Other Contrast 


High Osmolar 
Low Osmolar 
Other Contrast 
None 


@ Sternoclavicular Joint, Right 
1. Sternoclavicular Joint, Left 
W Thorax 


2 Sternoclavicular Joints, Bilateral 
3 Acromioclavicular Joints, Bilateral 
4 Clavicle, Right 

5 Clavicle, Left 

6 Scapula, Right 

7 Scapula, Left 

8 Shoulder, Right 

9 Shoulder, Left 

A Humerus, Right 

B Humerus, Left 

E Upper Arm, Right 

F Upper Arm, Left 

G_ Elbow, Right 

H_ Elbow, Left ‘ ‘ s 
J Forearm, Right 

K Forearm, Left 

L Wrist, Right 

M Wrist, Left 

N_ Hand, Right 

P Hand, Left 

Q Hands and Wrists, Bilateral 
R_ Finger(s), Right 

S$ Finger(s), Left 

T Upper Extremity, Right 

U Upper Extremity, Left 

V_ Upper Extremities, Bilateral 
X_ Ribs, Right 


Y_ Ribs, Left 
C Hand/Finger Joint, Right Z None Z None 


Z None 


D Hand/Finger Joint, Left 


B_ Imaging 

P  Non-Axial Upper Bones 

3 Magnetic Resonance Imaging (MRI) _ Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


N<=e0/<-= 0 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 
8 Shoulder, Right Y Other Contrast ® Unenhanced and Enhanced 


9 Shoulder, Left 

C Hand/Finger Joint, Right 
D Hand/Finger Joint, Left 
E Upper Arm, Right 

F Upper Arm, Left 

G Elbow, Right 

H_ Elbow, Left 

J Forearm, Right 

K_ Forearm, Left 

L Wrist, Right 

M Wrist, Left 

8 Shoulder, Right Z None ae 
9 Shoulder, Left 

C Hand/Finger Joint, Right 
D Hand/Finger Joint, Left 
E Upper Arm, Right 

F Upper Arm, Left 

G_ Elbow, Right 

H_ Elbow, Left 

J Forearm, Right 

K Forearm, Left 

L Wrist, Right 


M Wrist, Left 


Z None 


None Z None 
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ICD-10-PCS 2021 Imaging BP4-BQ1 
B_ Imaging 
P  Non-Axial Upper Bones 
4 Ultrasonography Definition: Real time dis 


play of images of anatomy or flow information developed from the capture of relected and attenuated high 
frequency sound waves 


Body Part Contras i ifi 
8 Shoulder, Right Z None Z None 1 Densitometry 
9 Shoulder, Left Z None 
G Elbow, Right 
H_ Elbow, Left 
L Wrist, Right 
M Wrist, Left 
N_ Hand, Right 
P_ Hand, Left 


B_ Imaging 
Q_ Non-Axial Lower Bones 
9 Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Body Part Contrast Qualifier 
Character 4 Character 5 Character 6 


Qualifier 
Character 7 


® Hip, Right ® High Osmolar 
1. Hip, Left 1 Low Osmolar 
Y Other Contrast —} 
® Hip, Right i None Z None 1 Densitometry 
1 Hip, Left Z None 
3 Femur, Right Z None Z None a Densitometry 
4 Femur, Left a Z None 
7 Knee, Right ® High Osmolar Z None 2 None 
8 Knee, Left 1 Low Osmolar 
G Ankle, Right Y Other Contrast 
H Ankle, Left Z None , Ye: 
D Lower Leg, Right iF None Z None Z None 
F Lower Leg, Left 
J Calcaneus, Right 
K Calcaneus, Left 
L Foot, Right 
M Foot, Left 
P Toe(s), Right 
Q Toe(s), Left 
V Patella, Right 
W Patella, Left qe aS 
X Foot/Toe Joint, Right ® High Osmolar Z None Z None 
Y Foot/Toe Joint, Left 1 Low Osmolar 
Y Other Contrast 
B_ Imaging 
Q_ Non-Axial Lower Bones 
1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radioation on a fluorescent 


screen. The image may also be stored by either digital or analog means. 


Body Part Contrast Qualifier 
Character 5 Character 6 


Character 4 
Hip, Right ® High Osmolar Z None Z None 
Hip, Left 1 Low Osmolar 
Knee, Right Y Other Contrast 
Knee, Left Z None 
Ankle, Right 
Ankle, Left 
Foot/Toe Joint, Right 
Foot/Toe Joint, Left 


Femur, Right Z None 
Femur, Left 
Lower Leg, Right 
Lower Leg, Left 
Calcaneus, Right 
Calcaneus, Left 


Qualifier 
Character 7 


Toe(s), Right 
Toe(s), Left 
Patella, Right 


W Patella, Left 


<A VSFPARASE TN PwW<KxrACN= 0 
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BQ2-BQ3 Imaging ICD-10-PCS 2021 


B_ Imaging 
Q_ Non-Axial Lower Bones ; ‘ : 
2 Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 


exposures of external ionizing radiation 


Body Part Contrast Qualifier Qualifier 


® High Osmolar Z None 


® Hip, Right 

1. Hip, Left 1 Low Osmolar 
3 Femur, Right Y Other Contrast 
4 Femur, Left Z None 

7 Knee, Right 


8 Knee, Left 

D Lower Leg, Right 
F Lower Leg, Left 
G Ankle, Right 

H_ Ankle, Left 

J Calcaneus, Right 
K_ Calcaneus, Left 
L Foot, Right 

M Foot, Left 

P Toe(s), Right 

Q Toe(s), Left 

R_ Lower Extremity, Right : 
S_ Lower Extremity, Left 
V Patella, Right 

W Patella, Left 

X_ Foot/Toe Joint, Right 
Y Foot/Toe Joint, Left 


B Tibia/Fibula, Right ® High Osmolar 
C Tibia/Fibula, Left 1 Low Osmolar 


Y Other Contrast 


B_ Imaging 

Q_ Non-Axial Lower Bones 

3 Magnetic Resonance Imaging (MRI) Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


Body Part Contrast Qualifier Qualifier 
_ Character 4 Character 5 Character 6 Character 7 
® Hip, Right Y Other Contrast ® Unenhanced and Enhanced 


1 Hip, Left Z None 
3 Femur, Right 

4 Femur, Left 

7 Knee, Right 

8 Knee, Left 

D Lower Leg, Right 
F Lower Leg, Left 
G Ankle, Right 

H Ankle, Left 

J Calcaneus, Right 
K Calcaneus, Left 
L Foot, Right 

M Foot, Left 

P Toe(s), Right 

Q Toe(s), Left 

V Patella, Right 


W Patella, Left 


® Hip, Right Z None Z None Z None 
1 Hip, Left 

3 Femur, Right 

4 Femur, Left 

7 Knee, Right 

8 Knee, Left 

D Lower Leg, Right 
F Lower Leg, Left 
G Ankle, Right 

H_ Ankle, Left 

J Calcaneus, Right 
K Calcaneus, Left 
L Foot, Right 

M Foot, Left 

P Toe(s), Right 

Q Toe(s), Left 


V_ Patella, Right 
W Patella, Left 


Eq Limited Coverage 8 Noncovered Combination Member HAC Valid OR Combination Only DRGNon-OR —_New/Revised in GREEN 
758 ICD-10-PCS 2021 


ICD-10-PCS 2021 | 


maging BQ4-BR2 
B_ Imaging 
Q_ Non-Axial Lower Bones 
4 Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 


frequency sound waves 


Contrast Qualifier 
Character 5 Character 6 


4 
B_ Imaging 


R Axial Skeleton, Except Skull and Facial Bones 
9 Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Body Part 
Character 4 


Qualifier 
Character 7 


® Hip, Right 
1 Hip, Left 
2 Hips, Bilateral 
7 Knee, Right 

8 Knee, Left 

9 Knees, Bilateral 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Cervical Spine Z None Z None 1 Densitometry 
7 Thoracic Spine Z None 
9 Lumbar Spine 
G Whole Spine 
1 Cervical Disc(s) ® High Osmolar Z None Z None 
2. Thoracic Disc(s) 1 Low Osmolar 
3 Lumbar Disc(s) Y Other Contrast 
4 Cervical Facet Joint(s) Z None 


5 Thoracic Facet Joint(s) 
6 Lumbar Facet Joint(s) 
D Sacroiliac Joints 


8 Thoracolumbar Joint Z None Z None Tz None 


B_ Lumbosacral Joint 
C Pelvis 

F Sacrum and Coccyx 
H Sternum 


B_ Imaging 

R_ Axial Skeleton, Except Skull and Facial Bones 

1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radioation on a fluorescent 
screen. The image may also be stored by either digital or analog means. 


Body Part Contrast Qualifier — 
Character 5 Character 6 


Qualifier 
Character 7 


Character 4 


® Cervical Spine 8 High Osmolar Z None 
1 Cervical Disc(s) 1 Low Osmolar 

2 Thoracic Disc(s) Y Other Contrast 

3 Lumbar Disc(s) Z None 


4 Cervical Facet Joint(s) 
5 Thoracic Facet Joint(s) 
6 Lumbar Facet Joint(s) 
7 Thoracic Spine 

8 Thoracolumbar Joint 

9 Lumbar Spine 

B_ Lumbosacral Joint 

C Pelvis 

D Sacroiliac Joints 

F Sacrum and Coccyx 

G Whole Spine 

H Sternum 


B_ Imaging 

R_ Axial Skeleton, Except Skull and Facial Bones ; 

2 Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 
exposures of external ionizing radiation 


Contrast Qualifier 
Character 5 Character 6 


High Osmolar 
Low Osmolar 
Other Contrast 
None 


Qualifier 


aad Ae Character 7 


Character 4 


® Cervical Spine 
7 Thoracic Spine 

9 Lumbar Spine 

C Pelvis 

D Sacroiliac Joints 

F Sacrum and Coccyx 


N<- 0a 
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BR3-BT1 Imaging ICD-10-PCS 2021 


B_ Imaging 

R_ Axial Skeleton, Except Skull and Facial Bones ; 

3 Magnetic Resonance Imaging (MRI) _ Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


Y Other Contrast ® Unenhanced and Enhanced 


Z None 


® Cervical Spine 
1 Cervical Disc(s) 
2. Thoracic Disc(s) 
3 Lumbar Disc(s) 
7 Thoracic Spine 
9 Lumbar Spine 


C Pelvis 
F Sacrum and Coccyx 
® Cervical Spine Z None Z None Z None 


1. Cervical Disc(s) 

2. Thoracic Disc(s) 

3 Lumbar Disc(s) 

7 Thoracic Spine 

9 Lumbar Spine 

C Pelvis 

F Sacrum and Coccyx 


B_ Imaging 
R_ Axial Skeleton, Except Skull and Facial Bones 


4 Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 
frequency sound waves 


Body Part 
Character 4 

® Cervical Spine 

7 Thoracic Spine 

9 Lumbar Spine 

F Sacrum and Coccyx 


Contrast Qualifier 


Qualifier 
Character 5 Character 6 


Character 7 


B_ Imaging 
T Urinary System 
® Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Bladder 
1 Kidney, Right 

2 Kidney, Left 

3 Kidneys, Bilateral 

4 Kidneys, Ureters and Bladder 
5 Urethra 

6 Ureter, Right 

7 Ureter, Left 

8 Ureters, Bilateral 

B_ Bladder and Urethra 

C_lleal Diversion Loop 


High Osmolar 
Low Osmolar 
Other Contrast 
None 


Z None 


N=<=-02 


B_ Imaging 

T Urinary System 

1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radioation ona fluorescent 
screen. The image may also be stored by either digital or analog means. 


Body Part Contrast Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Bladder ® High Osmolar Z None 
1 Kidney, Right 1 Low Osmolar 
2. Kidney, Left Y Other Contrast 
3 Kidneys, Bilateral Z None 


4 Kidneys, Ureters and Bladder 

5 Urethra 

6 Ureter, Right 

7 Ureter, Left 

B_ Bladder and Urethra 

C Ileal Diversion Loop 

D Kidney, Ureter and Bladder, Right 
F Kidney, Ureter and Bladder, Left 


G Ileal Loop, Ureters and Kidneys 
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ICD-10- j 
CD-10-PCS 2021 Imaging BT2-BUS 


B_ Imaging 

T Urinary System 
2 Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplan 
exposures of external ionizing radiation 


Contrast Qualifier 
Character 5 Character 6 
Bladder / |® High Osmolar 8 Unenhanced and Enhanced Z None 
Kidney, Right |1 Low Osmolar |Z None 
Kidney, Left |Y Other Contrast 
Kidneys, Bilateral 


Kidney Transplant 
Bladder 

Kidney, Right 
Kidney, Left 
Kidneys, Bilateral 
Kidney Transplant 


ar images developed from the capture of multiple 


Qualifier 
Character 7 


Z None 'Z None [lz None 


WWNRH BOWN | BD 


B Imaging 

T Urinary System 

3 Magnetic Resonance Imaging (MRI) Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


Body Part Qualifier 
Character 4 Character 6 


9 Bladder |Y Other Contrast |} @ Unenhanced and Enhanced Z None 
1 Kidney, Right Z None 

2 Kidney, Left | 

3 Kidneys, Bilateral 

9 Kidney Transplant 

@ Bladder i | Z None hi None |Z None 
1 Kidney, Right | 

2 Kidney, Left 

3 Kidneys, Bilateral 


9 Kidney Transplant 


Qualifier 
Character 7 


B_ Imaging 
T Urinary System 
4 Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 


frequency sound waves 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


@ Bladder |Z None |Z None |Z None 
1 Kidney, Right | | 

2 Kidney, Left | 

3 Kidneys, Bilateral 

5 Urethra 

6 Ureter, Right | 


7 Ureter, Left 

8 Ureters, Bilateral 

9 Kidney Transplant | 
J Kidneys and Bladder 


B_ Imaging 
U_ Female Reproductive System _— = 
8 PlainRadiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Contrast Qualifier Qualifier 
Character 5 


Character 6 Character 7 
® High Osmolar 


1 Low Osmolar 
Y Other Contrast 


@ Fallopian Tube, Right 
1 Fallopian Tube, Left 
2 Fallopian Tubes, Bilateral 

6 Uterus 

8 Uterus and Fallopian Tubes 
9 Vagina 
2 All body part, contrast, and qualifier values 


“a 


10 #0 +0 #0 +40 +0) 
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— Combination Member HAC Valid OR Combination Only DRGNon-OR New/Revised in GREEN 


Limited Coverage [@ Noncovered ore 


ICD-10-PCS 2021 


BU1-BV9 Imaging ICD-10-PCS 2021 


B_ Imaging 
U_ Female Reproductive System ~« 
1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radioation on a fluorescent 


screen. The image may also be stored by either digital or analog means. 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 
6 Fallopian Tube, Right Q |@ High Osmolar 
1 Fallopian Tube, Left Q |1 Low Osmolar 
2 Fallopian Tubes, Bilateral Q |Y¥ Other Contrast 
6 Uterus 2 |Z None 
8 Uterus and Fallopian Tubes Q 
9 Vagina 


Q All body part, contrast, and qualifier values 


Imaging 

Female Reproductive System 

Magnetic Resonance Imaging (MRI) _ Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


won 


Contrast 
Character 5 


Y Other Contrast 


Body Part 
Character 4 
Ovary, Right 
Ovary, Left 
Ovaries, Bilateral 
Uterus 
Vagina 
Pregnant Uterus 
Uterus and Ovaries 


Ovary, Right Z None Z None 
Ovary, Left 

Ovaries, Bilateral 
Uterus 

Vagina 

Pregnant Uterus 
Uterus and Ovaries 


Q 


Qualifier 
Character 7 


Qualifier 
Character 6 


® Unenhanced and Enhanced 
Z None 


ADBWVOAUAEWIADWOAUWU S WwW 


All body part, contrast, and qualifier values 


Imaging 
Female Reproductive System 
Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 


frequency sound waves 
Qualifier 
Character 6 


B 
U 
4 


Body Part 
Character 4 
Fallopian Tube, Right 
Fallopian Tube, Left 
Fallopian Tubes, Bilateral 
Ovary, Right 
Ovary, Left 
Ovaries, Bilateral 
Uterus 

Uterus and Ovaries 


Q 


Qualifier 
Character 7 


Contrast 
Character 5 


AAU AWN =8 


All body part, contrast, and qualifier values 


Imaging 
Male Reproductive System 
Plain Radiography Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


a<on 


Body Part Contrast Qualifier Li 
carne charset ae 


Corpora Cavernosa 
Epididymis, Right 
Epididymis, Left 
Prostate 

Testicle, Right 
Testicle, Left 

Vasa Vasorum 


8 High Osmolar 
1 Low Osmolar 
Y Other Contrast 


ONDUWN= 2 
QAaaaaag 


EA Limited Coverage B&Noncovered [Combination Member HAC Valid OR Combination Only DRGNon-OR 
762 G NON-OR 


All body part, contrast, and qualifier values 


New/Revised in GREEN 
ICD-10-PCS 202] 


ICD-10-PCS 2021 


Imaging BV1-BW6 
B_ Imaging 
V_ Male Reproductive System 
1 Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radioation ona fluorescent 


screen. The image may also be stored by either digital or analog means. 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Corpora Cavernosa CO |® High Osmolar 


8 Vasa Vasorum CG |1 Low Osmolar 


Y Other Contrast 
Z None 


All body part, contrast, and qualifier values 


(e) 


B_ Imaging 
V_ Male Reproductive System 


2 Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 
exposures of external ionizing radiation 


Body Part 
Character 4 


Contrast 


Qualifier 
Character 5 


Qualifier 
Character 6 


Character 7 


3 Prostate CG |® High Osmolar @® Unenhanced and Enhanced 
1 Low Osmolar Z None 
Y Other Contrast 
3 Prostate Z None Z None Z None 


oy BV23[@,Y][0,Z]Z GO BV23ZZZ 
() BV2310Z 
B- Imaging 


V_ Male Reproductive System 
3 Magnetic Resonance Imaging (MRI) Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


Qualifier 
Character 6 


® Unenhanced and Enhanced Z None 
Z None 


Body Part 
Character 4 
® Corpora Cavernosa 
3 Prostate 
4 Scrotum 
5 Testicle, Right 


6 Testicle, Left 
7 Testicles, Bilateral 
8 Corpora Cavernosa Z None Z None Z None 


Contrast 
Character 5 


Y Other Contrast 


Qualifier 
Character 7 


3 Prostate 
4 Scrotum 
5 Testicle, Right 


6 Testicle, Left 
7 Testicles, Bilateral 


) All body part, contrast, and qualifier values 


QAaaagaagaaaa 


Q 


B_ Imaging 

V_ Male Reproductive System 

4 Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 
frequency sound waves 


Qualifier 
Character 7 


Qualifier 
Character 6 


Contrast 


Body Part 
Character 5 


Character 4 


4 Scrotum C 
9 Prostate and Seminal Vesicles COC 
B_ Penis or 


o} All body part, contrast, and qualifier values 


B_ Imaging 
W_ Anatomical Regions ay. ae ; é 
6 Plain Radisoraphy, Definition: Planar display of an image developed from the capture of external ionizing radiation on photographic or photoconductive plate 


Qualifier 
Character 7 


Qualifier 


Contrast 
Body Part Character 6 


Character 4 Character 5 
® Abdomen Z None Z None Z None 
1 Abdomen and Pelvis 
3 Chest 

B_ Long Bones, All 

C Lower Extremity 

J Upper Extremity 

K Whole Body 

L Whole Skeleton 

M Whole Body, Infant 


Limited Coverage  [& Noncovered Combination Member HAC Valid OR Combination Only DRGNon-OR  New/Revised in ‘cir 
ICD-10-PCS 2021 


BW1-BW4 Imaging ICD-10-PCS 2021 


B_ Imaging 
W_ Anatomical Regions _ ae wwit> 
1. Fluoroscopy Definition: Single plane or bi-plane real time display of an image developed from the capture of external ionizing radioation on a fluorescent 


screen. The image may also be stored by either digital or analog means. 


Body Part Contrast Qualifier 
Character 5 Character 6 


Character 4 
High Osmolar 


1 Abdomen and Pelvis 

9 Head and Neck Low Osmolar 
C Lower Extremity Other Contrast 
J Upper Extremity None 


Qualifier 
Character 7 


N<=0 


B_ Imaging 

W Anatomical Regions ; 

2 Computerized Tomography (CT Scan) Definition: Computer reformatted digital display of multiplanar images developed from the capture of multiple 
exposures of external ionizing radiation 


Body Part Contrast Qualifier Qualifier 
- Character 4 Character 5 Character 6 Character 7 
@ Abdomen ® High Osmolar @ Unenhanced and Enhanced 


1 Abdomen and Pelvis 

4 Chest and Abdomen 

5 Chest, Abdomen and Pelvis 
8 Head 

9 Head and Neck 

F Neck 

G Pelvic Region 


® Abdomen Z None aT None Z None 
1 Abdomen and Pelvis 

4 Chest and Abdomen 

5 Chest, Abdomen and Pelvis 
8 Head 

9 Head and Neck 

F Neck 


G Pelvic Region 


B_ Imaging 

W Anatomical Regions 

3 Magnetic Resonance Imaging (MRI) _ Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


1 Low Osmolar Z None 
Y Other Contrast 


Body Part Contrast Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


® Abdomen Y Other Contrast ® Unenhanced and Enhanced Z None 
8 Head Z None 


F Neck 

G Pelvic Region 

H_ Retroperitoneum 
P_ Brachial Plexus 

® Abdomen Tz None Z None 
8 Head 

F Neck 

G Pelvic Region 

H_ Retroperitoneum 


P Brachial Plexus 
3 Chest Y Other Contrast @ Unenhanced and Enhanced = None 


Z None 


Z None 


B_ Imaging 
W Anatomical Regions 
4 Ultrasonography Definition: Real time display of ima 
frequency sound waves 
Contrast 


Qualifier 
Character 6 


ges of anatomy or flow information developed from the capture of relected and attenuated high 


Body Part 
Character 4 


Qualifier 


‘Character 5 Character 7 


® Abdomen 
1 Abdomen and Pelvis 
F Neck 

G Pelvic Region 


EQ Limited Coverage [5 Noncovered Combination Member HAC Valid OR Combination Only DRG Non-OR 


= New/Revised in GREEN 


ICD-10-PCS 2021 


] Ke re . 
CD-10-PCS 2021 Imaging BW5-BY4 


B_ Imaging 
W Anatomical Regions 
5 Otherimaging Definition: Other specified modality for visualizing a body part 


Body Part Contrast Qualifier 
Character 5 Character 6 


Character 4 
1 Bacterial Autofluorescence 


Qualifier 
Character 7 


2 Trunk 

9 Head and Neck 
C 

J 


Lower Extremity 
Upper Extremity 


B_ Imaging 

Y Fetus and Obstetrical 

3 Magnetic Resonance Imaging (MRI) Definition: Computer reformatted digital display of multiplanar images developed from the capture of radio-frequency 
signals emitted by nuclei in a body site excited within a magnetic field 


Body Part Contrast Qualifier ualifier 
Character 4 Character 5 Character 6 Chava 7 


Fetal Head Y Other Contrast @ Unenhanced and Enhanced Z None 
Fetal Heart Z None 


Fetal Thorax 
Fetal Abdomen 
Fetal Spine 

Fetal Extremities 
Whole Fetus 


Fetal Head 

Fetal Heart 

Fetal Thorax 
Fetal Abdomen 
Fetal Spine 

Fetal Extremities 
Whole Fetus 


Q BY3[0,1,2,3,5,6]Y[@,Z]Z 


Q BY34YZZ 
9 BY3[(,1,2,3,4,5,6]ZZZ 


kd 


Z None Z None Z None 


AubPWNR BAUARWN=A DB 
40 +40 40 40 40 40 40] 40 40 40 40 40 10 40 


B_ Imaging 
Y Fetus and Obstetricai 
4 Ultrasonography Definition: Real time display of images of anatomy or flow information developed from the capture of relected and attenuated high 


frequency sound waves 
Contrast Qualifier 
Character 5 Character 6 
Z None 


Z None 


Qualifier 
Character 7 


Body Part 
Character 4 
Fetal Umbilical Cord Q 
Placenta Q 
First Trimester, Single Fetus Q 
First Trimester, Multiple Q 
Gestation 
Second Trimester, Single Fetus 9 
fe) 
Q 
Q 


on wmoowon 


Second Trimester, Multiple 
Gestation 
Third Trimester, Single Fetus 


Third Trimester, Multiple 
Gestation 


Q All body part, contrast, and qualifier values 


an 
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ICD-10-PCS 2021 


Nuclear Medicine C61-CW7 


Nuclear Medicine C61-C21 


Nuclear Medicine 
Central Nervous System 
Planar Nuclear Medicine Imaging 


-an 


Definition: introduction of radioactive materials into the body for single plane display of images developed from the 
capture of radioactive emissions 


Body Part Radionuclide Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


Brain 


Technetium 99m (Tc-99m) 
Other Radionuclide 


Indium 111 (In-111) 
Other Radionuclide 


Other Radionuclide 


Z None 


5 Cerebrospinal Fluid 


Z None 


<|<o|l~<- 


Central Nervous System 


Nuclear Medicine 

Central Nervous System 

Tomographic (Tomo) Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for three dimensional display of images 
developed from the capture of radioactive emissions 


Radionuclide Qualifier 
Character 5 


Character 6 
Technetium 99m (Tc-99m) 
lodine 123 (1-123) 
Thallium 201 (TI-201) 
Other Radionuclide 


Indium 111 (In-111) Z None Z None 
Other Radionuclide 


Other Radionuclide 


Non 


Qualifier 
Character 7 


5 Cerebrospinal Fluid 


<|<o|<u7n-— 


Central Nervous System 


Nuclear Medicine 

Central Nervous System 

Positron Emission Tomographic (PET) Imaging Definition: Introduction of radioactive materials into the body for three dimensional display of images 
developed from the simultaneous capture, 180 degrees apart, of radioactive emissions 


wan 


Body Part Radionuclide Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


B Carbon 11 (C-11) 
K Fluorine 18 (F-18) 
M Oxygen 15 (0-15) 
Y Other Radionuclide 


Y Other Radionuclide 


Central Nervous System 


Nuclear Medicine 


Z None 
Z None 
Central Nervous System 


Nonimaging Nuclear Medicine Probe Definition: Introduction of radioactive materials into the body for the study of distribution and fate of certain 
substances by the detection of radioactive emissions; or, alternatively, measurement of absorption of radioactive 
emissions from an external source 


uan 


Body Part Radionuclide Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


Brain 


Central Nervous System 


Nuclear Medicine 


V_ Xenon 133 (Xe-133) Z None 
Y Other Radionuclide 
Y Other Radionuclide Z None 
Heart art ati : ' 
Planar Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 


capture of radioactive emissions 
Qualifier 
Character 6 


Z None 


-=NO 


Qualifier 
Character 7 


Radionuclide 
Character 5 
Technetium 99m (Tc-99m) 
Other Radionuclide 
Technetium 99m (Tc-99m) Z None Z None 
Indium 111 (In-111) 
Thallium 201 (TI-201) 
Other Radionuclide 
None 

Other Radionuclide Z None Z None 


Body Part 
Character 4 


6 Heart, Right and Left 


<|N<No |< = 


G Myocardium 


Y Heart 


Limited Coverage @Noncovered [| Combination Member HAC Valid OR Combination Only DRGNon-OR New/Revised in — 
ICD-10-PCS 2021 
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icine 


Nuclear Med 
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C22-C51 Nuclear Medicine ICD-10-PCS 2021 


C_ Nuclear Medicine 


2 Heart P : - : 
2 Tomographic (Tomo) Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for three dimensional display of images 


developed from the capture of radioactive emissions 


Body Part Radionuclide 
Character 4 Character 5 


Qualifier 


Qualifier 
Character 7 


Character 6 


6 Heart, Right and Left 1 Technetium 99m (Tc-99m) Z None Z None 
Y Other Radionuclide 
G Myocardium 1 Technetium 99m (Tc-99m) Z None Z None 


D Indium 111 (In-111) 
K Fluorine 18 (F-18) 

S_ Thallium 201 (TI-201) 
Y Other Radionuclide 


Z None 
Y Heart Y Other Radionuclide Z None Z None 


C_ Nuclear Medicine 
2 Heart ; 
3 Positron Emission Tomographic (PET) Imaging Definition: Introduction of radioactive materials into the body for three dimensional display of images 

developed from the simultaneous capture, 180 degrees apart, of radioactive emissions 


Qualifier 
bi Character 7 


Radionuclide 
Character 5 


Fluorine 18 (F-18) 
Oxygen 15 (0-15) 
Rubidium 82 (Rb-82) 
Nitrogen 13 (N-13) 

Other Radionuclide 
Other Radionuclide 


Body Part 
Character 4 


G Myocardium 


<|~<rmozx 


Y Heart 


C_ Nuclear Medicine 
2 Heart 
5 Nonimaging Nuclear Medicine Probe Definition: Introduction of radioactive materials into the body for the study of distribution and fate of certain 


substances by the detection of radioactive emissions; or, alternatively, measurement of absorption of radioactive 


emissions from an external source 
Radionuclide Qualifier 
Character 5 Character 6 
C Nuclear Medicine 


1 Technetium 99m (Tc-99m) Z None 

Y Other Radionuclide 

Y Other Radionuclide Z None 
5 Veins 


1 Planar Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 
capture of radioactive emissions 


Body Part 
Character 4 


6 Heart, Right and Left 


Qualifier 
Character 7 


Y Heart 


Body Part Radionuclide Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 
B_ Lower Extremity Veins, Right 1 Technetium 99m (Tc-99m) Z None Z None 
C Lower Extremity Veins, Left Y Other Radionuclide 


D Lower Extremity Veins, Bilateral 
N Upper Extremity Veins, Right 

P Upper Extremity Veins, Left 

Q Upper Extremity Veins, Bilateral 


R_ Central Veins 
Y Veins Y Other Radionuclide Z None Z None 


EJ Limited Coverage [3 Noncovered Combination Member HAC Valid OR Combination Only DRG Non-OR New/Revised in GREEN 
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ICD-10-PCS 2021 Nuclear Medicine C71-C76 


C Nuclear Medicine 
7 Lymphatic and Hematologic System 


1. Planar Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 


capture of radioactive emissions 


Body Part Radionuclide Qualifier ualifi 


® Bone Marrow Technetium 99m (Tc-99m) 


Indium 111 (In-111) 
Other Radionuclide 


Technetium 99m (Tc-99m) Z None Z None 
Other Radionuclide 


Z None 


2 Spleen 

5 Lymphatics, Head and Neck 
D Lymphatics, Pelvic 

J _Lymphatics, Head 

K_ Lymphatics, Neck . 
L_ Lymphatics, Upper Chest 

M Lymphatics, Trunk 

N_ Lymphatics, Upper Extremity 
P_ Lymphatics, Lower Extremity 


3 Blood D Indium 111 (In-111) Z None Z None 
Y Other Radionuclide 
Y_ Lymphatic and Hematologic System| Y Other Radionuclide Z None Z None 


C Nuclear Medicine 

7 Lymphatic and Hematologic System 

2 Tomographic (Tomo) Nuclear Medicine Imaging Definition: introduction of radioactive materials into the body for three dimensional display of images 
developed from the capture of radioactive emissions 


Body Part Radionuclide Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


1. Technetium 99m (Tc-99m) 
Y Other Radionuclide 


Y Lymphatic and Hematologic System] Y OtherRadionuclide si y }Y OtherRadionuclide = 'Z None. — eiiniaieet wae yl Z None 


Nuclear Medicine 
Lymphatic and Hematologic System 


Cc 
7 
5 Nonimaging Nuclear Medicine Probe Definition: introduction of radioactive materials into the body for the study of distribution and fate of certain 


substances by the detection of radioactive emissions; or, alternatively, measurement of absorption of radioactive 
emissions from an external source 


Body Part Radionuclide Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 
5 Lymphatics, Head and Neck 1 Technetium 99m (Tc-99m) Z None 
D_ Lymphatics, Pelvic Y Other Radionuclide 


J Lymphatics, Head 

K_ Lymphatics, Neck 

L_ Lymphatics, Upper Chest 

M_ Lymphatics, Trunk 

N_ Lymphatics, Upper Extremity 
P_ Lymphatics, Lower Extremity 


Y Lymphatic and Hematologic System| Y Other Radionuclide 


C_ Nuclear Medicine 


7 Lymphatic and Hematologic System 
6 Nonimaging Nuclear Medicine Assay Definition: Introduction of radioactive materials into the body for the study of body fluids and blood elements, by the 


detection of radioactive emissions 


Body Part Radionuclide 


Character 4 Character 5 


Technetium 99m (Tc-99m) 

Cobalt 58 (Co-58) - 

Cobalt 57 (Co-57) 

Indium 111 (In-111) 

lodine 125 (I-125) 

Chromium (Cr-51) 

Y Other Radionuclide 

i i Y Other Radionuclide 


Y Lymphatic and Hematologic System 


Qualifier 
Character 7 


Qualifier 
Character 6 


Z None Z None 


3 Blood 


eronve 


PZSNone 


— er = 
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C81-CD1 Nuclear Medicine ICD-10-PCS 2021 


C Nuclear Medicine 
8 Eye . * . . 
1 Planar Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 


capture of radioactive emissions 
Radionuclide Qualifier 
Character 5 Character 6 
C Nuclear Medicine 


1. Technetium 99m (Tc-99m) Z None 

Y Other Radionuclide 

Y Other Radionuclide Z None 
9 Ear, Nose, Mouth and Throat 


1 Planar Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 
capture of radioactive emissions 


Qualifier 


Body Part Character 7 


Character 4 


Lacrimal Ducts, Bilateral 


Eye 


Qualifier 
Character 7 


Radionuclide 


Qualifier 
Character 5 Character 6 
Technetium 99m (Tc-99m) Z None 
Z None 


Y Other Radionuclide 
C Nuclear Medicine : 


Other Radionuclide 

B_ Respiratory System 
1 Planar Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 
capture of radioactive emissions 


Body Part 
Character 4 


Salivary Glands, Bilateral 


Ear, Nose, Mouth and Throat 


Body Part Radionuclide Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


Lungs and Bronchi 


<|<<406-— 


Respiratory System 
Nuclear Medicine 


Technetium 99m (Tc-99m) Z None 
Krypton (Kr-81m) 
Xenon 127 (Xe-127) 
Xenon 133 (Xe-133) 
Other Radionuclide 
Other Radionuclide Z None 
C 
B_ Respiratory System 
2 


Tomographic (Tomo) Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for three dimensional display of images 
developed from the capture of radioactive emissions 


Radionuclide Qualifier 
Character 5 Character 6 
1 Technetium 99m (Tc-99m) Z None 
9 Krypton (Kr-81m) 
Y Other Radionuclide 
Y Other Radionuclide Z None 
C Nuclear Medicine 
B_ Respiratory System 
3 


Positron Emission Tomographic (PET) Imaging Definition: Introduction of radioactive materials into the body for three dimensional display of images 
developed from the simultaneous capture, 180 degrees apart, of radioactive emissions 


Body Part 
Character 4 


Lungs and Bronchi 


Qualifier 
Character 7 


Respiratory System 


Body Part Radionuclide Qualifier i 


Lungs and Bronchi K Fluorine 18 (F-18) 
Y Other Radionuclide 


Y Other Radionuclide 


Respiratory System Z None 


C_ Nuclear Medicine 

D_ Gastrointestinal System 

1 Planar Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 
capture of radioactive emissions 


Body Part 
Character 4 


5 Upper Gastrointestinal Tract 
7 Gastrointestinal Tract 


Radionuclide 
Character 5 
Technetium 99m (Tc-99m) 
Indium 111 (In-111) 
Other Radionuclide 


Other Radionuclide 


Qualifier 


ifi 
Character 6 Qualifier 


Character 7 


Digestive System Z None 


EQ Limited Coverage 3Noncovered [4 Combination Member HAC Valid OR Combination Only DRGNon-OR —_New/Revised in GREEN 
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ICD-10-PCS 2021 Nuclear Medicine CD2-CG2 


C Nuclear Medicine 
D_ Gastrointestinal System 
2 


Tomographic (Tomo) Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for three dimensional display of images 
developed from the capture of radioactive emissions 


Radionuclide os Qualifier 
Character 5 Character 6 
1 Technetium 99m (Tc-99m) 
D Indium 111 (In-111) 
Y Other Radionuclide 


Y Other Radionuclide 


Body Part 
Character 4 


7 Gastrointestinal Tract 


Qualifier 
Character 7 


Y Digestive System 


C Nuclear Medicine 
F Hepatobiliary System and Pancreas 
1 Planar Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 
capture of radioactive emissions 
Body Part Radionuclide Qualifier Qualifi 
ualifier 
Character 4 Character 5 Character 6 Character 7 


4 Gallbladder 

5 Liver 

6 Liver and Spleen 

C Hepatobiliary System, All 


1 Technetium 99m (Tc-99m) 
Y Other Radionuclide 


Y Hepatobiliary System and Pancreas | Y Other Radionuclide 


C Nuclear Medicine 

F Hepatobiliary System and Pancreas 

2 Tomographic (Tomo) Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for three dimensional display of images 
developed from the capture of radioactive emissions 


Radionuclide Qualifier 
Character 5 Character 6 


1 Technetium 99m (Tc-99m) Z None 
Y Other Radionuclide 


Body Part 
Character 4 

4 Gallbladder 

5 Liver 

6 Liver and Spleen 


Qualifier 
Character 7 


Y Hepatobiliary System and Pancreas | Y Other Radionuclide 


C Nuclear Medicine 
G_ Endocrine System 


1. Planar Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 
capture of radioactive emissions 
Body Part Radionuclide Qualifier Qualifier 


Character 4 Character 5 Character 6 Character 7 
1 Parathyroid Glands 1 Technetium 99m (Tc-99m) Z None Z None 
S Thallium 201 (TI-201) 
Y Other Radionuclide 
2 Thyroid Gland 1 Technetium 99m (Tc-99m) Z None Z None 
F lodine 123 (I-123) 
G_ lodine 131 (I-131) 


Y Other Radionuclide 
4 Adrenal Glands, Bilateral ir lodine 131 (I-131) Z None Z None 


Y Other Radionuclide 
Y Endocrine System Y Other Radionuclide Z None Z None 


C Nuclear Medicine 


G_ Endocrine System 
2 Tomographic (Tomo) Nuclear Medicine Imaging Definition: introduction of radioactive materials into the body for three dimensional display of images 


developed from the capture of radioactive emissions 


Body Part Radionuclide, Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


1. Technetium 99m (Tc-99m) 
S Thallium 201 (TI-201) 

Y Other Radionuclide 
y 


Other Radionuclide 


1 Parathyroid Glands 


Y Endocrine System 
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icine 


Nuclear Med 


LU4-CP I 


CG4-CP1 Nuclear Medicine ICD-10-PCS 2021 


C Nuclear Medicine 
G_ Endocrine System 
4 Nonimaging Nuclear Medicine Uptake Definition: Introduction of radioactive materials into the body for measurements of organ function, from the 

detection of radioactive emmissions 


Body Part Radionuclide Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 
Thyroid Gland Technetium 99m (Tc-99m) Z None 


lodine 123 (I-123) 
lodine 131 (I-131) 
Other Radionuclide 


Other Radionuclide 


<|<a7-= 


Endocrine System 


C_ Nuclear Medicine 
H_ Skin, Subcutaneous Tissue and Breast 
1 Planar Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 


capture of radioactive emissions 
Radionuclide Qualifier 
Character 5 Character 6 
Technetium 99m (Tc-99m) Z None 
S$ Thallium 201 (TI-201) 
Other Radionuclide 


Other Radionuclide Z None 


Qualifier 


Body Part 
Character 7 


Character 4 
Breast, Right 
Breast, Left 

Breasts, Bilateral 


<|n-= 0 


Skin, Subcutaneous Tissue and 
Breast 


Nuclear Medicine 
Skin, Subcutaneous Tissue and Breast 
Tomographic (Tomo) Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for three dimensional display of images 


N=z=N 


developed from the capture of radioactive emissions 


Radionuclide Qualifier 
Character 5 Character 6 
1 Technetium 99m (Tc-99m) Z None 


S Thallium 201 (TI-201) 
Y Other Radionuclide 


Y Other Radionuclide 


Body Part Qualifier 
Character 4 Character 7 


Breast, Right 
Breast, Left 
Breasts, Bilateral 


<|_N-= 20 


Skin, Subcutaneous Tissue and 
Breast 


Z None 


C_ Nuclear Medicine 
P Musculoskeletal System 
1 Planar Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 


capture of radioactive emissions 


Body Part 
Character 4 


Radionuclide 
Character 5 


1 Technetium 99m (Tc-99m) 
Y Other Radionuclide 


Qualifier 
Character 7 


Qualifier 
Character 6 


Z None 


Skull 
Thorax 
Spine 
Pelvis 
Spine and Pelvis 

Upper Extremity, Right 
Upper Extremity, Left 
Upper Extremities, Bilateral 
Lower Extremity, Right 
Lower Extremity, Left 
Lower Extremities, Bilateral 
Musculoskeletal System, All 's 


Musculoskeletal System, Other Y Other Radionuclide Tz None Z None 


<INTNT9ONWOMNAUA = 
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ICDs10-Pesi2021 Nuclear Medicine CP2-CT6 


C Nuclear Medicine 
P Musculoskeletal System 
Zz 


Tomographic (Tomo) Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for three dimensional display of images 
developed from the capture of radioactive emissions 


Radionuclide Qualifier 
Character 5 Character 6 


1 Technetium 99m (Tc-99m) Z None 
Y Other Radionuclide 


Body Part 
Character 4 


Qualifier 
Character 7 


1 Skull 
2 Cervical Spine 

3 Skull and Cervical Spine 

4 Thorax 

6 Pelvis 

7 Spine and Pelvis 

8 Upper Extremity, Right 

9 Upper Extremity, Left 

B_ Upper Extremities, Bilateral 
C Lower Extremity, Right 

D Lower Extremity, Left 

F Lower Extremities, Bilateral 
G Thoracic Spine 

H_ Lumbar Spine 

J Thoracolumbar Spine 


Ie 
Y Musculoskeletal System, Other Y Other Radionuclide Z None Z None 


C Nuclear Medicine 

P Musculoskeletal System 

5 Nonimaging Nuclear Medicine Probe Definition: Introduction of radioactive materials into the body for the study of distribution and fate of certain 
substances by the detection of radioactive emissions; or, alternatively, measurement of absorption of radioactive 


emissions from an external source 
Radionuclide Qualifier 
Character 5 Character 6 
Z None 


Other Radionuclide 


Body Part 


Qualifier 
Character 4 


Character 7 


5 Spine 
N_ Upper Extremities 
P_ Lower Extremities 


Y Musculoskeletal System, Other 


C Nuclear Medicine 
T Urinary System 


1 Planar Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 
capture of radioactive emissions 


Radionuclide 
Character 5 
Technetium 99m (Tc-99m) 
lodine 123 (I-123) 

lodine 131 (I-131) 

Other Radionuclide 
Technetium 99m (Tc-99m) 
Other Radionuclide 


Other Radionuclide 


Body Part 
Character 4 


3 Kidneys, Ureters and Bladder 


Qualifier 
Character 7 


Qualifier 
Character 6 


Z None 


H_ Bladder and Ureters 


<|<=-|<q7-= 


Y Urinary System 


C Nuclear Medicine 

T Urinary System 

2 Tomographic (Tomo) Nuclear Medicine Imaging Definition: introduction of radioactive materials into the body for three dimensional display of images 
developed from the capture of radioactive emissions 


Body Part Radionuclide Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


1 Technetium 99m (Tc-99m) Z None 


Y Other Radionuclide 


3 Kidneys, Ureters and Bladder 


Y Urinary System Y Other Radionuclide Z None Z None 

C Nuclear Medicine 

T Urinary System a}! ge 

6 Nonimaging Nuclear Medicine Assay Definition: Introduction of radioactive materials into the body for the study of body fluids and blood elements, by the 


detection of radioactive emissions 


Part Radionuclide Qualifier Qualifier 
Aad ts 4 Character 6 Character 7 


Technetium 99m (Tc-99m) 
lodine 123 (1-123) 

lodine 131 (I-131) 

lodine 125 (I-125) 

Other Radionuclide 


Other Radionuclide 


Kidneys, Ureters and Bladder 


<|<zramn-= 


Y Urinary System 
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Nuclear Medicine 


CV1-CWw3 


CV1-CW3 


Nuclear Medicine 


ICD-10-PCS 2021 


C Nuclear Medicine 
V_ Male Reproductive System 
1 Planar Nuclear Medicine Imaging 


Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 


capture of radioactive emissions 


Body Part Radionuclide Qualifier Qualifier 
charter’ character? 


9 Testicles, Bilateral @ | 1  Technetium 99m (Tc-99m) |Z None |Z None 
| Y Other Radionuclide | 
Y Male Reproductive System = © |Y Other Radionuclide lz None Z None 


C All body part, radionuclide, and qualifier values 


C Nuclear Medicine 
W_ Anatomical Regions 
1 Planar Nuclear Medicine Imaging 


Definition: Introduction of radioactive materials into the body for single plane display of images developed from the 


capture of radioactive emissions 


Radionuclide 
Character 5 


Qualifier 
Character 6 


8 Abdomen 1 Technetium 99m (Tc-99m) |Z None |Z None 
1 Abdomen and Pelvis | D Indium 111 (In-111) 
4 Chestand Abdomen | F  lodine 123 (I-123) | 
6 Chest and Neck G_ lodine 131 (I-131) 
B Head and Neck |L Gallium 67 (Ga-67) 
D Lower Extremity | $ Thallium 201 (TI-201) 
J Pelvic Region Y Other Radionuclide 
M Upper Extremity | 
N Whole Body 
3 Chest /1 Technetium 99m (Tc-99m) Z None Z None 
|D Indium 111 (In-111) | 
| F  lodine 123 (I-123) 
|G lodine 131 (I-131) | 
K Fluorine 18 (F-18) 
L_ Gallium 67 (Ga-67) 
|S Thallium 201 (TI-201) 
Y Other Radionuclide 
Y Anatomical Regions, Multiple Y Other Radionuclide |Z None lz None 
Z_ Anatomical Region, Other "|Z None Z None |Z None 


C Nuclear Medicine 
W Anatomical Regions 


2 Tomographic (Tomo) Nuclear Medicine Imaging Definition: Introduction of radioactive materials into the body for three dimensional display of images 


developed from the capture of radioactive emissions 


Radionuclide 
Character 5 


Body Part 
Character 4 


C Nuclear Medicine 
W_ Anatomical Regions 


8 Abdomen | 1 Technetium 99m (Tc-99m) Z None Z None 
1 Abdomen and Pelvis }D Indium 111 (In-111) 
3 Chest | F lodine 123 (I-123) 
4 Chest and Abdomen G_ lodine 131 (I-131) 
6 Chest and Neck | K_ Fluorine 18 (F-18) 
B Head and Neck L_ Gallium 67 (Ga-67) 
D Lower Extremity S Thallium 201 (TI-201) 
J Pelvic Region Y Other Radionuclide 
M Upper Extremity 
— 
Y Anatomical Regions, Multiple |Y Other Radionuclide |Z None |Z None 


3 Positron Emission Tomographic (PET) Imaging _ Definition: Introduction of radioactive materials into the body for three dimensional display of images 


developed from the simultaneous capture, 180 d 


Body Part Radionuclide 
Character 4 Character 5 
N Whole Body Y Other Radionuclide 


ES Limited Coverage [3 Noncovered & Combination Member 


774 


egrees apart, of radioactive emissions 


Qualifier 
Character 6 


Character 7 


Z None 


Z None 


~ > - a 
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ICD-10-PCS 2021 Nuclear Medicine CW5-CW7 


C Nuclear Medicine 
W Anatomical Regions 
5 


Nonimaging Nuclear Medicine Probe Definition: Introduction of radioactive materials into the body for the study of distribution and fate of certain 


substances by the detection of radioactive emissions; or, alternatively, measurement of absorption of radioactive 
emissions from an external source 


Body Part Radionuclide Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 
8 Abdomen 1 Technetium 99m (Tc-99m) Z None |Z None 
1 Abdomen and Pelvis D Indium 111 (In-111) 


3 Chest Y Other Radionuclide 
4 Chest and Abdomen 


6 Chest and Neck 
B Head and Neck 
D_ Lower Extremity 
J Pelvic Region 

M Upper Extremity 


C Nuclear Medicine 
W Anatomical Regions 


7 Systemic Nuclear Medicine Therapy Definition: introduction of unsealed radioactive materials into the body for treatment 


Radionuclide 


Qualifier 
Character 5 


Character 7 


@ Abdomen N_ Phosphorus 32 (P-32) Z None Z None 
3 Chest Y Other Radionuclide 
G Thyroid G lodine 131 (I-131) Z None Z None 
Y Other Radionuclide L a | 
N Whole Body 8 Samarium 153 (Sm-153) Z None Z None 
G lodine 131 (I-131) 
N_ Phosphorus 32 (P-32) 
P Strontium 89 (Sr-89) 
Y Other Radionuclide 
Y Anatomical Regions, Multiple TY Other Radionuclide Z None Z None 
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ICD-10-PCS 2021 


Radiation Therapy D66-DWY 


Radiation Therapy 


D#9-D92 


AHA Coding Clinic for table D@1 
2019, 4Q, 42-44 Unidirectional source brachytherapy 


AHA Coding Clinic for table D71 
2019, 4Q, 42-44 Unidirectional source brachytherapy 


AHA Coding Clinic for table D81 
2019, 4Q, 42-44 Unidirectional source brachytherapy 


AHA Coding Clinic for table D91 


AHA Coding Clinic for table DG1 
2019, 4Q, 42-44 Unidirectional source brachytherapy 


AHA Coding Clinic for table DM1 
2019, 4Q,42-44 Unidirectional source brachytherapy 


AHA Coding Clinic for table DT1 
2019, 4Q,42-44 Unidirectional source brachytherapy 


AHA Coding Clinic for table DU1 


2019, 4Q, 42-44 — Unidirectional source brachytherapy 


AHA Coding Clinic for table DB1 
2019, 4Q, 42-44 Unidirectional source brachytherapy 
AHA Coding Clinic for table DD1 
2019, 4Q, 42-44 — Unidirectional source brachytherapy 


AHA Coding Clinic for table DF1 
2019, 4Q, 42-44 Unidirectional source brachytherapy 


2019, 4Q, 42-44 Unidirectional source brachytherapy 
2017, 4Q, 104 Intrauterine brachytherapy & placement of tandems & ovoids 


AHA Coding Clinic for table DV1 
2019, 4Q, 42-44 Unidirectional source brachytherapy 
AHA Coding Clinic for table DW1 
2019, 4Q, 42-44 Unidirectional source brachytherapy 


AHA Coding Clinic for table DWY 
2019, 4Q, 37 Hyperthermic antineoplastic chemotherapy 


Radiation Therapy 
Central and Peripheral Nervous System 
Beam Radiation 


aoao 


Treatment Site 
Character 4 


Qualifier ; 
Character 7 


Modality Qualifier Isotope 
Character 5 Character 6 


® Brain ® Photons <1 MeV Z None 
1 Brain Stem 1 Photons 1- 10 MeV 
6 Spinal Cord 2 Photons >10 MeV 
7 Peripheral Nerve 4 Heavy Particles (Protons, lons) 
5 Neutrons 
6 Neutron Capture 
® Brain 3 Electrons Z None ® Intraoperative 
1 Brain Stem Z None 
6 Spinal Cord 
7 Peripheral Nerve 
D_ Radiation Therapy 
6 Central and Peripheral Nervous System 
1 Brachytherapy 
Treatment Site Modality Qualifier Isotope Qualifier 
Character 4 Character 5 Character 6 Character 7 
® Brain 9 High Dose Rate (HDR) 7 Cesium 137 (Cs-137) Z None 
1 Brain Stem 8 Iridium 192 (Ir-192) 
6 Spinal Cord 9 lodine 125 (I-125) 
7 Peripheral Nerve B_ Palladium 103 (Pd-103) 
C Californium 252 (Cf-252) 
Y Other Isotope 
—EE—E—_————————————ee - 
® Brain B_ Low Dose Rate (LDR) 6 Cesium 131 (Cs-131) Z None 
1 Brain Stem 7 Cesium 137 (Cs-137) 
6 Spinal Cord 8 Iridium 192 (Ir-192) 
7 Peripheral Nerve 9 lodine 125 (I-125) 
C Californium 252 (Cf-252) 
Y Other Isotope 
® Brain B Low Dose Rate (LDR) B Palladium 103 (Pd-103) 1 Unidirectional Source 
1 Brain Stem Z None 
6 Spinal Cord 
7 Peripheral Nerve 
D_ Radiation Therapy 
6 Central and Peripheral Nervous System 
2 Stereotactic Radiosurgery 
i Modality Qualifier Isotope Qualifier 
iat re Character 5 Character 6 Character 7 


D Stereotactic Other Photon 


® Brain 
1 Brain Stem Radiosurgery 

6 Spinal Cord H_ Stereotactic Particulate 
7 Peripheral Nerve Radiosurgery 


J StereotacticGamma Beam 
Radiosurgery 


DRGNon-OR All treatment site, modality, isotope, and qualifier values 
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DOY-D71 Radiation Therapy ICD-10-PCS 2021 
9 ee eee 


Isotope | 
Character 6 


D_ Radiation Therapy 
§ Central and Peripheral Nervous System 
Y Other Radiation 


Qualifier 


Treatment Site Character 7? 2°04 2 


Character 4 


Modality Qualifier 
Character5 — 


Contact Radiation 

Hyperthermia 

Intraoperative Radiation Therapy 
(IORT) 

F Plaque Radiation . 

K Laser Interstitial Thermal Therapy 


N 


6 Brain 
1 Brain Stem 
6 Spinal Cord 
7 Peripheral Nerve 


ne 


Valid OR DOY[O,1,6,7]KZZ 


D_ Radiation Therapy 
7 Lymphatic and Hematologic System 
8 Beam Radiation 


Treatment Site "Modality Qualifier ; Qualifier" Ot fF 

Character 4 Character 5 : Character 6 Character 7 

® Bone Marrow ® Photons <1 MeV Z None Z None 

1 Thymus 1 Photons 1- 10 MeV 

2 Spleen 2 Photons >10 MeV 

3 Lymphatics, Neck 4 Heavy Particles (Protons, lons) 

4 lymphatics, Axillary 5 Neutrons 

5 Lymphatics, Thorax 6 Neutron Capture 


6 Lymphatics, Abdomen 


7 Lymphatics, Pelvis 
8 Lymphatics, Inguinal 
® Bone Marrow 3 Electrons Z None ® Intraoperative 


1 Thymus Z None 
2 Spleen 

3  Lymphatics, Neck 

4 Lymphatics, Axillary 

5 Lymphatics, Thorax 

6 Lymphatics, Abdomen 
7 Lymphatics, Pelvis 

8 Lymphatics, Inguinal 


D_ Radiation Therapy 
7 Lymphatic and Hematologic System 
1 Brachytherapy 


‘Treatment Site _ Modality Qualifier a _ Isotope Qualifier 8 8 
Character 4 Character 5 Character 6 Character7 


® Bone Marrow 


9 High Dose Rate (HDR) Cesium 137 (Cs-137) Z None 
1 Thymus Iridium 192 (Ir-192) 
2 Spleen lodine 125 (I-125) 


3 Lymphatics, Neck 

4 Lymphatics, Axillary 

5 Lymphatics, Thorax 

6 Lymphatics, Abdomen 
7 Lymphatics, Pelvis 

8 Lymphatics, Inguinal 


® Bone Marrow 


Californium 252 (Cf-252) 


7 

8 

9 

B_ Palladium 103 (Pd-103) 
C 

Y Other Isotope 


B_ Low Dose Rate (LDR) 6 Cesium 137 (Cs-131) Z None 


1 Thymus 7 Cesium 137 (Cs-137) 

2 Spleen 8 Iridium 192 (Ir-192) 

3 Lymphatics, Neck 9 lodine 125 (I-125) 

4 lymphatics, Axillary C Californium 252 (Cf-252) 

5 Lymphatics, Thorax Y Other Isotope 

6 Lymphatics, Abdomen 

7 Lymphatics, Pelvis 

8 Lymphatics, Inguinal 

® Bone Marrow B_ Low Dose Rate (LDR) B_ Palladium 103 (Pd-103) 1 Unidirectional Source 
1 Thymus Z None 
2 Spleen 

3 Lymphatics, Neck 

4 Lymphatics, Axillary 


5 Lymphatics, Thorax 
6 Lymphatics, Abdomen 
7 Lymphatics, Pelvis 

8 Lymphatics, Inguinal 


£3 Noncovered Combination Member HAC Valid OR 
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ICD-10-PCS 2021 Radiation Therapy D72-D81 


D_ Radiation Therapy 
Lymphatic and Hematologic System 


7 
2 Stereotactic Radiosurgery 
Modality Qualifier 
Character 5 


Treatment Site 
Character 4 


Qualifier 
Character 7 


Isotope 
Character 6 


® Bone Marrow D Stereotactic Other Photon 
1 Thymus Radiosurgery 

2 Spleen H_ Stereotactic Particulate 

3 Lymphatics, Neck Radiosurgery 

4 Lymphatics, Axillary J Stereotactic Gamma Beam 
5 Lymphatics, Thorax Radiosurgery 

6 Lymphatics, Abdomen 

7 Lymphatics, Pelvis 

8 Lymphatics, Inguinal 


DRGNon-OR All treatment site, modality, isotope, and qualifier values 


D_ Radiation Therapy 
7 Lymphatic and Hematologic System 
Y Other Radiation 


Treatment Site Modality Qualifier Isotope Qualifier 
Character 4 Character 5 Character 6 Character 7 


Bone Marrow 8 Hyperthermia 
Thymus F Plaque Radiation 
Spleen 

Lymphatics, Neck 


Lymphatics, Axillary 
Lymphatics, Thorax 
Lymphatics, Abdomen 
Lymphatics, Pelvis 
Lymphatics, Inguinal 


On AURWN =| @ 


Radiation Therapy 
Eye 
Beam Radiation 


Qualifier 
Character 7 


Treatment Site 
Character 4 


Modality Qualifier Isotope 
Character 5 Character 6 


@ Photons <1 MeV Z None 
1 Photons 1- 10 MeV 

2 Photons >10 MeV 

4 Heavy Particles (Protons, lons) 
5 Neutrons 

6 Neutron Capture 


® Eye 3 Electrons Z None 


@ Intraoperative 
None 


Radiation Therapy 
Eye 
Brachytherapy 


Treatment Site Modality Qualifier Isotope Qualifier 
Character 4 Character 5 Character 6 Character 7 


@ Eye 9 High Dose Rate (HDR) Cesium 137 (Cs-137) Z None 
Iridium 192 (Ir-192) 
lodine 125 (I-125) 
Palladium 103 (Pd-103) 
Californium 252 (Cf-252) 


Other Isotope 


Cesium 131 (Cs-131) Z None 
Cesium 137 (Cs-137) 
Iridium 192 (Ir-192) 
lodine 125 (I-125) 
Californium 252 (Cf-252) 
Other Isotope 


Palladium 103 (Pd-103) 


D 
8 
1 


@ Eye B Low Dose Rate (LDR) 


Bi <NWOna <nwveoan 


Unidirectional Source 
Z None 


—_ 


@ Eye B Low Dose Rate (LDR) 
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D82-D90 Radiation Therapy ICD-10-PCS 2021 
ee 


D_ Radiation Therapy 
8 Eye 
2 Stereotactic Radiosurgery 


Treatment Site Modality Qualifier ; Isotope — Qualifier = 
Character 4 Character 5 Character 6 Character 7 a 


D Stereotactic Other Photon 
Radiosurgery 

H Stereotactic Particulate 
Radiosurgery 

J Stereotactic Gamma Beam 

Radiosurgery 


DRGNon-OR All treatment site, modality, isotope, and qualifier values 


Radiation Therapy 


D_ Radiation Therapy 
8 Eye 
Y Other Radiation 


Treatment Site Modality Qualifier Isotope Qualifier 
Character 4 Character 5 Character 6 Character 7 


7 Contact Radiation 
8 Hyperthermia 
F Plaque Radiation 


Radiation Therapy 
Ear, Nose, Mouth and Throat 
Beam Radiation 


Treatment Site Modality Qualifier Isotope Qualifier . 
Character 4 Character 5 Character 6 Character 7 


Photons <1 MeV Z None Z None 
Photons 1- 10 MeV 

Photons >10 MeV 

Heavy Particles (Protons, lons) 
Neutrons 

Neutron Capture 


Ear 

Nose 
Hypopharynx 
Mouth 
Tongue 
Salivary Glands 
Sinuses 

Hard Palate 
Soft Palate 
Larynx 
Nasopharynx 


Oropharynx 
Ear 3 Electrons Z None 8 Intraoperative 
Nose 


Z None 
Hypopharynx 
Mouth 
Tongue 
Salivary Glands 
Sinuses 
Hard Palate 
Soft Palate 
Larynx 
Nasopharynx 
Oropharynx 


AuhN = 8 
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ICD-10-PCS 2021 Radiation Therapy D91-D92 


i) 

D_ Radiation Therapy E a. 
9 Ear, Nose, Mouth and Throat = 
1 Brachytherapy ae 
Le Ae ig a aS 6 
ss Treatment Site Modality Qualifier Isotope Hi ad 

Ear 9 High Dose Rate (HDR) 7 Cesium 137 (Cs-137) Z None © 

Nose 8 Iridium 192 (Ir-192) Py 

Hypopharynx 9 Iodine 125 (I-125) Ss 

Mouth B_ Palladium 103 (Pd-103) * 

Tongue C Californium 252 (Cf-252) 

Salivary Glands Y Other Isotope 

Sinuses 

Hard Palate 

Soft Palate 

Larynx 

Nasopharynx 

Oropharynx 

Ear B_ Low Dose Rate (LDR) 6 Cesium 131 (Cs-131) Z None 

Nose 7 Cesium 137 (Cs-137) 

Hypopharynx 8 Iridium 192 (Ir-192) 

Mouth 9 lodine 125 (I-125) 

Tongue C Californium 252 (Cf-252) 

Salivary Glands Y Other Isotope 


Sinuses 


Hard Palate 
Soft Palate 
Larynx 
Nasopharynx 
Oropharynx 


Ear 

Nose 
Hypopharynx 
Mouth 
Tongue 
Salivary Glands 
Sinuses 

Hard Palate 
Soft Palate 
Larynx 
Nasopharynx 
Oropharynx 


B_ Low Dose Rate (LDR) Palladium 103 (Pd-103) 1 Unidirectional Source 


Z None 


TNO WOMONAUAWH SMNSOWOCONAUAWH OBI MNSOBTWVOOnNausaw-B 


Radiation Therapy 
Ear, Nose, Mouth and Throat 
Stereotactic Radiosurgery 


Treatment Site 
Character 4 


NOD 


Qualifier 
Character 7 


Modality Qualifier Isotope 
Character 5 Character 6 


D Stereotactic Other Photon 
Radiosurgery 

H_ Stereotactic Particulate 
Radiosurgery 

J StereotacticGamma Beam 

Radiosurgery 


Z None 
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~~ D9Y-DB1 Radiation Therapy ICD-10-PCS 2021 
ce nn ee eee SS a ee eR 
s D_ Radiation Therapy 
1) 9 Ear, Nose, Mouth and Throat 
= Y Other Radiation x 
< _ Treatment Site Modality Qualifier Isotope Qualifier _ 
s  Character4 : Character 5 Character 6 _ Character 7 
.& > 6 Ear 7 Contact Radiation Z None Z None 
«| 1 Nose 8 Hyperthermia 
Ps > 5 Tongue F Plaque Radiation 
' 6 Salivary Glands 
7 Sinuses 


8 Hard Palate 
9 Soft Palate 


3 Hypopharynx 7 Contact Radiation Z None Z None 
F Oropharynx 8 Hyperthermia 
4 Mouth 7 Contact Radiation Z None Z None 
B_ Larynx 8 Hyperthermia 
D Nasopharynx C Intraoperative Radiation Therapy 

(IORT) 

F Plaque Radiation 

C Pharynx C Intraoperative RadiationTherapy |Z None Z None 

(IORT) 


F Plaque Radiation 


D_ Radiation Therapy 
B_ Respiratory System 
® Beam Radiation 


‘Treatment Site pet Modality Qualifier Isotope Qualifier 
_ Character 4 Character 5 Character 6 Character 7 


® Trachea ® Photons <1 MeV Z None 

1 Bronchus 1 Photons 1- 10 MeV 

2 Lung 2 Photons >10 MeV 

5 Pleura 4 Heavy Particles (Protons, lons) 

6 Mediastinum 5 Neutrons 

7 Chest Wall 6 Neutron Capture 

8 Diaphragm 

@ Trachea Electrons Z None ® Intraoperative 
1 Bronchus Z None 
2 Lung 

5 Pleura 

6 Mediastinum 

7 Chest Wall 

8 Diaphragm 


D_ Radiation Therapy 
B_ Respiratory System 
1 Brachytherapy 


“Treatment Site 
Character 4 


Modality Qualifier Isotope 
Character 5 Character 6 


9 High Dose Rate (HDR) Cesium 137 (Cs-137) 


Qualifier 
Character 7 


® Trachea 


1 Bronchus Iridium 192 (Ir-192) 

2 Lung lodine 125 (I-125) 

5 Pleura Palladium 103 (Pd-103) 
6 Mediastinum Californium 252 (Cf-252) 
7 Chest Wall 


Other Isotope 


' 8 Diaphragm | 
® Trachea B_ Low Dose Rate (LDR) Cesium 131 (Cs-131) Z None 


<Nveoona <AWWwWoNnN 


1 Bronchus Cesium 137 (Cs-137) 

2 Lung Iridium 192 (Ir-192) 

5 Pleura lodine 125 (I-125) 

6 Mediastinum Californium 252 (Cf-252) 
7 Chest Wall 


Other Isotope 


- 8 Diaphragm 
® Trachea B_ Low Dose Rate (LDR) B_ Palladium 103 (Pd-103) 1 Unidirectional Source 
- 1 Bronchus Z None 


2 Lung 

5 Pleura 

6 Mediastinum 
7 Chest Wall 


=| 8 Diaphragm 


& Limited Coverage OS Noncovered 
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Combination Member 


Valid OR Combination Only DRGNonOR —New/Revised in GREEN 


CNM In prec an941 


ICD-10-PCS 2021 Radiation Therapy DB2-DD9 


D_ Radiation Therapy 
B_ Respiratory System 
2 Stereotactic Radiosurgery 


_ Treatment Site Modality Qualifier Isoto Quali 
| fie pe Qualifier 

7) Trachea D Stereotactic Other Photon 
1 Bronchus Radiosurgery 
2 Lung H Stereotactic Particulate 
5 Pleura Radiosurgery 
6 Mediastinum J Stereotactic Gamma Beam 
7 Chest Wall Radiosurgery 
8 Diaphragm 


DRGNon-OR All treatment site, modality, isotope, and qualifier values 


D_ Radiation Therapy 
B_ Respiratory System 
Y Other Radiation 


Treatment Site 


Character 4 Sit 


Modality Qualifier 
Character 5 Character 7 
Contact Radiation 
Hyperthermia 
Plaque Radiation 


Laser Interstitial Thermal Therapy 


Isotope 
Character 6 


zA nT ON 


Valid OR DBY[0,1,2,5,6,7,8]KZZ 


Radiation Therapy 
Gastrointestinal System 
Beam Radiation 


D 
D 
6 


Qualifier 
Character 7 ree 


Treatment Site 
Character 4 


® Esophagus @ Photons <1 MeV Z None 
1 Stomach 1 Photons 1- 10 MeV 

2 Duodenum 2 Photons >10 MeV 

3 Jejunum 4 Heavy Particles (Protons, lons) 

4 \|leum 5 Neutrons 

5 Colon 6 Neutron Capture 

7 Rectum 

® Esophagus 3 Electrons Z None @ Intraoperative 
1 Stomach Z None 
2 Duodenum 

3 Jejunum 

4 lleum 

5 Colon 


7 Rectum 


HAC ValidOR  CombinationOnly | DRGNon-OR —New/Revised in GREEN 
783 


Limited Coverage Noncovered — [&] Combination Member 
ICD-10-PCS 2021 


DD1-DDY Radiation Therapy ICD-10-PCS 2021 
mR into Thevopy) PSO 


D_ Radiation Therapy 
D_ Gastrointestinal System 
1 Brachytherapy 


Radiation Therapy 


_ Treatment Site | Modality Qualifier Isotope Qualifier 
_ Character 4 Bee Character 5 Character 6 Character 7 

Esophagus 9 High Dose Rate (HDR) 7 Cesium 137 (Cs-137) 
1 Stomach 8 Iridium 192 (Ir-192) 
2 Duodenum 9 lodine 125 (I-125) 
3 Jejunum B_ Palladium 103 (Pd-103) 
4 lleum C Californium 252 (Cf-252) 
5 Colon Y Other Isotope 
7 Rectum 


® Esophagus B_ Low Dose Rate (LDR) 6 Cesium 131 (Cs-131) Z None 
1 Stomach 7 Cesium 137 (Cs-137) 

2 Duodenum 8 Iridium 192 (Ir-192) 

3 Jejunum 9 lodine 125 (I-125) 

4 lleum C Californium 252 (Cf-252) 

5 Colon Y Other Isotope 

7 Rectum 


® Esophagus 
1 Stomach 

2 Duodenum 
3 Jejunum 

4 lleum 

5 Colon 


7 Rectum 


D_ Radiation Therapy 
Modality Qualifier — Isotope 
Z Character 5 Character 6 


D_ Gastrointestinal System 
2 Stereotactic Radiosurgery 

D Stereotactic Other Photon 
Radiosurgery 


H_ Stereotactic Particulate 
Radiosurgery 

J StereotacticGamma Beam 
Radiosurgery 


B_ Low Dose Rate (LDR) 


Palladium 103 (Pd-103) 1. Unidirectional Source 


Z None 


Treatment Site 


Qualifier 
Character 4 


Character 7 


Rectum 
DRGNon-OR All treatment site, modality, isotope, and qualifier values 


D_ Radiation therapy 
D_ Gastrointestinal System 
Y Other Radiation 


Treatment Site Modality Qualifier Isotope Qualifier 
Character 4 Character 5 Character 6 Character 7 


8 Esophagus Contact Radiation 
Hyperthermia 
Plaque Radiation 


7 Z None 
8 

F 

K Laser Interstitial Thermal Therapy 

7 

8 

Cc 


Contact Radiation Z None Z None 


Hyperthermia 


Intraoperative Radiation Therapy 
(IORT) 


F Plaque Radiation 
K Laser Interstitial Thermal Therapy 


C Intraoperative Radiation Therapy |Z None Z None 
(IORT) 


F Plaque Radiation 
K Laser Interstitial Thermal Therapy 


ValidOR — DDYOKZZ 
ValidOR = DDY{1,2,3,4,5,7]KZZ 
ValidOR — DDY8KZZ 


: Limited Coverage 
me 784 


[3 Noncovered [| Combination Member 


Valid OR 


Combination Only New/Revised in GREEN 


IMCrm tn oeme anany 


Sa Radiation Therapy DFO-DFY 


D_ Radiation Therapy 
Hepatobiliary System and Pancreas 


F 
® Beam Radiation 
Modality Qualifier 
Character 5 


Treatment Site 
Character 4 


Qualifier 
Character 7 


Isotope 
Character 6 


® Liver ® Photons <1 MeV Z None 
1 Gallbladder 1 Photons 1- 10 MeV 
2 Bile Ducts 2 Photons >10 MeV 
3 Pancreas 4 Heavy Particles (Protons, lons) 
5 Neutrons 
6 Neutron Capture 
® Liver 3 Electrons Z None ® Intraoperative 
1 Gallbladder Z None 
2 Bile Ducts 
3 Pancreas 


D_ Radiation Therapy 
F . Hepatobiliary System and Pancreas 
1 Brachytherapy 
Treatment Site Modality Qualifier Isotope Qualifier 
® Liver 9 High Dose Rate (HDR) 7 Cesium 137 (Cs-137) Z None 
1. Gallbladder 8 Iridium 192 (Ir-192) 
2 Bile Ducts 9 lodine 125 (I-125) 
3 Pancreas B_ Palladium 103 (Pd-103) 
C Californium 252 (Cf-252) 
Y Other Isotope 
@ Liver B_ Low Dose Rate (LDR) 6 Cesium 131 (Cs-131) Z None 
1. Gallbladder 7 Cesium 137 (Cs-137) 
2 Bile Ducts 8 Iridium 192 (Ir-192) 
3 Pancreas 9 lodine 125 (I-125) 
C Californium 252 (Cf-252) 
Y Other Isotope 
® Liver B_ Low Dose Rate (LDR) B Palladium 103 (Pd-103) 1 Unidirectional Source 
1. Gallbladder Z None 
2 Bile Ducts 
3 Pancreas 
D_ Radiation Therapy 
F Hepatobiliary System and Pancreas 
2 Stereotactic Radiosurgery 


Treatment Site Modality Qualifier Isotope Qualifier 
Character 4 Character 5 Character 6 Character 7 


@ Liver D Stereotactic Other Photon 
1 Gallbladder Radiosurgery 

2 Bile Ducts H_ Stereotactic Particulate 

3 Pancreas Radiosurgery 


J Stereotactic Gamma Beam 
Radiosurgery 


DRGNon-OR All treatment site, modality, isotope, and qualifier values 


D Radiation Therapy 
F Hepatobiliary System and Pancreas 
Y Other Radiation 


i Modality Qualifier Isotope Qualifier 
Wesiacer a Character 5 Character 6 Character 7 
6 Liver 7 Contact Radiation 
1 Gallbladder 8 Hyperthermia 
2 Bile Ducts C_ Intraoperative Radiation Therapy 
3 Pancreas (IORT) 


Plaque Radiation 
Laser Interstitial Thermal Therapy 


Valid OR DFY(@,1,2,3]KZZ 


=] Combination Member HAC Valid OR Combination Only DRG Non-OR New/Revised in GREEN 


Limited Coverage [ Noncovered = 


ICD-10-PCS 2021 


Z None 


Pituitary Gland Photons <1 MeV 


—, DG9-DGY Radiation Therapy ICD-10-PCS 2021 
s D_ Radiation Therapy 

ev G_ Endocrine System 

= ® Beam Radiation 

S Treatment Site Modality Qualifier Isotope Qualifier — 
2 _ Character 4 Character 6 Character 7 
cd 

© 

= 

ao) 

i) 

[= 4 


Pineal Body Photons 1- 10 MeV 
Adrenal Glands Photons >10 MeV 
Parathyroid Glands Neutrons 


Thyroid Neutron Capture 


UPN=] 82/U BN = @ 


Pituitary Gland Electrons 8 Intraoperative 
Pineal Body Z None 
Adrenal Glands 

Parathyroid Glands 

Thyroid 


D_ Radiation Therapy 
G_ Endocrine System 
1 Brachytherapy 


_ Treatment Site Modality Qualifier Isotope — Qualifier’ Pc 
Character 4 ¥ Character 5 Character 6 ae Character 7 vA 


Pituitary Gland 9 High Dose Rate (HDR) 


7] 7 Cesium 137 (Cs-137) Z None 
1 ‘Pineal Body 8 Iridium 192 (Ir-192) 
2 Adrenal Glands 9 lodine 125 (I-125) 
4 Parathyroid Glands B_ Palladium 103 (Pd-103) 
5 Thyroid : C Californium 252 (Cf-252) 
Y Other Isotope 
® Pituitary Gland B_ Low Dose Rate (LDR) 6 Cesium 131 (Cs-131) Z None 
1 Pineal Body 7 Cesium 137 (Cs-137) 
2 Adrenal Glands 8 Iridium 192 (Ir-192) 
4 Parathyroid Glands 9 lodine 125 (I-125) 
5 Thyroid C Californium 252 (Cf-252) 
Y Other Isotope 
® Pituitary Gland B_ Low Dose Rate (LDR) B_ Palladium 103 (Pd-103) 1 Unidirectional Source 
1 Pineal Body Z None 
2 Adrenal Glands 
4 Parathyroid Glands 
5 Thyroid 


D_ Radiation Therapy 
G_ Endocrine System 
2 Stereotactic Radiosurgery 


Se Treatment Site - Modality Qualifier ; Isotope Qualifier ; 
ss Character 4 Character 5 Character6 “Character 7 aa 


D Stereotactic Other Photon 
Radiosurgery 

H_ Stereotactic Particulate 
Radiosurgery 

J StereotacticGamma Beam 

Radiosurgery 


nd 


OR All treatment site, modality, isotope, and qualifier values 


Radiation therapy 
Endocrine System 
Other Radiation 


<ao 


Treatment Site Modality Qualifier Isotope jualifier ei 
_ Character 4 Character 5 Character 6 ciara —— 
Pituitary Gland 7 Contact Radiation Br 
Pineal Body 8 Hyperthermia 


F Plaque Radiation 
K Laser Interstitial Thermal Therapy 


[i Limited Coverage [Noncovered [#4 Combination Member 


786 


Valid OR 


Combination Only New/Revised in GREEN 


a ptiee di tietitiaoes a = 


ICD-10-PCS 2021 Radiation Therapy 


DH9-DM1 


D_ Radiation Therapy 
H_ Skin 
8 Beam Radiation 


Treatment Site 
Character 4 


Modality Qualifier 
Character 5 


Photons <1 MeV 

Photons 1- 10 MeV 

Photons >10 MeV 

Heavy Particles (Protons, lons) 
Neutrons 

Neutron Capture 


Isotope 
Character 6 


Z None 


Skin, Face 
Skin, Neck 
Skin, Arm 

Skin, Chest 
Skin, Back 
Skin, Abdomen 
Skin, Buttock 
Skin, Leg 


AuhN=—28 


Qualifier 
Character 7 


Skin, Face 
Skin, Neck 
Skin, Arm 

Skin, Chest 
Skin, Back 
Skin, Abdomen 
Skin, Buttock 
Skin, Leg 


Electrons 


WOON AAWN WOON OA AWHN 


D_ Radiation Therapy 
H_ Skin 
Y Other Radiation 
Treatment Site Modality Qualifier Isotope 
Character 4 Character 5 Character 6 


Contact Radiation 
Hyperthermia 
Plaque Radiation 


Skin, Face 
Skin, Neck 
Skin, Arm 

Skin, Chest 
Skin, Back 
Skin, Abdomen 
Skin, Buttock 
Skin, Leg 

Skin, Hand 
Skin, Foot 


Z None 


Tl oO 


Plaque Radiation 


AU DOAN A RBWN 


Radiation Therapy 
Breast 


D 
M 
® Beam Radiation 


-  _ Treatment Site 
Character 4 


Breast, Left 
Breast, Right 


Modality Qualifier Isotope 
Character 5 Character 6 


@ Photons <1 MeV Z None 
1 Photons 1- 10 MeV 

2 Photons >10 MeV 

4 Heavy Particles (Protons, lons) 
5 Neutrons 

6 Neutron Capture 


—= © 


@ Intraoperative 
Z None 


Qualifier 
Character 7 


Qualifier 
Character 7 


Breast, Left 
Breast, Right 


3 Electrons 


D_ Radiation Therapy 
M_ Breast 
1 Brachytherapy 
Treatment Site Modality Qualifier Isotope 
Character 4 Character 5 Character 6 


Cesium 137 (Cs-137) 
Iridium 192 (Ir-192) 
lodine 125 (I-125) 


® Breast, Left 9 High Dose Rate (HDR) 


1 Breast, Right 


Palladium 103 (Pd-103) 
Californium 252 (Cf-252) 
Other Isotope 

Cesium 131 (Cs-131) 
Cesium 137 (Cs-137) 
Iridium 192 (Ir-192) 


=e 
Breast, Left B_ Low Dose Rate (LDR) 


1 Breast, Right 


lodine 125 (I-125) 
Californium 252 (Cf-252) 
Other Isotope 


<ZNVOOnNA; <XNwWOON 


Breast, Left 


Intraoperative 
None 


Qualifier 
Character 7 


Z None 


None 


1. Unidirectional Source 
Z None 


- 
Le og 
z 
2 
Ss 
s 
S 
< 


= © 


Breast, Right 


Limited Coverage 
ICD-10-PCS 2021 


[5 Noncovered 


B_ Low Dose Rate (LDR) B Palladium 103 (Pd-103) 


Valid OR 


Combination Only 


] Combination Member 


DRG Non-OR 


New/Revised in GREEN 
787 


_ DM2-DPY Radiation Therapy ICD-10-PCS 2021 
Se ee eee 


D_ Radiation Therapy 
M_ Breast 
2 Stereotactic Radiosurgery 
Treatment Site — Modality Qualifier Pea Isotope" Qualifier — 
Character 4 eG Character 5 Character 6 Character 7 


D Stereotactic Other Photon 
Radiosurgery 

H_ Stereotactic Particulate 
Radiosurgery 

J StereotacticGamma Beam 

Radiosurgery 


1 Breast, Right 


Radiation Therapy 


DRGNon-OR All treatment site, modality, isotope, and qualifier values 


Radiation Therapy 


D 
M_ Breast 
Y 


Other Radiation 


__—-- Treatment Site Modality Qualifier | Isotope ~ Qualifier 
Character 4 Character 5 Character6 Character 7 


Contact Radiation 

Hyperthermia 

Plaque Radiation 

Laser Interstitial Thermal Therapy 


Rum ON 


Valid OR DMY[0,1]KZZ 


Radiation Therapy 
Musculoskeletal System 
Beam Radiation 


D 
P 
V1) 


_ Treatment Site 


Qualifier 
Character 4 — 


Character 7 


Modality Qualifier . 
Character 5 


Photons <1 MeV 
Photons 1- 10 MeV 

Photons >10 MeV 

Heavy Particles (Protons, lons) 
Neutrons 
Neutron Capture 


Isotope 
Character 6 


Z None 


Skull 
Maxilla 
Mandible 
Sternum 
Rib(s) 
Humerus 
Radius/UlIna 
Pelvic Bones 
Femur 
Tibia/Fibula 
Other Bone 


Skull 
Maxilla 
Mandible 
Sternum 
Rib(s) 
Humerus 
Radius/UIna 
Pelvic Bones 
Femur 
Tibia/Fibula 
Other Bone 


QAuAN=| 8 


Electrons 26 None 


® Intraoperative 
Z None 


ADOBONAUMUEWNAINDWOMDNAUAWNA 


D_ Radiation Therapy 
P Musculoskeletal System 
Y Other Radiation 


_ Treatment Site Modality Qualifier Isotope 
character chr ciety 


Skull 
Maxilla 
Mandible 
Sternum 
Rib(s) 
Humerus 
Radius/UIna 
Pelvic Bones 
Femur 
Tibia/Fibula 
Other Bone 


7 Contact Radiation 
8 Hyperthermia 
F Plaque Radiation 


Z None 


Z None 


ADOSONAUAWNDG 


G9 Limited Coverage G8 Noncovered Combination Member HAC. Valid OR Combination Only New/Revised in GREEN 


Ce ee ee ee 


ae Radiation Therapy DT@-DTY 


D_ Radiation Therapy 
T Urinary System 
9 Beam Radiation 


Treatment Site 
Character 4 


Qualifier 
Character 7 


Modality Qualifier 
Character 5 


Isotope 
Character 6 


® Kidney ® Photons <1 MeV Z None 
1 Ureter 1 Photons 1- 10 MeV 
2 Bladder 2 Photons >10 MeV 
3 Urethra 4 Heavy Particles (Protons, lons) 
5 Neutrons 
6 Neutron Capture 
® Kidney 3 Electrons Z None 9 Intraoperative 
1 Ureter Z None 
2 Bladder 
3 Urethra 
D_ Radiation Therapy 
T Urinary System 
1 Brachytherapy 


Treatment Site 


Modality Qualifier 
Character 4 oY 


Isotope 
Character 5 


Character 6 


Qualifier 
Character 7 


® Kidney 9 High Dose Rate (HDR) 7 Cesium 137 (Cs-137) 
1 Ureter 8 Iridium 192 (Ir-192) 
2 Bladder 9 lodine 125 (I-125) 
3 Urethra B Palladium 103 (Pd-103) 
C Californium 252 (Cf-252) 
Y Other Isotope 
® Kidney B_ Low Dose Rate (LDR) 6 Cesium 131 (Cs-131) 
1 Ureter 7 Cesium 137 (Cs-137) 
2 Bladder 8 Iridium 192 (Ir-192) 
3 Urethra 9 lodine 125 (I-125) 
C Californium 252 (Cf-252) 
Y Other Isotope 
® Kidney B_ Low Dose Rate (LDR) B Palladium 103 (Pd-103) 1. Unidirectional Source 
1 Ureter Z None 
2 Bladder 
3 Urethra 
D_ Radiation Therapy 
T Urinary System 
2 Stereotactic Radiosurgery 


Treatment Site Modality Qualifier Isotope Qualifier 
Character 4 Character 5 Character 6 Character 7 


6 Kidney D Stereotactic Other Photon 
1 Ureter Radiosurgery 

2 Bladder H_ Stereotactic Particulate 

3 Urethra Radiosurgery 


J Stereotactic Gamma Beam 
Radiosurgery 


DRG Non-OR All treatment site, modality, isotope, and qualifier values 


D_ Radiation Therapy 
T Urinary System 
Y Other Radiation 


Qualifier 
Character 7 


Treatment Site 
Character 4 


Modality Qualifier Isotope 
Character 5 Character 6 


® Kidney 7 Contact Radiation 

1 Ureter 8 Hyperthermia 

2 Bladder C Intraoperative Radiation Therapy 
3 Urethra (IORT) 


Plaque Radiation 


Valid OR Combination Only DRGNon-OR = New/Revised in GREEN 
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Limited Coverage & Noncovered [4 CombinationMember — HAC 
ICD-10-PCS 2021 


® Ovary 


Q |@® Photons <1 MeV 
1 Cervix Q |1 Photons 1- 10 MeV 
2 Uterus Q |2 Photons >10 MeV 


~~ DUS-DUY Radiation Therapy ICD-10-PCS 2021 
ae 

od . D_ Radiation Therapy 

2 U_ Female Reproductive System 

= ® Beam Radiation 

sc _ Treatment Site Modality Qualifier Isotope Qualifier 
i _ Character4 Character 5 Character 6 Character 7 
poe 

ix =} S 

Cc. i 

co 


: 4 Heavy Particles (Protons, lons) 
= 5 Neutrons 

— 6 Neutron Capture 
— 6 Ovary 2 |3 Electrons 

| 1 Cervix Q 
2 Uterus 
Q 


@ Intraoperative 
Z None 


All treatment site, modality, isotope, and qualifier values 


D_ Radiation Therapy 
U_ Female Reproductive System 
1 Brachytherapy 


‘Treatment Site Modality Qualifier Isotope Qualifier 
-—s Character 4 — Character 5 Character 6 ~ Z _ Character 7 


Cesium 137 (Cs-137) 
Iridium 192 (Ir-192) 
lodine 125 (I-125) 
Palladium 103 (Pd-103) 
Californium 252 (Cf-252) 
Other Isotope 


Cesium 131 (Cs-131) 
Cesium 137 (Cs-137) 
Iridium 192 (Ir-192) 
lodine 125 (I-125) 
Californium 252 (Cf-252) 
Other Isotope 


Palladium 103 (Pd-103) 


® Ovary Q |9 High Dose Rate (HDR) 
1 Cervix Q 
2 Uterus Q 


® Ovary 
1 Cervix 
2 Uterus Q 


Bi<NWUOONaAI<NWLOON 


® Ovary 
1 Cervix 
2 Uterus 


Q 


1 Unidirectional Source 
Z None 


All treatment site, modality, isotope, and qualifier values 


D_ Radiation Therapy 
U_ Female Reproductive System 
2 Stereotactic Radiosurgery 


Treatment Site Modality Qualifier Isotope Qualifier 
_ Character 4 Character 5 Character 6 Character 7 


Or Q |D Stereotactic Other Photon 
1 Cer Q Radiosurgery 
2 Uterus Q |H Stereotactic Particulate 
a Radiosurgery 
J StereotacticGamma Beam 
Radiosurgery 


DRGNon-OR All treatment site, modality, isotope, and qualifier values 
10) All treatment site, modality, isotope, and qualifier values 


D_ Radiation Therapy 
U_ Female Reproductive System 
Y Other Radiation 


Treatment Site 
Character 4 


Modality Qualifier 


Character 5 Qualifier 


Character 7 


Isotope 
Character 6 


@ Ovary Q Contact Radiation 
1 Cervix Q |8 Hyperthermia 
2 Uterus Q |C Intraoperative Radiation Therapy 


(IORT) 
Plaque Radiation 


ie) All treatment site, modality, isotope, and qualifier values 


Limited Coverage G&Noncovered  [#| Combination Member HAC. Valid OR Combination Only DRG No 
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New/Revised in GREEN 


ee ea oS 


ICD-10-PCS 2021 Radiation Therapy DV@-DVY 


D_ Radiation Therapy 
V_ Male Reproductive System 
8 Beam Radiation 


Treatment Site 
A Character 4 


Qualifier 
Character 7 


Modality Qualifier Isotope 
Character 5 Character 6 


Neutron Capture 


® Prostate CG |® Photons <1 MeV 
1. Testis GO |1 Photons 1- 10 MeV 
2 Photons >10 MeV 
4 Heavy Particles (Protons, lons) 
5 Neutrons 
6 
3 


® Prostate 6) 
Testis 


) 


Electrons ® Intraoperative 


Z None 


All treatment site, modality, isotope, and qualifier values 


Radiation Therapy 
Male Reproductive System 
Brachytherapy 


D 
Vv 
1 


Treatment Site 
Character 4 


Modality Qualifier Qualifier 

Character 5 Character7 

Prostate CG |9 High Dose Rate (HDR) 
1. Testis (o) 


Isotope 
Character 6 


7 Cesium 137 (Cs-137) 

8 Iridium 192 (Ir-192) 

9 lodine 125 (I-125) 

B_ Palladium 103 (Pd-103) 
C Californium 252 (Cf-252) 
Y Other Isotope 


Prostate CO |B Low Dose Rate (LDR) [6 Cesium 131 (Cs-131) 
1. Testis Co 7 Cesium 137 (Cs-137) 
8 Iridium 192 (Ir-192) 
9 lodine 125 (I-125) 
C Californium 252 (Cf-252) 
Y Other Isotope 


® Prostate CO |B Low Dose Rate (LDR) B Palladium 103 (Pd-103) 
Testis 


Z None 


1 Unidirectional Source 
Z None 


(e} All treatment site, modality, isotope, and qualifier values 


Radiation Therapy 
Male Reproductive System 
Stereotactic Radiosurgery 


N<Oo 


Qualifier 
Character 7 


Treatment Site 
_ Character 4 


CG |D Stereotactic Other Photon 
Radiosurgery 

H Stereotactic Particulate 
Radiosurgery 

J Stereotactic Gamma Beam 

Radiosurgery 


DRGNon-OR All treatment site, modality, isotope, and qualifier values 


(oy All treatment site, modality, isotope, and qualifier values 
D_ Radiation Therapy 
V_ Male Reproductive System 
Y Other Radiation 
Treatment Site Modality Qualifier Isotope Qualifier 
Character 4 Cheracter 5 Character 6 Character 7 


7 ContactRadiation - Z None 

8 Hyperthermia 

C_ Intraoperative Radiation Therapy 
(IORT) 

F Plaque Radiation 


K Laser Interstitial Thermal Therapy 
3 7 Z 
8 


Contact Radiation 
Hyperthermia 
F Plaque Radiation 


1. Testis 


Valid OR DVY@KZZ 
Co All treatment site, modality, isotope, and qualifier values 


HAC ValidOR  CombinationOnly | DRGNon-OR — New/Revised in GREEN 
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Limited Coverage {3 Noncovered Combination Member 
ICD-10-PCS 2021 


3 
= 
oO 
= 
ie 


Radiation Therapy 


-|-so 


QAwn=a|<xDO Ue xal 


> © Limited Coverage SNoncovered [4 Combination Member HAC Valid OR Combination Only DRG Non-OR 
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| DWe-Dw2 Radiation Therapy ICD-10-PCS 2021 


D_ Radiation Therapy 
W Anatomical Regions 
8 Beam Radiation 


Pepe < Treatment Site _ Modality Qualifier Isotope Qualifier 
Character 4 Character 5 — | Character 6 Character 7 


Photons <1 MeV 
Photons 1- 10 MeV 

Photons >10 MeV 

Heavy Particles (Protons, lons) 
Neutrons 

Neutron Capture 


Head and Neck 
Chest 
Abdomen 
Hemibody 
Whole Body 
Pelvic Region 


Head and Neck 
Chest 
Abdomen 
Hemibody 
Whole Body 
Pelvic Region 


wlanuan al 


® Intraoperative 
Z None 


Electrons 


AuaWN=mlaUaWDh al 


Radiation Therapy 
Anatomical Regions 
Brachytherapy 


‘Treatment Site : Modality Qualifier Isotope — owe , Qualifier 
_ Character4 Character 5 Character 6 Character 7 


Cranial Cavity Low Dose Rate (LDR) Palladium 103 (Pd-103) 1 Unidirectional Source 
Upper Back Z None 

Lower Back 
Gastrointestinal Tract 
Respiratory Tract 
Genitourinary Tract 
Upper Extremity 
Lower Extremity 
Head and Neck High Dose Rate (HDR) 
Chest 
Abdomen 
Pelvic Region 


Cesium 137 (Cs-137) Z None 
Iridium 192 (Ir-192) 

lodine 125 (I-125) 

Palladium 103 (Pd-103) 


Californium 252 (Cf-252) 
Other Isotope 


Cesium 131 (Cs-131) Z None 
Cesium 137 (Cs-137) 

Iridium 192 (Ir-192) 

lodine 125 (I-125) 

Californium 252 (Cf-252) 

Other Isotope 


Palladium 103 (Pd-103) 1. Unidirectional Source 
Z None 


Head and Neck Low Dose Rate (LDR) 
Chest 
Abdomen 
Pelvic Region 


AWN = 
Bi<NWOOAN A <ANAWWON 


Head and Neck Low Dose Rate (LDR) 
Chest 
Abdomen 
Pelvic Region 


QAwn = 


Radiation Therapy 
Anatomical Regions 
Stereotactic Radiosurgery 


NSO 


Treatment Site 
Character 4 


lsotope Qualifier 

Character 6 Character 7 

D Stereotactic Other Photon 
Radiosurgery 

H_ Stereotactic Particulate 

Radiosurgery 

J Stereotactic Gamma Beam 

Radiosurgery 


DRGNon-OR All treatment site, modality, isotope, and qualifier values 


New/Revised in GREEN 


ICM inocre 7951 


ICD-10-PCS 2021 Radiation Therapy DWY-DWY 


Radiation Therapy 
Anatomical Regions 
Other Radiation 


? B pee Treatment Site . Modality Qualifier Isotope Qualifier 
Character 4 Character 5 Character 6 Character 7 


Hand and Neck 


a) <=0 


Adesay 1 uonepey 


Strontium 90 (Sr-90) 
Other Isotope 


1 7 Contact Radiation Z None Z None 
2 Chest 8 Hyperthermia 
3 Abdomen Plaque Radiation 
4 Hemibody 
6 Pelvic Region 
5 Whole Body 7 Contact Radiation Z None 
8 Hyperthermia 
F Plaque Radiation 
5 Whole Body G_ Isotope Administration =t5 lodine 131 (1-131) Z None 
F Phosphorus 32 (P-32) 
G Strontium 89 (Sr-89) 
H 
Y 


ValidOR  CombinationOnly | DRGNon-OR —New/Revised in GREEN 


Limited Coverage Noncovered Combination Member HAC Eo 


ICD-10-PCS 2021 


ate in Lager 


e @. Gat f 


i 


<3 iti a: 2Pinvibyl BY 


4.4] 


ICD-10-PCS 2021 Physical Rehabilitation and Diagnostic Audiology FOO-FO 


Physical Rehabilitation and Diagnostic Audiology F@@-F15 


Physical Rehabilitation and Diagnostic Audiology 
Rehabilitation 


Speech Assessment _ Definition: Measurement of speech and related functions 


Equipment 
Character 6 


K Audiovisual 
M Augmentative / Alternative 
Communication 


ean 


Body System/Region Type Qualifier 
Character 4 Character 5 


3 Neurological System -Whole Body |G Communicative/Cognitive 
Integration Skills 


Qualifier 
Character 7 
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P Computer 
Y Other Equipment 
Z None 
Z None ® Filtered Speech 1 Audiometer Z None 
3 Staggered Spondaic Word 2 Sound Field / Booth 
Q Performance Intensity Phonetically | K Audiovisual 
Balanced Speech Discrimination Z None 
R_ Brief Tone Stimuli 
S Distorted Speech 
T Dichotic Stimuli 
V_ Temporal Ordering of Stimuli 
W Masking Patterns 
Z None 1 Speech Threshold 1 Audiometer Z None 
2 Speech/Word Recognition 2 Sound Field / Booth 
9 Cochlear Implant 
K Audiovisual 
Z None 
Z None Sensorineural Acuity Level 1 Audiometer Z None 
2 Sound Field/ Booth 
Z None 
Z None Synthetic Sentence Identification | 1 Audiometer 
2 Sound Field / Booth 
9 Cochlear Implant 
K Audiovisual 
6 Speech and/or Language Screening| K Audiovisual Z None 
7 Nonspoken Language M Augmentative / Alternative 
8 Receptive/Expressive Language Communication 
C Aphasia Computer 
G Communicative/Cognitive Other Equipment 
Integration Skills None 


L Augmentative/Alternative 
Communication System 

Z None 9 Articulation/Phonology Audiovisual Z None 
Computer 
Speech Analysis 
Other Equipment 
None 

Z None B Motor Speech Audiovisual Z None 
Biosensory Feedback 
Computer 


Speech Analysis 
Aerodynamic Function 
Other Equipment 


None 
Z None D Fluency Audiovisual Z None 
; Biosensory Feedback 
Computer 


Speech Analysis 

Voice Analysis 
Aerodynamic Function 
Other Equipment 
None 


Audiovisual None 
Biosensory Feedback 
Computer 

Voice Analysis 
Aerodynamic Function 
Other Equipment 


None 


Z None F Voice 


N<AVNUVAAINXKTANSOUVARIN<XAOVZSARINXO VER N <0 


DRGNon-OR All body system/region, type qualifier, equipment, and qualifier values 


F@0 Continued on next page 


Valid OR Combination Only DRG Non-OR New/Revised in GREEN 
795 


Limited Coverage [&Noncovered 4) Combination Member 
ICD-10-PCS 2021 


Physical Rehabilitation and Diagnostic Audiology 


FOO-FO1 


Physical Rehabilitation and Diagnostic Audiology 


ICD-10-PCS 2021 


F Physical Rehabilitation and Diagnostic Audiology 


8 Rehabilitation 
8 Speech Assessment 


Body System/Region 
Character 4 


Definition: Measurement of speech and related functions 


Type Qualifier 
Character 5 


Bedside Swallowing and Oral 
Function 
Oral Peripheral Mechanism 


Z None J 


; Equipment 
Character 6 


Y Other Equipment 
Z None 


FO@0 Continued 


Qualifier 
Character 7 


Instrumental Swallowing and Oral |T Aerodynamic Function Z None 
Function W Swallowing 


Z None K 


Orofacial Myofunctional 


aia Other Equipment 
K Audiovisual 

P Computer 

Y Other Equipment 
x) Z None 


Z None 


Z None 


Voice Prosthetic 


K Audiovisual 

P Computer 

S Voice Analysis 

V_ Speech Prosthesis 
Y Other Equipment 
Z None 


Z None 


SEE ee 
Z None 


N_ Non-invasive Instrumental Status 


Z None 


X Other Specified Central Auditory 


Processing 


N_ Biosensory Feedback 
P Computer 

Q Speech Analysis 

S_ Voice Analysis 

T Aerodynamic Function 
Y Other Equipment 


Z None 


Z None 


DRGNon-OR All body system/region, type qualifier, equipment, and qualifier values 


F Physical Rehabilitation and Diagnostic Audiology 


6 Rehabilitation 


1 Motor and/or Nerve Function Assessment Definition: Measurement of motor, nerve, and related functions 


Body System/Region 
Character 4 


jical System - Head and Neck 


ae Qualifier 
Character 5 


® Muscle Performance 


E Orthosis 


Equipment 
Character 6 


Z None 


Qualifier 
Character 7 


1 Neurological System - Upper Back/ F Assistive, Adaptive, Supportive or 
Upper Extremity Protective 
2 Neurological System - Lower Back/ U_ Prosthesis 
Lower Extremity Y Other Equipment 
3 Netolesteal SAD - Whole Body Z None ist 
8 Neurological System -Head and Neck | 1 Integumentary Integrity Z None Z None 
1 Neurological System -UpperBack/ [3 Coordination/Dexterity 
mi 4 Motor Function 
G Reflex Integrity 
8 Neurological System - Head and Neck | 5 Range of Motion and Joint Integrity} Y Other Equipment |Z None 


1 Neurological System - Upper Back/ 6 Sensory Awareness/Processing/ Z None 
Upper Extremity Integrity 
2 Neurological System - Lower Back/ 
Lower Extremity 
3 Neurological System - Whole Body ee 
D Integumentary System - Head and 8 Muscle Performance E Orthosis Z None 
Neck F Assistive, Adaptive, Supportive or 
F Integumentary System - Upper Back/ Protective 
Upper Extremity U_ Prosthesis 
G Integumentary System - Lower Back/ Y Other Equipment 
Lower Extremity Z None 
H_ Integumentary System - Whole Body 
J Musculoskeletal System - Head and 
Neck — 
K Musculoskeletal System - Upper 
Back/ Upper Extremity 
L Musculoskeletal System - Lower 
Back/ Lower Extremity 
M_ Musculoskeletal System - Whole Body 
DRG Non-OR All body system/region, type qualifier, equipment, and qualifier values 
F@1 Continued on next page 
Limited Coverage [ Noncovered Combination Member HAC Valid OR Combination Only DRGNon-OR —_ New/Revised in GREEN 


796 


ICN._In_ pee an91 


ICD-10-PCS 2021 Physical Rehabilitation and Diagnostic Audiology FQ1-FG1 


F Physical Rehabilitation and Diagnostic Audiol : 
@ Rehabilitation a ORY F@1 Continued 


1 Motor and/or Nerve Function Assessment Definition: Measurement of motor, nerve, and related functions 


Body System/Region Type Qualifier E i 
desc dS quipment Qualifier 
character’ orcs characte? 


ventary System - Head and 


F Integumentary System - Upper Back/ 
Upper Extremity 

G Integumentary System - Lower Back/ 
Lower Extremity 

H_ Integumentary System - Whole Body 

J iat System - Head and 


1 Integumentary Integrity Z None 


K Musculoskeletal System - Upper 
Back/ Upper Extremity 

L Musculoskeletal System - Lower 
Back/ Lower Extremity 

M Musculoskeletal System - Whole Body 

D 


Integumentary System - Head and sane of Motion and Joint Integrity} Y Other Equipment 

Neck 6 Sensory Awareness/Processing/ Z None 

F Integumentary System - Upper Back/ Integrity 
Upper Extremity 


G Integumentary System - Lower Back/ 
Lower Extremity 

H_ Integumentary System - Whole Body 

J Musculoskeletal System - Head and 
Neck 

K Musculoskeletal System - Upper Back/ 
Upper Extremity 

L Musculoskeletal System - Lower Back/ 
Lower Extremity 

M Musculoskeletal System - Whole Body 


N_ Genitourinary System 


Z None 
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® Muscle Performance E Orthosis “|Z None 

F Assistive, Adaptive, Supportive or 
Protective 

U_ Prosthesis 

Y Other Equipment 


Z None 


K Audiovisual Z None 
M Augmentative / Alternative 
Communication 

N_ Biosensory Feedback 
P Computer 

Q Speech Analysis 
S Voice Analysis 
Y Other Equipment 
Z 
7 
J 
E 
F 


2 Visual Motor Integration 


None 


Z None 7 Facial Nerve Function Electrophysiologic Z None 
Z None 9 Somatosensory Evoked Potentials Somatosensory Z None 
Z None B Bed Mobility Orthosis Z None 
C Transfer Assistive, Adaptive, Supportive or 
F Wheelchair Mobility Protective 
U_ Prosthesis 
Z None [ 
Z None D Gait and/or Balance E Orthosis Z None 
F Assistive, Adaptive, Supportive or 
Protective 
U_ Prosthesis 
Zi Y Other Equipment 
Z None 


DRGNon-OR All body system/region, type qualifier, equipment, and qualifier values 


Valid OR Combination Only DRG Non-OR New/Revised in GREEN 
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Limited Coverage - [Noncovered 4] Combination Member HAC 
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® Rehabilitation 


Physical Rehabilitation and Diagnostic Audiology 


FQ2-FG2 
oll eee ee en lls dddedale cecal | fa a anne mh 


F Physical Rehabilitation and Diagnostic Audiology 


2 Activities of Daily Living Assessment Definition: Measurement of functional level for activities of daily living 


Body System/Region 
Character 4 


8 Neurological System - Head and 
Neck 


1 Neurological System - Upper Back/ 
Upper Extremity 

2 Neurological System - Lower Back/ 
Lower Extremity 


3 Neurological System - Whole Body 
4 Circulatory System -Head and Neck|G Ventilation, Respiration and 


5 Circulatory System - Upper Back/ 
Upper Extremity 

6 Circulatory System - Lower Back/ 
Lower Extremity 

8 Respiratory System - Head and 
Neck ; 

9 Respiratory System - Upper Back/ 
Upper Extremity 

B_ Respiratory System - Lower Back/ 
Lower Extremity 


ype Qualifier 
Character 5 


9 Cranial Nerve Integrity 
D Neuromotor Development 


D Neuromotor Development 


Equipment 


Y Other Equipment 


ICD-10-PCS 2021 


Qualifier — 
Character 7 


Circulation 


7 Circulatory System - Whole Body 
C Respiratory System - Whole Body 


7 Aerobic Capacity and Endurance 


G Aerobic Endurance and 
Conditioning 

Y Other Equipment 

Z None 


G Aerobic Endurance and 
Conditioning 

U_ Prosthesis 

Y Other Equipment 


Z None 
Y Other Equipment Z None 
Z None 
C Mechanical Z None 


E Orthosis Z None 


Z None 
7 Circulatory System-Whole Body |G Ventilation, Respiration and C Mechanical Z None 
C Respiratory System - Whole Body Circulation G Aerobic Endurance and 
Conditioning 
Y Other Equipment 
Z None 
Z None ® Bathing/Showering E Orthosis Z None 
1 Dressing F Assistive, Adaptive, Supportive or 
3  Grooming/Personal Hygiene Protective 
4 Home Management U_ Prosthesis 
Z None 
Z None 2 Feeding/Eating Y Other Equipment Z None 
8 Anthropometric Characteristics Z None 
F Pain 
Z None 5 Perceptual Processing K Audiovisual Z None 
M Augmentative / Alternative 
Communication 
N Biosensory Feedback 
P Computer 
Q Speech Analysis 
S Voice Analysis 
Y Other Equipment 
‘al Z None 
Z None [6 Psychosocial Skills wiz None IZ None 
Z None B_ Environmental, Home and Work E Orthosis Z None 
Barriers F Assistive, Adaptive, Supportive or 
C Ergonomics and Body Mechanics Protective 
U_ Prosthesis 
Y Other Equipment 
Z None 
Z None H_ Vocational Activities and le Orthosis ‘|Z None 
Functional Community or Work F Assistive, Adaptive, Supportive or 
Reintegration Skills Protective 
G Aerobic Endurance and 
Conditioning 
U_ Prosthesis 
Y Other Equipment 


Z None 
DRG Non-OR All body system/region, type qualifier, equipment, and qualifier values 


EQ Limited Coverage M4 Noncovered 


798 


] Combination Member 


Valid OR Combination Only 


New/Revised in GREEN 
ICD-10-PCS 2021 


DRG Non-OR 


CD-10-PCS 2021 P sieeet A 
Physical Rehabilitation and Diagnostic Audiology FQ6-FG6 


F Physical Rehabilitation and Diagnostic Audi 
® Rehabilitation y Cee ui 
6 Speech Treatment 


Definition: Application of techniques to improve, augment, or compensate for speech and related functional impairment 


Body System/Region Type Qualifier i 


3 Neurological System - Whole Body 6 Communicative/Cognitive 


Qualifier 
Character 7 


n i K Audiovisual Z None 
Integration Skills M Augmentative / Alternative 
Communication 
P Computer 
Y Other Equipment 
Ca Z None 
Z None ® Nonspoken Language ~|K Audiovisual lz None 
3 Aphasia M Augmentative / Alternative 
6 Communicative/Cognitive Communication 
Integration Skills P Computer 
Y Other Equipment 
J Z None i} 
Z None 1 Speech-Language Pathology and ix Audiovisual Z None 
Related Disorders Counseling Z None 
2 Speech-Language Pathology and 
Related Disorders Prevention 
Z None 4 Articulation/Phonology ie Audiovisual ~ |Z None 
P Computer 
Q Speech Analysis 
T Aerodynamic Function 
Y Other Equipment 
Z None 
Zz None 5 Aural Rehabilitation IK Audiovisual Z None 


L Assistive Listening 

M Augmentative / Alternative 
Communication 

N_ Biosensory Feedback 

P Computer 

Q Speech Analysis 

S Voice Analysis 

Y Other Equipment 

| Z None 

Z None 7 Fluency if Electroacoustic Immitance / Z None 

Acoustic Reflex 

K Audiovisual 

N_ Biosensory Feedback 

Q Speech Analysis 

S Voice Analysis 

T Aerodynamic Function 

Y Other Equipment 

Z None 

Z None 8 Motor Speech K Audiovisual rae None 

N_ Biosensory Feedback 

P Computer 

Q Speech Analysis 

S Voice Analysis 

T Aerodynamic Function 

Y Other Equipment 


rit None th 
Z None 9 Orofacial Myofunctional K Audiovisual Z None 
P Computer 
Y Other Equipment 
Z None | 
Z None B_ Receptive/Expressive Language K Audiovisual Z None 
L Assistive Listening 


M Augmentative / Alternative 
a Communication 

P Computer 

Y Other Equipment 

Z None 


DRGNon-OR All body system/region, type qualifier, equipment, and qualifier values 


F06 Continued on next page 
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FO6-FO7 


Physical Rehabilitation and Diagnostic Audiology 


F Physical Rehabilitation and Diagnostic Audiology 


8 Rehabilitation 
6 Speech Treatment 


Body System/Region 
Character 4 


a 


Type Qualifier 
Character 5 


C Voice 


iy 


Definition: Application of techniques to improve, augment, or compensate for speech and related functional impairment 


Equipment 
Character 6 


Audiovisual 
Biosensory Feedback 
Computer 

Voice Analysis 
Aerodynamic Function 
Speech Prosthesis 
Other Equipment 
None 


ICD-10-PCS 2021 
F096 Continued 


Qualifier — 
Character 7 


Z None 


D Swallowing Dysfunction 


Z 


DRGNon-OR All body system/region, type qualifier, equipment, and qualifier values 


Augmentative / Alternative 
Communication 
Aerodynamic Function 
Speech Prosthesis 

Other Equipment 

None 


Z None 


F Physical Rehabilitation and Diagnostic Audiology ~ 


9 Rehabilitation 
7 Motor Treatment 


Body System/Region 
Character 4 


Type Qualifier 
Character 5 


Definition: Exercise or activities to increase or facilitate motor function 


Equipment 
Character 6 


Qualifier 
Character 7 


6 Neurological System - Head and ® Range of Motion and Joint Mobility Orthosis 

Neck — ‘ — _ |1 Muscle Performance F Assistive, Adaptive, Supportive or 
1 Neurological System -Upper Back/ | 2 Coordination/ Dexterity Protective 

Upper Extremity 3 Motor Function U_ Prosthesis 
2 Neurological System - Lower Back/ Y Other Equipment 

Lower Extremity ZNone 


3 Neurological System - Whole Body 

D Integumentary System - Head and 
Neck 

F Integumentary System - Upper 
Back/Upper Extremity 

G Integumentary System - Lower 
Back/Lower Extremity 

H_ Integumentary System - Whole 
Body 


K Musculoskeletal System - Upper 
Back/Upper Extremity 

L Musculoskeletal System - Lower 
Back/Lower Extremity 

M Musculoskeletal System - Whole 
Body 


® Neurological System - Head and 6 Therapeutic Exercise Physical Agents Z None 
Neck Mechanical 

1 Neurological System - Upper Back/ Electrotherapeutic 
Upper Extremity Orthosis 


2 Neurological System - Lower Back/ 
Lower Extremity 

3 Neurological System - Whole Body 

D Integumentary System - Head and 
Neck 


N<Cz (9) 7~aMmMoOaADW 


Assistive, Adaptive, Supportive or 
Protective 

Aerobic Endurance and 
Conditioning 

Mechanical or Electromechanical 
Prosthesis 


Back/Upper Extremity Other Foul 
G Integumentary System - Lower N eve AST 
Back/Lower Extremity 


H_ Integumentary System - Whole 
Body 

J Musculoskeletal System - Head and 
Neck 

K Musculoskeletal System - Upper 
Back/Upper Extremity 

L Musculoskeletal System - Lower 
Back/Lower Extremity 

M Musculoskeletal System - Whole 
Body ; 


DRGNon-OR All body system/region, type qualifier, equipment, and qualifier values 


FQ7 Continued on next page 


EJ Limited Coverage OS Noncovered Combination Member HAC Valid OR Combination Only DRG Non-OR New/Revised in GREEN 
800 ICD-10-PCS 2021 


ICD-10-PCS 2021 Physical Rehabilitation and Diagnostic Audiology FQ7-FQ7 


F Physical Rehabilitation and Diagnostic Audi 
® Rehabilitation mnestis Audiology F07 Continued 


7 Motor Treatment Definition: Exercise or activities to increase or facilitate motor function 


Body System/Region 
Character 4 
Neurological System - Head and 

Neck 

1 Neurological System - Upper Back/ 
Upper Extremity 

2 Neurological System - Lower Back/ 
Lower Extremity 

3 Neurological System - Whole Body 

D lnfequmentary System - Head and 


Equipment 


Qualifier 
Character 6 


Type Qualifier 
Ch Character 7 


aracter 5 
7 Manual Therapy Techniques 


F integumentary System - Upper 
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Back/Upper Extremity 
G Integumentary System - Lower 

Back/Lower Extremity 
H_ Integumentary System - Whole 

Body 
J Musculoskeletal System - Head and 
K Musculoskeletal System - Upper 

Back/Upper Extremity 
L Musculoskeletal System - Lower 

Back/Lower Extremity 
M Musculoskeletal System - Whole 

Body 

= -* 

4 Circulatory System -Head and Neck|6 Therapeutic Exercise wai Physical Agents Z None 
5 Circulatory System - Upper Back / C Mechanical 

Upper Extremity D Electrotherapeutic 
6 Circulatory System - Lower Back / E Orthosis 

Lower Extremity F Assistive, Adaptive, Supportive or 
7 Circulatory System - Whole Body Protective 


Orthosis 
Assistive, Adaptive, Supportive or 
Protective 

Prosthesis 

Other Equipment 

None 


N_ Genitourinary System 1 Muscle Performance 


8 Respiratory System - Head and Neck G Aerobic Endurance and 
9 Respiratory System - Upper Back / Conditioning 
Upper Extremity H_ Mechanical or Electromechanical 
B_ Respiratory System -Lower Back / U_ Prosthesis 
Lower Extremity Y Other Equipment 
C_ Respiratory System -Whole Body Z None 
E 
F 


| 


N_ Genitourinary System 6 Therapeutic Exercise 


Physical Agents 
Mechanical 
Electrotherapeutic 

Orthosis 

Assistive, Adaptive, Supportive or 
Protective 

Aerobic Endurance and 
Conditioning 

Mechanical or Electromechanical 
Prosthesis 

Other Equipment 

None 


[AMOANDWIN<C 


Electrotherapeutic 

Orthosis 

Assistive, Adaptive, Supportive or 
Protective 

Prosthesis 

Other Equipment 

None 


Mechanical Z None 
Orthosis 

Assistive, Adaptive, Supportive or 
Protective 

Prosthesis 

Other Equipment 

None 


Z None | 4 Wheelchair Mobility 


~AMOIN<Cr OO 


Z None 5 Bed Mobility 


~AMAIN<cC 


N<cC 


DRGNon-OR All body system/region, type qualifier, equipment, and qualifier values 


£64-L04 


Limited Coverage Noncovered Combination Member HAC Valid OR Combination Only DRGNon-OR  New/Revised in GREEN 
801 
ICD-{0-PCS 2021 


FO8-F98 Physical Rehabilitation and Diagnostic Audiology : ICD-10-PCS 2021 


F Physical Rehabilitation and Diagnostic Audiology 
8 Rehabilitation Lal Pa 
8 Activities of Daily Living Treatment Definition: Exercise or activities to facilitate functional competence for activities of daily living 


Type Qualifier Equipment Qualifier 
Character 5 Character 6 


Character 7 
8 Transfer Training C Mechanical 
D Electrotherapeutic 


Body System/Region 
Character 4 


Z None 


~ 
f=2) 
2 
2 
Ss 
—] 
<x 
ww 
~~ 
4) 
° 
S E Orthosis 
a F Assistive, Adaptive, Supportive or 
Ba Protective 
a U_ Prosthesis 
= ae Y Other Equipment 
fe Z None | 
¢ Z None 9 Gait Training/Functional C Mechanical Z None 
(>) Ambulation D Electrotherapeutic 
=] E Orthosis 
Bes F Assistive, Adaptive, Supportive or 
_ Protective 
‘a G Aerobic Endurance and 
i} Conditioning 
a= U_ Prosthesis 
@ Y Other Equipment 
« Z None gi 
Ss D Integumentary System-Headand |5 Wound Management B Physical Agents Z None 
= Neck ; C Mechanical 
Faye F Integumentary System - Upper D Electrotherapeutic 
= Back/Uppel cL E Orthosis 
: F Assistive, Adaptive, Supportive or Z 
Protective 


U_ Prosthesis 


a Y Other Equipment 
n - Head and. 7° None 


® Bathing/Showering Techniques E Orthosis Z None 


1 Dressing Techniques F Assistive, Adaptive, Supportive or 
2 Grooming/Personal Hygiene Protective 

U_ Prosthesis 

Y Other Equipment 


Z None 
Z None i Feeding/Eating C Mechanical Z None 


D Electrotherapeutic 

E Orthosis 

F Assistive, Adaptive, Supportive or 
Protective 

U_ Prosthesis 

Y Other Equipment 


Z None 
Z None 4 Home Management D Electrotherapeutic Z None 
E Orthosis 
F Assistive, Adaptive, Supportive or 
Protective 


U_ Prosthesis 
Y Other Equipment 


Z None 
Z None 6 Psychosocial Skills Z None |2 None 
Z None 7_ Vocational Activities and Functional | B Physical Agents Z None 
Community or Work Reintegration |€ Mechanical 
Skills D Electrotherapeutic 
E Orthosis 
F Assistive, Adaptive, Supportive or 
Protective 
G Aerobic Endurance and 
Conditioning 
U_ Prosthesis 


Y Other Equipment 
Z None 
DRGNon-OR All body system/region, type qualifier, equipment, and qualifier values 


& Limited Coverage 
802 


3 Noncovered _[#] Combination Member Valid OR 


Combination Only  DRGNonOR — New/Revised in GREEN 


ICD-10-PCS 202] 


ICD-10-PCS 2021 Physical Rehabilitation and Diagnostic Audiology FO9-FOC 


F Physical Rehabilitation and Diagnostic Audiol 
® Rehabilitation 9 iology 


9 Hearing Treatment Definition: Application of techniques to improve, augment, or compensate for hearing and related functionalimpairment 


Body System/Region 


Type Qualifier Equipment | Qualifier 
Character 4 : Character 5 Ehatnctel 6 Character 7 
Z None ® Hearing and Related Disorders K Audiovisual 
Counseling Z None 
1 Hearing and Related Disorders 
Prevention ee 
Z None 2 Auditory Processing K Audiovisual Z None 
L Assistive Listening 
P Computer 
Y Other Equipment 
Z None 
Z None 3 Cerumen Management X Cerumen Management Z None 
Z None 


DRGNon-OR All body system/region, type qualifier, equipment, and qualifier values 


F Physical Rehabilitation and Diagnostic Audiology 
8 Rehabilitation 
B_ Cochlear Implant Treatment Definition: Application of techniques to improve the communication abilities of individuals with cochlear implant 
Body System/Region i Qualifier Equipment Qualifier 
Character 4 Character 5 Character 6 Character 7 


Z None 8 Cochlear Implant Rehabilitation Audiometer 
Sound Field / Booth 
Cochlear Implant 
Audiovisual 
Computer 


Other Equipment 
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DRG Non-OR All body system/region, type qualifier, equipment, and qualifier values 


Physical Rehabilitation and Diagnostic Audiology 

Rehabilitation 

Vestibular Treatment Definition: Application of techniques to improve, augment, or compensate for vestibular and related functional impairment 
Body System/Region 


Type Qualifier Equipment 
Character 4 Character 5 Character 6 


Neurological System - Whole Body | 3 Postural Control Orthosis 
Integumentary System - Whole Assistive, Adaptive, Supportive or 
Body Protective 
M Musculoskeletal System - Whole Prosthesis 

Body Other Equipment 
None 


F 
) 
Cc 


Qualifier 
Character 7 


xmw 
"1 om 


Vestibular / Balance Z None 


None 


Z None @ Vestibular 


— 
Z None 1 Perceptual Processing 


2. Visual Motor Integration 


Audiovisual Z None 
Assistive Listening 
Biosensory Feedback 
Computer 

Speech Analysis 
Voice Analysis 
Aerodynamic Function 
Other Equipment 
None 


N<XANAVAKRINOIN<XC 


DRGNon-OR All body system/region, type qualifier, equipment, and qualifier values 


3041-604 


[| Combination Member HAC. Valid OR Combination Only DRGNon-OR  New/Revised in GREEN 


Limited Coverage [9 Noncovered = 


ICD-10-PCS 2021 


FOD-FOF Physical Rehabilitation and Diagnostic Audiology ICD-10-PCS 2021 


F Physical Rehabilitation and Diagnostic Audiology 
8 Rehabilitation 


D Device Fitting Definition: Fitting of a device designed to facilitate or support achievement of a higher level of function 


Type Qualifier Equipment 
Character 5 Character 6 


Body System/Region 


Qualifier 
Character 4 


Character 7 


Z None ® Tinnitus Masker 5 Hearing Aid Selection / Fitting /Test| Z None 
Z None 
Z None 1 Monaural Hearing Aid 1 Audiometer Z None 
2 Binaural Hearing Aid 2 Sound Field / Booth 
5 Assistive Listening Device 5 Hearing Aid Selection / Fitting / Test 


K Audiovisual 
L Assistive Listening 


Z None 
Z None Augmentative/Alternative M Augmentative / Alternative Z None 
Communication System Communication 
Z None Voice Prosthetic S Voice Analysis Z None 
V_ Speech Prosthesis 
Z None 


Dynamic Orthosis E Orthosis Z None 


F Assistive, Adaptive, Supportive or 


6 

7 Static Orthosis 
8 Prosthesis 
9 


Protective 
Assistive, Adaptive,Supportive or |U Prosthesis 
Protective Devices Z None 


DRGNon-OR FODZ0J5,Z]Z 
FODZ[1, 2,5][1,2,5, KL,ZIZ 

FODZ3MZ : 
FODZ4IS,V]Z 

RF FODZ[6,7I[E,F,U,Z]Z 

DRGNon-OR FODZ8IE,F,U]Z 


Physical Rehabilitation and Diagnostic Audiology 


Physical Rehabilitation and Diagnostic Audiology 
Rehabilitation 


Caregiver Training _Definition: Training in activities to support patient's optimal level of function 


Type Qualifier Equipment 
Character 5 Character 6 


"Od 71 


Body System/Region 
Character 4 


Qualifier 
Character 7 


Z None 9 Bathing/Showering Technique E Orthosis 
1 Dressing F Assistive, Adaptive, Supportive or 
2 Feeding and Eating Protective 
3 Grooming/Personal Hygiene U_ Prosthesis 
4 Bed Mobility Z None 
5 Transfer 
6 Wheelchair Mobility 
7 Therapeutic Exercise 
8 Airway Clearance Techniques 
9 Wound Management 
B Vocational Activities and Functional 
Community or Work Reintegration 
Skills 
C Gait Training/Functional 
Ambulation 
D Application, Proper Use and Care of 
Devices 
F Application, Proper Use and Care of 
Orthoses 
G Application, Proper Use and Care of 
Prosthesis 
H Home Management zs 
Z None J = Communication Skills K Audiovisual Z None 
L Assistive Listening 
M Augmentative / Alternative 
Communication 
P Computer 
Z None 


DRGNon-OR All body system/region, type qualifier, equipment, and qualifier values 


[5 Noncovered 


EG Limited Coverage 
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ICD-10-PCS 202] 


ICD-10-PCS 2021 P 


hysical Rehabilitation and Diagnostic Audiology 


F13-F13 


F Physical Rehabilitation and Diagnostic Audiology 
1 Diagnostic Audiology 


3 Hearing Assessment _ Definition: Measurement of hearing and related functions 


Body System/Region 
Character 4 


Type Qualifier 
Pinrecias 5 


Z None 


Equipment 


Qualifier 
Character 7 


® Hearing Screening ® Occupational Hearing 
1 Audiometer 
2 Sound Field / Booth 
3 Tympanometer 
8 Vestibular / Balance 
9 Cochlear Implant 
Z None 
Z None Pure Tone Audiometry, Air ® Occupational Hearing None 
2 Pure Tone Audiometry, Air and 1 Audiometer 
Bone 2 Sound Field / Booth 
Z None 
Z None 3 Bekesy Audiometry 1 Audiometer None 
6 Visual Reinforcement Audiometry |2 Sound Field /Booth 
9 Short Increment Sensitivity Index |Z None 
B Stenger 
C Pure Tone Stenger 
Z None 4 Conditioned Play Audiometry 1 Audiometer None 
5 Select Picture Audiometry 2 Sound Field / Booth 
K Audiovisual 
Z None 
Z None 7 Alternate Binaural or Monaural 1 Audiometer None 
Loudness Balance K Audiovisual 
Z None 
Z None 8 Tone Decay 3 Tympanometer None 
D Tympanometry 4 Electroacoustic Immitance / 
F Eustachian Tube Function Acoustic Reflex 
G Acoustic Reflex Patterns Z None 
H_ Acoustic Reflex Threshold 
J Acoustic Reflex Decay 
Z None K_ Electrocochleography 7 Electrophysiologic None 
L Auditory Evoked Potentials Z None 
Z None M_ Evoked Otoacoustic Emissions, 6 Otoacoustic Emission (OAE) None 
Screening Z None 
N_ Evoked Otoacoustic Emissions, 
te Diagnostic 
Z None P Aural Rehabilitation Status 1 Audiometer None 
2 Sound Field / Booth 
4 Electroacoustic Immitance / 
Acoustic Reflex 
9 Cochlear Implant 
K Audiovisual 
L_ Assistive Listening 
P Computer 
Z None 
Z None Q Auditory Processing K Audiovisual None 
P Computer 
Y Other Equipment 
Z None 
Combination Member HAC. Valid OR Combination Only DRG Non-OR New/Revised in GREEN 
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Tympanometer 

Electroacoustic Immitance / 
Acoustic Reflex 

Hearing Aid Selection / Fitting / Test 
Audiovisual 

Assistive Listening 

Computer 

None 


Audiometer Z 


Sound Field / Booth 
Tympanometer 
Electroacoustic Immitance / 
Acoustic Reflex 

Audiovisual 

Assistive Listening 

None 


PS F14-F15 Physical Rehabilitation and Diagnostic Audiology ICD-10-PCS 2021 
eee ee eee 
£ F Physical Rehabilitation and Diagnostic Audiology 
2 1 Diagnostic Audiology 
iC 4 Hearing Aid Assessment _ Definition: Measurement of the appropriateness and/or effectiveness of a hearing device 
i Type Qualifier Equipment Qualifier 
a ® Cochlear Implant 1 Audiometer 
° 2 Sound Field / Booth 
= 3 Tympanometer 
© 4 Electroacoustic Immitance / 
a Acoustic Reflex 
3 5 Hearing Aid Selection / Fitting / Test 
¢ 7 Electrophysiologic 
© 9 Cochlear Implant 
= K Audiovisual, 
< L Assistive Listening 
© P Computer 
= Y Other Equipment 
= Z None 4 
© Z None 1 1 Ear Canal Probe Microphone 5 Hearing Aid Selection / Fitting / Test} Z None 
= 6 Binaural Electroacoustic Hearing Z None 
ec Aid Check 
a 8 Monaural Electroacoustic Hearing 
S Aid Check ; 
‘a Z None 2 Monaural Hearing Aid 1 Audiometer Z None 
= 3 Binaural Hearing Aid 2 Sound Field / Booth 
a. 3 
4 


alas 


Z None 4 Assistive Listening System/Device 
Selection 


None 


PWNAIN UE Ku 


Z None 5 Sensory Aids Audiometer “ps None 


Sound Field / Booth 
Tympanometer 

Electroacoustic Immitance / 
Acoustic Reflex 

Hearing Aid Selection / Fitting / Test 
Audiovisual 

Assistive Listening 


None ‘. 


Occupational Hearing Z None 
Z None 


—| 
Z None 7 Ear Protector Attentuation 


K 
L 
z 
1 
2 
3 
4 
5 
K 
L 
z 
bis 
r 


F Physical Rehabilitation and Diagnostic Audiology 
1 Diagnostic Audiology 


5 Vestibular Assessment Definition: Measurement of the vestibular system and related functions 


Body System/Region 
Character 4 


Equipment 


Ais Qualifier 
Character 5 Character 6 
® Bithermal, Binaural Caloric 8 Vestibular / Balance 
Irrigation Z None 

Bithermal, Monaural Caloric 
Irrigation 

Unithermal Binaural Screen 
Oscillating Tracking 

Sinusoidal Vertical Axis Rotational 
Dix-Hallpike Dynamic 
Computerized Dynamic 


Qualifier 
Character 7 


S| Se Swe = 


Posturography if 
Z None Tinnitus Masker 5 Hearing Aid Selection / Fitting /Test| Z None 
Z None 


£ Noncovered 


E Limited Coverage 
806 
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ICD-10-PCS 2021 


Mental Health GZ1-GZ)J 


Mental Health GZ1-GZ7 


Mental Health 

None 

Psychological Tests Definition: The administration and inter 
of psychological function 


=NQ®A 


pretation of standardized psychological tests and measurement instruments for the assessment 


Qualifier 
Character 4 


Developmental 
Personality and Behavioral 
Intellectual and Psychoeducational 
Neuropsychological 


Neurobehavioral and Cognitive 
Status 


Qualifier 


Qualifier 
Character 5 


Character 6 


Qualifier 
Character 7 


hwn-=082 


Mental Health 
None 


Crisis Intervention Definition: Treatment of a traumatized, acutely disturbed or distressed individual for the purpose of short-term stabilization 


NNO 


Qualifier 


Qualifier 
Character 4 


Character 5 


Qualifier 
Character 6 


Qualifier 
Character 7 


G Mental Health 
Z None 
3 


Medication Management Definition: Monitoring and adjusting the use of medications for the treatment of a mental health disorder 


Qualifier 
Character 4 


Qualifier 
Character 5 


Qualifier 
Character 7 


Qualifier 
Character 6 


Mental Health 
None 


G 
Z 
5 Individual Psychotherapy _ Definition: Treatment of an individual with a mental health disorder by behavioral, cognitive, psychoanalytic, psychodynamic or 


psychophysiological means to improve functioning or well-being 


Qualifier Qualifier 
Character 5 Character 6 


Z None 


Qualifier 
Character 4 
Interactive 
Behavioral 
Cognitive 
Interpersonal 
Psychoanalysis 
Psychodynamic 
Supportive 
Cognitive-Behavioral 
Psychophysiological 


Qualifier 
Character 7 


WORAUuUAWN =| 2 


Mental Health 
None ; 
Counseling Definition: The application of psychological methods to treat an individual with normal developmental issues and psychological problems in 


order to increase function, improve well-being, alleviate distress, maladjustment or resolve crises 


aN 


Qualifier 
Character 7 


Qualifier 
Character 6 


Qualifier 
Character 5 


Qualifier 
Character 4 


Educational 
1 Vocational 
Other Counseling 


Mental Health 
None 


“NNO 


Family Psychotherapy Definition: Treatment that includes one or more family members of an individual with a mental health disorder by behavioral, cognitive, 
psychoanalytic, psychodynamic or psychophysiological means to improve functioning or well-being 
Explanation: Remediation of emotional or behavioral problems presented by one or more family members in cases where psychotherapy 
with more than one family member is indicated 


Qualifier 
Character 7 


Qualifier 
Character 6 


Qualifier 


lifier 
oer s Character 5 


Character 4 
Other Family Psychotherapy 


[i Noncovered [I Combination Member HAC Valid OR Combination Only DRG Non-OR New/Revised in GREEN 


£3 Limited Coverage 807 


ICD-10-PCS 2021 


YesH [eVUSW 


£Z9-LZD 


Mental Health 


GZ4B6-GZJ 


GZB-GZJ Mental Health ICD-10-PCS 2021 


G Mental Health 


Z None 
B_ Electroconvulsive Therapy Definition: The application of controlled electrical voltages to treat a mental health disorder 
Qualifier Qualifier Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


Unilateral-Single Seizure 
Unilateral-Multiple Seizure 
Bilateral-Single Seizure 
Bilateral-Multiple Seizure 

Other Electroconvulsive Therapy 


hwn = 6 


Mental Health 

None 

Biofeedback Definition: Provision of information from the monitoring and regulating of physiological processes in conjunction with cognitive-behavioral 
techniques to improve patient functioning or well-being 


ANA 


Qualifier 
Character 7 


Qualifier 
Character 6 


Qualifier 
Character 5 


Qualifier 
Character 4 


Other Biofeedback 


G Mental Health 
Z None 
F Hypnosis Definition: Induction of a state of heightened suggestibility by auditory, visual and tactile techniques to elicit an emotional or behavioral 
response 
Qualifier Qualifier Qualifier Qualifier 
Character 4 Character 5 Character 6 Character 7 


G Mental Health 
Z None 
G Narcosynthesis Definition: Administration of intravenous barbiturates in order to release suppressed or repressed thoughts 


Qualifier 
Character 4 


Qualifier 
Character 7 


Qualifier 
Character 6 


Qualifier 
Character 5 


G Mental Health 

Z None 

H Group Psychotherapy Definition: Treatment of two or more individuals with a mental health disorder by behavioral, cognitive, psychoanalytic, psychodynamic 
or psychophysiological means to improve functioning or well-being 


Qualifier 
Character 4 


Qualifier 
Character 5 


Qualifier 
Character 6 


Qualifier 
Character 7 


Z None 


G Mental Health 
Z None 
J LightTherapy Definition: Application of specialized light treatments to improve functioning or well-being 


Qualifier 
Character 4 


Qualifier 
Character 5 


Qualifier 
Character 6 


Qualifier 
Character 7 


Z None 


Eq Limited Coverage fNoncovered 4 Combination Member HAC. Valid OR Combination Only DRGNon-OR = New/Revised in GREEN 


808 ICD-10-PCS 2021 


ICD-10-PCS 2021 Substance Abuse Treatment HZ2-HZ4 


Substance Abuse Treatment HZ2-HZ9 | 


AHA Coding Clinic for table HZ2 
2020, 1Q, 21 Inpatient detoxification services 


AHA Coding Clinic for table HZ9 
2020, 1Q, 21 Inpatient detoxification services 


H Substance Abuse Treatment 
Z None 
2 Detoxification Services Definition: Detoxification from alcohol and/or drugs 


Explanation: Not a treatment modality, but helps the patient stabilize physically and psychologically until the body becomes free 
of drugs and the effects of alcohol ipa tina Lard ted alt y 


Qualifier 
Character 4 ~ 


Qualifier Qualifier 


ualifier 
Character 5 Character 6 he 


Character 7 


Substance Abuse Treatment 
None 


Individual Counseling Definition: The application of psychological methods to treat an individual with addictive behavior 
Explanation: Comprised of several different techniques, which apply various strategies to address drug addiction 


WNT 


Qualifier Qualifier 
Character 5 Character 6 


Qualifier 
Character 7 


Cognitive 
Behavioral 


Cognitive-Behavioral 


econ shencement 


tatione 


AWBWooOnauhWwWn=- 


Pre/Post-Test Infectious Disease 
DRGNon-OR HZ3(0,1,2,3,4,5,6,7,8,9,B]ZZZ 


H Substance Abuse Treatment 
Z None 
4 Group Counseling Definition: The application of psychological methods to treat two or more individuals with addictive behavior 


Explanation: Provides structured group counseling sessions and healing power through the connection with others 


Qualifier 
Character 7 


Qualifier 
x ; Character 4 
Cognitive 
Behavioral 

Cognitive-Behavioral 


12Step 


ual 
Pre/Post-Test Infectious Disease 


ADWOOANAUAWN=— 8 


DRGNon-OR HZ4(0,1,2,3,4,5,6,7,8,9,B]ZZZ 
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HZ5-HZ9 Substance Abuse Treatment ICD-10-PCS 2021 
Sec TS EAE IES DEERE EO NITRO INEE UD eee 


H Substance Abuse Treatment 
Z None : 


5 Individual Psychotherapy _ Definition: Treatment of an individual with addictive behavior by behavioral, cognitive, psychoanalytic, psychodynamic or 
psychophysiological means 


lifi Qualifier Qualifier Qualifier i$ 


8 Cognitive 


Substance Abuse Treatment 


H Substance Abuse Treatment 
Z None 


6 Family Counseling Definition: The application of psychological methods that includes one or more family members to treat an individual with addictive 
behavior 


Explanation: Provides support and education for family members of addicted individuals. Family member participation is seen as a 
critical area of substance abuse treatment 


Qualifier Qualifier 
Character 5 Character 6 


Qualifier 
Character 4 


Other Family Counseling 


Qualifier : > 
Character 7 “oe 


wie 


Substance Abuse Treatment 
None 

Medication Management 
ee Qualifier 
Character 4 
® Nicotine Replacement 
1 Methadone Maintenance 


2 Levo-alpha-acetyl-methadol 
(LAAM) 


3 Antabuse 
4 Naltrexone 
5 Naloxone 
6 Clonidine 
7 

8 

9 


ONT 


Definition: Monitoring or adjusting the use of replacement medications for the treatment of addiction 


Qualifier : Qualifier 
Character 5 Character 6 


Z None 


Qualifier 
Character 7 


Z None 


Bupropion 
Psychiatric Medication 
Other Replacement Medication 


H Substance Abuse Treatment 
Z None 
9 Pharmacotherapy 


Definition: The use of replacement medications for the treatment of addiction 


Qualifier Qualifier es 
Character 5 Character 6 


Z None Z None 


Qualifier 
Character 4 
Nicotine Replacement 
Methadone Maintenance 


2 Levo-alpha-acetyl-methadol 
(LAAM) 


Antabuse 

Naltrexone 

Naloxone 

Clonidine 

Bupropion 

Psychiatric Medication 

Other Replacement Medication 


Qualifier 
Character 7 


—_ 


COOANAU AW 


[3 Noncovered 


[4] Combination Member 


Valid OR 


Combination Only New/Revised in GREEN 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


New Technology X27-X2C 
New Technology X27-XY@ 


ee mae tnt 


AHA Coding Clinic for all tables in the New Technology Section AHA Coding Clinic for table XNS 

2015, 4Q 8-11 New Section X codes - New Technology procedures 2017,4Q, 74-75 Magnetic growth rods 

AHA Coding Clinic for table X27 2016, 4Q, 117 Placement of magnetic growth rods 

2019, 4Q, 45-46 Sustained released drug-eluting stent AHA Coding Clinic for table XRG 

AHA Coding Clinic for table X2A 2017, 4Q, 76 Radiolucent porous interbody fusion device 
2019, 4Q, 46 Cerebral embolic filtration AHA Coding Clinic for table XT2 

2016, 4Q, 115-116 Cerebral embolic filtration 2019, 4Q, 46-47 Renal function monitoring 

AHA Coding Clinic for table X2C AHA Coding Clinic for table XV5 

2016, 4Q, 82-83 Coronary artery, number of arteries 2018, 4Q, 55 Robotic waterjet ablation 


2015, 4Q, 8-14 New Section X codes—New Technology procedures AHA Coding Clinic for table XWO 
nic for table 


AHA Coding Clinic for table X2R 2019, 4Q, 47-50 New therapeutic substances 

2016, 4Q, 116 Aortic valve rapid deployment 2018, 4Q, 56 New therapeutic substances 

2015, 4Q, 8-12 New Section X codes—New Technology procedures 2015, 4Q, 8-15 New Section X codes—New Technology procedures 
AHA Coding Clinic for table XHR AHA Coding Clinic for table XXE 

2016, 4Q, 116 Application of wound matrix 2019, 4Q, 50-51 ~=Whole blood nucleic acid-base microbial detection 
AHA Coding Clinic for table XK@ AHA Coding Clinic for table XY 

2017, 4Q, 74 Intramuscular autologous bone marrow cell therapy 2017, 4Q, 78 Intraoperative treatment of vascular grafts 


X New Technology 
2 Cardiovascular System 
7 Dilation Definition: Expanding an orifice or the lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular body part using 
intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 


Body Part 


Character 4 


Approach 
Character 5 


Qualifier 


Device/Substance/Technology 
Character 7 


Character 6 


H_ Femoral Artery, Right 3 Percutaneous Intraluminal Device, Sustained 5 New Technology Group 5 
J Femoral Artery, Left Release Drug-eluting 

K_ Popliteal Artery, Proximal Right 9 Intraluminal Device, Sustained 

L Popliteal Artery, Proximal Left Release Drug-eluting, Two 

M Popliteal Artery, Distal Right B_Intraluminal Device, Sustained 

N Popliteal Artery, Distal Left Release Drug-eluting, Three 

P Anterior Tibial Artery, Right C_Intraluminal Device, Sustained 

Q Anterior Tibial Artery, Left Release Drug-eluting, Four or More 
R_ Posterior Tibial Artery, Right 

S Posterior Tibial Artery, Left 

T Peroneal Artery, Right 

U_ Peroneal Artery, Left 


ValidOR All body part, approach, device/substance/technology, and qualifier values 


New Technology 
Cardiovascular System 
Assistance Definition: Taking over a portion of a physiological function by extracorporeal means 


Explanation: None 


PN x 


Body Part Approach Device/Substance/Technology Qualifier 
Character 4 Character 5 Character 6 Character 7 


1 Cerebral Embolic Filtration, Dual 
Filter 


2 Cerebral Embolic Filtration, Single 
Deflection Filter 


3 Cerebral Embolic Filtration, 
Extracorporeal Flow Reversal Circuit 


innominate Artery and Left 3 Percutaneous 2 New Technology Group 2 


Common Carotid Artery 
6 Aortic Arch 


3 Percutaneous 5 New Technology Group 5 


Common Carotid Artery, Right 3 Percutaneous 6 New Technology Group 6 


Common Carotid Artery, Left 


X New Technology 

2 Cardiovascular System 

C_ Extirpation Definition: Taking or cutting out solid matter from a body part 
Explanation: The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be imbedded in a body part or in 
the lumen of a tubular body part. The solid matter may or may not have been previously broken into pieces. 


Body Part Approach Device/Substance/Technology Qualifier 
Character 4 Character 5” Character 6 Character 7 
Coronary Artery, One Artery 3 Percutaneous 6 Orbital Atherectomy Technology 1 New Technology Group 1 


Coronary Artery, Two Arteries 
Coronary Artery, Three Arteries 
Coronary Artery, Four or More 
Arteries 
ValidOR All body part, approach, device/substance/technology, and qualifier values 


Wwn= 8 


Valid OR Combination Only DRGNon-OR  New/Revised in GREEN 
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Limited Coverage M&Noncovered  [# Combination Member 
ICD-10-PCS 2021 


DIEX-LEX 


X2R-XR2 New Technology ICD-10-PCS 2021 


X New Technology 
2 Cardiovascular System . . 
R_ Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 


Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure 


Body Part Approach Device/Substance/Technology Qualifier 
Character 4 Character 5 Character 6 Character 7 


New Technology 


Aortic Valve 


® Open 
3 Percutaneous 
4 Percutaneous Endoscopic 


3 Zooplastic Tissue, Rapid 


2 NewTechnology Group 2 
Deployment Technique 


ValidOR All body part, approach, device/substance/technology, and qualifier values 


New Technology 

Skin, Subcutaneous Tissue, Fascia and Breast 

Replacement Definition: Putting in or on biological or synthetic material that physically takes the place and/or function of all or a portion of a body part 
Explanation: The body part may have been taken out or replaced, or may be taken out, physically eradicated, or rendered nonfunctional during 
the REPLACEMENT procedure. A REMOVAL procedure is coded for taking out the device used in a previous replacement procedure 


Body Part Approach Device/Substance/Technology 
Character 4 ~ Character 5 Character 6 


L_ Skin Substitute, Porcine Liver 
Derived 


All body part, approach, device/substance/technology, and qualifier values 


ax x< 


Qualifier 
Character 7 


2 New Technology Group 2 


Valid OR 


New Technology 
Muscles, Tendons, Bursae and Ligaments : 


Introduction Definition: Putting in or on a therapeutic, diagnostic, nutritional, physiological, or prophylactic substance except blood or blood products 
Explanation: None 


ORK 


Body Part Approach Device/Substance/Technology Qualifier 
Character 4 Character 5 Character 6 Character 7 
2 Muscle 3 Percutaneous @ Concentrated Bone Marrow 3 New Technology Group 3 
Aspirate 
X New Technology 
N Bones 
S Reposition Definition: Moving to its normal location, or other suitable location, all or a portion of a body part 


Explanation: The body part is moved to a new location from an abnormal location, or from a normal location where it is not functioning 
correctly. The body part may or may not be cut out or off to be moved to the new location. 


Body Part Approach Device/Substance/Technology Qualifier 
Character 4 Character 5 Character 6 Character 7 
Lumbar Vertebra ® Open 3 Magnetically Controlled Growth |2 New Technology Group 2 
Cervical Vertebra 3 Percutaneous Rod(s) 


Thoracic Vertebra 
Valid OR 


All body part, approach, device/substance/technology, and qualifier values 


X New Technology 

N_ Bones 

U_ Supplement Defi 
part 


Explanation: None 


nition: Putting in or on biological or synthetic material that physically reinforces and/or augments the function of a portion of a body 


Body Part Approach Device/Substance/Technology Qualifier 
Character 4 Character 5 Character 6 Character 7 


Lumbar Vertebra 
Thoracic Vertebra 


-o2 


3 Percutaneous 5 Synthetic Substitute, Mechanically| 6 New Technology Group 6 
Expandable (Paired) 


X New Technology 

R_ Joints 

2 Monitoring Definition: Determining the level of a physiological or physical function repetitively over a period of time 
Explanation: None 


Body Part Approach Device/Substance/Technolo li 
Character 4 Character 5 Character 6 ad Pasties 7 
G Knee Joint, Right 


H_ Knee Joint, Left 


2 Intraoperative Knee Replacement |1 New Technology Group 1 
Sensor 


and qualifier values 


ValidOR All body part, approach, device/substance/technology, 


Limited Coverage 
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ew Technology XRG-XV5 


X New Technology 
R_ Joints 
G_ Fusion 


Definition: Joining together portions of an articular body part rendering the articular body part immobile 
Explanation: The body part is joined together by fixation device, bone graft, or other means 


Body Part Approach Device/Substance/Technol 
Character 4 Character 5 Chafacter 6 sa 


Qualifier 
Character 7 


® Occipital-ce 8 Open 9 Interbody Fusion Device, 2 New Technology Group 2 
= Nanotextured Surface 
8 Occipital-cervical Joint Open TF Interbody Fusion Device, 3 New Technology Group 3 
y ic Radiolucent Porous 
1 Cervical Vertebral Joint Open 9 Interbody Fusion Device, 2 New Technology Group 2 
: Nanotextured Surface 
1 Cervical Vertebral Joint Open F  Interbody Fusion Device, 3 New Technology Group 3 
a Radiolucent Porous 
2 Cervical Vertebral Joints, 2 or more Open 9 Interbody Fusion Device, 2 New Technology Group 2 
Nanotextured Surface 
2 Cervical Vertebral Joints, 2 or more Open F Interbody Fusion Device, rs New Technology Group 3 
Radiolucent Porous 
4 Cervicothoracic Vertebral Joint Open 9 Interbody Fusion Device, 2 New Technology Group 2 
Nanotextured Surface 
4 Cervicothoracic Vertebral Joint ® Open F Interbody Fusion Device, 3 New Technology Group 3 
re Radiolucent Porous 
6 Thoracic Vertebral Joint ® Open 9 Interbody Fusion Device, 2 New Technology Group 2 
Nanotextured Surface 
6 Thoracic Vertebral Joint 8 Open | F Interbody Fusion Device, 3 New Technology Group 3 
4 Radiolucent Porous 
7 Thoracic Vertebral Joints,2to7 [& |@ Open 9 Interbody Fusion Device, 2 New Technology Group 2 
Nanotextured Surface 
= =a 
7 Thoracic Vertebral Joints,2to7 [ |@ Open —|F Interbody Fusion Device, 3 New Technology Group 3 
Radiolucent Porous 


| Nanotextured Surface 


8 Thoracic Vertebral Joints, 8 or more 8 Open F Interbody Fusion Device, 3 New Technology Group 3 
Radiolucent Porous 


A Thoracolumbar Vertebral Joint ®@ Open 9 Interbody Fusion Device, 2 New Technology Group 2 


Nanotextured Surface 


A Thoracolumbar Vertebral Joint 8 Open F Interbody Fusion Device, 3 New Technology Group 3 


8 Thoracic Vertebral Joints, 8 or more 8 Open 9 Interbody Fusion Device, 2 New Technology Group 2 


Radiolucent Porous 


B Lumbar Vertebral Joint @ Open 9 Interbody Fusion Device, 2 New Technology Group 2 
Nanotextured Surface 
B Lumbar Vertebral Joint 8 Open "| F_ Interbody Fusion Device, 3 New Technology Group 3 


Radiolucent Porous 
C Lumbar Vertebral Joints,2ormore [|@ Open 9 Interbody Fusion Device, 2 New Technology Group 2 


Nanotextured Surface 


C Lumbar Vertebral Joints,20rmore [| Open F Interbody Fusion Device, 3 New Technology Group 3 
Radiolucent Porous 
D_ Lumbosacral Joint @ Open 9 Interbody Fusion Device, 2 NewTechnology Group 2 
Nanotextured Surface 
—+- 
D_ Lumbosacral Joint @ Open F Interbody Fusion Device, 3 NewTechnology Group 3 
: Radiolucent Porous 
Valid OR All body part, approach, device/substance/technology, and qualifier values See Appendix L for Procedure Combinations 
XRG[G@, 1,2,4,6,7,8,A,B,C,D]092 when reported with SDx K68.11 or XRG7@92 
T81.49-181.49, T84.60-184.619, T84.63-184.7 with 7th character A [l XRG7QF3 
HAC XRG[G,1,2,4,6,7,8,A,B,C,D]GF3 when reported with SDx K68.11 or fl XRGCO92 
T81.40-T81.49, T84.60-184.619, T84.63-184.7 with 7th character A XRGCOF3 


X New Technology 
T Urinary System be ' 
2 Monitoring Definition: Determining the level of a physiological or physical function repetitively over a period of time 


Explanation: None 


Body Part 
Character 4 


Qualifier 
Character 7 


Approach Device/Substance/Technology 
Character 5 Character 6 


A Btermal___ dE Fluorescent Pyrazine 


5 New Technology Group 5 


5 Kidney 


X New Technology 


V_ Male Reproductive System 
5 Destruction Definition: Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive agent 


Explanation: None of the body part is physically taken out 


Body Part Approach Device/Substance/Technology 
Character 4 ; Character 5 Character 6 
8 Via Natural or Artificial Opening |A Robotic Waterjet Ablation 
Endoscopic 


Valid OR All body part, approach, device/substance/technology, and qualifier values 


Qualifier 
Character 7 


4 NewTechnology Group 4 


HAC. ValidOR | CombinationOnly | DRGNon-OR —New/Revised in GREEN 


Limited Coverage G Noncovered Combination Member ea 


ICD-i0-PCS 2021 


New Technology 


XW9-XWO 


X New Technology 
W Anatomical Regions 
8 Introduction 


Explanation: None 


Body Part 
Character 4 


1 Subcutaneous Tissue 


3 Percutaneous 


New Technology 


W Caplacizumab 


ICD-10-PCS 2021 


Definition: Putting in or on a therapeutic, diagnostic, nutritional, physiological, or prophylactic substance except blood or blood products 


Approach Device/Substance/Technology 
Character 5 - Character 6 


Qualifier 
Character 7 


5 NewTechnology Group 5 


3 Peripheral Vein 


3 Percutaneous 


3 Peripheral Vein 


3 Percutaneous 


® Brexanolone 


2 Ceftazidime-Avibactam Anti- 


3 Peripheral Vein 
3 Peripheral Vein 


3 Percutaneous 


infective 
2 Nerinitide 


3 Percutaneous 


3 Idarucizumab, Dabigatran 


3 Peripheral Vein 


3 Percutaneous 


6 New Technology Group 6 
1 New Technology Group 1 


6 New Technology Group 6 


1 New Technology Group 1 


3 Peripheral Vein 


3 Percutaneous 


5 Blinatumomab Antineoplastic 
Immunotherapy 


Reversal Agent 
3 Durvalumab Antineoplastic 6 NewTechnology Group 6 
| 4 lIsavuconazole Anti-infective 1 NewTechnology Group 1 


3 Peripheral Vein 


= 


3 Percutaneous 


3 Peripheral Vein 


3 Percutaneous 


{6 Lefamulin Anti-infective 


6 New Technology Group 6 


7 Coagulation Factor Xa, Inactivated 
9 Defibrotide Sodium Anticoagulant 


2 New Technology Group 2 


3 Peripheral Vein 3 Percutaneous 


_— 


infective 


3 Peripheral Vein 


3 Percutaneous 


A Bezlotoxumab Monoclonal 
Antibody 


3 Peripheral Vein 


3 Percutaneous 


A Cefiderocol Anti-infective 


9 Ceftolozane/Tazobacatam Anti- 


6 New Technology Group 6 


3. New Technology Group 3 


6 New Technology Group 6 


3 Peripheral Vein 


T3 Percutaneous 


TB Cytarabine and Daunorubicin 
Liposome Antineoplastic 


3 Peripheral Vein 


3 Percutaneous 


3 Peripheral Vein 


3 Percutaneous 


B Omadacycline Anti-infective 

C Engineered Autologous Chimeric 
Antigen Receptor T-cell 
| Immunotherapy 


3 New Technology Group 3 


6 New Technology Group 6 
3 New Technology Group 3 


3 Peripheral Vein 


3 Percutaneous 


C_ Eculizumab 


~|6 New Technology Group 6 
D Atezolizumab Antineoplastic iy 


3 Peripheral Vein 


3 Percutaneous 


F Other New Technology 
Therapeutic Substance 


3 Peripheral Vein 


3 Peripheral Vein 3 Percutaneous 


3 Percutaneous 


G Plazomicin Anti-infective 


H Synthetic Human Angiotensin II 


ales 


i New Technology Group 3 
4 


New Technology Group 4 


N Meropenem-vaborbactam 
Anti-infective 

Q Tagraxofusp-erzs Antineoplastic 

S_ lobenguane I-131 Antineoplastic 

U_ Imipenem-cilastatin-relebactam 
Anti-infective 

W Caplacizumab 


K_ Fosfomycin Anti-infective 5 New Technology Group 5 


4 Central Vein 


3 Percutaneous 


8 Brexanolone 


—— 


6 New Technology Group 6 


4 Central Vein 


3 Percutaneous 


2 Ceftazidime-Avibactam Anti- 
infective 


1 NewTechnology Group 1 


4 Central Vein 


3 Percutaneous 


4 Central Vein 


“|3 Percutaneous 


2 Nerinitide 


6 NewTechnology Group 6 


3 Idarucizumab, Dabigatran 
Reversal Agent 


1 New Technology Group 1 


4 Central Vein 


3 Percutaneous 


3 Durvalumab Antineoplastic 


6 New Technology Group 6 


4 Central Vein 


3 Percutaneous 


4 Isavuconazole Anti-infective 
5 Blinatumomab Antineoplastic 
Immunotherapy 


1 New Technology Group 1 


4 Central Vein 


A ka 
3 Percutaneous 


4 Central Vein 


4 Central Vein 


3 Percutaneous 


9 _Defibrotide Sodium Anticoagulant 


3 Percutaneous 


fw 


6 Lefamulin Anti-infective 6 NewTechnology Group 6 
7 Coagulation Factor Xa, Inactivated! 2 New Technology Group 2 


infective 


4 Central Vein 


3 Percutaneous 


A_ Bezlotoxumab Monoclonal 
Antibody 


4 Central Vein 


{3 Percutaneous 


A Cefiderocol Anti-infective 
—|— 


4 Central Vein 


3 Percutaneous 


B Cytarabine and Daunorubicin 


9 Ceftolozane/Tazobacatam Anti- 6 NewTechnology Group 6 


3 NewTechnology Group 3 


6 NewTechnology Group 6 
3 NewTechnology Group 3 


Liposome Antineoplastic 
4 Central Vein 3 Percutaneous B Omadacycline Anti-infective 6 New Technology Group 6 
DRGNon-OR XW033C3 


f& Limited Coverage 
814 


ES Noncovered 


&] Combination Member 


HAC Valid OR 


XW9 Continued on next page 


Combination Only 


DRG Non-OR New/Revised in GREEN 


ICN-IN-PCS 9091 


ICD-10-PCS 2021 


New Technology XW-XYB 
X New Technology 


W Anatomical Regions 
9 Introduction 


Explanation: None 


Body Part 
Character 4 


4 Central Vein 


Approach 
Character 5 


3 Percutaneous 


Definition: Putting in or ona therapeutic, diagnostic, nutritional, 


Device/Substance/Technology 
Character 6 


C Engineered Autologous Chimeric 


Antigen Receptor T-cell 


XW@ Continued 


physiological, or prophylactic substance except blood or blood products 


Qualifier 
Character 7 


New Technology Group 3 


| Immunotherapy | 
4 Central Vein 3 Percutaneous C Eculizumab 6 New Technology Group 6 
a D Atezolizumab Antineoplastic Hp) 
4 Central Vein 3 Percutaneous F Other New Technology 3 New Technology Group 3 
Therapeutic Substance 
4 Central Vein 3 Percutaneous G Plazomicin Anti-infective 4 New Technology Group 4 
H Synthetic Human Angiotensin II 
4 Central Vein 3 Percutaneous K_ Fosfomycin Anti-infective 5 New Technology Group 5 
N Meropenem-vaborbactam 
Anti-infective 
Q Tagraxofusp-erzs Antineoplastic 
S_ lobenguane |-131 Antineoplastic 
U_ Imipenem-cilastatin-relebactam 
Anti-infective 
t W Caplacizumab 
9 Nose 7 Via Natural or Artificial Opening Esketamine Hydrochloride 5 NewTechnology Group 5 
D Mouth and Pharynx X External Lefamulin Anti-infective 6 New Technology Group 6 
D Mouth and Pharynx X External Uridine Triacetate 2 New Technology Group 2 
D Mouth and Pharynx X External Apalutamide Antineoplastic 5 New Technology Group 5 


Erdafitinib Antineoplastic 
Venetoclax Antineoplastic 
Ruxolitinib 

Gilteritinib Antineoplastic 


ateaeectetats 


G Upper GI 8 Via Natural or Artificial Opening Mineral-based Topical Hemostatic |6 New Technology Group 6 
H_ Lower Gl Endoscopic Agent 
Q Cranial Cavity and Brain 3 Percutaneous 1 Eladocagene exuparvovec 6 New Technology Group 6 


DRGNon-OR XW043C3 


X New Technology 
W Anatomical Regions 
2 


Transfusion 


Definition: Putting in blood or blood products 


Explanation: None 


Body Part 
Character 4 


3 Peripheral Vein 
4 Central Vein 


X New Technology 
X Physiological Systems 
E 


Measurement 


Approach 
Character 5 


3 Percutaneous 


Explanation: None 


Body Part 
Character 4 


5 Circulatory 


5 Circulatory 


4 Brexucabtagene Autoleucel 


7 Lisocabtagene Maraleucel 


Approach Device/Substance/Technology 
Character 5 Character 6 


M_ Infection, Whole Blood Nucleic 


Device/Substance/Technology 
Character 6 


Immunotherapy 


Immunotherapy 


Definition: Determining the level of a physiological or physical function at a point in time 


Acid-base Microbial Detection 


Qualifier 
Character 7 


6 NewTechnology Group 6 


Qualifier 
Character 7 


5 New Technology Group 5 


B Respiratory 


X New Technology 
Y Extracorporeal 
@ Introduction 


Explanation: None 


_ Body Part 
_ Character 4 


V_ Vein Graft 


Limited Coverage @ Noncovered 


ICD-10-PCS 2021 


X External 

| 
X External N 
|X External Q 


Approach 
Character 5 


#] Combination Member 


Infection, Positive Blood Culture 
Fluorescence Hybridization for 
Organism Identification, 
Concentration and Susceptibility 


[6 New Technology Group 6 


Infection, Lower Respiratory Fluid 
Nucleic Acid-base Microbial 
Detection 


Valid OR Combination Only 


6 New Technology Group 6 


Definition: Putting in or on a therapeutic, diagnostic, nutritional, physiological, or prophylactic substance except blood or blood products 


Device/Substance/Technology 
Character 6 


X External 8 Endothelial Damage Inhibitor 


Qualifier 
Character 7 


3 New Technology Group 3 


DRG Non-OR New/Revised in GREEN 
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Appendix A: Components of the Medical and Surgical Approach 
Definitions 


ICD-10-PCS Value Access Location Type of Example 
Instrumentation 


v Xipueddy 


Open Cutting through the skin or mucous Skin or mucous Cutting None Abdominal 
(0) membrane and any other body layers | membrane, any hysterectomy 
necessary to expose the site of the other body layers 
[reer 
Percutaneous - Entry, by puncture or minor incision, of | Skin or mucous Puncture or minor | Without Needle biopsy of liver, 
(3) instrumentation through the skin or membrane, any incision visualization Liposuction 


mucous membrane and any other body | other body layers 
layers necessary to reach the site of the 


wuiyeg yreoiddy je216ins pue je>1pay ay3 yo syuauodwio> 


procedure 
Percutaneous Entry, by puncture or minor incision, of | Skin or mucous Puncture or minor | With visualization Arthroscopy, 
endoscopic instrumentation through the skin or membrane, any incision Laparoscopic 
(4) mucous membrane and any other body | other body layers cholecystectomy 
layers necessary to reach and visualize 
the site of the procedure 
Via natural or = Entry of instrumentation through a Natural or artificial | Direct entry Without Endotracheal tube 
artificial opening natural or artificial external opening to | external opening visualization insertion, Foley 
(7) reach the site of the procedure catheter placement 
Via natural or Entry of instrumentation through a na orartificial | Direct entry With visualization | Sigmoidoscopy, EGD, 
artificial opening natural or artificial external opening to | external opening ERCP 
endoscopic reach and visualize the site of the 
(8) procedure | si 3 = 
Via natural or Entry of instrumentation through a Skin or mucous Direct entry with With visualization | Laparoscopic-assisted = 
artificial opening natural or artificial external opening membrane, any puncture or minor vaginal hysterectomy bs 
with percutaneous | and entry, by puncture or minor other body layers incision for 
endoscopic incision, of instrumentation through instrumentation 
assistance the skin or mucous membrane and any only 
(F) other body layers necessary to aid in 
the performance of the procedure | 
External Procedures performed directly onthe | Skin or mucous Direct or indirect None Closed fracture 
(X) skin or mucous membrane and membrane application reduction, Resection of 
procedures performed indirectly by the tonsils 


application of external force through 
the skin or mucous membrane 4k 


ee ULL ee LLL 
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Open (0) 


initions 


Abdominal 
wall 


Retractors 


Il Approach Def 


ica 


land Surg 


Percutaneous (3) 


ica 


Fine needle 


Lung mass 


Components of the Med 


ixA 


Percutaneous Endoscopic (4) 


ppen 


Appendix 


Umbilicu 
(navel) 


Trocar 


Trocar 
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Via Natural or Artificial Opening (7) 


External (X) 
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Appendix B: Root Operation Definitions 


The character 3 value in the Medical and Surgical section ( 


®) and the Medical and Surgical-related sections (1-9) represents the root operation. This 
resource provides each root operation (character 3) 


* ; value, found in sections 0-9, as well as their associated definition, explanation, and examples, 
where applicable. The Ancillary sections (B-H) do not include root operations; instead the character 3 value represents the type of procedure 


performed with additional detail provided by the character 4 or 5 value, when applicable. For the character 3, character 4, and character 5 values 
used in the Ancillary sections of B-H, along with their definitions, see appendix J. 


0 Medical and Surgical 
ICD-10-PCS Value Definition 


0 Alteration Modifying the anatomic structure of a body part without affecting the function of the body part 
Principal purpose is to improve appearance 
Face lift, breast augmentation 

1 Bypass Definition: Altering the route of passage of the contents of a tubular body part 


Explanation: Rerouting contents of a body part to a downstream area of the normal route, to a similar route and body 
part, or to an abnormal route and dissimilar body part. Includes one or more anastomoses, with or 
without the use of a device. 


Examples: Coronary artery bypass, colostomy formation 
2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the 
same body part without cutting or puncturing the skin or a mucous membrane 
Explanation: All CHANGE procedures are coded using the approach EXTERNAL 
Example: Urinary catheter change, gastrostomy tube change 
3 Control Definition: Stopping, or attempting to stop, postprocedural or other acute bleeding 
Explanation: None 
Examples: Control of post-prostatectomy hemorrhage, control of intracranial subdural hemorrhage, control of 
bleeding duodenal ulcer, control of retroperitoneal hemorrhage 
4 Creation Definition: Putting in or on biological or synthetic material to form a new body part that to the extent possible 
replicates the anatomic structure or function of an absent body part 
Explanation: Used for gender reassignment surgery and corrective procedures in individuals with congenital 
anomalies 
| Examples: Creation of vagina in a male, creation of right and left atrioventricular valve from common 


atrioventricular valve 


Physical eradication of all or a portion of a body part by the direct use of energy, force, or a destructive 
agent 


Destruction Definition: 


Explanation: Noe oe body part is physically taken out 
Examples: Fulguration of rectal polyp, cautery of skin lesion 
6 Detachment Definition: Cutting off all or a portion of the upper or lower extremities 
aracaiaeamee oR value is the site of the detachment, with a qualifier if applicable to further specify the 
level where the extremity was detached 
Examples: Below knee amputation, disarticulation of shoulder 
7 Dilation Definition: Expanding an orifice or the lumen of a tubular body part 
Explanation: The orifice can be a natural orifice or an artificially created orifice. Accomplished by stretching a tubular 
body part using intraluminal pressure or by cutting part of the orifice or wall of the tubular body part. 
SS Percutaneous transluminal angioplasty, internal urethrotomy 
8 Division 4 Definition: Cutting into a body part, without draining fluids and/or gases from the body part, in order to separate or 
transect a body part 
aon [Aor porno ne abra separated into two or more portions 
Examples: Theana cordotomy, osteotomy 
9 | Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Explanation: The qualifier DIAGNOSTIC is used to identify drainage procedures that are biopsies 
Examples: Thoracentesis, incision and drainage 
B Excision a Definition: Cutting out or off, without replacement, a portion of a body part 
or The qualifier DIAGNOSTIC is used to identify excision procedures that are biopsies 


Examples: Partial nephrectomy, liver biopsy 


Continued on next page 


821 
=D-10-PCS 2021 


q xipueddy 


F 
) 
° 
Ca 
2) 
a) 
© 
= 
g 
=. 
° 
=) 
Oo 
rn 
= 
5 
a 
° 
5 
La) 


initions 


Root Operation Defi 


Appendix B 


Extirpation 


Appendix B: Root Operation Definitions 


Y) Medical and Surgical 
ICD-10-PCS Value 


Explanation: 


Examples: 


D Extraction 


Fragmentation 


Definition: 


ICD-10-PCS 2021 


Continued from previous page 


Definition 


Taking or cutting out solid matter from a body part 


The solid matter may be an abnormal byproduct of a biological function or a foreign body; it may be 
imbedded in a body part or in the lumen of a tubular body part. The solid matter may or may not have 
been previously broken into pieces. 


Thrombectomy, choledocholithotomy 


Pulling or stripping out or off all or a portion of a body part by the use of force 


Explanation: 


Examples: 


The qualifier DIAGNOSTIC is used to identify extractions that are biopsies 
Dilation and curettage, vein stripping 


Definition: 
Explanation: 


Breaking solid matter in a body part into pieces 


Physical force (e.g., manual, ultrasonic) applied directly or indirectly is used to break the solid matter 
into pieces. The solid matter may be an abnormal byproduct of a biological function or a foreign body. 
The pieces of solid matter are not taken out. 


Examples: 


Extracorporeal shockwave lithotripsy, transurethral lithotripsy 


G Fusion 


H ~=|isrton 


Inspection 


Definition: 


Joining together portions of an articular body part rendering the articular body part immobile 


Explanation: 


Examples: 
Definition: 


Explanation: 


Examples: 


The body part is joined together by fixation device, bone graft, or other means 


Spinal fusion, ankle arthrodesis 


Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological 
function but does not physically take the place of a body part 


None 
Insertion of radioactive implant, insertion of central venous catheter 


Definition: 


Explanation: 


Visually and/or manually exploring a body part 


Visual exploration may be performed with or without optical instrumentation. Manual exploration may 


Examples: 


N Release 


Removal 


be performed directly or through intervening body layers. 
Diagnostic arthroscopy, exploratory laparotomy 


M | Reattachment Definition: 


Definition: __ [Locating the route of passage of electrical impulses and/or locating functional areas in a body part 
Explanation: Applicable only to the cardiac conduction mechanism and the central nervous system 

Examples: Cardiac mapping, cortical mapping 

Definition: Completely closing an orifice or lumen of a tubular body part 


Explanation: The orifice can be a natural orifice or an artificially created orifice 
Examples: Fallopian tube ligation, ligation of inferior vena cava 


Putting back in or on all or a portion of a separated body part to its normal location or other suitable 
location 


Explanation: Vascular circulation and nervous pathways may or may not be reestablished 
Examples: rerurat of hand, reattachment of avulsed kidney 

Definition: Freeing a body part from an abnormal physical constraint by cutting or by use of force 
Explanation: Some of the restraining tissue may be taken out but none of the body part is taken out 


Adhesiolysis, carpal tunnel release 


Examples: 
P 


Q Repair 


Definition: Taking out or off a device from a body part 
| Explanation: If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous 
membrane, the procedure is coded to the root operation CHANGE. Otherwise, the procedure for taking 
out a device is coded to the root operation REMOVAL. 
Examples: Drainage tube removal, cardiac pacemaker removal 
Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 
| Explanation: Used only when the method to accomplish the repair is not one of the other root operations 


Examples: Colostomy takedown, suture of laceration 
R Replacement Definition: 


Putting in or on biological or synthetic material that physically takes the place and/or function of all ora 
portion of a body part 


Explanation: 


The body part may have been taken out or replaced, or may be taken out, physically eradicated, or 
rendered nonfunctional during the REPLACEMENT procedure. A REMOVAL procedure is coded for taking 


out the device used in a previous replacement procedure. 
Examples: Total hip replacement, bone graft, free skin graft 
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an’) Medical and Surgical 


~ICD-10-PCS Value 


S 


Reposition 


Restriction 


Revision 


Transfer 


Root Operation Definitions for Other Sections 


Supplement 


Transplantation 


Definition: 
Explanation: 


Examples: 
Definition: 
Explanation: 
Examples: 


Definition: 


Explanation: 


Examples: 
Definition: 


Explanation: 


Examples: 
Definition: 


Explanation: 


Continued from previous page 


Definition 


q xipueddy 


Moving to its normal location, or other suitable location, all or a portion of a body part 


The body part is moved to a new location from an abnormal location, or from a normal location where it 


is not functioning correctly. The body part may or may not be cut out or off to be moved to the new 
location. 


Reposition of undescended testicle, fracture reduction 


Cutting out or off, without replacement, all of a body part 
None 


Total nephrectomy, total lobectomy of lung 

Partially closing an orifice or the lumen of a tubular body part 
The orifice can be a natural orifice or an artificially created orifice 
Esophagogastric fundoplication, cervical cerclage 


Correcting, 
device 


to the extent possible, a portion of a malfunctioning device or the position of a displaced 


SUOI}IUIJaG UO}}e19dC }00Y 


Revision can include correcting a malfunctioning or displaced device by taking out or putting in 
components of the device such as a screw or pin 


Adjustment of position of pacemaker lead, recementing of hip prosthesis 


Putting in or on biological or synthetic material that physically reinforces and/or augments the function 
of a portion of a body part 


The biological material is non-living, or is living and from the same individual. The body part may have 
been previously replaced, and the SUPPLEMENT procedure is performed to physically reinforce and/or 
augment the function of the replaced body part. 


Examples: 


Herniorrhaphy using mesh, mitral valve ring annuloplasty, put a new acetabular liner in a previous hip 


Definition: 


Explanation: 
Examples: 
Definition: 


Explanation: 


Bhan 


Moving, without taking out, all or a portion of a body part to another location to take over the function 
of all or a portion of a body part 


The body part transferred remains connected to its vascular and nervous supply 
Tendon transfer, skin pedicle flap transfer 


Putting in or on all or a portion of a living body part taken from another individual or animal to 
physically take the place and/or function of all or a portion of a similar body part 


The native body part may or may not be taken out, and the transplanted body part may take over all or _ 


a portion of its function 
Kidney transplant, heart transplant 


1 Obstetrics 
ICD-10-PCS Value Definition 
2 Change Definition: Taking out or off a device from a body part and putting back an identical or similar device in or on the 
same body part without cutting or puncturing the skin or amucous membrane 
Explanation: None 
Examples: Replacement of fetal scalp electrode 
9 Drainage Definition: Taking or letting out fluids and/or gases from a body part 
Examples: Biopsy of amniotic fluid 
A Abortion Definition: Artificially terminating a pregnancy 
Explanation: None 
Examples: Transvaginal abortion using vacuum aspiration technique 
D Extraction ~ | Definition: Pulling or stripping out or off all or a portion of a body part by the use of force 
Examples: Low-transverse C-section 
E Delivery Definition: Assisting the passage of the products of conception from the genital canal 
Explanation: None 
Examples: Manually-assisted delivery 
Continued on next page 
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Initions 


: Obstetrics Continued from previous page 
ICD-10-PCS Value Definition 
H Insertion Definition: Putting in a nonbiological appliance that monitors, assists, performs, or prevents a physiological 
function but does not physically take the place of a body part 


None 


Explanation: 


Examples: 


Placement of fetal scalp electrode 


Definition: 


J Inspection 


Visually and/or manually exploring a body part 


Explanation: Visual exploration may be performed with or without optical instrumentation. Manual exploration may 
be performed directly or through oe body layers. 
Bimanual pregnancy exam 
P | Removal Taking out or off a device from a body part, region or orifice 


Beemer If a device is taken out and a similar device put in without cutting or puncturing the skin or mucous 
membrane, the procedure is coded to the root operation CHANGE» Otherwise, the procedure for taking 


out a device is coded to the root operation REMOVAL. 


Examples: Removal of fetal monitoring electrode 
Q Repair Definition: Restoring, to the extent possible, a body part to its normal anatomic structure and function 


Root Operation Def 


Appendix B 


Used only when the method to accomplish the repair is not one of the other root operations 
In utero repair of congenital diaphragmatic hernia 
S Reposition Moving to its normal location, or other suitable location, all or a portion of a body part 
Pee cucre The body part is moved to a new location from an abnormal location, or from a normal location where it 
is not functioning correctly. The body part may or may not be cut out or off to be moved to the new 
location. 
Examples: External version of fetus 
1 Resection Definition: Cutting out or off, without replacement, all of a body part 
Explanation: None 
Examples: Total excision of tubal pregnancy 
vi Transplantation Definition: Putting in or on all or a portion of a living body part taken from another individual or animal to 
physically take the place and/or function of all or a portion of a similar body part 
Explanation: The native body part may or may not be taken out, and the transplanted body part may take over all or 


a portion of its function 


In utero fetal kidney transplant 


2 Placement 


ICD-10-PCS Value 


Change 
Examples: 


Definition 


Taking out or off a device from a body part and putting back an identical or similar device in or on the 
same body part without cutting or puncturing the skin or a mucous membrane 


Change of vaginal packing 


Bicompiz ion Definition: 


Dressing 


3 Immobilization 


Putting pressure on a body region 


Examples: Placement of pressure dressing on abdominal wall 


Putting material on a body region for protection 

Application of sterile dressing to head wound F 
Limiting or preventing motion of a body region 

Placement of splint on left finger 


Definition: 


Examples: 


Definition: 


Examples: 


4 = Packing Definition: Putting material in a body region or orifice 
Examples: Placement of nasal packing 
5 Removal Definition: Taking out or off a device from a body part 
Examples: bear of stereotactic head frame 
6 Traction Definition: _[Exerting a pulling force on a body region in a distal direction 
a_i i, Examples: _| Lumbar traction using motorized split-traction table 


Sse 
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23 Administration 
ICD-10-PCS Value 


1) 
1 Putting in or on a cleansing substance 
2 


ICD-10-PCS Value 


Measurement 


Putting in or ona thera 


4 Measurement and Monitoring 


Definition 


Nerve block injection to median nerve 


Flushing of eye 
Putting in blood or blood products 


Transfusion of cell saver red cells into central venous line 


Definition 


Determining the level of a physiological or physical function at a point in time 


Appendix B: Root Operation Definitions 


peutic, diagnostic, nutritional, physiological, or prophylactic substance except 
blood or blood products 


External electrocardiogram(EKG), single reading 


Examples: 
Definition: 


Examples: 


Monitoring 


Urinary pressure monitoring 


Determining the level of a physiological or physical function repetitively over a period of time 


5 Extracorporeal or Systemic Assistance and Performance 


ICD-10-PCS Value 


4) Assistance Definition: 


coca ea EN ele Pe re Tn ele HN OEM Dd 


Definition 


Taking over a portion of a physiological function by extracorporeal means 


Examples: 


1 Performance Definition: 


Hyperbaric oxygenation of wound 


Completely taking over a physiological function by extracorporeal means 


Examples: Cardiopulmonary bypass in conjunction with CABG 
2 Restoration Definition: Returning, or attempting to return, a physiological function to its original state by extracorporeal means 
Examples: Attempted cardiac defibrillation, unsuccessful 
6 Extracorporeal or Systemic Therapies 
ICD-10-PCS Value Definition 
0 Atmospheric Extracorporeal control of atmospheric pressure and composition 


Control Examples: 
1 Decompression Definition: 


Examples: 


Antigen-free air conditioning, series treatment 


Extracorporeal elimination of undissolved gas from body fluids 


Hyperbaric decompression treatment, single 


Extracorporeal treatment by electromagnetic rays 


TMS (transcranial magnetic stimulation), series treatment 


3 Hyperthermia 


2 Electromagnetic 
Therapy Examples: 
Definition: 


Extracorporeal raising of body temperature 


Extracorporeal lowering of body temperature 


Whole body hypothermia treatment for temperature imbalances, series 


Extracorporeal separation of blood products 


Therapeutic leukopheresis, single treatment 


Extracorporeal treatment by light rays 


Phototherapy of circulatory system, series treatment 


Extracorporeal treatment by ultrasound 


Therapeutic ultrasound of peripheral vessels, single treatment 


Extracorporeal treatment by ultraviolet light 


Ultraviolet light phototherapy, series treatment 


Extracorporeal treatment by shock waves 


Examples: None 
a Hypothermia 
Examples: 
5 Pheresis Definition: 
Examples: 
6 Phototherapy Definition: 
Examples: 
Examples: 
8 Ultraviolet Light Definition: 
Therapy Examples: 
9 Shock Wave Therapy | Definition: 
Examples: 


Perfusion Definition: 


Shockwave therapy of plantar fascia, single treatment 


Extracorporeal treatment by diffusion of therapeutic fluid 


Examples: | Perfusion of donor liver while preparing transplant patient 
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2 aaa aa a RT RG Ge apne 
2 7 Osteopathic . 
le ICD-10-PCS Value Definition 
= 9 Treatment Manual treatment to eliminate or alleviate somatic dysfunction and related disorders 
a) Fascial release of abdomen, osteopathic treatment 
rs 
bo 
S 8 Other Procedures es 
= ICD-10-PCS Value : Definition 
< 0 Other Procedures Methodologies which attempt to remediate or cure a disorder or disease 
oo Acupuncture, yoga therapy 

9 Chiropractic ‘ 


ICD-10-PCS Value “nefinition 


B Manipulation Definition: Manual procedure that involves a directed thrust to move a joint past the physiological range of motion, 
without exceeding the anatomical limit 


Chiropractic treatment of cervical spine, short lever specific contact 
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Appendix C: Comparison of Medical and Surgical Root Operations 
Fern ve dlical and surgical hoot Operations 


Note: the character associated with each operation appears in parentheses after its title. 


Procedures That Take Out Some or All of a Body Part 


Root Operation Objective of Procedure Site of Procedure 


Destruction Eradicating without taking out or Some/all of a body part 
(5) replacement 


Detachment 
(6) 
Excision 
(B) 
Extraction 
(D) 


Resection 
(T) 


Example 
Fulguration of endometrium 


Cutting out/off without replacement Amputation above elbow 


Extremity only, any level 
Some of a body part Breast lumpectomy 


Some/all of a body part ‘Sa D&C 


Cutting out/off without replacement 


Pulling out or off without replacement 


All of a body part “am mastectomy 
= 


Cutting out/off without replacement 


Procedures That Put in/Put Back or Move Some/All of a Body Part 


Root Operation Objective of Procedure Site of Procedure 


Reattachment Putting back a detached body part Some/all of a body part 
(M) 


Reposition of Moving a body part to normal or other Some/all of a body part Move undescended testicle 
(S) 


Reattach finger 


suitable location 


Transfer Moving a body part to function fora similar | Some/all of a body part Skin pedicle transfer flap 
(X) body part 
Transplantation Putting in a living body part froma Some/all of a body part Kidney transplant 
(Y) person/animal 
= 


Procedures That Take Out or Eliminate Solid Matter, Fluids, or Gases From a Body 


Part 
Objective of Procedure Site of Procedure Example 


Root Operation 
Drainage Taking or letting out Fluids and/or gases from a body | Incision and drainage 
part 


(9) 


Extirpation Taking or cutting out Solid matter in a body part Thrombectomy 
(CQ 

Fragmentation Breaking into pieces Solid matter within a body part —_| Lithotripsy 

(F) 


Procedures That Involve Only Examination of Body Parts and Regions 


Objective of Procedure Site of Procedure 


Visual/manual exploration Some/all of a body part 


Root Operation 
Inspection 


(J) 


Diagnostic cystoscopy 
Exploratory laparoscopy 


Brain/cardiac conduction Cardiac mapping 


Locating electrical impulse route/functional 
mechanism 


areas 
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Procedures That Alter the Diameter/Route of a Tubular Body Part 
Root Operation Objective of Procedure 


ions 


Example 


td 
© 
o | 
Ss Bypass Altering route of passage of contents Tubular body part Coronary artery bypass graft 
: (1) (CABG) 
S Dilation Expanding natural or artificially created Tubular body part Percutaneous transluminal 
ce (7) orifice/lumen coronary angioplasty (PTCA) 
r] Occlusion Completely closing natural or artificially Tubular body part Fallopian tube ligation 
= (L) created orifice/Iumen 
Restriction Partially closing natural or artificially created | Tubular body part Gastroesophageal fundoplication 
(V) orifice/lumen 


SS 


land Surg 


Procedures That Always Involve Devices 


Root Operation Objective of Procedure | Site of Procedure . 


Change Exchanging device w/out cutting/puncturing | In/on a body part 
(2) 


Insertion Mi | Putting in nonbiological device 


In/on a body part Central line insertion 
(H) 
Removal DY | Taking out device In/on a body part Central line removal 


ica 


Example 
Gastrostomy tube change 


f Med 


isono 


den 

cy (P) 

= Replacement Eid | Putting in device that replaces a body part Some/all of a body part Total hip replacement 
Ei be 

¥ Revision id | Correcting a malfunctioning/displaced device | In/on a body part Revision of pacemaker 

nd W 

< [eee eee ed + GIS WSIS 
= Supplement DI | Putting in device that reinforces or augments | In/ona body part Abdominal wall herniorrhaphy 
e (U) a body part using mesh 

7) he Sas 

a. Ed = Device involved in root operation 

2. 
i ¢ 


Procedures Involving Cutting or Separation Only 


Root Operation | Objective of Procedure Site of Procedure Example 
Division Cutting into/separating A body part Neurotomy 
(8) 

Release Freeing a body part from constraint | Around a body part Adhesiolysis 
(N) 


Procedures That Define Other Repairs 
Root Operation Objective of Procedure 


Stopping/attempting to stop postprocedural 
or other acute bleeding 


Site of Procedure 


Anatomical region or nasal 
mucosa/soft tissue 


Post-prostatectomy bleeding 
control, control subdural 
hemorrhage, bleeding ulcer, 
retroperitoneal hemorrhage 


Suture laceration 


Restoring body part to its normal 


Some/all of a body part 
structure/function 


Procedures That Define Other Objectives 


Root Operation Objective of Procedure 


Site of Procedure 


Alteration 


Modifying body part for cosmetic purposes | Some/all of a body part Face lift 
(0) -] without affecting function 
Creation Using biological or synthetic material to form Perineum, valve ice change/artificial vagina/penis, 
(4) a new body part that replicates the anatomic atrioventricular valve creation 
structure or function of a missing body part 
Fusion | Unification or immobilization Joint or articular body part Spinal fusion 
(G) “yh 
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Term 
Abdominal aortic plexus 
Abdominal esophagus 


Abductor hallucis muscle 


Accessory cephalic vein 


Accessory obturator nerve 


| ICD-10-PCS Value 


Abdominal Sympathetic Nerve 
Esophagus, Lower 

Foot Muscle, Right 

Foot Muscle, Left 

Cephalic Vein, Right 

Cephalic Vein, Left 

Lumbar Plexus 


Accessory phrenic nerve 
Accessory spleen 


Acetabulofemoral joint 


Achilles tendon 


Acromioclavicular 
ligament 


Acromion (process) 
Adductor brevis muscle 
Adductor hallucis muscle 


Adductor longus muscle 


Phrenic nerve 


Spleen 

Hip Joint, Right 

Hip Joint, Left 

Lower Leg Tendon, Right 
Lower Leg Tendon, Left 


Shoulder Bursa and Ligament, Right 


Shoulder Bursa and Ligament, Left 
Scapula, Right 

Scapula, Left 

Upper Leg Muscle, Right 
Upper Leg Muscle, Left 
Foot Muscle, Right 

Foot Muscle, Left 

Upper Leg Muscle, Right 


Upper Leg Muscle, Left 


Adductor magnus muscle 


Adenohypophysis 


Alar ligament of axis 


Alveolar process of 
mandible 


Alveolar process of maxilla | Maxilla 


Anal orifice 


Anatomical snuffbox 


Angular artery 


Angular vein 


Upper Leg Muscle, Right 


Upper Leg Muscle, Left 

Pituitary Gland 

Head and Neck Bursa and Ligament 
Mandible, Right 

Mandible, Left 


Anus 
Lower Arm and Wrist Muscle, Right 


Lower Arm and Wrist Muscle, Left 
Face Artery 
Face Vein, Right 


Face Vein, Left 
Elbow Bursa and Ligament, Right 


erie amore Elbow Bursa and Ligament, Left = 


Rectum 


Anorectal junction 
Ansa cervicalis Cervical Plexus 
Subcutaneous Tissue and Fascia, Right 


Antebrachial fascia 


Subcutaneous Tissue and Fascia, Left 


Anterior (pectoral) lymph 
node 


Anterior cerebral artery 
Anterior cerebral vein 
Anterior choroidal artery 


Lymphatic, Right Axillary 

Intracranial Artery 
Intracranial Vein 
Intracranial Artery 


Anterior circumflex 
humeral artery 


Anterior communicating 
artery 


Axillary Artery, Right 
Axillary Artery, Left 
Intracranial Artery 


Term 


Anterior cruciate ligament 
(ACL) 


ICD-10-PCS Value 
Knee Bursa and Ligament, Right 
Knee Bursa and Ligament, Left 


Anterior crural nerve 


Femoral Nerve 


Anterior facial vein 


Anterior intercostal artery 


Face Vein, Right 
Face Vein, Left 
Internal Mammary Artery, Right 


Internal Mammary Artery, Left 


Anterior interosseous 
nerve 


Median Nerve 


Anterior lateral malleolar 
artery 


Anterior Tibial Artery, Right 
Anterior Tibial Artery, Left 


Anterior lingual gland 


Minor Salivary Gland 


Anterior medial malleolar 
artery 


Anterior Tibial Artery, Right 
Anterior Tibial Artery, Left 


Anterior spinal artery 


Anterior tibial recurrent 
artery 


Vertebral Artery, Right 
Vertebral Artery, Left 
Anterior Tibial Artery, Right 
Anterior Tibial Artery, Left 


Anterior ulnar recurrent 
artery 


Ulnar Artery, Right 
Ulnar Artery, Left 


Anterior vagal trunk 


Vagus Nerve 


Anterior vertebral muscle 


Neck Muscle, Right 
Neck Muscle, Left 


Antihelix 


Antitragus 


Antrum of Highmore 


External Ear, Right 
External Ear, Left 


External Ear, Bilateral 
External Ear, Right 
External Ear, Left 
External Ear, Bilateral 
Maxillary Sinus, Right 
Maxillary Sinus, Left 


Aortic annulus 
Aortic arch 
Aortic intercostal artery 


Apical (subclavicular) 


Aortic Valve 

Thoracic Aorta, Ascending/Arch 
Upper Artery 

Lymphatic, Right Axillary 


: 


lymph node 


Apneustic center 


Lymphatic, Left Axillary 
Pons 


Aqueduct of Sylvius 


Cerebral Ventricle 


Anterior Chamber, Right 


h 
Aqueous humour Anterior Chamber, Left 
Arachnoid mater, Cerebral Meninges 


intracranial 
Arachnoid mater, spinal 


Spinal Meninges 


Arcuate artery 


Foot Artery, Right 
Foot Artery, Left 


Areola 


Arterial canal (duct) 


Nipple, Right 
Nipple, Left 
Pulmonary Artery, Left 


Aryepiglottic fold 


Larynx 


Arytenoid cartilage 


Arytenoid muscle 


Larynx 
Neck Muscle, Right 


Ascending aorta 


Ascending palatine artery 


Neck Muscle, Left 
Thoracic Aorta, Ascending/Arch 


Face Artery 


a 
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ICD-10-PCS Value 
External Carotid Artery, Right 
External Carotid Artery, Left 
Cervical Vertebral Joint 
Conduction Mechanism 


Ascending pharyngeal 
artery 


Atlantoaxial joint 
Atrioventricular node 


Body Part Key 


(= Atrium dextrum cordis Atrium, Right 
- Atrium pulmonale Boo Atrium, Left 
<€ . Eustachian Tube, Right 
S agaltory tube Eustachian Tube, Left 
= Auerbach's Abdominal Sympathetic Nerve 
(myenteric)plexus Ls 
External Ear, Right 
Auricle External Ear, Left 


External Ear, Bilateral 
Head Muscle 


Subcutaneous Tissue and Fascia, Right 
Upper Arm : 


Auricularis muscle 


Axillary fascia 


Subcutaneous Tissue and Fascia, Left 
Upper Arm 


Brachial Plexus 
Vestibular Gland 


Axillary nerve 


Bartholin's (greater 
vestibular) gland 


Basal (internal) cerebral Intracranial Vein 
vein ai 
Basal nuclei B 


Base of tongue 


asal Ganglia 
Pharynx 


Intracranial Artery 
Fr 
Upper Arm Muscle, Right 
Biceps brachii muscle 
c Upper Arm Muscle, Left 
Upper Leg Muscle, Right 
Biceps femoris muscle a 2 £ 


Upper Leg Muscle, Left 
Subcutaneous Tissue and Fascia, Right 


Lower Arm 
Subcutaneous Tissue and Fascia, Left 


Lower Arm 
Mitral Valve 

Femoral Shaft, Right 

Femoral Shaft, Left 
Fibula, Right 
Fibula, Left 
Inner Ear, Right 
Inner Ear, Left 
Orbit, Right 
Orbit, Left 
Inner Ear, Right 
Inner Ear, Left 
Pulmonary Artery, Left 
Lymphatic, Right Axillary 
Lymphatic, Left Axillary 
Upper Arm Muscle, Right 
Upper Arm Muscle, Left 
Innominate Artery 


Basilar artery 


Basis pontis 


Bicipital aponeurosis 


Bicuspid valve 


Body of femur 


Body of fibula 


Bony labyrinth 


Bony orbit 


Bony vestibule 


Botallo’s duct 


Brachial (lateral) lymph 
node 


Brachialis muscle 


Brachiocephalic artery 
Brachiocephalic trunk 


Innominate Artery 

| Innominate Vein, Right 

| Innominate Vein, Left 

"| Lower Arm and Wrist Muscle, Right 


Lower Arm and Wrist Muscle, Left 


Brachiocephalic vein 


Brachioradialis muscle 


ICD-10-PCS 2021 


Term ICD-10-PCS Value 
Breast procedures, skin Skin, Chest 
only 


Uterine Supporting Structure 
Upper Artery 
Main Bronchus, Right 


Broad ligament 


Bronchial artery 


Bronchus intermedius 


Buccal gland Buccal Mucosa 


Buccinator lymph node Lymphatic, Head 


Buccinator muscle Facial Muscle 


Bulbospongiosus muscle | Perineum Muscle 


Bulbourethral (Cowper's) | Urethra 

gland 

Bundle of His Conduction Mechanism 

Bundle of Kent Conduction Mechanism 
CA «all Tarsal Joint, Right 

Calcaneocuboid joint 


Tarsal Joint, Left 
Foot Bursa and Ligament, Right 


Calcaneocuboid ligament 


Foot Bursa and Ligament, Left 
Ankle Bursa and Ligament, Right 


fibular li t 
Carcopechbulas ligamen Ankle Bursa and Ligament, Left 
Tarsal, Right 
Calcaneus 


Tarsal, Left 
Carpal, Right 
Capitate bone 
Paces Carpal, Left 
Cardia Esophagogastric Junction 


Cardiac plexus Thoracic Sympathetic Nerve 
Cardioesophageal junction | Esophagogastric Junction 
Internal Carotid Artery, Right 


Internal Carotid Artery, Left 


Carotid Body, Right 


Caroticotympanic artery 


Carotid glomus Carotid Body, Left 
Carotid Bodies, Bilateral 
- : 
Carotid sinus nternal Carotid Artery, Right 
Internal Carotid Artery, Left 


Carotid sinus nerve Glossopharyngeal Nerve 

Hand Bursa and Ligament, Right 
Hand Bursa and Ligament, Left 
[Lumbar Spinal Cord 

Head and Neck Sympathetic Nerve 
Abdominal Sympathetic Nerve 
Abdominal Sympathetic Nerve 
Lymphatic, Aortic 
Celiac Artery 
Lymphatic, Right Axillary 


Carpometacarpal ligament 


Cauda equina 


Cavernous plexus 
Celiac ganglion 
Celiac (solar) plexus 
Celiac lymph node 
Celiac trunk 


Central axillary lymph 


node Lymphatic, Left Axillary 
Cerebral aqueduct Cerebral Ventricle 
(Sylvius) 

Cerebrum Brain 


Cervical esophagus Esophagus, Upper 


Cervical Vertebral Joint 


Cervical Vertebral Joints, 2 or more 


Cervical facet joint 


Cervical ganglion 
Cervical interspinous 


Head and Neck Sympathetic Nerve _- 
Head and Neck Bursa and Ligament 


ligament 

Cervical intertransverse Head and Neck Bursa and Ligament 
ligament 

Cervical ligamentum Head and Neck Bursa and Ligament 
flavum 


830 
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Term 


Cervical lymph node 


Cervicothoracic facet joint | Cervicothoracic Vertebral Joint 


Choana 
Chondroglossus muscle 
Chorda tympani 
Choroid plexus 


| ICD-10-PCS Value 


Lymphatic, Right Neck 
Lymphatic, Left Neck 


Term 


Costoclavicular ligament 
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| ICD-10-PCS Value 
Shoulder Bursa and Ligament, Right 
Shoulder Bursa and Ligament, Left 


Nasopharynx 

Tongue, Palate, Pharynx Muscle 
Facial Nerve 

Cerebral Ventricle 


Costotransverse joint 


Costotransverse ligament 
Costovertebral joint 


Thoracic Vertebral Joint 
Rib(s) Bursa and Ligament 


Thoracic Vertebral Joint 


Costoxiphoid ligament 
Cowper's (bulbourethral) 


Sternum Bursa and Ligament 
Urethra 


Ciliary bod Semon grand any 
ati Eye, Left Cremaster muscle Perineum Muscle 
Ciliary ganglion Head and Neck Sympathetic Nerve Cribriform plate au! Bone, Right 
Circle of Willis Intracranial Artery Ethmoid Bone, Left 
; Cricoid cartilage Trachea 

Circumflex illiac artery Seoralepeyy Hlaht ss Tew alee GE 

Femoral Artery, Left Cricothyroid artery y ry, Ig 
Claustrum Basal Ganglia Thyroid Artery, Left 
Coccygeal body Coccygeal Glomus Neck Muscle, Right 


Coccygeus muscle 


Trunk Muscle, Right 


Trunk Muscle, Left 


Inner Ear, Right 


Cricothyroid muscle 


Neck Muscle, Left 


Crural fascia 


Subcutaneous Tissue and Fascia, Right 
Upper Leg 


Cochlea aT cen on Subcutaneous Tissue and Fascia, Left 
Cochi = Upper Leg 

anes one Sonnatieye : Lymphatic, Right Upper Extremity 
Columella Nasal Mucosa and Soft Tissue Cubital lymph node 


Foot Vein, Right 


Lymphatic, Left Upper Extremity 


Common digital vein : Cubital nerve Ulnar Nerve 
Foot Vein, Left Pec Tarcal, RGR 
Face Vein, Righ 

Common facial vein ys a ae UN Tarsal, Left 


Face Vein, Left 


Tarsal Joint, Right 


Common fibular nerve Peroneal Nerve Cuboideonavicular joint TarsalJoin€ Lee 
Common hepatic artery Hepatic Artery Calmen Carabellana 
Common iliac (subaortic) | Lymphatic, Pelvis Cuneiform cartilage Larynx 


lymph node 


Common interosseous 
artery 


Common peroneal nerve 
Condyloid process 


Conus arteriosus 
Conus medullaris 


Ulnar Artery, Right 
Ulnar Artery, Left 
Peroneal Nerve 
Mandible, Right 
Mandible, Left 


Ventricle, Right 


Lumbar Spinal Cord 


ial ligament 
Balecrncromel tg Shoulder Bursa and Ligament, Left 


Coracobrachialis muscle 


toecedaticularligament Shoulder Bursa and Ligament, Left 


Coracohumeral ligament 


Shoulder Bursa and Ligament, Right 


Upper Arm Muscle, Right 


Upper Arm Muscle, Left 


Shoulder Bursa and Ligament, Right 


Shoulder Bursa and Ligament, Right 


Shoulder Bursa and Ligament, Left 


Coracoid process 


Corniculate cartilage 
Corpus callosum 
Corpus cavernosum 


Scapula, Right 


Cuneonavicular joint 


Cuneonavicular ligament 


Cutaneous (transverse) 
cervical nerve 


Deep cervical fascia 


Tarsal Joint, Right 

Tarsal Joint, Left 

Foot Bursa and Ligament, Right 
Foot Bursa and Ligament, Left 
Cervical Plexus 


Subcutaneous Tissue and Fascia, Right 
Neck 


Subcutaneous Tissue and Fascia, Left Neck 


Deep cervical vein 


Deep circumflex iliac 
artery 


Vertebral Vein, Right 
Vertebral Vein, Left 
External Iliac Artery, Right 
External Iliac Artery, Left 


Deep facial vein 


Face Vein, Right 
Face Vein, Left 


Deep femoral artery 


Scapula, Left 


Penis 


Deep femoral (profunda 
femoris) vein 


Deep palmar arch 


Femoral Artery, Right 
Femoral Artery, Left 


Femoral Vein, Right 


Femoral Vein, Left 
Hand Artery, Right 
Hand Artery, Left 
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Penis Deep transverse perineal | Perineum Muscle 


Corpus spongiosum 
muscle 


Basal Ganglia 
Facial Muscle 


Corpus striatum 


Corrugator supercilii 
muscle 


Getarentialart Internal lliac Artery, Right 
a ald Internal lliac Artery, Left 


Subclavian Artery, Right 


eee oerrcanet ae Subclavian Artery, Left 
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Term 


Deltoid fascia 


Body Part Key 


ICD-10-PCS Value 


Subcutaneous Tissue and Fascia, Right 
Upper Arm 

Subcutaneous Tissue and Fascia, Left 
Upper Arm 


Deltoid ligament 


Deltopectoral 
(infraclavicular) lymph 
node 


Appendix D 


Ankle Bursa and Ligament, Right 


Shoulder Muscle, Left 
Lymphatic, Right Upper Extremity 


Ankle Bursa and Ligament, Left 
7 Shoulder Muscle, Right 
Deltoid muscle 
Phehobedoral Ds Mn IRL ES 


Lymphatic, Left Upper Extremity 


Dens Cervical Vertebra 
Denticulate (dentate) Spinal Meninges 
ligament 


Depressor anguli oris 
muscle 


Facial Muscle 


Depressor labiiinferioris | Facial Muscle 
muscle 


Depressor septi nasi 
muscle 


Facial Muscle 


Depressor supercilii 
muscle 


Dermis 


Facial Muscle 


Skin 


Diaphragma sellae 


Descending genicular Femoral Artery, Right 
ately Femoral Artery, Left 


Dura Mater 


Distal humerus 


Humeral Shaft, Right 


Humeral Shaft, Left 


Distal humerus, involving 
joint 


Distal radioulnar joint 


Elbow Joint, Right 
Elbow Joint, Left 


Wrist Joint, Right 
Wrist Joint, Left 


Dorsal digital nerve Radial Nerve 


Dorsal metacarpal vein 


Hand Vein, Right 


Hand Vein, Left 


Dorsal metatarsal artery 


Foot Artery, Right 


Foot Artery, Left 


Dorsal metatarsal vein 


Dorsal scapular artery 


Foot Vein, Right 
Foot Vein, Left 
Subclavian Artery, Right 


Subclavian Artery, Left 


Dorsal scapular nerve 


Dorsal venous arch 


Brachial Plexus 
Foot Vein, Right 


Foot Vein, Left 


Dorsalis pedis artery 


Duct of Santorini 


Anterior Tibial Artery, Right 


Anterior Tibial Artery, Left 


Pancreatic Duct, Accessory 


Duct of Wirsung 


Pancreatic Duct 


Ductus deferens 


hs Deferens, Right 


Vas Deferens, Left 


Vas Deferens, Bilateral 


| Vas Deferens 


Duodenal ampulla 


Ampulla of Vater 


Duodenojejunal flexure 


Jejunum 


Term 
Earlobe 


Eighth cranial nerve 


Ejaculatory duct 


Eleventh cranial nerve 
Encephalon 
Ependyma 

Epidermis 

Epidural space, spinal 
Epiploic foramen 
Epithalamus 


Epitroclear lymph node 


ICD-10-PCS 2021 


| ICD-10-PCS Value 
External Ear, Right 
External Ear, Left 
External Ear, Bilateral 
Acoustic Nerve 

Vas Deferens, Right 
Vas Deferens, Left 

Vas Deferens, Bilateral 
Vas Deferens 


Accessory Nerve 

Brain 

Cerebral Ventricle 

Skin 

Spinal Canal 

Peritoneum 

Thalamus 

Lymphatic, Right Upper Extremity 
Lymphatic, Left Upper Extremity 


Erector spinae muscle 


Esophageal artery 
Esophageal plexus 


Ethmoidal air cell 


Trunk Muscle, Right 

Trunk Muscle, Left 

Upper Artery 

Thoracic Sympathetic Nerve 
Ethmoid Sinus, Right 
Ethmoid Sinus, Left 


Extensor carpi radialis 
muscle 


Extensor carpi ulnaris 
muscle 


Extensor digitorum brevis 
muscle 


Extensor digitorum longus 
muscle 


Extensor hallucis brevis 
muscle 


Lower Arm and Wrist Muscle, Right 
Lower Arm and Wrist Muscle, Left 
Lower Arm and Wrist Muscle, Right 
Lower Arm and Wrist Muscle, Left 
Foot Muscle, Right 

Foot Muscle, Left 

Lower Leg Muscle, Right 

Lower Leg Muscle, Left 

Foot Muscle, Right 

Foot Muscle, Left 


Extensor hallucis longus 
muscle 


Lower Leg Muscle, Right 
Lower Leg Muscle, Left 


External anal sphincter 


Anal Sphincter 


External auditory meatus 


External Auditory Canal, Right 
External Auditory Canal, Left 


External maxillary artery 


Face Artery 


External naris Nasal Mucosa and Soft Tissue 
External oblique | Subcutaneous Tissue and Fascia, Trunk 
aponeurosis 


External oblique muscle 


Abdomen Muscle, Left 
External popliteal nerve 


Abdomen Muscle, Right 


Peroneal Nerve 


External pudendal artery 


Femoral Artery, Right 


External pudenal vein 


External urethral sphincter 


Extradural space, 
intracranial 


Dura mater, intracranial 
Dura mater, spinal 


Dura Mater 


Extradural space, spinal 


Dural venous sinus 


Spinal Meninges 
Intracranial Vein 


32 


Facial artery 
False vocal cord 


Falx cerebri Dura Mater 
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Femoral Artery, Left 


Saphenous Vein, Right 
Saphenous Vein, Left 
Urethra 

Epidural Space, Intracranial 


Spinal Canal 
Face Artery 
Larynx 


ICD-10-PCS 2021 


Appendix D: Body Part Key 


Term 


Fascia lata 


Femoral head 


Femoral lymph node 


Femoropatellar joint 


Femorotibial joint 


Fibular artery 


Fibularis brevis muscle 


Fibularis longus muscle 


ICD-10-PCS Value 


Subcutaneous Tissue and Fascia, Right 
Upper Leg 


Subcutaneous Tissue and Fascia, Left 
Upper Leg 


Upper Femur, Right 

Upper Femur, Left 

Lymphatic, Right Lower Extremity 
Lymphatic, Left Lower Extremity 
Knee Joint, Right 

Knee Joint, Left 

Knee Joint, Femoral Surface, Right 
Knee Joint, Femoral Surface, Left 
Knee Joint, Right 

Knee Joint, Left 


Term 
Galea aponeurotica 


Ganglion impar (ganglion 
of Walther) 


ICD-10-PCS Value 
Subcutaneous Tissue and Fascia, Scalp 
Sacral Sympathetic Nerve 


Gasserian ganglion 


Trigeminal Nerve 


Knee Joint, Tibial Surface, Right 
Knee Joint, Tibial Surface, Left 


Peroneal Artery, Right 
Peroneal Artery, Left 
Lower Leg Muscle, Right 
Lower Leg Muscle, Left 


Lower Leg Muscle, Right 
Lower Leg Muscle, Left 


Fifth cranial nerve 
Filum terminale 

First cranial nerve 
First intercostal nerve 


Flexor carpi radialis muscle 


Flexor carpi ulnaris muscle 


Trigeminal Nerve 

Spinal Meninges 

Olfactory Nerve 

Brachial Plexus 

Lower Arm and Wrist Muscle, Right 
Lower Arm and Wrist Muscle, Left 


Lower Arm and Wrist Muscle, Right 


Lower Arm and Wrist Muscle, Left 


Flexor digitorum brevis 
muscle 


Foot Muscle, Right 


Foot Muscle, Left 


Flexor digitorum longus 
muscle 


Flexor hallucis brevis 
muscle 


Flexor hallucis longus 
muscle 


Flexor pollicis longus 
muscle 


Foramen magnum 


Foramen of Monro 
(intraventricular) 


Foreskin 


Lower Leg Muscle, Right 

Lower Leg Muscle, Left 

Foot Muscle, Right 

Foot Muscle, Left 

Lower Leg Muscle, Right 

Lower Leg Muscle, Left 

Lower Arm and Wrist Muscle, Right 
Lower Arm and Wrist Muscle, Left 


Occipital Bone 


Cerebral Ventricle 


Prepuce 


Fossa of Rosenmuller 


Nasopharynx 


Fourth cranial nerve 
Fourth ventricle 


Fovea 


Frenulum labii inferioris 
Frenulum labii superioris 
Frenulum linguae 
Frontal lobe 


Frontal vein 


Trochlear Nerve 


Cerebral Ventricle 


Retina, Right 
Retina, Left 


Lower Lip 
Upper Lip 


Tongue 

Cerebral Hemisphere 
Face Vein, Right 
Face Vein, Left 


Fundus uteri 


rn en Te LU UEIEEEEIEEEEES ESSE 
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Uterus 


Gastric lymph node 


Lymphatic, Aortic 


Gastric plexus 


Gastrocnemius muscle 


Abdominal Sympathetic Nerve 
Lower Leg Muscle, Right 
Lower Leg Muscle, Left 


Gastrocolic ligament 


Gastrocolic omentum 
Gastroduodenal artery 


Gastroesophageal (GE) 
junction 


Gastrohepatic omentum 
Gastrophrenic ligament 
Gastrosplenic ligament 


Gemellus muscle 


Geniculate ganglion 
Geniculate nucleus 

Genioglossus muscle 
Genitofemoral nerve 


Glans penis 


Glenohumeral joint 


Glenohumeral ligament 


Glenoid fossa (of scapula) 


Glenoid ligament (labrum) 


Globus pallidus 
Glossoepiglottic fold 
Glottis 


Gluteal lymph node 


Omentum 

Omentum 

Hepatic Artery 
Esophagogastric Junction 


Omentum 

Omentum 

Omentum 

Hip Muscle, Right 

Hip Muscle, Left 

Facial Nerve 

Thalamus 

Tongue, Palate, Pharynx Muscle 
Lumbar Plexus 

Prepuce 

Shoulder Joint, Right 

Shoulder Joint, Left 

Shoulder Bursa and Ligament, Right 
Shoulder Bursa and Ligament, Left 
Glenoid Cavity, Right 

Glenoid Cavity, Left 

Shoulder Joint, Right 

Shoulder Joint, Left 

Basal Ganglia 

Epiglottis 

Larynx 

Lymphatic, Pelvis 


Gluteal vein 


Hypogastric Vein, Right 
Hypogastric Vein, Left 


Gluteus maximus muscle 


Hip Muscle, Right 
Hip Muscle, Left 


Gluteus medius muscle 


Hip Muscle, Right 
Hip Muscle, Left 


Gluteus minimus muscle 


Gracilis muscle 


Great auricular nerve 


Hip Muscle, Right 


Hip Muscle, Left 


Upper Leg Muscle, Right 


Upper Leg Muscle, Left 


Cervical Plexus 


Great cerebral vein 
Great(er) saphenous vein 


Greater alar cartilage 


Greater occipital nerve 


Intracranial Vein 

Saphenous Vein, Right 
Saphenous Vein, Left 

Nasal Mucosa and Soft Tissue 


Cervical Nerve 


Greater omentum 
Greater splanchnic nerve 


Greater superficial 
petrosal nerve 


Omentum 
Thoracic Sympathetic Nerve 


Facial Nerve 
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Term 
lliolumbar ligament 


Term ICD-10-PCS Value 
Upper Femur, Right 
Greater trochanter ae 2 
Upper Femur, Left 
i Humeral Head, Right 
Greater tuberosity 


Humeral Head, Left 


Greater vestibular 


Vestibular Gland 


(Bartholin's) gland 
Greater wing Sphenoid Bone 
Ist Toe, Right 
pailux 1st Toe, Left 
Carpal, Right 
Hamate bone 
Carpal, Left 
, Fibula, Right 
Head of fibula Fibula, Left 
External Ear, Right 
Helix External Ear, Left 
External Ear, Bilateral 
Hepatic artery proper Hepatic Artery 


Hepatic portal vein 
Hepatogastric ligament 


Hepatic flexure Transverse Colon 
Hepatic lymph node Lymphatic, Aortic 
Hepatic plexus Abdominal Sympathetic Nerve 


Hepatopancreatic ampulla 


Humeroradial joint 


Humerus, distal 
Hyoglossus muscle 


Hyoid artery 


Hypogastric artery 


Hypopharynx 
Hypophysis 


Hypothenar muscle 


lleal artery 
lleocolic artery 


es es 


Iliac fascia 


| Elbow Joint, Left 


oe Elbow Joint, Right 
Humeroulnar joint - 
Elbow Joint, Left 


lleocolic vein Colic Vein 
3 Pelvic Bone, Right 
Iliac crest 7 


Portal Vein 
Omentum 


Ampulla of Vater 
Elbow Joint, Right 


Humeral Shaft, Right 


Humeral Shaft, Left 

Tongue, Palate, Pharynx Muscle 
Thyroid Artery, Right 

Thyroid Artery, Left 

Internal Iliac Artery, Right 


Internal Iliac Artery, Left 
Pharynx 


Pituitary Gland 


Hand Muscle, Right 


Hand Muscle, Left 


Superior Mesenteric Artery 


Superior Mesenteric Artery 


elvic Bone, Left 


Subcutaneous Tissue and Fascia, Right 
Upper Leg 


Subcutaneous Tissue and Fascia, Left 
Upper Leg 


lliac lymph node 


lliacus muscle 


Lymphatic, Pelvis 


Hip Muscle, Right 
ip Muscle, Rig 


Hip Muscle, Left 


sl Le ot 


lliofemoral ligament 


Hip Bursa and Ligament, Right 


Hip Bursa and Ligament, Left 


lliohypogastric nerve 


Lumbar Plexus 


llioinguinal nerve 


lliolumbar artery 


Lumbar Plexus 


Internal Iliac Artery, Right 


— 
_| Internal lliac Artery, Left 


834 


lliotibial tract (band) 


Ilium 


Incus 


Inferior cardiac nerve 
Inferior cerebellar vein 
Inferior cerebral vein 


Inferior epigastric artery 


Inferior epigastric lymph 
node 


Inferior genicular artery 


Inferior gluteal artery 


ICD-10-PCS 2021 


ICD-1 0-PCS Value eee 

Lower Spine Bursa and Ligament 
Subcutaneous Tissue and Fascia, Right 
Upper Leg 

Subcutaneous Tissue and Fascia, Left 
Upper Leg 


Pelvic Bone, Right 

Pelvic Bone, Left 

Auditory Ossicle, Right 
Auditory Ossicle, Left 
Thoracic Sympathetic Nerve 
Intracranial Vein 
Intracranial Vein 

External Iliac Artery, Right 
External Iliac Artery, Left 
Lymphatic, Pelvis 


Popliteal Artery, Right 
Popliteal Artery, Left 
Internat Iliac Artery, Right 
Internal Iliac Artery, Left 


Inferior gluteal nerve 
‘Inferior hypogastric plexus 


Sacral Plexus 
Abdominal Sympathetic Nerve 


Inferior labial artery 


Inferior longitudinal 
muscle 


Face Artery 
Tongue, Palate, Pharynx Muscle 


Inferior mesenteric 
ganglion 


Inferior mesenteric lymph 
node 


Inferior mesenteric plexus 
Inferior oblique muscle 


Inferior pancreaticoduo- 
denal artery 


Inferior phrenic artery 


Inferior rectus muscle 


Abdominal Sympathetic Nerve 
Lymphatic, Mesenteric 


Abdominal Sympathetic Nerve 
Extraocular Muscle, Right 
Extraocular Muscle, Left 
Superior Mesenteric Artery 


Abdominal Aorta 
Extraocular Muscle, Right 
Extraocular Muscle, Left 


Inferior suprarenal artery 
Inferior tarsal plate 


Inferior thyroid vein 


Inferior tibiofibular joint 


Renal Artery, Right 
Renal Artery, Left 
Lower Eyelid, Right 
Lower Eyelid, Left 
Innominate Vein, Right 


Innominate Vein, Left 
Ankle Joint, Right 


Ankle Joint, Left 


Inferior turbinate 


Inferior ulnar collateral 
artery 


Nasal Turbinate 
Brachial Artery, Right 
Brachial Artery, Left 


Inferior vesical artery 


Infraauricular lymph node 


Internal Iliac Artery, Right 
Internal Iliac Artery, Left 
Lymphatic, Head 


Infraclavicular 
(deltopectoral) lymph 
node 


Lymphatic, Right Upper Extremity. 


Lymphatic, Left Upper Extremity 
Neck Muscle, Right 


Infrahyoid muscle 
Neck Muscle, Left 
Infraparotid lymph node Lymphatic, Head 
SS SS SS SE ee ae 
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Term 


Infraspinatus fascia 


Infraspinatus muscle 


Infundibulopelvic 
ligament 


Inguinal canal 


Inguinal triangle 


Interatrial septum 


Intercarpal joint 


Intercarpal ligament 


ICD-10-PCS Value 


Subcutaneous Tissue and Fascia, Right 


Upper Arm 


Subcutaneous Tissue and Fascia, Left 
Upper Arm 


Shoulder Muscle, Right 
Shoulder Muscle, Left 
Uterine Supporting Structure 


Inguinal Region, Right 
Inguinal Region, Left 
Inguinal Region, Bilateral 


Inguinal Region, Right 


Inguinal Region, Left 


Inguinal Region, Bilateral 

Atrial Septum 

Carpal Joint, Right . 

Carpal Joint, Left 

Hand Bursa and Ligament, Right 


Hand Bursa and Ligament, Left 


Interclavicular ligament 


Intercostal lymph node 


Shoulder Bursa and Ligament, Right 


Shoulder Bursa and Ligament, Left 
Lymphatic, Thorax 


Intercostal muscle 


Intercostal nerve 
Intercostobrachial nerve 


Intercuneiform joint 


Intercuneiform ligament 


Intermediate bronchus 


Intermediate cuneiform 
bone 


Thorax Muscle, Right 


Thorax Muscle, Left 

Thoracic Nerve 

Thoracic Nerve 

Tarsal Joint, Right 

Tarsal Joint, Left 

Foot Bursa and Ligament, Right 
Foot Bursa and Ligament, Left 


Main Bronchus, Right 


Tarsal, Right 
Tarsal, Left 


Internal anal sphincter 


Anal Sphincter 


Internal (basal) cerebral 
vein 


Internal carotid artery, 
intracranial portion 


Internal carotid plexus 


Internal iliac vein 


Internal maxillary artery 


Intracranial Vein 


Intracranial Artery 


Head and Neck Sympathetic Nerve 
Hypogastric Vein, Right 


Hypogastric Vein, Left 


External Carotid Artery, Right 


External Carotid Artery, Left 


Internal naris 


Nasal Mucosa and Soft Tissue 


Internal oblique muscle 


Internal pudendal artery 


Abdomen Muscle, Right 


Abdomen Muscle, Left 


Internal Iliac Artery, Right 


Internal Iliac Artery, Left 


Internal pudendal vein 


Internal thoracic artery 


Internal urethral sphincter 


Hypogastric Vein, Right 
Hypogastric Vein, Left 
Internal Mammary Artery, Right 


Internal Mammary Artery, Left 


Subclavian Artery, Right 
Subclavian Artery, Left 
Urethra 


Interphalangeal (IP) joint 


ICD-10-PCS Value 
Finger Phalangeal Joint, Right 
Finger Phalangeal Joint, Left 


Toe Phalangeal Joint, Right 
Toe Phalangeal Joint, Left 


Interphalangeal 
ligament 


Foot Bursa and Ligament, Right 
Foot Bursa and Ligament, Left 
Hand Bursa and Ligament, Right 
Hand Bursa and Ligament, Left 


Interspinalis muscle 


Interspinous ligament, 
cervical 


Interspinous ligament, 
lumbar 


Interspinous ligament, 
thoracic 


Trunk Muscle, Right 
Trunk Muscle, Left 
Head and Neck Bursa and Ligament 


Lower Spine Bursa and Ligament 


Upper Spine Bursa and Ligament 


Intertransversarius muscle 


Intertransverse ligament, 
cervical 


Intertransverse ligament, 
lumbar 


Intertransverse ligament, 
thoracic 


Interventricular foramen 
(Monro) 


Interventricular septum 
Intestinal lymphatic trunk 
Ischiatic nerve 
Ischiocavernosus muscle 


Ischiofemoral ligament 


Ischium 


Jejunal artery 
Jugular body 


Jugular lymph node 


Labia majora 
‘Labia minora 


Labial gland 


Trunk Muscle, Right 
Trunk Muscle, Left 
Head and Neck Bursa and Ligament 


Lower Spine Bursa and Ligament 
Upper Spine Bursa and Ligament 
Cerebral Ventricle 


Ventricular Septum 

Cisterna Chyli 

Sciatic Nerve 

Perineum Muscle 

Hip Bursa and Ligament, Right 
Hip Bursa and Ligament, Left 
Pelvic Bone, Right 

Pelvic Bone, Left 

Superior Mesenteric Artery 
Glomus Jugulare 

Lymphatic, Right Neck 
Lymphatic, Left Neck 

Vulva 


Vulva 
Upper Lip 
Lower Lip 


Lacrimal canaliculus 


Lacrimal punctum 


Lacrimal sac 


Laryngopharynx 
Lateral (brachial) lymph 
node 


Lateral canthus 


Lateral collateral ligament 
(LCL) 


Lacrimal Duct, Right 
Lacrimal Duct, Left 


Lacrimal Duct, Right 
Lacrimal Duct, Left 
Lacrimal Duct, Right 


Lacrimal Duct, Left 

Pharynx 

Lymphatic, Right Axillary 
Lymphatic, Left Axillary 

Upper Eyelid, Right 

Upper Eyelid, Left 

Knee Bursa and Ligament, Right 
Knee Bursa and Ligament, Left 


Lateral condyle of femur 


Lower Femur, Right 
Lower Femur, Left 


en EEE EEEEIEEEEEEEEEee 


ICD-10-PCS 2021 


835 


a Xipueddy 


o 
) 
2. 
< 
in = | 
9 
~ 
A 
© 
< 


: Body Part Key 


Appendix D 


Appendix D: Body Part Key 


Term ICD-10-PCS Value 
ul Tibia, Right 
Lateral condyle of tibia 


Tibia, Left 
i ten Tarsal, Right 
| Tarsal, Left 


Lateral epicondyle of Lower Femur, Right 


femur Lower Femur, Left 
Lateral epicondyle of pole) Right <.—ee 
humerus Humeral Shaft, Left 

Lumbar Plexus 


Lateral cuneiform bone 


Lateral femoral cutaneous 
nerve 


Fibula, Right 


Lateral malleolus 
Fibula, Left 


ICD-10-PCS 2021 


ICD-10-PCS Value 
Cerebral Meninges 


Leptomeninges, 
intracranial 


Leptomeninges, spinal 
Lesser alar cartilage Nasal Mucosa and Soft Tissue 
Lesser occipital nerve Cervical Plexus 
‘Lesseromentum —~—~*([Omentum 
Saphenous Vein, Right 

Saphenous Vein, Left 

Thoracic Sympathetic Nerve 

Upper Femur, Right 


Spinal Meninges 


Lesser saphenous vein 
Lesser splanchnic nerve 


Lesser trochanter 


Upper Femur, Left 
Humeral Head, Right 
Humeral Head, Left 


Lesser tuberosity 


as : gi eat Right 
nisc 
ateral meniscus Knee Joint, Left 


Lateral nasal cartilage Nasal Mucosa and Soft Tissue 


Lesser wing Sphenoid Bone 
Levator anguli oris muscle | Facial Muscle 


Foot Artery, Right 


Levator ani muscle Perineum Muscle 


Lateral plantar artery 


Foot Artery, Left 


Lateral plantar nerve Tibial Nerve 

Extraocular Muscle, Right 
Lateral rectus muscle 

Extraocular Muscle, Left 


Internal Iliac Artery, Right 
Internal lliac Artery, Left 


| Hypogastric Vein, Right 
Hypogastric Vein, Left 


Peroneal Nerve 


Lateral sacral artery 


Lateral sacral vein 


Lateral sural cutaneous 
nerve 


Foot Artery, Right 
Foot Artery, Left 
Head and Neck Bursa and Ligament 


Lateral tarsal artery 


Lateral temporo- 
mandibular ligament 


Axillary Artery, Right 
Axillary Artery, Left 

Trunk Muscle, Right 

Trunk Muscle, Left 

Least splanchnic nerve Thoracic Sympathetic Nerve 
Left ascending lumbar vein | Hemiazygos Vein 


Lateral thoracic artery 


Latissimus dorsi muscle 


Left atrioventricular valve | Mitral Valve 


Left auricular appendix Atrium, Left 
Left colic vein Colic Vein 
Left coronary sulcus Heart, Left 
Left gastric artery Gastric Artery 
Left gastroepiploic artery | Splenic Artery 
Left gastroepiploic vein Splenic Vein 


Left inferior phrenic vein | Renal Vein, Left 


Left inferior pulmonary 
vein 


Left jugular trunk 
Left lateral ventricle 


Pulmonary Vein, Left 


Thoracic Duct 


Cerebral Ventricle 
Renal Vein, Left 
Renal Vein, Left 


Thoracic Duct 
Hemiazygos Vein 
Pulmonary Vein, Left 


Left ovarian vein 


Left second lumbar vein 
Left subclavian trunk 
Left subcostal vein 


Left superior pulmonary 


vein 
Left suprarenal vein Renal Vein, Left 
Left testicular vein Renal Vein, Left 


Facial Muscle 


Levator labii superioris 
alaeque nasi muscle 


Levator labii superioris Facial Muscle 


muscle 


Upper Eyelid, Right 
Upper Eyelid, Left 
Neck Muscle, Right 
Neck Muscle, Left 
Tongue, Palate, Pharynx Muscle 


Levator palpebrae 
superioris muscle 


Levator scapulae muscle 


Levator veli palatini 
muscle 


Thorax Muscle, Right 
Thorax Muscle, Left 
Knee Bursa and Ligament, Right 


Levatores costarum muscle 


Ligament of head of fibul 
igamen St als call aS Bursa and Ligament, Left 


Ligament of the lateral Ankle Bursa and Ligament, Right 


malleolus Ankle Bursa and Ligament, Left 


Head and Neck Bursa and Ligament 


Lower Spine Bursa and Ligament 


Ligamentum flavum, 
cervical 


Ligamentum flavum, 
lumbar 


Ligamentum flavum, 


Upper Spine Bursa and Ligament 
thoracic 


External Carotid Artery, Right 
External Carotid Artery, Left 
Pharynx 

Pons 


Lingual artery 


Lingual tonsil 


Locus ceruleus 


Long thoracic nerve Brachial Plexus 
Lumbar artery Abdominal Aorta 


Lumbar facet joint Lumbar Vertebral Joint 
Lumbar ganglion 


Lumbar Sympathetic Nerve 
Lumbar lymph node Lymphatic, Aortic 


Lumbar lymphatictrunk —_| Cisterna Chyli 
Lumbar splanchnic nerve | Lumbar Sympathetic Nerve 
Lumbosacral Joint 


Lumbosacral facet joint 


Lumbosacral trunk Lumbar Nerve 
Lunate bone Carpal, Right 
Carpal, Left 


Hand Bursa and Ligament, Right 
Hand Bursa and Ligament, Left 


Retina, Left 


Lunotriquetral ligament 


Macula 


BO 
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ICD-10-PCS Value 
Auditory Ossicle, Right 


Malleus 
Auditory Ossicle, Left 
Breast, Right 
Mammary duct Breast, Left 
Breast, Bilateral 
Breast, Right 
Mammary gland Breast, Left 


Breast, Bilateral 
Mammillary body 


Hypothalamus 
Mandibular nerve 


Trigeminal Nerve 
Mandible, Right 


Mandibular notch 


Mandible, Left 
Manubrium Sternum 
Masseter muscle Head Muscle 


Masseteric fascia Subcutaneous Tissue and Fascia, Face 
Lymphatic, Right Neck 

Lymphatic, Left Neck 

Mastoid Sinus, Right 

Mastoid Sinus, Left 


Temporal Bone, Right 


Mastoid (postauricular) 
lymph node 


Mastoid air cells 


Mastoid process 
Temporal Bone, Left 


External Carotid Artery, Right 
External Carotid Artery, Left 
Trigeminal Nerve 


Maxillary artery 


Maxillary nerve 


Lower Eyelid, Right 
Lower Eyelid, Left 


Medial canthus 


Medial collateral ligament | Knee Bursa and Ligament, Right 


(MCL) Knee Bursa and Ligament, Left 
Lower Femur, Right 

Medial condyle of femur 
” ” Lower Femur, Left 


a) ee Tibia, Right 
ia 
edial condyle of ti Tiba, Left 
Tarsal, Right 
ial if bone 
Medial cuneiform bon Tarsal, Lett 
Medial epicondyle of Lower Femur, Right 
femur Lower Femur, Left 


Medial epicondyle of Humeral Shaft, Right 


humerus Humeral Shaft, Left 
Serierwestic ts | Tibia, Right 
edial malleolus Tibia, Left 


Knee Joint, Right 
Knee Joint, Left 
Foot Artery, Right 
Medial plantar artery jE artaly, Left 
Tibial Nerve 
Tibial Nerve a 
Extraocular Muscle, Right 
Extraocular Muscle, Left 
Tibial Nerve 


Medial meniscus 


Medial plantar nerve 
Medial popliteal nerve 


Medial rectus muscle 


Medial sural cutaneous 
nerve 


. Basilic Vein, Right 
Median antebrachial vein 


Basilic Vein, Left 
Basilic Vein, Right 
Basilic Vein, Left 


Median sacral artery Abdominal Aorta 


Median cubital vein 
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Term 
Mediastinal cavity 


ICD-10-PCS Value 
Mediastinum 


Mediastinal lymph node 
Mediastinal space 


Lymphatic, Thorax 
Mediastinum 


Meissner's (submucous) 


plexus mig | 


Abdominal Sympathetic Nerve 


Membranous urethra Urethra 
Mental foramen ManeliblenBight 
Mandible, Left 
Mentalis muscle Facial Muscle 
Mesoappendix Mesentery 
Mesocolon Mesentery 


Hand Bursa and Ligament, Right 


Metacarpal ligament - 
Hand Bursa and Ligament, Left 


Hand Bursa and Ligament, Right 
Hand Bursa and Ligament, Left 
Foot Bursa and Ligament, Right 
Foot Bursa and Ligament, Left 


Metacarpophalangeal 
ligament 


Metatarsal ligament 


Foot Bursa and Ligament, Right 
Foot Bursa and Ligament, Left 
Metatarsal-Phalangeal Joint, Right 
Metatarsal-Phalangeal Joint, Left 
Thalamus 

Carpal Joint, Right 

Carpal Joint, Left 

Thoracic Sympathetic Nerve 


Metatarsophalangeal 
ligament 


Metatarsophalangeal 
(MTP) joint 


Metathalamus 
Midcarpal joint 


Middle cardiac nerve 
Middle cerebral artery 
Middle cerebral vein 
Middle colic vein 


Intracranial Artery 
Intracranial Vein 

Colic Vein 

Popliteal Artery, Right 
Popliteal Artery, Left 
Hypogastric Vein, Right 
Hypogastric Vein, Left 
Internal Iliac Artery, Right 
Internal Iliac Artery, Left 
Abdominal Aorta 
Temporal Artery, Right 
Temporal Artery, Left 


Middle genicular artery 


Middle hemorrhoidal vein 


Middle rectal artery 
Middle suprarenal artery 


Middle temporal artery 


Nasal Turbinate 
Mitral Valve 
Buccal Mucosa 
Brachial Plexus 


Middle turbinate 
Mitral annulus 
Molar gland 


Musculocutaneous nerve 


‘ Internal Mammary Artery, Right 
Musculophrenic artery 


Internal Mammary Artery, Left 


Radial Nerve 
Medulla Oblongata 
Abdominal Sympathetic Nerve 


Musculospiral nerve 


Myelencephalon 


Myenteric (Auerbach's) 
plexus 


Myometrium 


Uterus 
Finger Nail 
Toe Nail 
Finger Nail 
Toe Nail 


Nail bed 


Nail plate 


Nasal cavity Nasal Mucosa and Soft Tissue 
Nasal concha Nasal Turbinate 
Nasalis muscle Facial Muscle 
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Nasolacrimal duct 


ICD-10-PCS Value 
Lacrimal Duct, Right 
Lacrimal Duct, Left 


ICD-10-PCS 2021 


Navicular bone 


Tarsal, Right 
Tarsal, Left 


| Upper Femur, Right 


Term ICD-10-PCS Value 

Orbital portion of Orbit, Right 

sphenoid bone Orbit, Left 

Orbital portion of Orbit, Right 

zygomatic bone Orbit, Left 

Oropharynx Pharynx 

Otic ganglion Head and Neck Sympathetic Nerve 


Neck of femur Upeecremun Lek 
Neck of humerus Humeral Head, Right 
(anatomical) Humeral Head, Left 
(surgical) 

Nerve to the stapedius Facial Nerve 
Neurohypophysis Pituitary Gland 


Ninth cranial nerve 


Glossopharyngeal Nerve 


Nostril 


Nasal Mucosa and Soft Tissue 


Obturator artery 


Internal lliac Artery, Right 
Internal Iliac Artery, Left 


Obturator lymph node 


Lymphatic, Pelvis 


Obturator muscle 


Hip Muscle, Right 
Hip Muscle, Left 


Obturator nerve 


Lumbar Plexus 


Obturator vein 


Hypogastric Vein, Right 


Hypogastric Vein, Left 


Obtuse margin 


Heart, Left 


External Carotid Artery, Right 
External Carotid Artery, Left 


Occipital artery 

Occipital lobe Cerebral Hemisphere 
Lymphatic, Right Neck 

Occipital lymph node Me : 


Occipitofrontalis muscle 


Lymphatic, Left Neck 
Facial Muscle 


Odontoid process 


Olecranon bursa 


Olecranon process 


Olfactory bulb 


Cervical Vertebra 
Elbow Bursa and Ligament, Right 


Elbow Bursa and Ligament, Left 
Ulna, Right 
Ulna, Left 
Olfactory Nerve 


Ophthalmic artery Intracranial Artery 

Ophthalmic nerve Trigeminal Nerve 

Ophthalmic vein Intracranial Vein 

Optic chiasma Optic Nerve 

Optic disc pene. Right 

Retina, Left 

Optic foramen ~ | Sphenoid Bone 

Orbicularis oculi muscle BppE! Eyeid Buh 
_| Upper Eyelid, Left 


Orbicularis oris muscle Facial Muscle 
Orbital fascia Subcutaneous Tissue and Fascia, Face 
Orbital portion of ethmoid | Orbit, Right 


bone | Orbit, Left 
Orbital portion of frontal | Orbit, Right 
bone Orbit, Left 
Orbital portion of lacrimal | Orbit, Right 


bone 


rbit, Left 


Orbital portion of maxilla 


O 
Orbit, Right 


| Orbit, Left 


Orbital portion of palatine 
bone 


ome Right 
Orbit, Left 


838 


Middle Ear, Right 
Middle Ear, Left 
Abdominal Aorta 
Uterine Supporting Structure 
Fallopian Tube, Right 
Fallopian Tube, Left 
Buccal Mucosa 

Palatine tonsil Tonsils 
“Palatineuvula Sie Sra a] Uvula oe) ____ebestanedsessM: 
Tongue, Palate, Pharynx Muscle 
Tongue, Palate, Pharynx Muscle 
Hand Vein, Right 


SS a S| TT 
I lar) digital vei 
Palmar (volar) digital vein Mandvetiilent 


Palmar (volar) metacarpal 
Hand Vein, Left 


vein 
Median Nerve 


Palmar cutaneous nerve 
Radial Nerve 
Subcutaneous Tissue and Fascia, Right 


Palmar fascia Hand 


(aponeurosis) : : 
Subcutaneous Tissue and Fascia, Left Hand 
Hand Muscle, Right 
Hand Muscle, Left 
Wrist Bursa and Ligament, Right 


Oval window 


Ovarian artery 
Ovarian ligament 


Oviduct 


Palatine gland 


Palatoglossal muscle 
Palatopharyngeal muscle 


Palmar interosseous 
muscle 


Palmar ulnocarpal 


ligament Wrist Bursa and Ligament, Left 


Lower Arm and Wrist Muscle, Right 
Lower Arm and Wrist Muscle, Left 


Palmaris longus muscle 


Pancreatic artery Splenic Artery 

Pancreatic plexus Abdominal Sympathetic Nerve 
Pancreatic vein Splenic Vein 
Pancreaticosplenic Lymphatic, Aortic 

lymph node 


Paraaortic lymph node 
Pararectal lymph node 
Parasternal lymph node 
Paratracheal lymph node 


Paraurethral (Skene's) 
gland 


Lymphatic, Aortic 
Lymphatic, Mesenteric 
Lymphatic, Thorax 


Lymphatic, Thorax 

Vestibular Gland 
Parietal lobe i Corebral Hemisphere 
Parotid lymph node Lymphatic, Head 
Parotid plexus Facial Nerve 
LT yetpaltie Membrane, Right 
| Tympanic Mpribranibe Left . 
Knee Bursa and Ligament, Right 
Knee Bursa and Ligament, Left 
Knee Tendon, Right 
Knee Tendon, Left 
Knee Joint, Right 
Knee Joint, Left 
Knee Joint, Femoral Surface, Right 
Knee Joint, Femoral Surface, Left 


Pars flaccida 


Patellar ligament } 


Patellar tendon 


Patellofemoral joint 


I 
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| ICD-10-PCS Value 


Term 
Pectineus muscle 


Pectoral (anterior) lymph 
node 


Pectoral fascia 


Pectoralis major muscle 
Pectoralis minor muscle 


Pelvic splanchnic nerve 
Penile urethra 
Pericardiophrenic artery 
Perimetrium 


Peroneus brevis muscle 


Peroneus longus muscle 


Petrous part of temporal 


Upper Leg Muscle, Right 
Upper Leg Muscle, Left 
Lymphatic, Right Axillary 
Lymphatic, Left Axillary 


Subcutaneous Tissue and Fascia, Chest 


Thorax Muscle, Right 


Thorax Muscle, Left 
Thorax Muscle, Right 
Thorax Muscle, Left 


Abdominal Sympathetic Nerve 
Sacral Sympathetic Nerve 
Urethra 

Internal Mammary Artery, Right 


Internal Mammary Artery, Left 
Uterus 


Lower Leg Muscle, Right 


Term 
Pneumotaxic center 
Pontine tegmentum 


Popliteal ligament 


ICD-10-PCS Value 
Pons 
Pons 


Knee Bursa and Ligament, Right 


Knee Bursa and Ligament, Left 


Popliteallymph node 


Lymphatic, Left Lower Extremity 
Lymphatic, Right Lower Extremity 


Popliteal vein 


Femoral Vein, Right 
Femoral Vein, Left 


Popliteus muscle 
Postauricular (mastoid) 
lymph node 

Postcava 


Posterior (subscapular) 
lymph node 


Lower Leg Muscle, Left 


Lower Leg Muscle, Right 


Lower Leg Muscle, Left 


Temporal Bone, Right 


bone 


Temporal Bone, Left 


Posterior auricular artery 
Posterior auricular nerve 


Posterior auricular vein 


Posterior cerebral artery 


Pharyngeal constrictor 
muscle 


Tongue, Palate, Pharynx Muscle 


Pharyngeal plexus 
Pharyngeal recess 
Pharyngeal tonsil 


Pharyngotympanic tube 


Pia mater, intracranial 
Pia mater, spinal 


Pinna 


Piriform recess (sinus) 


Vagus Nerve 


Nasopharynx 
Adenoids 

Eustachian Tube, Right 
Eustachian Tube, Left 
Cerebral Meninges 


Spinal Meninges 


External Ear, Right 
External Ear, Left 
External Ear, Bilateral 
Pharynx 


Piriformis muscle 


Hip Muscle, Right 
Hip Muscle, Left 


Pisiform bone 


Pisohamate ligament 


Pisometacarpal ligament 


Plantar digital vein 


Carpal, Right 
Carpal, Left 


Hand Bursa and Ligament, Right 


Hand Bursa and Ligament, Left 


Hand Bursa and Ligament, Right 


Hand Bursa and Ligament, Left 
Foot Vein, Right 


Foot Vein, Left 


Posterior chamber 


_ Posterior circumflex 


humeral artery 


Posterior communicating 
artery 


Posterior cruciate ligament 
(PCL) 


Posterior facial 
(retromandibular) vein 


Posterior femoral 
cutaneous nerve 


Posterior inferior 
cerebellar artery (PICA) 


Posterior interosseous 
nerve 


Posterior labial nerve 


Lower Leg Muscle, Right 
Lower Leg Muscle, Left 
Lymphatic, Right Neck 
Lymphatic, Left Neck 

Inferior Vena Cava 
Lymphatic, Right Axillary 
Lymphatic, Left Axillary 
External Carotid Artery, Right 
External Carotid Artery, Left 
Facial Nerve 


External Jugular Vein, Right 
External Jugular Vein, Left 
Intracranial Artery 

Eye, Right 

Eye, Left 

Axillary Artery, Right 
Axillary Artery, Left 
Intracranial Artery 


Knee Bursa and Ligament, Right 
Knee Bursa and Ligament, Left 
Face Vein, Right 

Face Vein, Left 

Sacral Plexus 


Intracranial Artery 


Radial Nerve 


Pudendal Nerve 


Posterior scrotal nerve 


Posterior spinal artery 


Pudendal Nerve 
Vertebral Artery, Right 
Vertebral Artery, Left 


Posterior tibial recurrent 
artery 


Anterior Tibial Artery, Right 


Anterior Tibial Artery, Left 


Posterior ulnar recurrent 
artery 


Ulnar Artery, Right 
Ulnar Artery, Left 


Plantar fascia 
(aponeurosis) 


Subcutaneous Tissue and Fascia, Right 
| Foot 


Subcutaneous Tissue and Fascia, Left Foot 


Plantar metatarsal vein | 


Foot Vein, Right 


Foot Vein, Left 
h Foot Vein, Right 
Plantar venous arc Foot Vein, Left 


Platysma muscle 


Plica semilunaris 


Pneumogastric nerve 


ICD-10-PCS 2021 


Neck Muscle, Right 
Neck Muscle, Left 


Conjunctiva, Right 
Conjunctiva, Left 
Vagus Nerve 


Posterior vagal trunk 


Vagus Nerve 


Preauricular lymph node 
Precava 


Prepatellar bursa 


Lymphatic, Head 
Superior Vena Cava 


Knee Bursa and Ligament, Right 
Knee Bursa and Ligament, Left 


Pretracheal fascia 


Subcutaneous Tissue and Fascia, Right 


Neck 


Subcutaneous Tissue and Fascia, Left Neck 


Prevertebral fascia 


Subcutaneous Tissue and Fascia, Right 


Neck 


Subcutaneous Tissue and Fascia, Left Neck 
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Term : ICD-10-PCS Value 
: i Hand Artery, Right 

Princeps pollicis artery Banduanetvalert 

Procerus muscle Facial Muscle 


Brachial Artery, Right 


Body Part Key 


s 


Profunda brachii 


=) Brachial Artery, Left 

b 4 5 A 

a Profunda femoris (deep Femoral Vein, Right 

[=~ femoral) vein Femoral Vein, Left 

- Pronator quadratus Lower Arm and Wrist Muscle, Right 
= muscle _ Lower Arm and Wrist Muscle, Left 


Lower Arm and Wrist Muscle, Right 
Lower Arm and Wrist Muscle, Left 
Urethra 
Elbow Joint, Right 
Elbow Joint, Left 
Hip Muscle, Right 
Hip Muscle, Left 


Pronator teres muscle 


Prostatic urethra 


Proximal radioulnar joint 


Psoas muscle 


ICD-10-PCS 2021 


ICD-10-PCS Value 
Brachial Vein, Right 
Brachial Vein, Left 
Hand Artery, Right 
Hand Artery, Left 
Wrist Joint, Right 
Wrist Joint, Left 
Wrist Bursa and Ligament, Right 


Radial vein 


Radialis indicis 


Radiocarpal joint 


i Ii t 
facicce Hanegaipen Wrist Bursa and Ligament, Left 


Wrist Bursa and Ligament, Right 
Wrist Bursa and Ligament, Left 


Radioulnar ligament 


Rectosigmoid junction Sigmoid Colon 
Abdomen Muscle, Right 
Abdomen Muscle, Left 


Upper Leg Muscle, Right 


Rectus abdominis muscle 


Rectus f i le 
ectus femoris musc Upomiten uses Lat 


Recurrent laryngeal nerve | Vagus Nerve 


Head Muscle 
Sphenoid Bone 


Pterygoid muscle 
Pterygoid process 


Pterygopalatine 
(sphenopalatine) ganglion 


Head and Neck Sympathetic Nerve 


Pelvic Bone, Right 


Pelvic Bone, Left 
Hip Bursa and Ligament, Right 


Hip Bursa and Ligament, Left 
Sacral Plexus 


Pubis 


Pubofemoral ligament 


Pudendal nerve 


Pulmoaortic canal Pulmonary Artery, Left 


Pulmonary annulus Pulmonary Valve 
Thoracic Sympathetic Nerve 
Pulmonary plexus 2 a a 


Vagus Nerve 


Pulmonic valve Pulmonary Valve 


Pulvinar Thalamus 


Pyloric antrum Stomach, Pylorus 


Stomach, Pylorus 


Pyloric canal 
Pyloric sphincter 


Stomach, Pylorus 
Abdomen Muscle, Right 
Abdomen Muscle, Left 
Nasal Septum 


Pyramidalis muscle 


Quadrangular cartilage 
Quadrate lobe 


Liver 
Hip Muscle, Right 
Hip Muscle, Left 


Quadratus femoris muscle 


Kidney, Right 
Kidney, Left 
Kidneys, Bilateral 
Kidney 

Kidney, Right 
Kidney, Left 
Kidneys, Bilateral 


Renal calyx 


Renal capsule 


Kidney 

Kidney, Right 
Kidney, Left 
Kidneys, Bilateral 
Kidney 


Renal cortex 


Renal nerve Abdominal sympathetic Nerve 


Renal plexus Abdominal Sympathetic Nerve 


Kidney, Right 
Kidney, Left 
Kidneys, Bilateral 
Kidney 


| 


Renal segment 


Renal Artery, Right 
Renal Artery, Left 
Retroperitoneum 
"[Dmphatic Aortic 


Renal segmental artery 


Retroperitoneal cavity 


Retroperitoneal lymph 
node 


Retroperitoneal space Retroperitoneum 


Trunk Muscle, Right 
Trunk Muscle, Left 


Quadratus lumborum 
muscle 


Lymphatic, Right Neck 


Retropharyngeal lymph 
node Lymphatic, Left Neck 


Foot Muscle, Right 


Quadratus plantae muscle 


Retropubic space Pelvic Cavity 


Foot Muscle, Left 


Rhinopharynx ] Nasopharynx 


Upper Leg Muscle, Right 
Upper Leg Muscle, Left 


Tas 


Quadriceps (femoris) 


Rhomboid major muscle | UK Muscle, Right 
Trunk Muscle, Left 


Radial collateral carpal Wrist Bursa and Ligament, Right 
ligament Wrist Bursa and Ligament, Left 


EB 


Trunk Muscle, Right 


Rhomboid minor muscle Trunk M ia Lew 
runk Muscle, Le 


| Elbow Bursa and Ligament, Right 
Elbow Bursa and Ligament, Left 
Ulna, Right 

Ulna, Left 

Radial Artery, Right 

Radial Artery, Left 


Radial collateral ligament 


Radial notch 


Radial recurrent artery 


840 


Right ascending lumbar 


: Azygos Vein 
vein 


Right atrioventricular Tricuspid Valve 
valve 


Right auricular appendix Atrium, Right 


Right colic vein Colic Vein 
Right coronary sulcus Heart, Right 
Right gastric artery Gastric Artery 
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Term 


Right gastroepiploic vein 
Right inferior phrenic vein 
Right inferior pulmonary 


ICD-10-PCS Value 
Superior Mesenteric Vein 
Inferior Vena Cava 
Pulmonary Vein, Right 


Term 


Serratus anterior muscle 


ICD-10-PCS Value 
Thorax Muscle, Right 
Thorax Muscle, Left 
Trunk Muscle, Right 


q Xipuaddy 


vein Serratus posterior muscle sean en 5 

—— runk Muscle, 
Right Jugular sunk Lymphatic, Right Neck Seventh cranial nerve i ra : & 
Right lateral ventricle Cerebral Ventricle Shocugantigartar Salaun “< 
Right lymphatic duct Lymphatic, Right Neck : ; : i > 4 ; o 
- : : : Sigmoid artery Inferior Mesenteric Artery = 
Right ovarian vein Inferior Vena Cava cigmoldtievire SigmoldiGalon ate 
Right second lumbar vein | Inferior Vena Cava 2 : ; ; : ——- sy 
Sigmoid vein Inferior Mesenteric Vein e 


Right subclavian trunk 
Right subcostal vein 


Right superior pulmonary | Pulmonary Vein, Right 


vein 
Right suprarenal vein 
Right testicular vein 


Lymphatic, Right Neck 


Azygos Vein 


Inferior Vena Cava 


Inferior Vena Cava 
Rima glottidis Larynx 


Risorius muscle 


Round ligament of uterus 


Round window 


Facial Muscle 


Uterine Supporting Structure 


Sinoatrial node 


Conduction Mechanism 


Sinus venosus 


Sixth cranial nerve 


Atrium, Right 
Abducens Nerve 


Skene's (paraurethral) 
gland 


Vestibular Gland 


Small saphenous vein 


Solar (celiac) plexus 


Inner Ear, Right 


Inner Ear, Left 


Sacral ganglion 


Sacral Sympathetic Nerve 


Soleus muscle 


Sphenomandibular 
ligament 


Saphenous Vein, Right 

Saphenous Vein, Left 

Abdominal Sympathetic Nerve 
Lower Leg Muscle, Right 

Lower Leg Muscle, Left 

Head and Neck Bursa and Ligament 


Sacral lymph node Lymphatic, Pelvis Sphenopalatine Head and Neck Sympathetic Nerve 
Sacral splanchnic nerve Sacral Sympathetic Nerve (pterygopalatine) 
ganglion 


Sacrococcygeal ligament 
Sacrococcygeal symphysis 


Sacroiliac ligament 
Sacrospinous ligament 


Sacrotuberous ligament 


Lower Spine Bursa and Ligament 


Sacrococcygeal Joint 


Lower Spine Bursa and Ligament 
Lower Spine Bursa and Ligament 
Lower Spine Bursa and Ligament 


Spinal nerve, cervical 
Spinal nerve, lumbar 
Spinal nerve, sacral 
Spinal nerve, thoracic 


Cervical Nerve 
Lumbar Nerve 
Sacral Nerve 
Thoracic Nerve 
Cervical Vertebra 


eo Tongue, Palate, Pharynx Muscle spinous piocete apeavedne 
F Fallopian Tube, Right Thoracic Vertebra 
rie Spiral ganglion Acoustic Nerve 


Saphenous nerve 


Fallopian Tube, Left 
Femoral Nerve 


Sartorius muscle 


Scalene muscle 


Scaphoid bone 


Upper Leg Muscle, Right 
Upper Leg Muscle, Left 
Neck Muscle, Right 


Neck Muscle, Left 
Carpal, Right 


Carpal, Left 


Stellate ganglion 


Splenic flexure 
Splenic plexus 


Splenius capitis muscle 


Splenius cervicis muscle 


Stapes 


Transverse Colon 

Abdominal Sympathetic Nerve 
Head Muscle 

Neck Muscle, Right 

Neck Muscle, Left 

Auditory Ossicle, Right 
Auditory Ossicle, Left 


Head and Neck Sympathetic Nerve 


Wrist Bursa and Ligament, Right 
Wrist Bursa and Ligament, Left 
Hand Bursa and Ligament, Right 
Hand Bursa and Ligament, Left 


Scapholunate ligament Parotid Duct, Right 
Parotid Duct, Left 


Shoulder Bursa and Ligament, Right 


Stensen's duct 


Scaphotrapezium 
ligament 


Sternoclavicular ligament 


Scarpa's (vestibular) 
ganglion 


Sebaceous gland 
Second cranial nerve 
Sella turcica 


Semicircular canal 


Acoustic Nerve 


Shoulder Bursa and Ligament, Left 


Sternocleidomastoid 
artery 


Thyroid Artery, Right 
Thyroid Artery, Left 


Skin 
Optic Nerve Sternocleidomastoid 
Sphenoid Bohe muscle 


Inner Ear, Right 


Sternocostal ligament 


Inner Ear, Left 


Styloglossus muscle 


Neck Muscle, Right 

Neck Muscle, Left 

Sternum Bursa and Ligament 
Tongue, Palate, Pharynx Muscle 


Stylomandibular ligament | Head and Neck Bursa and Ligament 
Stylopharyngeus muscle | Tongue, Palate, Pharynx Muscle 
Shoulder Bursa and Ligament, Right 
Shoulder Bursa and Ligament, Left 


Upper Leg Muscle, Right 
Upper Leg Muscle, Left 
Upper Leg Muscle, Right 
Upper Leg Muscle, Left 
Nasal Septum 


Semimembranosus muscle 


Subacromial bursa 


Semitendinosus muscle 


Subaortic (common iliac) | Lymphatic, Pelvis 
lymph node 


“Subarachnoid space, spinal | Spinal Canal 


Septal cartilage 
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Subclavicular (apical) 
lymph node 


Subclavius muscle 


Subclavius nerve 
Subcostal artery 


ICD-10-PCS Value 
Lymphatic, Right Axillary 
Lymphatic, Left Axillary 
Thorax Muscle, Right 
Thorax Muscle, Left 
Brachial Plexus 

Upper Artery 


Subcostal muscle 


Subcostal nerve 


Thorax Muscle, Right 
Thorax Muscle, Left 
Thoracic Nerve 


Subdural space, spinal 


Spinal Canal 


Submandibular ganglion 


Facial Nerve 


Head and Neck Sympathetic Nerve 
Submaxillary Gland, Right 
Submandibular gland pe Ml ia 2 


Submandibular lymph 
node 


Submandibular space 


Submaxillary ganglion 


Submaxillary Gland, Left 
Lymphatic, Head 


Subcutaneous Tissue and Fascia, Face 
Head and Neck Sympathetic Nerve 


Submaxillary lymph node | Lymphatic, Head 
Submental artery Face Artery 
Submental lymph node Lymphatic, Head 


Submucous (Meissner's) Abdominal Sympathetic Nerve 
plexus 
Suboccipital nerve Cervical Nerve 


Suboccipital venous plexus 


Vertebral Vein, Right 
Vertebral Vein, Left 


Subparotid lymph node 


Lymphatic, Head 


Subscapular aponeurosis 


Subscapular artery 


Subcutaneous Tissue and Fascia, Right 
ee Arm 


Subcutaneous Tissue and Fascia, Left 
Upper Arm 


Term 


Superficial transverse 
perineal muscle 


Superior cardiac nerve 
Superior cerebellar vein 
Superior cerebral vein 


Superior clunic (cluneal) 
nerve 


Superior epigastric artery 


Superior genicular artery 


Superior gluteal artery 


Superior gluteal nerve 


Superior hypogastric 
plexus 


Superior labial artery 


Superior laryngeal artery 


ICD-10-PCS 2021 


ICD-1 0-PCS Value — 
Perineum Muscle 


Thoracic Sympathetic Nerve 
Intracranial Vein 
Intracranial Vein 

Lumbar Nerve 


Internal Mammary Artery, Right 
Internal Mammary Artery, Left 
Popliteal Artery, Right 

Popliteal Artery, Left 

Internal Iliac Artery, Right 
Internal Iliac Artery, Left 
Lumbar Plexus 

Abdominal Sympathetic Nerve 


Face Artery 


Thyroid Artery, Right 
Thyroid Artery, Left 


Superior laryngeal nerve 


Superior longitudinal 
muscle 


Superior mesenteric 
ganglion 


Superior mesentericlymph 


node 


Superior mesenteric 
plexus 


Superior oblique muscle 


Superior olivary nucleus 


Vagus Nerve 
Tongue, Palate, Pharynx Muscle 


Abdominal Sympathetic Nerve 
Lymphatic, Mesenteric 
Abdominal Sympathetic Nerve 


Extraocular Muscle, Right 
Extraocular Muscle, Left 
Pons 


Superior rectal artery 


Inferior Mesenteric Artery 


Axillary Artery, Right 
Axillary Artery, Left 


Subscapular (posterior) 
lymph node 


Lymphatic, Right Axillary 


Superior rectal vein 


Inferior Mesenteric Vein 


Superior rectus muscle 


Extraocular Muscle, Right 
Extraocular Muscle, Left 


Lymphatic, Left Axillary 


Subscapularis muscle 


Substantia nigra 


Shoulder Muscle, Right 
Shoulder Muscle, Left 
Basal Ganglia 


Subtalar (talocalcaneal) 
joint 


Subtalar ligament 


Tarsal Joint, Right 
Tarsal Joint, Left 


Superior tarsal plate 


Upper Eyelid, Right 


Superior thoracic artery 


Upper Eyelid, Left 
Axillary Artery, Right 


Axillary Artery, Left 


External Carotid Artery, Right 
External Carotid Artery, Left 


| Thyroid Artery, Right 


Thyroid Artery, Left 


Subthalamic nucleus 


Superficial circumflex iliac 
vein 


Superior thyroid arter 
Foot Bursa and Ligament, Right H : 
Foot Bursa and Ligament, Left 
Basal Ganglia Superior turbinate 


Nasal Turbinate 


Saphenous Vein, Right 


Saphenous Vein, Left 


Superior ulnar collateral 
artery 


Brachial Artery, Right 
Brachial Artery, Left 


Superficial epigastric 
artery 


Superficial epigastric vein 


=|) 


Femoral Artery, Right 


Supraclavicular nerve 


[Cervical Plexus 


Femoral Artery, Left 


Saphenous Vein, Right 


Supraclavicular (Virchow's) 


lymph node 


Lymphatic, Right Neck 
Lymphatic, Left Neck 


Saphenous Vein, Left 


Suprahyoid lymph node 


Lymphatic, Head 


Superficial palmar arch 


Hand Artery, Right 
Hand Artery, Left 


Suprahyoid muscle 


Neck Muscle, Right 


Neck Muscle, Left 


Superficial palmar venous 
arch 


Hand Vein, Right 


Suprainguinal lymph node 


Lymphatic, Pelvis 


Hand Vein, Left 


cel eee 


Superficial temporal artery 


Temporal Artery, Right 


i 1A Left 
~_| Temporal Artery, Le 


Supraorbital vein 


Face Vein, Right 


Face Vein, Left 


ao ee 
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Term 


Suprarenal gland 


Suprarenal plexus 
Suprascapular nerve 


Supraspinatus fascia 


Supraspinatus muscle 


Supraspinous ligament 


Suprasternal notch 


Supratrochlear lymph 
node 


Sural artery 
Sweat gland 


Talocalcaneal ligament 


ICD-10-PCS Value 

Adrenal Gland, Right 

Adrenal Gland, Left 

Adrenal Glands, Bilateral 
Adrenal Gland 

Abdominal Sympathetic Nerve 


Brachial Plexus 


Subcutaneous Tissue and Fascia, Right 
Upper Arm 


Subcutaneous Tissue and Fascia, Left 
Upper Arm 


Shoulder Muscle, Right 
Shoulder Muscle, Left 


Upper Spine Bursa and Ligament 


Lower Spine Bursa and Ligament 


Sternum 
Lymphatic, Right Upper Extremity 


Lymphatic, Left Upper Extremity 


Popliteal Artery, Right 


Popliteal Artery, Left 


Skin 


Foot Bursa and Ligament, Right 


Foot Bursa and Ligament, Left 


Talocalcaneal (subtalar) 
joint 


Talocalcaneonavicular 
joint 


Talocalcaneonavicular 
ligament 


Talocrural joint 


Tarsal Joint, Right 

Tarsal Joint, Left 

Tarsal Joint, Right 

Tarsal Joint, Left 

Foot Bursa and Ligament, Right 


Foot Bursa and Ligament, Left 
Ankle Joint, Right 

Ankle Joint, Left 

Ankle Bursa and Ligament, Right 


ibular li t 
eae Ankle Bursa and Ligament, Left 
Talus b Tarsal, Right 
n 
oe Tarsal, Left 


Tarsometatarsal ligament 


Temporal lobe 
Temporalis muscle 


Foot Bursa and Ligament, Right 
Foot Bursa and Ligament, Left 


Cerebral Hemisphere 


Head Muscle 


Term ICD-10-PCS Value 
Thoracic esophagus Esophagus, Middle 
Thoracic facet joint Thoracic Vertebral Joint 


Thoracic ganglion 


Thoracic Sympathetic Nerve 


Thoracoacromial artery 


Axillary Artery, Right 
Axillary Artery, Left 


Thoracolumbar facet joint 


Thoracolumbar Vertebral Joint 


Thymus gland 


Thymus 


Thyroarytenoid muscle 


Thyrocervical trunk 


Neck Muscle, Right 
Neck Muscle, Left 
Thyroid Artery, Right 
Thyroid Artery, Left 


Thyroid cartilage 


Tibialis anterior muscle 


Tibialis posterior muscle 


Tibiofemoral joint 


Tibioperoneal trunk 


Tongue, base of 


Tracheobronchial lymph 
node 


Tragus 


Transversalis fascia 


Transverse acetabular 
ligament 


Transverse (cutaneous) 
cervical nerve 


Transverse facial artery 


Transverse foramen 


Transverse humeral 
ligament 


Larynx 

Lower Leg Muscle, Right 
Lower Leg Muscle, Left 
Lower Leg Muscle, Right 
Lower Leg Muscle, Left 

Knee Joint, Right 

Knee Joint, Left 

Knee Joint, Tibial Surface, Right 
Knee Joint, Tibial Surface, Left 
Popliteal Artery, Right 
Popliteal Artery, Left 

Pharynx 

Lymphatic, Thorax 


External Ear, Right 

External Ear, Left 

External Ear, Bilateral 

Subcutaneous Tissue and Fascia, Trunk 
Hip Bursa and Ligament, Right 

Hip Bursa and Ligament, Left 

Cervical Plexus 


Temporal Artery, Right 
Temporal Artery, Left 


Cervical Vertebra 
Shoulder Bursa and Ligament, Right 


Shoulder Bursa and Ligament, Left 


Temporoparietalis muscle 
Tensor fasciae latae muscle 


Tensor veli palatini muscle 


Tenth cranial nerve 


4 Shoulder Muscle, Right 
CE le Shoulder Muscle, Left 
Shoulder Muscle, Right 


Shoulder Muscle, Left 


Teres minor muscle 
Testicular artery 


Thenar muscle 


Third cranial nerve 
Third occipital nerve 
Third ventricle 


Head Muscle 


Hip Muscle, Right 
[Hip Muscle, Left 


Tongue, Palate, Pharynx Muscle 


Vagus Nerve 


Abdominal Aorta 


Hand Muscle, Right 


Hand Muscle, Left 
Oculomotor Nerve 


Cervical Nerve 


Cerebral Ventricle 


Thoracic aortic plexus 


Thoracic Sympathetic Nerve 


Transverse ligament of 
atlas 


Transverse process 


Transverse scapular 
ligament 


Transverse thoracis muscle 


Transversospinalis muscle 


Transversus abdominis 
muscle 


Trapezium bone 


Head and Neck Bursa and Ligament 


Cervical Vertebra 


Thoracic Vertebra 


Lumbar Vertebra 
Shoulder Bursa and Ligament, Right 


Shoulder Bursa and Ligament, Left 
Thorax Muscle, Right 

Thorax Muscle, Left 

Trunk Muscle, Right 

Trunk Muscle, Left 

Abdomen Muscle, Right 
Abdomen Muscle, Left 

Carpal, Right 

Carpal, Left 


Trapezius muscle 


Trunk Muscle, Right 
Trunk Muscle, Left 
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Term ICD-10-PCS Value 
Carpal, Right 


Trapezoid bone 


Triceps brachii muscle 


Tricuspid annulus 


Triquetral bone 


Trochantericbursa 


Twelfth cranial nerve 


Tympanic cavity 


Tympanic nerve 


Carpal, Left A 
Upper Arm Muscle, Right 
Upper Arm Muscle, Left 


Term 
Ventricular fold 
Vermiform appendix 


Vermilion border 


Tricuspid Valve 


Trifacial nerve Trigeminal Nerve 
Trigone of bladder Bladder 
Jj ha = 7S 


Carpal, Right 
Carpal, Left 
Hip Bursa and Ligament, Right 
Hip Bursa and Ligament, Left 


Hypoglossal Nerve 
Middle Ear, Right 
Middle Ear, Left 


Vertebral arch 


Vertebral body 


Vertebral canal 


Vertebral foramen 


Glossopharyngeal Nerve 


Tympanic part of 
temoporal bone 


Ulnar collateral carpal 
ligament 


Ulnar collateral ligament 


| Temporal Bone, Right 
Temporal Bone, Left 


Vertebral lamina 
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ICD-1 0-PCS Value 
Larynx 

Appendix 

Upper Lip 

Lower Lip 

Cervical Vertebra 
Lumbar Vertebra 
Thoracic Vertebra 


Cervical Vertebra 
Lumbar Vertebra 
Thoracic Vertebra 
Spinal Canal 

Cervical Vertebra 
Lumbar Vertebra 
Thoracic Vertebra 
Cervical Vertebra 
Lumbar Vertebra 
Thoracic Vertebra 


Wrist Bursa and Ligament, Right 
Wrist Bursa and Ligament, Left 


Vertebral pedicle 


Cervical Vertebra 


Lumbar Vertebra 
Thoracic Vertebra 


Elbow Bursa and Ligament, Right 
Elbow Bursa and Ligament, Left 


Vesical vein 


Hypogastric Vein, Right 


Hypogastric Vein, Left 


Radius, Right 
Ulnar notch 
ates Radius, Left 
Brachial Vein, Right 
Ulnar vein rachial Vein, Rig 


Brachial Vein, Left 


Umbilical artery 


Ureteral orifice 


Ureteropelvic junction 
(UPJ) 


Ureterovesical orifice 


Internal Iliac Artery, Right 
Internal lliac Artery, Left 
Lower Artery 

Ureter, Right 

Ureter, Left 

Ureters, Bilateral 


Ureter 

Kidney Pelvis, Right 
Kidney Pelvis, Left 
Ureter, Right 
Ureter, Left 
Ureters, Bilateral 
Ureter 


Uterine artery 


Uterine cornu 


Internal Iliac Artery, Right 
Internal Iliac Artery, Left 
Uterus 


Uterine tube 


Fallopian Tube, Right 
Fallopian Tube, Left 


Uterine vein 


Hypogasiric Vein, Right - 


Hypogastric Vein, Left 


Vaginal artery 


Vaginal vein 


Internal Iliac Artery, Right 
Internal Iliac Artery, Left 
Hypogastric Vein, Right 
Hypogastric Vein, Left 


Vastus intermedius muscle 


Upper Leg Muscle, Right 
Upper Leg Muscle, Left 


Vastus lateralis muscle 


Upper Leg Muscle, Right 
Upper Leg Muscle, Left 


Vastus medialis muscle 


Upper Leg Muscle, Right 
Upper Leg Muscle, Left 


Vestibular (Scarpa's) 
ganglion 


Acoustic Nerve 


Vestibular nerve 


Vestibulocochlear nerve 


Acoustic Nerve 


Acoustic Nerve 


Virchow's (supraclavicular) | Lymphatic, Right Neck 


lymph node 


Lymphatic, Left Neck 


Vitreous body 


Vitreous, Right 
Vitreous, Left 


Vocal fold 


Vocal Cord, Right 
Vocal Cord, Left 


Hand Vein, Right 
Volar (palmar) digital vein sbi 


Hand Vein, Left 


Volar (palmar) metacarpal 


vein 


Vomer bone 


uae Vein, Right 
Hand Vein, Left 
Nasal Septum 


Vomer of nasal septum 


Xiphoid process 


Nasal Bone 
Sternum 


Zonule of Zinn 


Lens, Right 
Lens, Left 


Zygomatic process of 
frontal bone 


~ | Frontal Bone 


Zygomatic process of 
temporal bone 


Temporal Bone, Right 
Temporal Bone, Left 


Zygomaticus muscle 


Facial Muscle 


MO ee 
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ICD-10-PCS Value Definition 


1st Toe, Left Includes: 
1st Toe, Right Hallux 


Includes: 

External oblique muscle 
Internal oblique muscle 
Pyramidalis muscle 

Rectus abdominis muscle 
Transversus abdominis muscle 


Abdomen Muscle, Left 
Abdomen Muscle, Right 


Includes: 

Inferior phrenic artery 
Lumbar artery 

Median sacral artery 
Middle suprarenal artery 
Ovarian artery 
Testicular artery 


Abdominal Aorta 


Includes: 

Abdominal aortic plexus 
Auerbach's (myenteric) plexus 
Celiac (solar) plexus 

Celiac ganglion 

Gastric plexus 

Hepatic plexus 

Inferior hypogastric plexus 
Inferior mesenteric ganglion 
Inferior mesenteric plexus 
Meissner's (submucous) plexus 
Myenteric (Auerbach's) plexus 
Pancreatic plexus 

Pelvic splanchnic nerve 

Renal nerve 

Renal plexus 

Solar (celiac) plexus 

Splenic plexus 

Submucous (Meissner's) plexus 
Superior hypogastric plexus 
Superior mesenteric ganglion 
Superior mesenteric plexus 
Suprarenal plexus 


Abdominal Sympathetic 
Nerve 


Includes: 


Abducens Nerve Sixth cranial nerve 


Includes: 


s Nerve , 
Accessory Nerv Eleventh cranial nerve 


Includes: 

Cochlear nerve 

Eighth cranial nerve 

Scarpa's (vestibular) ganglion 
Spiral ganglion 

Vestibular (Scarpa's) ganglion 


Vestibular nerve 
Vestibulocochlear nerve 


Acoustic Nerve 


Includes: 


pesos Pharyngeal tonsil 

Adrenal Gland Includes: , 
Adrenal Gland, Left Suprarenal gland 

Adrenal Gland, Right 


Adrenal Glands, Bilateral 


Includes: 
Duodenal ampulla 


Ampulla of Vater 
Hepatopancreatic ampulla 


Includes: 
External anal sphincter 


Anal Sphincter 
Internal anal sphincter 


ICD-10-PCS Value Definition 
’ Includes: 
pons Bursa and Ligament, Calcaneofibular ligament 
Ankle Bursa and Ligament, ish igament 
Right Ligament of the lateral malleolus 
Talofibular ligament 
Ankle Joint, Left pauces: 


Inferior tibiofibular joint 


Ankle Joint, Ri 
e Joint, Right Talocrural joint 


Includes: 
Aqueous humour 


Anterior Chamber, Left 
Anterior Chamber, Right 


Includes: 


Anterior lateral malleolar artery 
Anterior Tibial Artery, Left . : 
Anterior Tibial Artery, Anterior medial malleolar artery 


Right Anterior tibial recurrent artery 
Dorsalis pedis artery 
Posterior tibial recurrent artery 


Includes: 


ns Anal orifice 


Includes: 


Aortic Valve : 
S Aortic annulus 


Includes: 


Appendix Vermiform appendix 


Includes: 


Atri : 
a Interatrial septum 


Includes: 
Atrium pulmonale 
Left auricular appendix 


Atrium, Left 


Includes: 

Atrium dextrum cordis 
Right auricular appendix 
Sinus venosus 


Atrium, Right 


Includes: 
Auditory Ossicle, Left Incus 
Auditory Ossicle, Right Malleus 


Stapes 
Se | ee eee 
Includes: 


Anterior circumflex humeral artery 
Lateral thoracic artery 

Posterior circumflex humeral artery 
Subscapular artery 

Superior thoracic artery 
Thoracoacromial artery 


Axillary Artery, Left 
Axiliary Artery, Right 


Includes: 
Right ascending lumbar vein 
Right subcostal vein 


Azygos Vein 


Includes: 

Basal nuclei 
Claustrum 

Corpus striatum 
Globus pallidus 
Substantia nigra 
Subthalamic nucleus 


Basal Ganglia 


Includes: 
Median antebrachial vein 
Median cubital vein 


Basilic Vein, Left 
Basilic Vein, Right 


Includes: 
Trigone of bladder 


Bladder 


Includes: 

Inferior ulnar collateral artery 
Profunda brachii 

Superior ulnar collateral artery 


Brachial Artery, Left 
Brachial Artery, Right 


Sarr nnn nn ne UUEIEIEEEEInEnS SEE EESEISEIEEIEEEEEEEEEESEneeeeeeeee == 
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~~ ICD-10-PCS Value Definition 
£ Includes: 
7 Axillary nerve 
=) Dorsal scapular nerve 
~ First intercostal nerve 
i . 
© plachial Flexus Long thoracic nerve 
a Musculocutaneous nerve 
6 Subclavius nerve 
ms Suprascapular nerve 
eo Includes: 
Ld Brachial Vein, Left ae vel 
bad Brachial Vein, Right : 
— Ulnar vein 
ao] 
= Includes: 
3 Cereb 
Te Brain erebrum 
2. Corpus callosum 
< Encephalon 
Breast, Bilateral Includes: 
Breast, Left Mammary duct 
Breast, Right Mammary gland 
Includes: 
Buccal gland 
Buccal Mucosa Molar gland 


Palatine gland 


Includes: 
Carotid glomus 


Carotid Bodies, Bilateral 
Carotid Body, Left 
Carotid Body, Right 


Includes: 
Intercarpal joint 
Midcarpal joint 


Includes: 
Capitate bone 
Hamate bone 
Lunate bone 
Pisiform bone 
Scaphoid bone 
Trapezium bone 
Trapezoid bone 
Triquetral bone 


Carpal Joint, Left 
Carpal Joint, Right 


Carpal, Left 
Carpal, Right 


Includes: 
Celiac trunk 


Includes: 


Accessory cephalic vein 


Celiac Artery 


Cephalic Vein, Left 
Cephalic Vein, Right 


Includes: 
Culmen 


Includes: 
Frontal lobe 
Occipital lobe 
Parietal lobe 
Temporal lobe 


Includes: 
Arachnoid mater, intracranial 
Leptomeninges, intracranial 
Pia mater, intracranial 


Cerebellum 


Cerebral Hemisphere 


Cerebral Meninges 


Includes: 

Aqueduct of Sylvius 

Cerebral aqueduct (Sylvius) 
Choroid plexus 

Ependyma 

Foramen of Monro (intraventricular) 
Fourth ventricle 

Interventricular foramen (Monro) 
Left lateral ventricle 

Right lateral ventricle 

Third ventricle 


Cerebral Ventricle 


ICD-10-PCS 2021 


Appendix E: Body Part Definitions 
——$—$—$—$$_$_$ eee a a eS ee ee UE OLS 


Definition 


Includes: 
Greater occipital nerve 
Spinal nerve, cervical 
Suboccipital nerve 
Third occipital nerve 


ICD-10-PCS Value 


Cervical Nerve 


Includes: 
Ansa cervicalis 
Cutaneous (transverse) cervical nerve 
Great auricular nerve 

Lesser occipital nerve 

Supraclavicular nerve 

Transverse (cutaneous) cervical nerve 


Cervical Plexus 


Includes: 
Dens 
Odontoid process 
Spinous process 
Transverse foramen 
Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 


Includes: 


Cervical Vertebral Joint Atlantoaxial joint 


Cervical facet joint 
Cervical Vertebral Joints, Includes: 


2 or more Cervical facet joint 
Cervicothoracic Vertebral Includes: 


Cervical Vertebra 


Joint Cervicothoracic facet joint 
Includes: 
Cisterna Chyli Intestinal lymphatic trunk 


Lumbar lymphatic trunk 
Includes: 
Coccygeal Glomus Coccygeal body 
Includes: 


lleocolic vein 
Left colic vein 
Middle colic vein 


Right colic vein 


Includes: 
Atrioventricular node 
Bundle of His 

Bundle of Kent 
Sinoatrial node 


Colic Vein 


Conduction Mechanism 


Conjunctiva, Left Includes: 
Conjunctiva, Right Plica semilunaris 
Includes: 


Diaphragma sellae 
Dura mater, intracranial 
Falx cerebri 

Tentorium cerebelli 


et indades 


Annular ligament 
Olecranon bursa 

Radial collateral ligament 
Ulnar collateral ligament 


Dura Mater 


Elbow Bursa and 
Ligament, Left 

Elbow Bursa and 
Ligament, Right 


Includes: 

Distal humerus, involving joint 
Humeroradial joint 
Humeroulnar joint 


Proximal radioulnar joint 
Includes: 
Extradural space, intracranial 


Elbow Joint, Left 
Elbow Joint, Right 


Epidural Space, 
Intracranial 


— 
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ICD-10-PCS Value Definition ICD-10-PCS Value Definition $ 

; : Includes: A 
Epiglottis Includes: 

Pig Glossoepiglottic fold Angular vein = 

Includes: Anterior facial vein om 

Cardia Common facial vein std 


Esophagogastric Junction 


Esophagus, Lower 


Cardioesophageal junction 


Gastroesophageal (GE) junction 


Includes: 
Abdominal esophagus 


Face Vein, Left 
Face Vein, Right 


Deep facial vein 

Frontal vein 

Posterior facial (retromandibular) 
vein 

Supraorbital vein 


- Includes: 
Esophagus, Middl : 
ial ca Thoracic esophagus Includes: 
Buccinator muscle 
Esophagus, Upper Includes: Corrugator supercilii muscle 
Cervical esophagus Depressor anguli oris muscle 
Ethmoid Bone, Left Includes: Depressor labii inferioris muscle 
Ethmoid Bone, Right Cribriform plate Depressor septi nasi muscle 
Ethmoid Sinus, Left Includes: Depressor supercilii muscle 
Ethmoid Sinus, Right Ethmoidal air cell Levator anguli oris muscle 
F Levator labii superioris alaeque nasi 
Facial Muscl e q 
: Includes: Steen USere | 
Eustachian Tube, Left : muscle 
Eustachian Tube, Right Auditory tube ‘ Levator labii superioris muscle 
Pharyngotympanic tube Mentalis muscle 
External Auditory Canal, Includes: Nasalis muscle 
Left External auditory meatus Occipitofrontalis muscle 


External Auditory Canal, 
Right 


Includes: 
Ascending pharyngeal artery 


Orbicularis oris muscle 
Procerus muscle 
Risorius muscle 
Zygomaticus muscle 


External Carotid Artery, Internal maxillary artery Includes: 

Left ; Lingual artery Chorda tympani 

External Carotid Artery, Maxillary artery Geniculate ganglion 

Right Occipital artery Greater superficial petrosal nerve 


Posterior auricular artery 
Superior thyroid artery 


Facial Nerve 


Nerve to the stapedius 
Parotid plexus 


Includes: Posterior auricular nerve 
Antihelix Seventh cranial nerve 
: Antitragus Submandibular ganglion 
External Ear, Bilateral Ansrich enidee 
External Ear, Left é 5 
External Ear, Right Earlobe Fallopian Tube, Left Oviduct 
_ Helix Fallopian Tube, Right Salpinx 
Pinna Uterine tube 
Tragus Includes: 
Includes: Circumflex iliac artery 


External Iliac Artery, Left 
External Iliac Artery, Right 


External Jugular Vein, Left 
External Jugular Vein, 
Right 


Deep circumflex iliac artery 
Inferior epigastric artery 


Includes: 
Posterior auricular vein 


Includes: 
Inferior oblique muscle 


Femoral Artery, Left 
Femoral Artery, Right 


Femoral Nerve 


Deep femoral artery 
Descending genicular artery 
External pudendal artery 
Superficial epigastric artery 


Includes: 
Anterior crural nerve 
Saphenous nerve 


Inferior rectus muscle Femoral Shaft, Left Includes: 
hile “ge Ek ; Lateral rectus muscle Femoral Shaft, Right Body of femur 
s Medial rectus muscle Includes: 


ae 


Superior oblique muscle 
Superior rectus muscle 


Femoral Vein, Left 


Deep.femoral (profunda femoris) 
vein 


Pe Includes: Femoral Vein, Right Popliteal vein 
ee * ht Ciliary body Profunda femoris (deep femoral) 
ye, nig Posterior chamber vein 

Includes: Includes: 
Angular artery Fibula, Left Body of fibula 
Ascending palatine artery Fibula, Right Head of fibula 
External maxillary artery Lateral malleolus 

Face Artery Facial artery includes: 
Inferior labial artery Finger Nail Nail bed 
Submental artery Nail plate 
Superior labial artery 
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s Foot Artery, Left 
im Foot Artery, Right 


Appendix E 


Foot Bursa and Ligament, 
Left 

Foot Bursa and Ligament, 
Right 


Foot Muscle, Left 
Foot Muscle, Right 


Foot Vein, Left 
Foot Vein, Right 


ICD-10-PCS Value | Definition 
Finger Phalangeal Joint, Includes: 


Interphalangeal (IP) joint 


Finger Phalangeal Joint, 
Right 
Includes: 


Arcuate artery 

Dorsal metatarsal artery 
Lateral plantar artery 
Lateral tarsal artery 
Medial plantar artery 


Includes: 
Calcaneocuboid ligament 
Cuneonavicular ligament 
Intercuneiform ligament 
Interphalangeal ligament 
Metatarsal ligament 
Metatarsophalangeal ligament 
Subtalar ligament 

Talocalcaneal ligament. - 
Talocalcaneonavicular ligament 
Tarsometatarsal ligament 


Includes: 

Abductor hallucis muscle 
Adductor hallucis muscle 
Extensor digitorum brevis muscle 
Extensor hallucis brevis muscle 
Flexor digitorum brevis muscle 
Flexor hallucis brevis muscle 
Quadratus plantae muscle 


Includes: 

Common digital vein 
Dorsal metatarsal vein 
Dorsal venous arch 
Plantar digital vein 
Plantar metatarsal vein 
Plantar venous arch 


Frontal Bone 


Includes: 
Zygomatic process of frontal bone 


Gastric Artery 


Includes: 
Left gastric artery 
Right gastric artery 


Glenoid Cavity, Left 
Glenoid Cavity, Right 


Glomus Jugulare 


Glossopharyngeal Nerve 


Includes: 
Glenoid fossa (of scapula) 


Includes: 
Jugular body 


Includes: 

Carotid sinus nerve 
Ninth cranial nerve 
Tympanic nerve 


t 


Hand Artery, Left 
Hand Artery, Right 


Includes: 

Deep palmar arch 
Princeps pollicis artery 
Radialis indicis 
Superficial palmar arch 


Hand Bursa and Ligament, 
Left 

Hand Bursa and Ligament, 
Right 


le 


Includes: 

Carpometacarpal ligament 
Intercarpal ligament 
Interphalangeal ligament 
Lunotriquetral ligament 
Metacarpal ligament 
Metacarpophalangeal ligament 
Pisohamate ligament 
Pisometacarpal ligament 
Scaphotrapezium ligament 


848 


ICD-10-PCS Value 


Hand Muscle, Left 
Hand Muscle, Right 


Hand Vein, Left 
Hand Vein, Right 


Head and Neck Bursa and 
Ligament 


Head and Neck 
Sympathetic Nerve 


Head Muscle 


Heart, Left 


ICD-10-PCS 2021 


Definition 
Includes: 
Hypothenar muscle 

Palmar interosseous muscle 
Thenar muscle 


Includes: 
Dorsal metacarpal vein 

Palmar (volar) digital vein 
Palmar (volar) metacarpal vein 
Superficial palmar venous arch 
Volar (palmar) digital vein 
Volar (palmar) metacarpal vein 


Includes: 
Alar ligament of axis 
Cervical interspinous ligament 
Cervical intertransverse ligament 
Cervical ligamentum flavum 
Interspinous ligament, cervical 
Intertransverse ligament, cervical 
Lateral temporomandibular ligament 
Ligamentum flavum, cervical 
Sphenomandibular ligament 
_ Stylomandibular ligament 
Transverse ligament of atlas 


Includes: 

Cavernous plexus 

Cervical ganglion 

Ciliary ganglion 

Internal carotid plexus 

Otic ganglion 

Pterygopalatine (sphenopalatine) 
ganglion 

Sphenopalatine (pterygopalatine) 
ganglion 

Stellate ganglion 

Submandibular ganglion 

Submaxillary ganglion 


Includes: 


Auricularis muscle 
Masseter muscle 
Pterygoid muscle 
Splenius capitis muscle 
Temporalis muscle 
Temporoparietalis muscle 


Includes: 
Left coronary sulcus 
Obtuse margin 


Heart, Right 


Hemiazygos Vein 


Includes: 
Right coronary sulcus 


Includes: 
Left ascending lumbar vein 
Left subcostal vein 


— 


Hepatic Artery 


Includes: 

Common hepatic artery 
Gastroduodenal artery 
Hepatic artery proper 


Hip Bursa and Ligament, 
Left 

Hip Bursa and Ligament, 
Right 


Includes: 

lliofemoral ligament 
Ischiofemoral ligament 
Pubofemoral ligament 
Transverse acetabular ligament 


Hip Joint, Left 


Trochanteric bursa 
Includes: 


Hip Joint, Right Acetabulofemoral joint 
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ICD-10-PCS Value 


ICD-10-PCS Value 


Hip Muscle, Left 
Hip Muscle, Right 


Humeral Head, Left 
Humeral Head, Right 


Humeral Shaft, Left 
Humeral Shaft, Right 


Hypogastric Vein, Left 
Hypogastric Vein, Right 


Hypoglossal Nerve 


Hypothalamus 


Inferior Mesenteric Artery 


Inferior Mesenteric Vein 


Inferior Vena Cava 


Inguinal Region, Bilateral 
Inguinal Region, Left 
Inguinal Region, Right 


Inner Ear, Left 
Inner Ear, Right 


Innominate Artery 


Innominate Vein, Left 
Innominate Vein, Right 


Internal Carotid Artery, 
Left 

Internal Carotid Artery, 
Right 


Definition 


Includes: 

Gemellus muscle 

Gluteus maximus muscle 
Gluteus medius muscle 
Gluteus minimus muscle 
lliacus muscle 

Obturator muscle 
Piriformis muscle 

Psoas muscle 

Quadratus femoris muscle 
Tensor fasciae latae muscle 


Includes: 

Greater tuberosity 

Lesser tuberosity 

Neck of humerus (anatomical) (surgical) 


Includes: 

Distal humerus 

Humerus, distal 

Lateral epicondyle of humerus 
Medial epicondyle of humerus 


Includes: 

Gluteal vein 

Internal iliac vein 

Internal pudendal vein 
Lateral sacral vein 

Middle hemorrhoidal vein 
Obturator vein 

Uterine vein 

Vaginal vein 

Vesical vein 


Includes: 
Twelfth cranial nerve 


Includes: 
Mammillary body 


Includes: 
Sigmoid artery 
Superior rectal artery 


Includes: 

Sigmoid vein 

Superior rectal vein 
Includes: 

Postcava 

Right inferior phrenic vein 
Right ovarian vein 

Right second lumbar vein 
Right suprarenal vein 
Right testicular vein 


Includes: 
Inguinal canal 
Inguinal triangle 


Includes: 

Bony labyrinth 

Bony vestibule 

Cochlea 

Round window A 
Semicircular canal 


Includes: 
Brachiocephalic artery 
Brachiocephalic trunk 


Includes: 
Brachiocephalic vein 
Inferior thyroid vein 


Includes: 
Caroticotympanic artery 
Carotid sinus 


Internal Iliac Artery, Left 
Internal Iliac Artery, Right 


| Definition 


Includes: 
Deferential artery 
Hypogastric artery 
lliolumbar artery 
Inferior gluteal artery 
Inferior vesical artery 
Internal pudendal artery 
Lateral sacral artery 
Middle rectal artery 
Obturator artery 
Superior gluteal artery 
Umbilical artery 


Uterine artery 
Vaginal artery 


Internal Mammary Artery, 
Left 

Internal Mammary Artery, 
Right 


Intracranial Artery 


Intracranial Vein 


Includes: 

Anterior intercostal artery 
Internal thoracic artery 
Musculophrenic artery 
Pericardiophrenic artery 
Superior epigastric artery 


Includes: © 

Anterior cerebral artery 

Anterior choroidal artery 

Anterior communicating artery 

Basilar artery 

Circle of Willis 

Internal carotid artery, intracranial 
portion 

Middle cerebral artery 

Ophthalmic artery 

Posterior cerebral artery 

Posterior communicating artery 

Posterior inferior cerebellar artery 
(PICA) 


Includes: 

Anterior cerebral vein 

Basal (internal) cerebral vein 
Dural venous sinus 

Great cerebral vein 

Inferior cerebellar vein 
Inferior cerebral vein 
Internal (basal) cerebral vein 
Middle cerebral vein 
Ophthalmic vein 

Superior cerebellar vein 
Superior cerebral vein 


Includes: 


Jejunum Duodenojejunal flexure 
Inludess 


Renal calyx 
Kidney Renal capsule 
Renal cortex 
Renal segment 
Kidney Pelvis, Left Includes: 
Kidney Pelvis, Right Ureteropelvic junction (UPJ) 
Includes: 
Kidney, Left Renal calyx 
Kidney, Right Renal capsule 


Kidneys, Bilateral 


Renal cortex 
Renal segment 


ICD-10-PCS 2021 
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ICD-10-PCS Value 


Knee Bursa and Ligament, 
Left 

Knee Bursa and Ligament, 
Right 


Knee Joint, Femoral 
Surface, Left 

Knee Joint, Femoral 
Surface, Right 


Knee Joint, Left 
Knee Joint, Right 


Knee Joint, Tibial Surface, 
Left 

Knee Joint, Tibial Surface, 
Right 


Knee Tendon, Left 
Knee Tendon, Right 


Lacrimal Duct, Left 
Lacrimal Duct, Right 


Definition 


Includes: 
Anterior cruciate ligament (ACL) 
Lateral collateral ligament (LCL) 
Ligament of head of fibula 
Medial collateral ligament (MCL) 
Patellar ligament 

Popliteal ligament 

Posterior cruciate ligament (PCL) 
Prepatellar bursa 


Includes: 
Femoropatellar joint 
Patellofemoral joint 


Includes: 
Femoropatellar joint 
Femorotibial joint 


Lateral meniscus 
Medial meniscus 
Patellofemoral joint 
Tibiofemoral joint 


Includes: 
Femorotibial joint 
Tibiofemoral joint 


Includes: 
Patellar tendon 


Includes: 

Lacrimal canaliculus 
Lacrimal punctum 
Lacrimal sac 
Nasolacrimal duct 


Larynx 


Includes: 
Aryepiglottic fold 
Arytenoid cartilage 
Corniculate cartilage 
Cuneiform cartilage 
False vocal cord 
Glottis 

Rima glottidis 
Thyroid cartilage 
Ventricular fold 


Lens, Left 
Lens, Right 


Liver 


Includes: 
Zonule of Zinn 


Includes: 
Quadrate lobe 


ICD-10-PCS 2021 


Definition 
Includes: 
Extensor digitorum longus muscle 
Extensor hallucis longus muscle 
Fibularis brevis muscle 

Fibularis longus muscle 

Flexor digitorum longus muscle 
Flexor hallucis longus muscle 
Gastrocnemius muscle 

Peroneus brevis muscle 

Peroneus longus muscle 

Popliteus muscle 

Soleus muscle 

Tibialis anterior muscle 
Tibialis posterior muscle 


ICD-10-PCS Value 


Lower Leg Muscle, Left 
Lower Leg Muscle, Right 


Lower Leg Tendon, Left Includes: 
Lower Leg Tendon, Right Achilles tendon 
Includes: 
L Li Frenulum labii inferioris 
dhol ea Labial gland 


Vermilion border 


Includes: 
~ Iliolumbar ligament 

Interspinous ligament, lumbar 
Intertransverse ligament, lumbar 
Ligamentum flavum, lumbar 
Sacrococcygeal ligament 
Sacroiliac ligament 

Sacrospinous ligament 
Sacrotuberous ligament 


Supraspinous ligament 
i Includes: 
binbar Nerve Lumbosacral trunk 
Spinal nerve, lumbar 
Superior clunic (cluneal) nerve 
Includes: 


Accessory obturator nerve 
Genitofemoral nerve 
lliohypogastric nerve 
llioinguinal nerve 

Lateral femoral cutaneous nerve 
Obturator nerve 


Superior gluteal nerve 


Includes: 
Cauda equina 
Conus medullaris 


Lower Spine Bursa and 
Ligament 


Lumbar Plexus 


Lumbar Spinal Cord 


Lower Arm and Wrist 
Muscle, Left 

Lower Arm and Wrist 
Muscle, Right 


Includes: 

Anatomical snuffbox 
Brachioradialis muscle 
Extensor carpi radialis muscle 
Extensor carpi ulnaris muscle 
Flexor carpi radialis muscle 
Flexor carpi ulnaris muscle 
Flexor pollicis longus muscle 
Palmaris longus muscle 
Pronator quadratus muscle 
Pronator teres muscle 


Lower Artery 


Includes: 
Umbilical artery 


Lower Eyelid, Left 
Lower Eyelid, Right 


Includes: 
Inferior tarsal plate 
Medial canthus 


Lower Femur, Left 
Lower Femur, Right 


— 


Includes: 

Lateral condyle of femur 
Lateral epicondyle of femur 
Medial condyle of femur 
Medial epicondyle of femur 


Includes: 


Lumbar Sympathetic Lumbar ganglion 


Nerve 
Lumbar splanchnic nerve 
| Includes: 
Spinous process 
Transverse process 
Lumbar Vertebra Makai iy 


Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 


Includes: 
Lumbar facet joint 


Includes: 
Lumbosacral facet joint 


Lumbar Vertebral Joint 


Lumbosacral Joint 
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ICD-10-PCS Value | Definition 
Includes: 


ICD-10-PCS Value Definition 


Includes: 
Celiac lymph node 

Gastric lymph node 

Hepatic lymph node 

Lumbar lymph node 
Pancreaticosplenic lymph node 
Paraaortic lymph node 
Retroperitoneal lymph node 


Includes: 

Buccinator lymph node 
Infraauricular lymph node 
Infraparotid lymph node 
Parotid lymph node 
Preauricular lymph node 
Submandibular lymph node 
Submaxillary lymph node 
Submental lymph node 
Subparotid lymph node 
Suprahyoid lymph node 


Lymphatic, Aortic 


Lymphatic, Head 


Includes: 

Anterior (pectoral) lymph node 
Apical (subclavicular) lymph node 
Brachial (lateral) lymph node 
Central axillary lymph node 

Lateral (brachial) lymph node 
Pectoral (anterior) lymph node 
Posterior (subscapular) lymph node 
Subclavicular (apical) lymph node 
Subscapular (posterior) lymph node 


Lymphatic, Left Axillary 


a Includes: 


Lymphatic, Left Lower F 


a emoral lymph node 
Extremity Popliteal lymph node 
Includes: 


Cervical lymph node 

Jugular lymph node 

Mastoid (postauricular) lymph node 

Occipital lymph node 

Postauricular (mastoid) lymph node 

Retropharyngeal lymph node 

Supraclavicular (Virchow's) lymph 
node 

Virchow's (supraclavicular) lymph 
node 


Lymphatic, Left Neck 


Includes: 

Cubital lymph node 

Deltopectoral (infraclavicular) lymph 
node 

Epitrochlear lymph node 

Infraclavicular (deltopectoral) lymph 
node 

Supratrochlear lymph node 


Includes: 

Inferior mesenteric lymph node 
Pararectal lymph node 

Superior mesenteric lymph node 


Lymphatic, Left Upper 
Extremity 


Lymphatic, Mesenteric 


Includes: 2 

Common iliac (subaortic) lymph 
node 

Gluteal lymph node 

lliac lymph node 

Inferior epigastric lymph node 

Obturator lymph node 

Sacral lymph node 

Subaortic (common iliac) lymph 
node 

Suprainguinal lymph node 


Lymphatic, Pelvis 


Lymphatic, Right Axillary 


Anterior (pectoral) lymph node 
Apical (subclavicular) lymph node 
Brachial (lateral) lymph node 
Central axillary lymph node 

Lateral (brachial) lymph node 
Pectoral (anterior) lymph node 
Posterior (subscapular) lymph node 
Subclavicular (apical) lymph node 
Subscapular (posterior) lymph node 


Lymphatic, Right Lower 
Extremity 


Includes: 
Femoral lymph node 
Popliteal lymph node 


Lymphatic, Right Neck 


Lymphatic, Right Upper 
Extremity 


Includes: 

Cervical lymph node 

Jugular lymph node 

Mastoid (postauricular) lymph node 

Occipital lymph node 

Postauricular (mastoid) lymph node 

Retropharyngeal lymph node 

Right jugular trunk 

Right lymphatic duct 

Right subclavian trunk 

Supraclavicular (Virchow's) lymph 
node 

Virchow's (supraclavicular) lymph 

node 
Includes: 

Cubital lymph node 

Deltopectoral (infraclavicular) lymph 
node 

Epitrochlear lymph node 

Infraclavicular (deltopectoral) lymph 
node 


Lymphatic, Thorax 


Supratrochlear lymph node 
Includes: 


Intercostal lymph node 
Mediastinal lymph node 
Parasternal lymph node 
Paratracheal lymph node 
Tracheobronchial lymph node 


Main Bronchus, Right 


Mandible, Left 
Mandible, Right 


Mastoid Sinus, Left 
Mastoid Sinus, Right 


Includes: 
Bronchus intermedius 
Intermediate bronchus 


Includes: 
Alveolar process of mandible 
Condyloid process 
Mandibular notch 

Mental foramen 


Includes: 
Mastoid air cells 


Includes: 


Maxilla Alveolar process of maxilla 
Tr Includes: 


Maxillary Sinus, Left 
Maxillary Sinus, Right 


Median Nerve 


Antrum of Highmore 


Includes: 
Anterior interosseous nerve 


Palmar cutaneous nerve 


Mediastinum 


Medulla Oblongata 


Includes: 
Mediastinal cavity 
Mediastinal space 


Includes: 
Myelencephalon 


Mesentery 


Includes: 
Mesoappendix 
Mesocolon 


Teen ———E———EE—E—E—E—E—e—e=eEeEeE=Eeeee _—_ _—_e —_—<_ee 
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ICD-10-PCS 2021 


ee eeeeeeeeeeeeeeeeeeeeeeeeeEeEeEeEeEeEeEeEyEyEEE————EEE EE 


ICD-10-PCS Value 


Metatarsal-Phalangeal 
Joint, Left 
Metatarsal-Phalangeal 
Joint, Right 


Middle Ear, Left 
Middle Ear, Right 


Definition 


Includes: 


Metatarsophalangeal (MTP) joint 


Includes: 
Oval window 
Tympanic cavity 


Minor Salivary Gland 


Includes: 
Anterior lingual gland 


Mitral Valve 


Includes: 

Bicuspid valve 

Left atrioventricular valve 
Mitral annulus 


Nasal Bone 


Nasal Mucosa and Soft 
Tissue 


Includes: 
Vomer of nasal septum 


Includes: 
Columella 


External naris 
Greater alar cartilage 
Internal naris 

Lateral nasal cartilage 
Lesser alar cartilage 
Nasal cavity 

Nostril 


Includes: 
Quadrangular cartilage 


Nasal Septum Septal cartilage 
Vomer bone 
Includes: 
Inferior turbinate 

Nasal Turbinate Middle turbinate 


Nasopharynx 


Pharyngeal recess 
Rhinopharynx 
Includes: 


Neck Muscle, Left 
Neck Muscle, Right 


Nasal concha 
Superior turbinate 


Includes: 
Choana 
Fossa of Rosenmuller 


Anterior vertebral muscle 
Arytenoid muscle 
Cricothyroid muscle 
Infrahyoid muscle 
Levator scapulae muscle 
Platysma muscle 

Scalene muscle 

Splenius cervicis muscle 
Sternocleidomastoid muscle 
Suprahyoid muscle 
Thyroarytenoid muscle 


Nipple, Left 
Nipple, Right 


Occipital Bone 


Includes: 
Areola 


Includes: 
Foramen magnum 


Oculomotor Nerve 


Includes: 
Third cranial nerve 


Olfactory Nerve 


Includes: 
First cranial nerve 
Olfactory bulb 


ICD-10-PCS Value 


Omentum 


Definition 
Includes: 
Gastrocolic ligament 
Gastrocolic omentum 
Gastrohepatic omentum 
Gastrophrenic ligament 
Gastrosplenic ligament 
Greater Omentum 
Hepatogastric ligament 


Lesser Omentum 
——F.., = 


Optic Nerve 


Orbit, Left 
Orbit, Right 


Optic chiasma 
Second cranial nerve 


Includes: 

Bony orbit 

Orbital portion of ethmoid bone 
Orbital portion of frontal bone 
Orbital portion of lacrimal bone 
Orbital portion of maxilla 

Orbital portion of palatine bone 
Orbital portion of sphenoid bone 
Orbital portion of zygomatic bone 


Pancreatic Duct 


Includes: 
Duct of Wirsung 


Pancreatic Duct, Accessory 


Includes: 
Duct of Santorini 


Parotid Duct, Left 
Parotid Duct, Right 


Includes: 
Stensen's duct 


Pelvic Bone, Left 
Pelvic Bone, Right 


Includes: 
lliac crest 
Ilium 
Ischium 
Pubis 


; ; Includes: 
Pelvic Cavity Retropubic space 


Penis 


Perineum Muscle 


Includes: 
Corpus cavernosum 
Corpus spongiosum 


codagdheudess 2S ame 


Bulbospongiosus muscle 
Cremaster muscle 

Deep transverse perineal muscle 
Ischiocavernosus muscle 
Levator ani muscle 

Superficial transverse perineal 


muscle 
Peritoneum Includes: 
Epiploic foramen 
Peroneal Artery, Left Includes: 
Peroneal Artery, Right Fibular artery 
Includes; 


Peroneal Nerve 


Common fibular nerve 
Common peroneal nerve 
External popliteal nerve 
Lateral sural cutaneous nerve 


Pharynx 


Includes: 

Base of Tongue 
Hypopharynx 
Laryngopharynx 
Lingual tonsil 
Oropharynx 

Piriform recess (sinus) 
Tongue, base of 


Phrenic Nerve 


Includes: 
Accessory phrenic nerve 
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Definition 


ICD-10-PCS Value 


Pituitary Gland 


Pons 


Popliteal Artery, Left 
Popliteal Artery, Right 


Includes: 
Adenohypophysis 
Hypophysis 
Neurohypophysis 
Includes: 
Apneustic center 
Basis pontis 
Locus ceruleus 
Pneumotaxic center 
Pontine tegmentum 
Superior olivary nucleus 


Includes: 

Inferior genicular artery 
Middle genicular artery 
Superior genicular artery 
Sural artery 
Tibioperoneal trunk 


Includes: 


Portal Vein 3 g 
Hepatic portal vein 
Includes: 
Prepuce Foreskin 
Glans penis 
1 Includes: 


Pudendal Nerve 


Posterior labial nerve 
Posterior scrotal nerve 


Pulmonary Artery, Left 


Pulmonary Valve 


Includes: 
Arterial canal (duct) 


Botallo's duct 
Pulmoaortic canal 


Includes: 
Pulmonary annulus 
Pulmonic valve 


Pulmonary Vein, Left 


Includes: 
Left inferior pulmonary vein 
Left superior pulmonary vein 


Pulmonary Vein, Right 


Radial Artery, Left 


Radial Artery, Right 


Includes: 
Right inferior pulmonary vein 
Right superior pulmonary vein 


Includes: 
Radial recurrent artery 


Includes: 


Radial Nerve 


Dorsal digital nerve 
Musculospiral nerve 

Palmar cutaneous nerve 
Posterior interosseous nerve 


om 


Radius, Left Includes: 
Radius, Right | Ulnar notch 

Includes: 
Rectum 


Renal Artery, Left 
Renal Artery, Right 


Renal Vein, Left 


Anorectal junction 


Includes: 
Inferior suprarenal artery 


Renal segmental artery 


Includes: 

Left inferior phrenic vein 
Left ovarian vein 

Left second lumbar vein 
Left suprarenal vein 

Left testicular vein 


Retina, Left 
Retina, Right 


Retroperitoneum 


Includes: 
Fovea 
Macula 
Optic disc 


Includes: 
Retroperitoneal cavity 
Retroperitoneal space 


ICD-10-PCS Value 


Rib(s) Bursa and Ligament 


Sacral Nerve 


Costotransverse ligament 


> 
GS 
Definition rs 
; = 
Includes: 2. 
BR 
ee 03} 


Includes: 
Spinal nerve, sacral 


Sacral Plexus 


Includes: 
Inferior gluteal nerve 
Posterior femoral cutaneous nerve 


Sacral Sympathetic 
Nerve 


whe Pudendal nerve 


Includes: 

Ganglion impar (ganglion of 
Walther) 

Pelvic splanchnic nerve 

Sacral ganglion 

Sacral splanchnic nerve 


suoljUuleag weg Apog 


Sacrococcygeal Joint 


Includes: 


Sacrococcygeal symphysis 


Saphenous Vein, Left 
Saphenous Vein, Right 


Scapula, Left 
Scapula, Right 


Superficial epigastric vein 


Includes: 

External pudendal vein 
Great(er) saphenous vein 
Lesser saphenous vein 

Small saphenous vein 
Superficial circumflex iliac vein 


oot 


Includes: 
Acromion (process) 
Coracoid process 


Sciatic Nerve 


Includes: 
Ischiatic nerve 


Shoulder Bursa and 
Ligament, Left 
Shoulder Bursa and 
Ligament, Right 


Includes: 

Acromioclavicular ligament 
Coracoacromial ligament 
Coracoclavicular ligament 
Coracohumeral ligament 
Costoclavicular ligament 
Glenohumeral ligament 
Interclavicular ligament 
Sternoclavicular ligament 
Subacromial bursa 
Transverse humeral ligament 
Transverse scapular ligament 


Shoulder Joint, Left 
Shoulder Joint, Right 


Includes: 
Glenohumeral joint 
Glenoid ligament (labrum) 


Shoulder Muscle, Left 
Shoulder Muscle, Right 


Teres minor muscle 
Includes: 


Sigmoid Colon 


Skin 


Sebaceous gland 
Sweat gland 
Skin, Chest Includes: 


Includes: 

Deltoid muscle 
Infraspinatus muscle 
Subscapularis muscle 
Supraspinatus muscle 
Teres major muscle 


Rectosigmoid junction 
Sigmoid flexure 


Includes: 
Dermis 
Epidermis 


Sphenoid Bone 


Breast procedures, skin only 
Includes: 


Greater wing 
Lesser wing 

Optic foramen 
Pterygoid process 
Sella turcica 


ICD-10-PCS 2021 
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Initions 


Definition 


Includes: 

Epidural space, spinal 
Extradural space, spinal 
Subarachnoid space, spinal 


Subdural space, spinal 
Vertebral canal 


ICD-10-PCS Value 


Spinal Canal 


Includes: 

Arachnoid mater, spinal 
Denticulate (dentate) ligament 
Dura mater, spinal 

Filum terminale 
Leptomeninges, spinal 

Pia mater, spinal 


Body Part Def 


Spinal Meninges 


Includes: 


Appendix E 


Spleen Accessory spleen 
Includes: 


‘ Left gastroepiploic artery 
ORES) Pancreatic artery 
Short gastric artery 


Includes: 
Left gastroepiploic vein 
Pancreatic vein 


Splenic Vein 


Includes: 
Manubrium 
Suprasternal notch 
Xiphoid process 


Sternum 


Includes: 
Costoxiphoid ligament 
Sternocostal ligament 


Sternum Bursa and 
Ligament 


Includes: 
Pyloric antrum 
Pyloric canal 
Pyloric sphincter 


Stomach, Pylorus 


Includes: 
Subclavian Artery, Left Costocervical trunk 


Subclavian Artery, Right 


Dorsal scapular artery 
Internal thoracic artery 
Subcutaneous Tissue and Includes: 


Fascia, Chest Pectoral fascia 
Includes: 
Masseteric fascia 


Orbital fascia 
Submandibular space 


Subcutaneous Tissue and 
Fascia, Face 


Subcutaneous Tissue and Includes: 


Fascia, Left Foot Plantar fascia (aponeurosis) 


Includes: 
Palmar fascia (aponeurosis) 


Subcutaneous Tissue and 
Fascia, Left Hand 


Includes: 
Antebrachial fascia 
Bicipital aponeurosis 


Subcutaneous Tissue and 
Fascia, Left Lower Arm 


Includes: 
Subcutaneous Tissue and Deep cervical fascia 
Pretracheal fascia 


Fascia, Left Neck 
Prevertebral fascia 


| Includes: 
Axillary fascia 


Subcutaneous Tissue and Deltoid fascia 

Fascia, Left Upper Arm Infraspinatus fascia 
Subscapular aponeurosis 
Supraspinatus fascia 


Includes: 
Subcutaneous Tissue and le . 
Fascia, Left Upper Leg . : 

lliac fascia 


lliotibial tract (band) 


854 
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Subcutaneous Tissue and 
Fascia, Right Foot 


Subcutaneous Tissue and 
Fascia, Right Hand 


Subcutaneous Tissue and 


Fascia, Right Lower Arm 


Subcutaneous Tissue and 
Fascia, Right Neck 


ICD-10-PCS 2021 


Definition 


Includes: 
Plantar fascia (aponeurosis) 


Includes: 
Palmar fascia (aponeurosis) 


Includes: 
Antebrachial fascia 
Bicipital aponeurosis 


Includes: 

Deep cervical fascia 
Pretracheal fascia 
Prevertebral fascia 


Subcutaneous Tissue and 
Fascia, Right Upper Arm 


Includes: 

Axillary fascia 

Deltoid fascia 
Infraspinatus fascia 
Subscapular aponeurosis 
Supraspinatus fascia 


Subcutaneous Tissue and 
Fascia, Right Upper Leg 


Includes: 
Crural fascia 
Fascia lata 
lliac fascia 


lliotibial tract (band) 
Subcutaneous Tissue and Includes: 


Fascia, Scalp 


Galea aponeurotica 


Subcutaneous Tissue and 


Includes: 
External oblique aponeurosis 


Fascia, Trunk : ; 
Transversalis fascia 
Submaxillary Gland, Left Includes: 
Submaxillary Gland, Right Submandibular gland 
Includes: 
lleal artery 


Superior Mesenteric Artery 


lleocolic artery 
Inferior pancreaticoduodenal artery 
Jejunal artery 


Superior Mesenteric Vein 


Superior Vena Cava 


Tarsal Joint, Left 
Tarsal Joint, Right 


Precava 


Includes: 
Right gastroepiploic vein 
Includes: 


Includes: 

Calcaneocuboid joint 
Cuboideonavicular joint 
Cuneonavicular joint 
Intercuneiform joint 
Subtalar (talocalcaneal) joint 
Talocalcaneal (subtalar) joint 


Tarsal, Left 
Tarsal, Right 


Talocalcaneonavicular joint 
Includes: ~ 


Calcaneus 

Cuboid bone 

Intermediate cuneiform bone 
Lateral cuneiform bone 
Medial cuneiform bone 
Navicular bone 

Talus bone 


Temporal Artery, Left 
Temporal Artery, Right 


Includes: 

Middle temporal artery 
Superficial temporal artery 
Transverse facial artery 


Temporal Bone, Left 
Temporal Bone, Right 


Includes: 

Mastoid process 

Petrous part of temporal bone 
Tympanic part of temporal bone 
Zygomatic process of temporal bone 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


Appendix E: Body Part Definitions 


ICD-10-PCS Value Definition 
Includes: 
Epithalamus 
Geniculate nucleus 
Metathalamus 
Pulvinar 


Thalamus 


Includes; 
Aortic arch 
Ascending aorta 


Thoracic Aorta, 
Ascending/Arch 


Includes: 
Left jugular trunk 
Left subclavian trunk 


Thoracic Duct 


Includes: 
Intercostal nerve 
Intercostobrachial nerve 
Spinal nerve, thoracic 
Subcostal nerve 


Thoracic Nerve 


Includes: 

Cardiac plexus 
Esophageal plexus 
Greater splanchnic nerve 
Inferior cardiac nerve 
Least splanchnic nerve 
Lesser splanchnic nerve 
Middle cardiac nerve 
Pulmonary plexus 
Superior cardiac nerve 
Thoracic aortic plexus 


Thoracic ganglion 
Includes: 
Spinous process 


Transverse process 
Vertebral arch 
Vertebral body 
Vertebral foramen 
Vertebral lamina 
Vertebral pedicle 


Thoracic Sympathetic 
Nerve 


Thoracic Vertebra 


Includes: 
Costotransverse joint 
Costovertebral joint 

Thoracic facet joint 


Thoracic Vertebral Joint 


Includes: 
Thoracolumbar facet joint 


Thoracolumbar Vertebral 
Joint 


Includes: 

Intercostal muscle 
Levatores costarum muscle 
Pectoralis major muscle 
Pectoralis minor muscle 
Serratus anterior muscle 
Subclavius muscle 
Subcostal muscle 
Transverse thoracis muscle 


= Includes: 
Thymus gland 


Thorax Muscle, Left 
Thorax Muscle, Right 


Thymus 


Includes: 

Cricothyroid artery ‘ 
Hyoid artery 
Sternocleidomastoid artery 
Superior laryngeal artery 
Superior thyroid artery 


Thyrocervical trunk 
Includes: 
Lateral condyle of tibia 


Medial condyle of tibia 
Medial malleolus 


Thyroid Artery, Left 
Thyroid Artery, Right 


Tibia, Left 
Tibia, Right 
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Tibial Nerve 


Definition 


Includes: 

Lateral plantar nerve 

Medial plantar nerve 

Medial popliteal nerve 
Medial sural cutaneous nerve 


Toe Nail 


Includes: 
Nail bed 
Nail plate 


Toe Phalangeal Joint, Left | 
Toe Phalangeal Joint, 
Right 


Includes: 
Interphalangeal (IP) joint 


Tongue 


Tongue, Palate, Pharynx 
Muscle 


Includes: 
Frenulum linguae 


Includes: 

Chondroglossus muscle 
Genioglossus muscle 
Hyoglossus muscle 

Inferior longitudinal muscle 
Levator veli palatini muscle 
Palatoglossal muscle 
Palatopharyngeal muscle 
Pharyngeal constrictor muscle 
Salpingopharyngeus muscle 
Styloglossus muscle 
Stylopharyngeus muscle 


Superior longitudinal muscle 
Tensor veli palatini muscle 


Includes: 
Palatine tonsil 


Tonsils 
Trachea 


Includes: 
Cricoid cartilage 


Transverse Colon 


Tricuspid Valve 


Includes: 
Hepatic flexure 
Splenic flexure 


Includes: 
Right atrioventricular valve 
Tricuspid annulus 


Trigeminal Nerve 


Trochlear Nerve 


Trunk Muscle, Left 
Trunk Muscle, Right 


Tympanic Membrane, Left 
Tympanic Membrane, 
Right 


Una, Left Includes: 


Ulna, Right 


sega! ets 


Includes: 

Fifth cranial nerve 
Gasserian ganglion 
Mandibular nerve 
Maxillary nerve 
Ophthalmic nerve 
Trifacial nerve 


Includes: 
Fourth cranial nerve 


Includes: 

Coccygeus muscle 

Erector spinae muscle 
Interspinalis muscle 
Intertransversarius muscle 
Latissimus dorsi muscle 
Quadratus lumborum muscle 
Rhomboid major muscle 
Rhomboid minor muscle 
Serratus posterior muscle 
Transversospinalis muscle 
Trapezius muscle 


Includes: 
Pars flaccida 


Olecranon process 
Radial notch 


nnn, 
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Appendix E: Body Part Definitions 
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Ulnar Artery, Left 


Definition 


Includes: 
Anterior ulnar recurrent artery 


Ulnar Artery, Right Common interosseous artery 
Posterior ulnar recurrent artery 
Includes: 

SUT A DINK Cubital nerve 


Biceps brachii muscle 


Coracobrachialis muscle 
Triceps brachii muscle 


Aortic intercostal artery 


Includes: 

Upper Arm Muscle, Left rap 

Upper Arm Muscle, Right Brachialis muscle 

| Includes: 

Upper Artery Bronchial artery 
Esophageal artery 
Subcostal artery 
Includes: 

Upper Eyelid, Left Lateral canthus 


Upper Eyelid, Right 


Upper Femur, Left 
Upper Femur, Right 


Upper Leg Muscle, Left 
Upper Leg Muscle, Right 


Upper Lip 


Ligament 


Ureter 

Ureter, Left 
Ureter, Right 
Ureters, Bilateral 


Levator palpebrae superioris muscle 
Orbicularis oculi muscle 
Superior tarsal plate 


Includes: 

Femoral head 
Greater trochanter 
Lesser trochanter 
Neck of femur 


Includes: 
Adductor brevis muscle 
Adductor longus muscle 
Adductor magnus muscle 
Biceps femoris muscle 
Gracilis muscle 

Pectineus muscle 
Quadriceps (femoris) 
Rectus femoris muscle 
Sartorius muscle 
Semimembranosus muscle 
Semitendinosus muscle 
Vastus intermedius muscle 
Vastus lateralis muscle 
Vastus medialis muscle 


Includes: 
Frenulum labii superioris 
Labial gland 

Vermilion border 


Intertransverse ligament, thoracic 
Ligamentum flavum, thoracic 
Supraspinous ligament 


Includes: 
Upper Spine Bursaand Interspinous ligament, thoracic 
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Uterus 


Uvula 


Vagus Nerve 


Vas Deferens 
Vas Deferens, Bilateral 
Vas Deferens, Left 

Vas Deferens, Right 


Ventricle, Right 
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Definition 
Includes: 
Fundus uteri 
Myometrium 
Perimetrium 
Uterine cornu 


Includes: 
Palatine uvula 


Includes: 
Anterior vagal trunk 
Pharyngeal plexus 
Pneumogastric nerve 
Posterior vagal trunk 
Pulmonary plexus 
Recurrent laryngeal nerve 
Superior laryngeal nerve 
Tenth cranial nerve 


Includes: 
Ductus deferens 
Ejaculatory duct 


Includes: 


Ventricular Septum 


Conus arteriosus 
| Includes: 
Interventricular septum 


Includes: 
Vertebral Artery, Leit Anterior spinal artery 


Vertebral Artery, Right 


Vertebral Vein, Left 
Vertebral Vein, Right 


Posterior spinal artery 


Includes: 
Deep cervical vein 


Suboccipital venous plexus 


Vestibular Gland 


Includes: 

Bartholin's (greater vestibular) gland 
Greater vestibular (Bartholin's) gland 
Paraurethral (Skene's) gland 

Skene's (paraurethral) gland 


Vitreous, Left Includes: 
Vitreous, Right Vitreous body 
Vocal Cord, Left Includes: 
Vocal Cord, Right Vocal fold 
Includes: 
Vulva Labia majora 


Wrist Bursa and Ligament, 
Left 

Wrist Bursa and Ligament, 
Right 


Includes: 
Ureteral orifice 
Ureterovesical orifice 


Urethra 


Includes: 


Bulbourethral (Cowper's) gland 
Cowper's (bulbourethral) gland 
External urethral sphincter 
Internal urethral sphincter 
Membranous urethra 

Penile urethra 

Prostatic urethra 


— 


Uterine Supporting 
Structure 


Includes: 

Broad ligament 
Infundibulopelvic ligament 
Ovarian ligament 

Round ligament of uterus 


Labia minora 


Includes: 

Palmar ulnocarpal ligament 
Radial collateral carpal ligament 
Radiocarpal ligament 
Radioulnar ligament 
Scapholunate ligament 

Ulnar collateral carpal ligament 


Wrist Joint, Left 
Wrist Joint, Right 


Includes: 
Distal radioulnar joint 
Radiocarpal joint 
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Appendix F: Device Classification 


In most PCS codes, the sixth character of the code classifies the device. The sixth character device value “defines the material or appliance used to 

accomplish the objective of the procedure that remains in or on the procedure site at the end of the procedure.” If the device is the means by which 
the procedural objective is accomplished, then a specific device value is coded in the sixth character. If no device is used to accomplish the objective 
of the procedure, the device value No Device is coded in the sixth character. In limited root operations, the classification provides the qualifier values 


Temporary and Intraoperative, for specific procedures involving clinically significant devices whose purpose is brief use during the procedure or 
current inpatient stay. 


J xipueddy 


Material that is classified as a PCS device is distinguished from material classified as a PCS substance by its having a specific location. A device is 
intended to maintain a fixed location at the procedure site where it was put, whereas a substance is intended to disperse or be absorbed in the 


body. There are circumstances in which a device does not stay where it was put and may need to be “revised” in a subsequent procedure to move 
the device back to its intended location. 


JEIJISSL]D Bd1A0G 


uol 


Material classified as a PCS device is also distinguishable by the fact that it is removable. Although it may not be practical to remove some types of 
devices once they become established at the site, it is physically possible to remove a device for some time after the procedure. A skin graft, for 
example, once it “takes,” may be nearly indistinguishable from the surrounding skin and so is no longer clearly identifiable as a device. Nevertheless 
procedures that involve material coded as a device can for the most part be “reversed” by removing the device from the procedure site. 
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General Device Types 


Device Type 


Examples 


Grafts Biological or synthetic material that takes the place of all or | Full- or partial-thickness skin grafts: 
a portion of a body part. - Autologous 
« Nonautologous 
+ Synthetic 
- Zooplastic 
Other tissue grafts: 
- Bone 
- Tendon 
» Vascular 
Prosthesis Biological or synthetic material that takes the place of all or | Joint prosthesis: 
a portion of a body part. - Autologous 
« Nonautologous 
> Synthetic 
Implants Therapeutic material that is not absorbed by, eliminated by, | External fixation device 


or incorporated into a body part. Internal fixation device: 

- Orthopaedic pins 

+ Intramedullary rods 
Radioactive element implant 


Mesh 
Simple or mechanical | Biological or synthetic material that assists or prevents a Drainage device 


appliances physiological function. Extraluminal device 

Endobrachial device 

Fusion device 

Intraluminal device (can be temporary) 
Tracheostomy device 


IUD 
Electronic appliances | Electronic appliances used to assist, monitor, take the pace | Cardiac leads 
of, or prevent a physiological function. Diaphragmatic pacemaker 


External heart assist system 

Short-term external heart assist system (Intraoperative) 
Fetal monitoring 

Hearing device 

Monitoring device 

Neurostimulator 


External appliances | Performed without making an incision or a puncture, external teenie 
appliances are used for the purpose of protection, Cast 
immobilization, stretching, compression, or packing. Packing material 
Pressure dressing 


Traction apparatus 
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Transplant/Grafting Tissue Type Terminology 


ica 


= ‘Terminology ges = pee: 


= Tissue Type ee : ne 
c Tissue or organ transferred into a new position in the body of the same individual | Autograft 
(we) Autologous 
g Autoplastic 
= Having to do with individuals or tissues that have identical genes, such as identical _| Isograft 

Qa twins Isologous 
res Syngeneic 
2s Syngraft 

= Tissue or organ taken from different individuals of the same species Allogeneic 
7] Allograft 
a, 

2. Homologous 
<< 


Homograft 
Tissue or organ from a cadaver Nonautologous 
Tissue or organ from individuals of different species Heterogeneic 


Heterologous 
Xenogeneic 
Xenograft 


ee ee Ne ae eee 
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Device Key 
Term 


3f (Aortic) Bioprosthesis valve 


AbioCor® Total Replacement 
Heart 


Absolute Pro Vascular (OTW) 
Self-Expanding Stent System 


Acculink (RX) Carotid Stent 
System 


ICD-10-PCS Value 


Zooplastic Tissue in Heart and Great 
Vessels 


Synthetic Substitute 


Intraluminal Device 


Intraluminal Device 


Acellular Hydrated Dermis 


Nonautologous Tissue Substitute 


Acetabular cup 
Activa PC neurostimulator 


Liner in Lower Joints 


Stimulator Generator, Multiple Array for 
Insertion in Subcutaneous Tissue and 
Fascia 


Activa RC neurostimulator 


Stimulator Generator, Multiple Array 
Rechargeable for Insertion in 
Subcutaneous Tissue and Fascia 


Activa SC neurostimulator 


ACUITY™ Steerable Lead 


Advisa (MRI) 


Stimulator Generator, Single Array for 
Insertion in Subcutaneous Tissue and 
Fascia 


Cardiac Lead, Pacemaker for Insertion in 
Heart and Great Vessels 
Cardiac Lead, Defibrillator for Insertion 


in Heart and Great Vessels 
Pacemaker, Dual Chamber for Insertion 


in Subcutaneous Tissue and Fascia 


AFX® Endovascular AAA System | Intraluminal Device 
AMPLATZER® Muscular VSD 


Occluder 
AMS 889° Urinary Control Artificial Sphincter in Urinary System 


System 


AneuRx® AAA Advantage® Intraluminal Device 
Annuloplasty ring Synthetic Substitute 


Articulating Spacer in Lower Joints 


Articulating Spacer (Antibiotic) 
Artificial anal sphincter (AAS) 


Synthetic Substitute 


Artificial Sphincter in Gastrointestinal 
System 


Artificial bowel sphincter 


(neosphincter) 
Artificial urinary sphincter (AUS) | Artificial Sphincter in Urinary System 


Ascenda Intrathecal Catheter 


Artificial Sphincter in Gastrointestinal 
System 


Infusion Device 


Assurant (Cobalt) stent 
AtriClip LAA Exclusion System 
Attain Ability® Lead 


Attain StarFix® (OTW) Lead 


Intraluminal Device 


Extraluminal Device 


Cardiac Lead, Pacemaker for Insertion in 
Heart and Great Vessels 

Cardiac Lead, Defibrillator for Insertion 
in Heart and Great Vessels 


Cardiac Lead, Pacemaker for Insertion in 
Heart and Great Vessels 

Cardiac Lead, Defibrillator for Insertion 
in Heart and Great Vessels 


Autograft Autologous Tissue Substitute 


ee 
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Autologous artery graft 


Autologous vein graft 


ICD-10-PCS Value 


Autologous Arterial Tissue in Heart and 
Great Vessels 

Autologous Arterial Tissue in Upper 
Arteries 

Autologous Arterial Tissue in Lower 
Arteries 

Autologous Arterial Tissue in Upper 
Veins 

Autologous Arterial Tissue in Lower 
Veins 


Autologous Venous Tissue in Heart and 
Great Vessels 

Autologous Venous Tissue in Upper 
Arteries 

Autologous Venous Tissue in Lower 
Arteries 

Autologous Venous Tissue in Upper 
Veins 

Autologous Venous Tissue in Lower 
Veins 


Axial Lumbar Interbody a Fusion Device in Lower Joints 


System 


5 xipueddy 


AxiaLIF® System 


Interbody Fusion Device in Lower Joints 


BAK/C® Interbody Cervical 
Fusion System 


Interbody Fusion Device in Upper Joints 


Bard® Composix® (E/X)(LP) 
mesh 


| 


Synthetic Substitute 


Bard® Composix® Kugel® patch | Synthetic Substitute 
Bard® Dulex™ mesh Synthetic Substitute 


Bard® Ventralex™ hernia patch 


Synthetic Substitute 


Baroreflex Activation Therapy? 
(BAT®) 


Tissue and Fascia 
Barricaid® Annular Closure Synthetic Substitute 
Device (ACD) 


Stimulator Lead in Upper Arteries 
Stimulator Generator in Subcutaneous 


Berlin Heart Ventricular Assist | Implantable Heart Assist System in 
Device Heart and Great Vessels 


Bioactive embolization coil(s) Intraluminal Device, Bioactive in Upper 


Arteries 
Biventricular external heart Short-term External Heart Assist System 


assist system 


Blood glucose monitoring Monitoring Device 
system 


Bone anchored hearing device 


Bone bank bone graft 


in Heart and Great Vessels 


Hearing Device, Bone Conduction for 
Insertion in Ear, Nose, Sinus 

Hearing Device, in Head and Facial 
Bones 


Nonautologous Tissue Substitute 


Bone screw 
(interlocking)(lag) (pedicle) 
(recessed) 


Bovine pericardial valve Zooplastic Tissue in Heart and Great 
Vessels 
2 ee ie ae dl ee ee eS 


Bovine pericardium graft 


Internal Fixation Device in Head and 
Facial Bones 

Internal Fixation Device in Upper Bones 
Internal Fixation Device in Lower Bones 


Zooplastic Tissue in Heart and Great 
Vessels 


Brachytherapy seeds 


Radioactive Element 


BRYAN® Cervical Disc System 


Synthetic Substitute 


BVS 5000 Ventricular Assist 
Device 


Short-term External Heart Assist System 
in Heart and Great Vessels 
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Cardiac contractility 
modulation lead 


Cardiac event recorder 


ICD-10-PCS Value 


Cardiac Lead in Heart and Great Vessels 


Monitoring Device 


Cardiac resynchronization 
therapy (CRT) lead 


Cardiac Lead, Pacemaker for Insertion in 
Heart and Great Vessels 
Cardiac Lead, Defibrillator for Insertion 


CardioMEMS® pressure sensor 


Carotid (artery) sinus 
(baroreceptor) lead 


Carotid WALLSTENT® Monorail® 


in Heart and Great Vessels 
Monitoring Device, Pressure Sensor for 


Insertion in Heart and Great Vessels 


Stimulator Lead in Upper Arteries 


Intraluminal Device 


Endoprosthesis 
Centrimag® Blood Pump | Short-term External Heart Assist System 
in Heart and Great Vessels 


Ceramic on ceramic bearing 
surface 


Continuous Glucose Monitoring 
(CGM) device 


Cook Biodesign® Fistula Plug(s) 
Cook Biodesign® Hernia Graft(s) 


Cook Biodesign® Layered 
Graft(s) 


Cook Zenapro™ Layered Graft(s) 
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Monitoring Device 


Nonautologous Tissue Substitute 
Nonautologous Tissue Substitute 


Nonautologous Tissue Substitute 


Nonautologous Tissue Substitute 


Cook Zenith AAA Endovascular | Intraluminal Device 


Graft 


Cook Zenith® Fenestrated AAA 
Endovascular Graft 


Synthetic Substitute, Ceramic for 
Replacement in Lower Joints 


Intraluminal Device, Branched or 
Fenestrated, One or Two Arteries for 
Restriction in Lower Arteries 
Intraluminal Device, Branched or 
Fenestrated, Three or More Arteries for 
Restriction in Lower Arteries 


CoreValve transcatheter aortic | Zooplastic Tissue in Heart and Great 


valve 


Cesium-131 Collagen Implant | Radioactive Element, Cesium-131 


CivaSheet® 


Collagen Implant for Insertion in Central 
Nervous System and Cranial Nerves 


Radioactive Element 


Clamp and rod internal fixation 


system (CRIF) 


Internal Fixation Device in Upper Bones 
Internal Fixation Device in Lower Bones 


Cormet Hip Resurfacing System 
CoRoent® XL 


Vessels 
Resurfacing Device in Lower Joints 
Interbody Fusion Device in Lower Joints 


Corox (OTW) Bipolar Lead Car 
H 


COALESCE® radiolucent 
interbody fusion device 


Interbody Fusion Device, Radiolucent 
Porous in New Technology 


CoAxia NeuroFlo catheter 


Intraluminal Device 


Cobalt/chromium head and 
polyethylene socket 


Synthetic Substitute, Metal on 
Polyethylene for Replacement in Lower 
Joints 


Cobalt/chromium head and 
socket 


Cochlear implant (Cl), multiple 
channel (electrode) 


Synthetic Substitute, Metal for 
Replacement in Lower Joints 


Hearing Device, Multiple Channel 
Cochlear Prosthesis for Insertion in Ear, 


Nose, Sinus 
Cochlear implant (Cl), single Hearing Device, Single Channel 


channel (electrode) 


COGNIS® CRT-D 


Cochlear Prosthesis for Insertion in Ear, 
Nose, Sinus 


Cardiac Resynchronization Defibrillator 
Pulse Generator for Insertion in 
Subcutaneous Tissue and Fascia 


COHERE?® radiolucent interbody 


fusion device 


Interbody Fusion Device, Radiolucent 
Porous in New Technology 


Colonic Z-Stent® 


Intraluminal Device 


Complete (SE) stent 


Intraluminal Device 


Concerto I] CRT-D Cardiac Resynchronization Defibrillator 
Pulse Generator for Insertion in 


Subcutaneous Tissue and Fascia 


CONSERVE® PLUS Total 
Resurfacing Hip System 


Resurfacing Device in Lower Joints 


Consulta CRT-D 


Cardiac Resynchronization Defibrillator 
Pulse Generator for Insertion in 
Subcutaneous Tissue and Fascia 


iac Lead, Pacemaker for Insertion in 
eart and Great Vessels 

Cardiac Lead, Defibrillator for Insertion 
in Heart and Great Vessels 


Cortical strip neurostimulator | Neurostimulator Lead in Central 
lead Nervous System and Cranial Nerves 
Corvia IASD® Synthetic Substitute 


Cultured epidermal cell 


Autologous Tissue Substitute 


autograft ali 

CYPHER? Stent Intraluminal Device, Drug-eluting in 
Heart and Great Vessels 

Cystostomy tube Drainage Device 

DBS lead Neurostimulator Lead in Central 


Device 


Deep brain neurostimulator 
lead 


Nervous System and Cranial Nerves 


Heart and Great Vessels 


DeBakey Left Ventricular Assist | Implantable Heart Assist System in 


Neurostimulator Lead in Central 
Nervous System and Cranial Nerves 


Delta frame external fixator 


External Fixation Device, Hybrid for 
Insertion in Upper Bones 

External Fixation Device, Hybrid for 
Reposition in Upper Bones 
External Fixation Device, Hybrid for 
Insertion in Lower Bones 

External Fixation Device, Hybrid for 
Reposition in Lower Bones 


Delta Ill Reverse shoulder 
prosthesis 


Synthetic Substitute, Reverse Ball and 
Socket for Replacement in Upper Joints 


Diaphragmatic pacemaker 
generator 


Stimulator Generator in Subcutaneous 
Tissue and Fascia 


Direct Lateral Interbody Fusion 
(DLIF) device 


Interbody Fusion Device in Lower Joints 


Driver stent (RX) (OTW) 


a eas 5 
Intraluminal Device 


Consulta CRT-P 


"| Cardiac Resynchronization Pacemaker 
Pulse Generator for Insertion in 
Subcutaneous Tissue and Fascia 


CONTAK RENEWAL® 3 RF (HE) 
CRT-D 


Cardiac Resynchronization Defibrillator 
Pulse Generator for Insertion in 
Subcutaneous Tissue and Fascia 


Contegra Pulmonary Valved 
Conduit 


“| Zooplastic Tissue in Heart and Great 
Vessels 


—— 


DuraHeart Left Ventricular 
Assist System 


Implantable Heart Assist System in 
Heart and Great Vessels 


Durata® Defibrillation Lead 


Cardiac Lead, Defibrillator for Insertion 
in Heart and Great Vessels 


DynaNail® 


Internal Fixation Device, Sustained 
Compression for Fusion in Lower Joints 
Internal Fixation Device, Sustained 


Compression for Fusion in Upper Joints 
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Term | 


| 1CD-10-PCS Value 


Internal Fixation Device, Sustained 
Compression for Fusion in Lower Joints 
Internal Fixation Device, Sustained 
Compression for Fusion in Upper Joints 
Dynesys® Dynamic Stabilization Spinal Stabilization Device, 

System Pedicle-Based for Insertion in Upper 
Joints 

Spinal Stabilization Device, 
Pedicle-Based for Insertion in Lower 
Joints 


DynaNail Mini 


E-Luminexx™ (Biliary) (Vascular) 
Stent 


EDWARDS INTUITY Elite valve 
system 


Intraluminal Device 


Zooplastic Tissue, Rapid Deployment 
Technique in New Technology 


| 1CD-10-PCS Value 


Intraluminal Device, Drug-eluting in 


Heart and Great Vessels 


Synthetic Substitute 


Everolimus-eluting coronary 
stent 


Ex-PRESS™ mini glaucoma 
shunt 


EXCLUDER® AAA Intraluminal Device 

Endoprosthesis Intraluminal Device, Branched or 
Fenestrated, One or Two Arteries for 

Restriction in Lower Arteries 

Intraluminal Device, Branched or 


Fenestrated, Three or More Arteries for 


Restriction in Lower Arteries 
EXCLUDER® IBE Endoprosthesis | Intraluminal Device, Branched or 


Electrical bone growth 
stimulator (EBGS) 


Bone Growth Stimulator in Head and 
Facial Bones 

Bone Growth Stimulator in Upper Bones 
Bone Growth Stimulator in Lower Bones 


Stimulator Lead in Muscles 


Electrical muscle stimulation 
(EMS) lead 


Electronic muscle stimulator 
lead 


Eluvia™ Drug-eluting Vascular 
Stent System 


Stimulator Lead in Muscles 


Intraluminal Device, Sustained Release 
Drug-eluting in New Technology 
Intraluminal Device, Sustained Release 
Drug-eluting, Two in New Technology 
Intraluminal Device, Sustained Release 
Drug-eluting, Three in New Technology 
Intraluminal Device, Sustained Release 
Drug-eluting, Four or More in New 
Technology 


Embolization coil(s) Intraluminal Device 


Endeavor? (Ill)(IV) (Sprint) Intraluminal Device, Drug-eluting in 
Zotarolimus-eluting Coronary | Heart and Great Vessels 


Stent System 
Endologix AFX® Endovascular | Intraluminal Device 


AAA System 


EndoSure® sensor Monitoring Device, Pressure Sensor for 


Insertion in Heart and Great Vessels 


ENDOTAK RELIANCE® (G) 
Defibrillation Lead 


Endotracheal tube Intraluminal Device, Endotracheal 
(cuffed)(double-lumen) Airway in Respiratory System 

Endurant® Endovascular Stent | Intraluminal Device 

Graft 


Endurant?® II AAA stent graft 
system 


EnRhythm Pacemaker, Dual Chamber for Insertion 


in Subcutaneous Tissue and Fascia 
Enterra gastric neurostimulator | Stimulator Generator, Multiple Array for 
Insertion in Subcutaneous Tissue and 
Fascia 
Epic™ Stented Tissue Valve Zooplastic Tissue in Heart and Great 


(aortic) Vessels 


Epicel® cultured epidermal Autologous Tissue Substitute 


autograft 
i Intraluminal Device, Airway in 


Esophageal obturator airway 
Gastrointestinal System 


(EOA) 
Esteem® implantable hearing | Hearing Device in Ear, Nose, Sinus 


Evera (XT)(S)(DR/VR) Defibrillator Generator for Insertion in 
Subcutaneous Tissue and Fascia 


Cardiac Lead, Defibrillator for Insertion 
| in Heart and Great Vessels 


Intraluminal Device 


Fenestrated, One or Two Arteries for 
Restriction in Lower Arteries 

Express® (LD) Premounted Intraluminal Device 

Stent System 

Express® Biliary SD Monorail® _| Intraluminal Device 

Premounted Stent System 


Express® SD Renal Monorail® Intraluminal Device 
Premounted Stent System 


External fixator 


External Fixation Device in Head and 
Facial Bones 

External Fixation Device in Upper Bones 
External Fixation Device in Lower Bones 
External Fixation Device in Upper Joints 
External Fixation Device in Lower Joints 


EXtreme Lateral Interbody 
Fusion (XLIF) device 


Interbody Fusion Device in Lower Joints 


Facet replacement spinal 
stabilization device 


Spinal Stabilization Device, Facet 
Replacement for Insertion in Upper 
Joints 

Spinal Stabilization Device, Facet 
Replacement for Insertion in Lower 
Joints 


FLAIR® Endovascular Stent Graft] In 
Flexible Composite Mesh Synthetic Substitute 


Flow Diverter embolization Intraluminal Device, Flow Diverter for 
device Restriction in Upper Arteries 


Foley catheter Drainage Device 


traluminal Device 


Formula™ Balloon-Expandable | Intraluminal Device 


Renal Stent System 


Freestyle (Stentless) Aortic Root 
Bioprosthesis 


Zooplastic Tissue in Heart and Great 
Vessels 


Fusion screw Internal Fixation Device in Upper Joints 


(compression)(lag) (locking) Internal Fixation Device in Lower Joints 
————————— ————————eeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeSSSSSFSFSSSSMSSSSsF 
Gammatile™ Radioactive Element, Cesium-131 


Collagen Implant for Insertion in Central 
Nervous System and Cranial Nerves 


Gastric electrical stimulation Stimulator Lead in Gastrointestinal 
(GES) lead 


System 
Gastric pacemaker lead Stimulator Lead in Gastrointestinal 


System 


Intraluminal Device 

Intraluminal Device, Branched or 
Fenestrated, One or Two Arteries for 
Restriction in Lower Arteries 
Intraluminal Device, Branched or 
Fenestrated, Three or More Arteries for 
Restriction in Lower Arteries 


GORE EXCLUDER® AAA 
Endoprosthesis 


~ | intraluminal Device, Branched or 
Fenestrated, One or Two Arteries for 
Restriction in Lower Arteries 


GORE EXCLUDER?® IBE 
Endoprosthesis 


ee ne, 
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Term 


GORE TAG® Thoracic 
Endoprosthesis 


ICD-10-PCS Value 


Intraluminal Device 


GORE® DUALMESH® Synthetic Substitute 


~ Guedel airway 


Hancock Bioprosthesis Zooplastic Tissue in Heart and Great 
( d( ) 


aortic)(mitral) valve 


Intraluminal Device, Airway in Mouth 
and Throat 


Vessels 


Hancock Bioprosthetic Valved 
Conduit 


Zooplastic Tissue in Heart and Great 
Vessels 


HeartMate 3™LVAS 


HeartMate II® Left Ventricular 
Assist Device (LVAD) 


Implantable Heart Assist System in 
Heart and Great Vessels 


Implantable Heart Assist System in 
Heart and Great Vessels 


HeartMate XVE® Left Ventricular 
Assist Device (LVAD) 


Implantable Heart Assist System in 
Heart and Great Vessels 


Herculink (RX) Elite Renal Stent 
System 


Intraluminal Device 


Hip (joint) liner 
Holter valve ventricular shunt 


IASD® (InterAtrial Shunt 
Device), Corvia 


Ilizarov external fixator 


Liner in Lower Joints 
Synthetic Substitute 
Synthetic Substitute 


External Fixation Device, Ring for 
Insertion in Upper Bones 
External Fixation Device, Ring for 
Reposition in Upper Bones 
External Fixation Device, Ring for 
Insertion in Lower Bones 
External Fixation Device, Ring for 
Reposition in Lower Bones 


llizarov-Vecklich device 


External Fixation Device, Limb 
Lengthening for Insertion in Upper 
Bones 

External Fixation Device, Limb 
Lengthening for Insertion in Lower 
Bones 


Impella® heart pump Short-term External Heart Assist System 


Implantable 
cardioverter-defibrillator (ICD) 


Implantable drug infusion 
pump (anti-spasmodic) 
(chemotherapy)(pain) 


in Heart and Great Vessels 


Defibrillator Generator for Insertion in 
Subcutaneous Tissue and Fascia 


Infusion Device, Pump in Subcutaneous 
Tissue and Fascia 


Implantable glucose 
monitoring device 


Monitoring Device 


Implantable hemodynamic 
monitor (IHM) 


Monitoring Device, Hemodynamic for 
Insertion in Subcutaneous Tissue and 
Fascia 


Implantable hemodynamic 
monitoring system (IHMS) 


Monitoring Device, Hemodynamic for 
Insertion in Subcutaneous Tissue and 


Corvia 


“InterAtrial Shunt Device |ASD®,, 
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ICD-10-PCS Value 
Synthetic Substitute 


Interspinous process spinal 
stabilization device 


Interbody fusion (spine) cage _| Interbody Fusion Device in Upper Joints 
| Interbody Fusion Device in Lower Joints 
Spinal Stabilization Device, Interspinous 


Process for Insertion in Upper Joints 


Spinal Stabilization Device, Interspinous 
Process for Insertion in Lower Joints 
Neurostimulator Lead in Peripheral 


InterStim® Therapy lead 


Nervous System 
InterStim® Therapy Stimulator Generator, Single Array for 


neurostimulator 


Intramedullary (IM) rod (nail) 


Insertion in Subcutaneous Tissue and 
Fascia 
Internal Fixation Device, Intramedullary 


in Upper Bones 
Internal Fixation Device, Intramedullary 


in Lower Bones 
Intramedullary skeletal kinetic | Internal Fixation Device, Intramedullary 
distractor (ISKD) 


in Upper Bones 
Internal Fixation Device, Intramedullary 


Intrauterine Device (IUD) 


INTUITY Elite valve system, 
EDWARDS 


in Lower Bones 
| Contraceptive Device in Female 


Reproductive System 


Technique in New Technology 


Itrel (3)(4) neurostimulator 


Joint fixation plate 


Zooplastic Tissue, Rapid Deployment 


Stimulator Generator, Single Array for 
Insertion in Subcutaneous Tissue and 
Fascia 


Internal Fixation Device in Upper Joints 


Joint liner (insert) 


aml Fixation Device in Lower Joints 
Liner in Lower Joints 


Joint spacer (antibiotic) 


Spacer in Upper Joints 
Spacer in Lower Joints 


Kappa 


Pacemaker, Dual Chamber for Insertion 


Kirschner wire (K-wire) 


Internal Fixation Device in Head and 
Facial Bones 

Internal Fixation Device in Upper Bones 
Internal Fixation Device in Lower Bones 
Internal Fixation Device in Upper Joints 
Internal Fixation Device in Lower Joints 


: in Subcutaneous Tissue and Fascia 


Knee (implant) insert 


Liner in Lower Joints 


Kuntscher nail 


Internal Fixation Device, Intramedullary 
in Upper Bones 
Internal Fixation Device, Intramedullary 
in Lower Bones 


Implantable Miniature 
Telescope™ (IMT) 


ieee 
Synthetic Substitute, Intraocular 
Telescope for Replacement in Eye 


Implanted (venous)(access) 
port 


Vascular Access Device, Totally 
Implantable in Subcutaneous Tissue and 
Fascia 


LAP-BAND?® adjustable gast 
banding system 


LifeStent® (Flexstar)(XL) 
Vascular Stent System 


ric | Extraluminal Device 


Intraluminal Device 


LIVIAN™ CRT-D 


Cardiac Resynchronization Defibrillator 
Pulse Generator for Insertion in 
Subcutaneous Tissue and Fascia 


InDura, intrathecal catheter (1P) 
(spinal) 


Infusion Device 


Injection reservoir, port 


Vascular Access Device, Totally 
Implantable in Subcutaneous Tissue and 
Fascia 


Loop recorder, implantable 


Monitoring Device 


MAGEC?® Spinal Bracing and 
Distraction System 


Mark IV Breathing Pacemaker 


System 
Maximo II DR (VR) 


Injection reservoir, pump 


Infusion Device, Pump in Subcutaneous 
Tissue and Fascia 


862 


Magnetically Controlled Growth Rod(s) 
in New Technology 


Stimulator Generator in Subcutaneous 
Tissue and Fascia 


Defibrillator Generator for Insertion in 
Subcutaneous Tissue and Fascia 


te ee 
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Maximo II DR CRT-D 


Medtronic Endurant® II AAA 
stent graft system 


Melody® transcatheter 
pulmonary valve 


ICD-10-PCS Value 


Cardiac Resynchronization Defibrillator 


Pulse Generator for Insertion in 
Subcutaneous Tissue and Fascia 


Intraluminal Device 


Zooplastic Tissue in Heart and Great 
Vessels 


Metal on metal bearing surface | Synthetic Substitute, Metal for 


Micro-Driver stent (RX) (OTW) 
MicroMed HeartAssist 


Replacement in Lower Joints 


Intraluminal Device 


Implantable Heart Assist System in 


Heart and Great Vessels 


Micrus CERECYTE microcoil 


Intraluminal Device, Bioactive in Upper 
Arteries 


MIRODERM™ Biologic Wound 
Matrix 


MitraClip valve repair system 


Skin Substitute, Porcine Liver Derived in 
New Technology 


Synthetic Substitute 


Mitroflow® Aortic Pericardial 
Heart Valve 

Mosaic Bioprosthesis (aortic) 
(mitral) valve 

MULTI-LINK 


(VISION)(MINI-VISION)(ULTRA) 
Coronary Stent System 


Zooplastic Tissue in Heart and Great 
Vessels 


Zooplastic Tissue in Heart and Great 
Vessels 


Intraluminal Device 


nanoLOCK™ interbody fusion 
device 


Interbody Fusion Device, Nanotextured 
Surface in New Technology 


Nasopharyngeal airway (NPA) 


Neuromuscular electrical 
stimulation (NEMS) lead 


Neurostimulator generator, 
multiple channel 


Neurostimulator generator, 
multiple channel rechargeable 


Neurostimulator generator, 


single channel Insertion in Subcutaneous Tissue and 
Fascia 


Neurostimulator generator, 
single channel rechargeable 


Intraluminal Device, Airway in Ear, Nose, 
Sinus 


Stimulator Lead in Muscles 


Stimulator Generator, Multiple Array for 
Insertion in Subcutaneous Tissue and 
Fascia 


Stimulator Generator, Multiple Array 
Rechargeable for Insertion in 
Subcutaneous Tissue and Fascia 


Stimulator Generator, Single Array for 


Stimulator Generator, Single Array 
Rechargeable for Insertion in 
Subcutaneous Tissue and Fascia 


Neutralization plate 


| 


Internal Fixation Device in Head and 
Facial Bones 

Internal Fixation Device in Upper Bones 
Internal Fixation Device in Lower Bones 


Term 
Oropharyngeal airway (OPA) 


Ovatio™ CRT-D 


ICD-10-PCS Value 


Intraluminal Device, Airway in Mouth 
and Throat 


Cardiac Resynchronization Defibrillator 
Pulse Generator for Insertion in 
Subcutaneous Tissue and Fascia 


OXINIUM 


Synthetic Substitute, Oxidized 
Zirconium on Polyethylene for 
Replacement in Lower Joints 


Paclitaxel-eluting coronary 
stent 


Intraluminal Device, Drug-eluting in 
Heart and Great Vessels 


Paclitaxel-eluting peripheral 
stent 


Intraluminal Device, Drug-eluting in 
Upper Arteries 
Intraluminal Device, Drug-eluting in 
Lower Arteries 


Partially absorbable mesh 


Synthetic Substitute 


Pedicle-based dynamic 
stabilization device 


Spinal Stabilization Device, 
Pedicle-Based for Insertion in Upper 
Joints 

Spinal Stabilization Device, 
Pedicle-Based for Insertion in Lower 
Joints 


Perceval sutureless valve 


Percutaneous endoscopic 
gastrojejunostomy (PEG/J) tube 


Percutaneous endoscopic 
gastrostomy (PEG) tube 


Percutaneous nephrostomy 
catheter 


Peripherally inserted central 
catheter (PICC) 


Pessary ring 


Phrenic nerve stimulator 
generator 


Phrenic nerve stimulator lead 


PHYSIOMESH™ Flexible 
Composite Mesh 


Pipeline™ (Flex) embolization 
device 


Zooplastic Tissue, Rapid Deployment 
Technique in New Technology 


Feeding Device in Gastrointestinal 
System 


Feeding Device in Gastrointestinal 
System 


Drainage Device 
Infusion Device 


Intraluminal Device, Pessary in Female 
Reproductive System 


Stimulator Generator in Subcutaneous 
Tissue and Fascia 


Diaphragmatic Pacemaker Lead in 
Respiratory System 


Synthetic Substitute 


Intraluminal Device, Flow Diverter for 
Restriction in Upper Arteries 


Polyethylene socket 


Synthetic Substitute, Polyethylene for 
Replacement in Lower Joints 


Polymethylmethacrylate 
(PMMA) 


Polypropylene mesh 


Synthetic Substitute 


Synthetic Substitute 


Nitinol framed polymer mesh 
Non-tunneled central venous 


catheter 
Novacor Left Ventricular Assist | Implantable Heart Assist System in 


Device 


Novation® Ceramic AHS® 
(Articulation Hip System) 


Omnilink Elite Vascular Balloon 
Expandable Stent System 


Open Pivot Aortic Valve Graft 
(AVG) 


Open Pivot (mechanical) Valve 


Optimizer™ III implantable 
pulse generator 


Synthetic Substitute 


Infusion Device 


Heart and Great Vessels 4 


Synthetic Substitute, Ceramic for 
Replacement in Lower Joints 


Intraluminal Device 


Synthetic Substitute 


Synthetic Substitute 


Porcine (bioprosthetic) valve 


Zooplastic Tissue in Heart and Great 
Vessels 


PRECICE intramedullary limb 
lengthening system 


PRESTIGE® Cervical Disc 


Contractility Modulation Device for 
Insertion in Subcutaneous Tissue and 


Fascia 


PrimeAdvanced 
neurostimulator 
(SureScan)(MRI Safe) 


Internal Fixation Device, Intramedullary 
Limb Lengthening for Insertion in Upper 
Bones 
Internal Fixation Device, Intramedullary 
Limb Lengthening for Insertion in Lower 
Bones 


Synthetic Substitute 


Stimulator Generator, Multiple Array for 
Insertion in Subcutaneous Tissue and 
Fascia 


“PROCEED™ Ventral Patch Synthetic Substitute 


Prodisc-C 


Synthetic Substitute 


Prodisc-L 


Synthetic Substitute 


I II I I I 
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PROLENE Polypropylene Hernia 
System (PHS) 


ICD-10-PCS Value 
Synthetic Substitute 


Protecta XT CRT-D 


iE 


Cardiac Resynchronization Defibrillator 
Pulse Generator for Insertion in 
Subcutaneous Tissue and Fascia 


Protecta XT DR (XT VR) 


Protégé® RX Carotid Stent 
System 


Defibrillator Generator for Insertion in 
Subcutaneous Tissue and Fascia 


Intraluminal Device 


Pump reservoir 


Infusion Device, Pump in Subcutaneous 
Tissue and Fascia 


REALIZE® Adjustable Gastric 
Band 


Extraluminal Device 


Rebound HRD® (Hernia Repair 
Device) 


ibe gel as 


Synthetic Substitute 


RestoreAdvanced 
neurostimulator 
(SureScan)(MRI Safe) 


RestoreSensor neurostimulator 
(SureScan)(MRI Safe) 


| 


Stimulator Generator, Multiple Array 
Rechargeable for Insertion in 
Subcutaneous Tissue and Fascia 


Stimulator Generator, Multiple Array 
Rechargeable for Insertion in 
Subcutaneous Tissue and Fascia 


RestoreUltra neurostimulator 
(SureScan)(MRI Safe) 


Stimulator Generator, Multiple Array 
Rechargeable for Insertion in 
Subcutaneous Tissue and Fascia 


Reveal (LINQ)(DX)(XT) 
Reverse® Shoulder Prosthesis 


Monitoring Device 


Synthetic Substitute, Reverse Ball and 
Socket for Replacement in Upper Joints 


Revo MRI™ SureScan® 
pacemaker 


Rheos® System device 


Pacemaker, Dual Chamber for Insertion 
in Subcutaneous Tissue and Fascia 


Stimulator Generator in Subcutaneous 
Tissue and Fascia 


Rheos® System lead 


RNS System lead 


Stimulator Lead in Upper Arteries 


Neurostimulator Lead in Central 
Nervous System and Cranial Nerves 


RNS system neurostimulator 
generator 


Neurostimulator Generator in Head and 
Facial Bones 


S-ICD™ lead 


lead 


= 


Subcutaneous Defibrillator Lead in 
Subcutaneous Tissue and Fascia 


Sacral nerve modulation (SNM) | Stimulator Lead in Urinary System 


Term 


Single lead pacemaker 
(atrium)(ventricle) 


Sheffield ring external fixator 


ICD-10-PCS 2021 


ICD-1 0-PCS Value 


External Fixation Device, Ring for 
Insertion in Upper Bones 
External Fixation Device, Ring for 
Reposition in Upper Bones 
External Fixation Device, Ring for 
Insertion in Lower Bones 
External Fixation Device, Ring for 
Reposition in Lower Bones 


Pacemaker, Single Chamber for 
Insertion in Subcutaneous Tissue and 
Fascia 


Single lead rate responsive Pacemaker, Single Chamber Rate 


pacemaker (atrium) (ventricle) 


Sirolimus-eluting coronary 
stent 


SJM Biocor® Stented Valve 
System 


Spacer, Articulating (Antibi 


Spacer, Static (Antibiotic) 


Responsive for Insertion in 
Subcutaneous Tissue and Fascia 


Intraluminal Device, Drug-eluting in 
Heart and Great Vessels 


Zooplastic Tissue in Heart and Great 
Vessels 


otic) | Articulating Spacer in Lower Joints 


Spacer in Lower Joints 
Spinal cord neurostimulator Neurostimulator Lead in Central 


lead 
Spinal growth rods, 


Nervous System and Cranial Nerves 
Magnetically Controlled Growth Rod(s) 


<Cpinal APR Pac aeluet ieee es 
magnetically controlled in New Technology 
SpineJack® system Synthetic Substitute, Mechanically 


Expandable (Paired) in New Technology 


Spiration IBV™ Valve System Intraluminal Device, Endobronchial 


Valve in Respiratory System 


Static Spacer (Antibiotic) 


Spacer in Lower Joints 


Stent, intraluminal 
(cardiovascular) 
(gastrointestinal) 
(hepatobiliary)(urinary) 


Intraluminal Device 


Stented tissue valve 


sr 


ooplastic Tissue in Heart and Great 
Vessels 


Stratos LV 


Cardiac Resynchronization Pacemaker 
Pulse Generator for Insertion in 
Subcutaneous Tissue and Fascia 


Subcutaneous injection 
reservoir, port 


Vascular Access Device, Totally 
Implantable in Subcutaneous Tissue and 
Fascia 


Sacral neuromodulation lead 


Stimulator Lead in Urinary System 


SAPIEN transcatheter aortic Zooplastic Tissue in Heart and Great 
valve Vessels 


SAVAL below-the-knee (BTK) 
drug-eluting stent system 


Intraluminal Device, Sustained Release 


Drug-eluting in New Technology 
Intraluminal Device, Sustained Release 
Drug-eluting, Two in New Technology 
intraluminal Device, Sustained Release 
Drug-eluting, Three in New Technology 
Intraluminal Device, Sustained Release 
Drug-eluting, Four or More in New 
Technology 


Secura (DR) (VR) 


Defibrillator Generator for Insertion in 
Subcutaneous Tissue and Fascia 


Sheffield hybrid external fixator 


| 


External Fixation Device, Hybrid for 
Insertion in Upper Bones 

External Fixation Device, Hybrid for 
Reposition in Upper Bones 
External Fixation Device, Hybrid for 
Insertion in Lower Bones 

External Fixation Device, Hybrid for 
Reposition in Lower Bones 


864 


Subcutaneous injection 
reservoir, pump 


Infusion Device, Pump in Subcutaneous 
Tissue and Fascia 


Subdermal progesterone 
implant 


Surpass Streamline™ Flow 
Diverter 


Contraceptive Device in Subcutaneous 
Tissue and Fascia 


Intraluminal Device, Flow Diverter for 
Restriction in Upper Arteries 


Sutureless valve, Perceval 


eTzonsianie Tissue, Rapid Deployment 
Technique in New Technology 


SynCardia Total Artificial Heart Synthetic Substitute 


Synchra CRT-P 


Cardiac Resynchronization Pacemaker 
Pulse Generator for Insertion in 


SyncroMed Pump 


Subcutaneous Tissue and Fascia 


Infusion Device, Pump in Subcutaneous 
Tissue and Fascia 


Talent® Converter 


Intraluminal Device 


Talent® Occluder 


Intraluminal Device 


Talent® Stent Graft 
(abdominal)(thoracic) 


Intraluminal Device 


TandemHeart® System 


Short-term External Heart Assist System 
i 
n Heart and Great Vessels 


| RS 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


TAXUS® Liberté® 
Paclitaxel-eluting Coronary 
Stent System 


Therapeutic occlusion coil(s) 
Thoracostomy tube 


Thoratec IVAD (Implantable 
Ventricular Assist Device) 


Thoratec Paracorporeal 
Ventricular Assist Device 


ICD-10-PCS Value 


Intraluminal Device, Drug-eluting in 
Heart and Great Vessels 


Intraluminal Device 
Drainage Device 


Implantable Heart Assist System in 
Heart and Great Vessels 


Short-term External Heart Assist System 
in Heart and Great Vessels 


Tibial insert 
Tissue bank graft 


Tissue expander 
(inflatable) (injectable) 


Titanium Sternal Fixation Internal Fixation Device, Rigid Plate for 


System (TSFS) 


Liner in Lower Joints 


Nonautologous Tissue Substitute 


Tissue Expander in Skin and Breast 
Tissue Expander in Subcutaneous Tissue 
and Fascia 


Insertion in Upper Bones 
Internal Fixation Device, Rigid Plate for 
Reposition in Upper Bones 


Total artificial (replacement) 
heart 


Tracheostomy tube 


Trifecta™ Valve (aortic) 


Tunneled central venous Vascular Access Device, Tunneled in 
catheter Subcutaneous Tissue and Fascia 


Synthetic Substitute 


Tracheostomy Device in Respiratory 
System 


Zooplastic Tissue in Heart and Great 
Vessels 


Tunneled spinal (intrathecal) Infusion Device 
catheter 


Two lead pacemaker Pacemaker, Dual Chamber for Insertion 


in Subcutaneous Tissue and Fascia 


Ultraflex™ Precision Colonic 
Stent System 


Intraluminal Device 


ULTRAPRO Hernia System (UHS) | Synthetic Substitute 


ULTRAPRO Partially Absorbable 


Lightweight Mesh 
ULTRAPRO Plug 


Ultrasonic osteogenic 
stimulator 


Synthetic Substitute 
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Ventrio™ Hernia Patch 


Versa 
Virtuoso (II) (DR) (VR) 


Viva(XT)(S) 


Subcutaneous Tissue and Fascia 
WALLSTENT® Endoprosthesis _| Intraluminal Device 


X-STOP® Spacer 


Xact Carotid Stent System Intraluminal Device 
Xenograft Zooplastic Tissue in Heart and Great 


XIENCE Everolimus Eluting 
Coronary Stent System 


XLIF® System 


Zenith® Fenestrated AAA 
Endovascular Graft 


ICD-10-PCS Value _ 


Synthetic Substitute 


Pacemaker, Dual Chamber for Insertion 
in Subcutaneous Tissue and Fascia 


5 xipueddy 


Defibrillator Generator for Insertion in 
Subcutaneous Tissue and Fascia 


Cardiac Resynchronization Defibrillator 
Pulse Generator for Insertion in 


Spinal Stabilization Device, Interspinous 
Process for Insertion in Upper Joints 
Spinal Stabilization Device, Interspinous 
Process for Insertion in Lower Joints 


Vessels 


Intraluminal Device, Drug-eluting in 
Heart and Great Vessels 


ajqe, uonebaibb6y pue Aay a21n9q 


Interbody Fusion Device in Lower Joints 


Intraluminal Device, Branched or 
Fenestrated, One or Two Arteries for 
Restriction in Lower Arteries 
Intraluminal Device, Branched or 
Fenestrated, Three or More Arteries for 
Restriction in Lower Arteries 
Intraluminal Device 


Zenith Flex® AAA Endovascular | Intraluminal Device 


Graft 


Zenith TX2® TAA Endovascular 
Graft 


intraluminal Device 


Zenith® Renu™ AAA Ancillary 
Graft 


Intraluminal Device 


Zilver® PTX® (paclitaxel) 
Drug-Eluting Peripheral Stent 


Intraluminal Device, Drug-eluting in 
Upper Arteries 
intraluminal Device, Drug-eluting in 
Lower Arteries 


Synthetic Substitute 


Bone Growth Stimulator in Head and 
Facial Bones 

Bone Growth Stimulator in Upper Bones 
Bone Growth Stimulator in Lower Bones 


Ultrasound bone healing 
system 


Bone Growth Stimulator in Head and 
Facial Bones 
Bone Growth Stimulator in Upper Bones 
Bone Growth Stimulator in Lower Bones 


Uniplanar external fixator 


_lead 


V-Wave Interatrial Shunt 
System 


Vaginal pessary 


External Fixation Device, Monoplanar 
for Insertion in Upper Bones 

External Fixation Device, Monoplanar 
for Reposition in Upper Bones 
External Fixation Device, Monoplanar 
for Insertion in Lower Bones - 
External Fixation Device, Monoplanar 
for Reposition in Lower Bones 


Urinary incontinence stimulator Stimulator Lead in Urinary System 


Synthetic Substitute 


Intraluminal Device, Pessary in Female 
Reproductive System 


Valiant Thoracic Stent Graft 
Vectra® Vascular Access Graft 


ICD-10-PCS 2021 


Intraluminal Device 


Vascular Access Device, Tunneled in 
Subcutaneous Tissue and Fascia 


Zimmer® NexGen® LPS Mobile 
Bearing Knee 


"| Synthetic Substitute 


Zimmer® NexGen® LPS-Flex 
Mobile Knee 


Synthetic Substitute 


Sal 


Zotarolimus-eluting coronary 
stent 


Intraluminal Device, Drug-eluting in 
Heart and Great Vessels 
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Appendix G: Device Key and Aggregation Table 


Device Aggregation Table 


ICD-10-PCS 2021 


This table crosswalks specific device character value definitions for specific root operations in a specific body system to the more general device 
character value to be used when the root operation covers a wide range of body parts and the device character represents an entire family of 


devices. 


Specific Device 
Autologous Arterial Tissue (A) 


for Operation © 


All applicable 


Autologous Venous Tissue (9) 


All applicable 


[GeneralDevice 
7 Autologous Tissue Substitute 


| in Body System — 
Heart and Great Vessels 
Lower Arteries 

Lower Veins 

Upper Arteries 

Upper Veins 


Heart and Great Vessels 
Lower Arteries 

Lower Veins 

Upper Arteries 

Upper Veins 


™“ 


Autologous Tissue Substitute 


Cardiac Lead, Defibrillator (K) Insertion 


Cardiac Lead, Pacemaker (J) Insertion 
Cardiac Resynchronization Defibrillator Pulse Generator | Insertion 


(9) 


M Cardiac Lead 


Heart and Great Vessels 


Heart and Great Vessels M Cardiac Lead 


Subcutaneous Tissue and Fascia 


P Cardiac Rhythm Related Device 


Cardiac Resynchronization Pacemaker Pulse Generator 
(7) 
Contractility Modulation Device (A) 


Insertion 


Subcutaneous Tissue and Fascia 


-P  Gardiac Rhythm Related Device 


Insertion 


Subcutaneous Tissue and Fascia 


Cardiac Rhythm Related Device 


Defibrillator Generator (8) 


Insertion 


Subcutaneous Tissue and Fascia Cardiac Rhythm Related Device 


Epiretinal Visual Prosthesis (5) 


External Fixation Device, Hybrid (D) 


All applicable 


Synthetic Substitute 


Insertion 


un) =| 0] 0 


Lower Bones External Fixation Device 


Upper Bones 


External Fixation Device, Hybrid (D) 


Reposition 


External Fixation Device, Limb Lengthening (8) 


Insertion 


uw 


Lower Bones External Fixation Device 


Upper Bones 


Lower Bones 
Upper Bones 


wn 


External Fixation Device 


External Fixation Device, Monoplanar (B) Insertion Lower Bones 5 External Fixation Device 
Upper Bones 

External Fixation Device, Monoplanar (B) | Reposition Lower Bones 5 External Fixation Device 
Upper Bones 

External Fixation Device, Ring (C) [insertion Lower Bones 5 External Fixation Device 
Upper Bones 

External Fixation Device, Ring (C) pe opehion Lower Bones 5 External Fixation Device 
Upper Bones 

Hearing Device, Bone Conduction (4) Insertion Ear, Nose, Sinus Hearing Device 

Hearing Device, Multiple Channel Cochlear Prosthesis (6) | Insertion Ear, Nose, Sinus Hearing Device 


Hearing Device, Single Channel Cochlear Prosthesis (5) | Insertion 
Internal Fixation Device, Intramedullary (6) All applicable 


Ear, Nose, Sinus Hearing Device 


rare 


Lower Bones Internal Fixation Device 


Upper Bones 
Internal Fixation Device, Intramedullary Limb ~— T Insertion Lower Bones 6 Internal Fixation Device, 
Lengthening (7) Upper Bones Intramedullary 
Internal Fixation Device, Rigid Plate (0) Alco | Upper Bones 4 Internal Fixation Device 
Internal Fixation Device, Rigid Plate (0) Reposition Upper Bones 4 Internal Fixation Device 
Intraluminal Device, Airway (B) All applicable Ear, Nose, Sinus mr) Intraluminal Device 
Gastrointestinal System 
Mouth and Throat 
Intraluminal Device, Bioactive (B) Beir applicable Upper Arteries D Intraluminal Device 
Intraluminal Device, Branched or Fenestrated, One or Restriction an and Great Vessels D_Intraluminal Device 
Two Arteries (E) | Lower Arteries 
Intraluminal Device, Branched or Fenestrated, Three or | Restriction Heart and Great Vessels D = Intraluminal Device 
More Arteries (F) A Lower Arteries 
Intraluminal Device, Drug-eluting (4) All applicable Tl Heart and Great Vessels D Intraluminal Device 
Lower Arteries 
Upper Arteries 
Intraluminal Device, Drug-eluting, Four or More (7) * All applicable ~firean and Great Vessels D Intraluminal Device 


Lower Arteries 


Upper Arteries 
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ICD-10-PCS 2021 


Specific Device 
Intraluminal Device, Drug-eluting, Three (6) 


Intraluminal Device, Drug-eluting, Two (5) 


Appendix G: Device Key and Aggregation Table 


for Operation _| in Body System 


All applicable 


All applicable 


Intraluminal Device, Endobronchial Valve (G) 
Intraluminal Device, Endotracheal Airway (E) 
Intraluminal Device, Flow Diverter (H) 
Intraluminal Device, Four or More (G) 


Intraluminal Device, Pessary (G) 


All applicable 


All applicable Respiratory System 


All applicable 


All applicable Female Reproductive Syste 


General Device 
Heart and Great Vessels D_Intraluminal Device 
Lower Arteries 
Upper Arteries 
Heart and Great Vessels D_Intraluminal Device 
Lower Arteries 
Upper Arteries 
Respiratory System D Intraluminal Device 
D Intraluminal Device 
D Intraluminal Device 
Heart and Great Vessels D_Intraluminal Device 


Lower Arteries 
Upper Arteries 


m D_Intraluminal Device 


Heart and Great Vessels D Intraluminal Device 
Heart and Great Vessels D_Intraluminal Device 
Lower Arteries 
Upper Arteries 
Heart and Great Vessels D_Intraluminal Device 


Lower Arteries 
Upper Arteries 


Subcutaneous Tissue and Fascia 


Monitoring Device 


Heart and Great Vessels 


Monitoring Device 


Intraluminal Device, Radioactive (T) All applicable 
Intraluminal Device, Three (F) All applicable 
Intraluminal Device, Two (E) All applicable 
Monitoring Device, Hemodynamic (0) Insertion 
Monitoring Device, Pressure Sensor (9) Insertion 
Pacemaker, Dual Chamber (6) Insertion 


Subcutaneous Tissue and Fascia 


Pacemaker, Single Chamber (4) 


Insertion 


Pacemaker, Single Chamber Rate Responsive (5) 


Cardiac Rhythm Related Device 


Cardiac Rhythm Related Device 


Cardiac Rhythm Related Device 


Insertion 


2 
2 
P 
Subcutaneous Tissue and Fascia |P 
P 
4 


Subcutaneous Tissue and Fascia 


Internal Fixation Device 


Internal Fixation Device 


Internal Fixation Device 


Stimulator Generator 


Stimulator Generator 


Stimulator Generator 


Spinal Stabilization Device, Facet Replacement (D) Insertion Lower Joints 
Upper Joints 
Spinal Stabilization Device, Interspinous Process (B) Insertion Te ihc Joints 4 
Upper Joints 
Spinal Stabilization Device, Pedicle-Based (C) Tinsertion Lower Joints 4 
Upper Joints 
Stimulator Generator, Multiple Array (D) [igetion Subcutaneous Tissue and Fascia 
Stimulator Generator, Multiple Array Rechargeable (E) _| Insertion Subcutaneous Tissue and Fascia 
Stimulator Generator, Single Array (B) Insertion Subcutaneous Tissue and Fascia 
Insertion Subcutaneous Tissue and Fascia 


Stimulator Generator, Single Array Rechargeable (C) 


Stimulator Generator 


Synthetic Substitute, Ceramic (3) 


Replacement 


Lower Joints 


Synthetic Substitute 


Synthetic Substitute, Ceramic on Polyethylene (4) 


Replacement 


Lower Joints 


M 
M 
M 
M 
J 
J 
J 


Synthetic Substitute 


Polyethylene (6) 


Synthetic Substitute, Intraocular Telescope (0) Replacement Eye Synthetic Substitute 
Synthetic Substitute, Metal (1) Replacement Lower Joints J Synthetic Substitute 
Synthetic Substitute, Metal on Polyethylene (2) Replacement Lower Joints ds Synthetic Substitute 
Synthetic Substitute, Oxidized Zirconium on | Replacement Lower Joints J Synthetic Substitute 

Lower Joints +5 Synthetic Substitute 


Synthetic Substitute, Polyethylene (0) 


Synthetic Substitute, Reverse Ball and Socket (0) 


Replacement 
| Replacement 


Upper Joints 


J Synthetic Substitute 
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Appendix H: Device Definitions 


ICD-10-PCS Value 


Articulating Spacer in Lower 
Joints 


Definition 


Artificial Sphincter in 
Gastrointestinal System 


Artificial Sphincter in Urinary Includes: 


System 


Artificial urinary sphincter (AUS) 


Autologous Arterial Tissue in 
Heart and Great Vessels 


Autologous Arterial Tissue in 
Lower Arteries 


Autologous Arterial Tissue in Includes: 
Autologous artery graft 


Lower Veins 


Includes: 

Articulating Spacer (Antibiotic) 

Spacer, Articulating (Antibiotic) 

Includes: 

Artificial anal sphincter (AAS) 

Artificial bowel sphincter 
(neosphincter) 


AMS 889° Urinary Control System 


Includes: 
Autologous artery graft 


Includes: 
Autologous artery graft 


ICD-10-PCS Value 


Cardiac Lead, Defibrillator for 
Insertion in Heart and Great 
Vessels 


Definition 


Includes: 

ACUITY™ Steerable Lead 

Attain Ability® lead 

Attain StarFix® (OTW) lead 

Cardiac resynchronization therapy 
(CRT) lead 

Corox (OTW) Bipolar Lead 

Durata® Defibrillation Lead 

ENDOTAK RELIANCE® (G) 
Defibrillation Lead 


Cardiac Lead, Pacemaker for 
Insertion in Heart and Great 
Vessels 


Includes: 

ACUITY™ Steerable Lead 

Attain Ability® lead 

Attain StarFix® (OTW) lead 

Cardiac resynchronization therapy 
(CRT) lead 

Corox (OTW) Bipolar Lead 


Autologous Arterial Tissue in 
Upper Arteries 


Includes: 
Autologous artery graft 


Autologous Arterial Tissue in 
Upper Veins 


Includes: 
Autologous artery graft 


Autologous Tissue Substitute 


Autologous Venous Tissue in 


Heart and Great Vessels 


Includes: 

Autograft 

Cultured epidermal cell autograft 
Epicel® cultured epidermal autograft 


Includes: 
Autologous vein graft 


Cardiac Resynchronization 
Defibrillator Pulse Generator 
for Insertion in Subcutaneous 
Tissue and Fascia 


i Viva (XT)(S) 


Includes: 

COGNIS® CRT-D 

Concerto || CRT-D 

Consulta CRT-D 

CONTAK RENEWA® 3 RF (HE) CRT-D 
LIVIAN™ CRT-D 

Maximo II DR CRT-D 

Ovatio™ CRT-D 

Protecta XT CRT-D 


Autologous Venous Tissue in 
Lower Arteries 


Includes: 
Autologous vein graft 


Autologous Venous Tissue in Includes: 


Lower Veins 


Autologous vein graft 


Autologous Venous Tissue in 
Upper Arteries 


Includes: 
Autologous vein graft 


Autologous Venous Tissue in 
Upper Veins 


Includes: 
Autologous vein graft 


Bone Growth Stimulator in 


Head and Facial Bones 


| 


Includes: 

Electrical bone growth stimulator 
(EBGS) 

Ultrasonic osteogenic stimulator 

Ultrasound bone healing system 


Bone Growth Stimulator in 
Lower Bones 


Includes: 

Electrical bone growth stimulator 
(EBGS) 

Ultrasonic osteogenic stimulator 

Ultrasound bone healing system 


Cardiac Resynchronization Includes: 
Pacemaker Pulse Generator for Consulta CRT-P 
Insertion in Subcutaneous Stratos LV 
Tissue and Fascia Synchra CRT-P 
Contraceptive Device in Includes: 


Female Reproductive System Intrauterine device (IUD) 


Contraceptive Device in 
Subcutaneous Tissue and 
Fascia 


Includes: 
Subdermal progesterone implant 


Contractility Modulation 
Device for Insertion in 
Subcutaneous Tissue and 
Fascia 


Bone Growth Stimulator in 
Upper Bones 


Includes: 

Electrical bone growth stimulator 
(EBGS) 

Ultrasonic osteogenic stimulator 

Ultrasound bone healing system 


Cardiac Lead in Heart and 
Great Vessels 
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Includes: 
Cardiac contractility modulation 


lead 


Defibrillator Generator for 
Insertion in Subcutaneous 
Tissue and Fascia 


| 


toed Virtuoso (II) (DR) (VR) 


Includes: 
Optimizer™ III implantable pulse 
generator 


Includes: 

Evera (XT)(S)(DR/VR) 

Implantable 
cardioverter-defibrillator (ICD) 

Maximo || DR (VR) 

Protecta XT DR (XT VR) 

Secura (DR) (VR) 


Diaphragmatic Pacemaker 
Lead in Respiratory System 


Includes: 
Phrenic nerve stimulator lead 


Drainage Device 


iD i Includes: 


Cystostomy tube 
Foley catheter 

Percutaneous nephrostomy catheter 
Thoracostomy tube 


External Fixation Device in 
Head and Facial Bones 


Includes: 
External fixator 


External Fixation Device in 
Lower Bones 


Includes: 
External fixator 


External Fixation Device in 
Lower Joints 


Includes: 
External fixator 
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ICD-10-PCS Value 


External Fixation Device in 
Upper Bones 


Definition 


Includes: 
External fixator 


External Fixation Device in 
Upper Joints 


External Fixation Device, 
Hybrid for Insertion in Lower 
Bones 


{8 


Includes: 
External fixator 


Includes: 
Delta frame external fixator 
Sheffield hybrid external fixator 


External Fixation Device, 
Hybrid for Insertion in Upper 
Bones 


Includes: 
Delta frame external fixator 
Sheffield hybrid external fixator 


External Fixation Device, 
Hybrid for Reposition in Lower 


Includes: 
Delta frame external fixator 
Sheffield hybrid external fixator 


Bones = 
External Fixation Device, 
Hybrid for Reposition in Upper 
Bones 


Includes: 
Delta frame external fixator 
Sheffield hybrid external fixator 


External Fixation Device, Limb 
Lengthening for Insertion in 


Includes: 
llizarov-Vecklich device 


Lower Bones 
External Fixation Device, Limb 5 


Lengthening for Insertion in 
Upper Bones mM 


Includes: 
llizarov-Vecklich device 


External Fixation Device, 
Monoplanar for Insertion in 
Lower Bones 


Includes: 
Uniplanar external fixator 


External Fixation Device, 
Monoplanar for Insertion in 
Upper Bones 


Includes: 
Uniplanar external fixator 


External Fixation Device, 
Monoplanar for Reposition in 
Lower Bones 


Includes: 
Uniplanar external fixator 


External Fixation Device, 
Monoplanar for Reposition in 
Upper Bones 


Includes: 
Uniplanar external fixator 


ICD-10-PCS Value 


ICD-10-PCS 2021 


Definition 


Hearing Device, Bone 


Includes: 
Bone anchored hearing device 


Conduction for Insertion in Ear, 
Nose, Sinus 
Hearing Device, Multiple Includes: 


Channel Cochlear Prosthesis 


Cochlear implant (Cl), multiple 


channel (electrode) 


for Insertion in Ear, Nose, Sinus 


Hearing Device, Single 
Channel Cochlear Prosthesis 
for Insertion in Ear, Nose, Sinus 


Includes: 


Cochlear implant (Cl), single channel 


(electrode) 


Implantable Heart Assist 
System in Heart and Great 
Vessels 


Includes: 


Berlin Heart Ventricular Assist 
Device 


DeBakey Left Ventricular Assist 


Device 


DuraHeart Left Ventricular Assist 


| 


System 


HeartMate 3™ LVAS 
HeartMate II® Left Ventricular Assist 


Device (LVAD) 


HeartMate XVE® Left Ventricular 


Assist Device (LVAD) 


MicroMed HeartAssist 
Novacor Left Ventricular Assist 


Device 


Thoratec IVAD (Implantable 


Ventricular Assist Device) 


Infusion Device saa, 


oon ae 


Includes: 
Ascenda Intrathecal Catheter 
InDura, intrathecal catheter (1P) 


(spinal) 


Non-tunneled central venous 


catheter 


Peripherally inserted central 


catheter (PICC) 


Tunneled spinal (intrathecal) 


catheter 


External Fixation Device, Ring 
for Insertion in Lower Bones 


Includes: 
llizarov external fixator 
Sheffield ring external fixator 


Rina | 


External Fixation Device, Ring 
for Insertion in Upper Bones 


ee 


Includes: 
Ilizarov external fixator 
Sheffield ring external fixator 


External Fixation Device, Ring 
for Reposition in Lower Bones 


Includes: 
llizarov external fixator 
Sheffield ring external fixator 


External Fixation Device, Ring 
for Reposition in Upper Bones 


Includes: 
Ilizarov external fixator 
Sheffield ring external fixator 


sided 


Extraluminal Device 


Includes: 

AtriClip LAA Exclusion System 

LAP-BAND® adjustable gastric 
banding system 

REALIZE® Adjustable Gastric Band 


Feeding Device in 
Gastrointestinal System 


Includes: 

Percutaneous endoscopic 
gastrojejunostomy (PEG/J) tube 

Percutaneous endoscopic 
gastrostomy (PEG) tube 


Infusion Device, Pump in 
Subcutaneous Tissue and | 
Fascia 


Includes: 


mplantable drug infusion pump 
(anti-spasmodic)(chemotherapy) 
(pain) 

njection reservoir, pump 


Pump reservoir 
Subcutaneous injection reservoir, 


pump 


SynchroMed pump 


Interbody Fusion Device in 
Lower Joints 


Includes: 
Axial Lumbar Interbody Fusion 


System 


AxiaLIF® System 
CoRoent® XL 
Direct Lateral Interbody Fusion 


(DLIF) device 


EXtreme Lateral Interbody Fusion 


(XLIF) device 


Interbody fusion (spine) cage 
XLIF® System 


Interbody Fusion Device in zal Includes: 


Upper Joints 


BAK/C® Interbody Cervical Fusion 


System 


Interbody fusion (spine) cage 


Hearing Device in Ear, Nose, :: 


Sinus 
| 


Includes: 
Esteem? implantable hearing 
system 


Hearing Device in Head and 
Facial Bones 


Includes: 
Bone anchored hearing device 


Interbody Fusion Device, | Includes: 


Nanotextured Surface in New 
Technology | 


nanoLOCK™ interbody fusion device 
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ICD-10-PCS Value 


| Definition 


ICD-10-PCS Value Definition 


H xipueddy 


pele ee Fusion Dev ice, Includes: Internal Fixation Device, Includes: 
a amas Porous in New COALESCE® radiolucent interbody Sustained Compression for DynaNail® 
ogy fusion device Fusion in Upper Joints DynaNail Mini® 
COHERE® radiolucent interbody ee 
8 ee Intraluminal Device Includes: 9 
ar —— Absolute Pro Vascular (OTW) 
Internal Fixation Device in : ‘ < 
Head and Facial Bones nae a ponding ei Syste a 
: Acculink (RX) Carotid Stent System @ 
(interlocking)(lag)(pedicle) AFX® Endovascular AAA System 9 
(recessed) AneuRx® AAA Advantage® e 
Kirschner wire (K-wire) Assurant (Cobalt) stent Ss 
Se ear aobulln “ATSIBATS Bog taotmulariet Carotid WALLSTENT® Monorail? = 
Internal Fixation Device in Includes: Endoprosthesis i=] 
Lower Bones Bone screw CoAxia NeuroFlo catheter 4 
(interlocking)(lag)(pedicle) Colonic Z-Stent® 
(recessed) Complete (SE) stent 
Clamp and rod internal fixation Cook Zenith AAA Endovascular Graft 
system (CRIF) Driver stent (RX) (OTW) 
Kirschner wire (K-wire) E-Luminexx™ (Biliary)(Vascular) 
Neutralization plate va 
> Gi year Tenge ge rr Embolization coil(s) 
Internal Fixation Device in Includes: Endologix AFX® Endovascular AAA 
Lower Joints Fusion screw System 
(compression)(lag) (locking) Endurant® Endovascular Stent Graft 
Joint fixation plate Endurant® I! AAA stent graft system 
Kirschner wire (K-wire) EXCLUDER® AAA Endoprosthesis 
Internal Fixation Device in Includes: Express® (LD) Premounted Stent 
Upper Bones Bone screw System 
(interlocking) (lag)(pedicle) Express® Biliary SD Monorail® 
(recessed) Premounted Stent System 
Clamp and rod internal fixation Express® SD Renal Monorail® 
system (CRIF) Premounted Stent System 
Kirschner wire (K-wire) FLAIR® Endovascular Stent Graft 
Neutralization plate Formula™ Balloon-Expandable Renal 
ae ge Stent System 
Internal Fixation Device in Includes: GORE EXCLUDER® AAA 
Upper Joints Fusion screw Endoprosthesis 
(compression) (lag) (locking) GORE TAG® Thoracic Endoprosthesis 
Joint fixation plate : Herculink (RX) Elite Renal Stent 
Kirschner wire (K-wire) Sicren 
Internal Fixation Device, Includes: LifeStent® (Flexstar)(XL) Vascular 
Intramedullary in Lower Bones intramedullary (IM) rod (nail) Stent System 
Intramedullary skeletal kinetic Medtronic Endurant® || AAA stent 
distractor (ISKD) graft system 
Kuntscher nail Micro-Driver stent (RX) (OTW) 
MULTI-LINK 
Internal Fixation Device, Includes: (VISION)(MINI-VISION)(ULTRA) 
Intramedullary in Upper Bones Intramedullary (IM) rod (nail) Coronary Stent System 
intramedullary skeletal winetig Omnilink Elite Vascular Balloon 
Osta SKD} Expandable Stent System 
Kuntscher nail Protege® RX Carotid Stent System 
Internal Fixation Device ake Includes: Stent, intraluminal (cardiovascular) 
Intramedullary Limb PRECICE intramedullary limb (gastrointestinal)(hepatobiliary) 
Lengthening for Insertion in lengthening system (urinary) 
Lower Bones Lalit Palins 
Internal Fixation Device Includes: Us ee cae cen 
Intramedullary Limb aay PRECICE intramedullary limb (abdominal thoracic) 
Lengthening for Insertion in lengthening system Therapeutic occlusion coil(s) 
Upper Bones a Ultraflex™ Precision Colonic Stent 
Internal Fixation Device, Rigid Includes: System 
Plate for Insertion in Upper Titanium Sternal Fixation System Valiant Thoracic Stent Graft 
Bones (TSFS) WALLSTENT® Endoprosthesis 
Internal Fixation Device, Rigid Includes: ners Carotid aa ster ra 
Plate for Reposition in Upper Titanium Sternal Fixation System eth SN ease rere -_ 
ones (TSF) Zenith TX2® TAA Endovascular Graft 
Internal Fixation Device, Includes: Zenith® Renu™ AAA Ancillary Graft 
Sustained Rompressicty for ee i j® Intraluminal Device, Airway in | Includes: 
Fusion in Lower Joints : equ tena polls Ear, Nose, Sinus Nasopharyngeal airway (NPA) 


bas 
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ICD-10-PCS Value 


Intraluminal Device, Airway in 
Gastrointestinal System 


Intraluminal Device, Airway in 
Mouth and Throat 


Definition 


Includes: 
Esophageal obturator airway (EOA) 


Includes: 
Guedel airway 


Oropharyngeal airway (OPA) 


Intraluminal Device, Bioactive 
in Upper Arteries 


Intraluminal Device, Branched 


or Fenestrated, One or Two 
Arteries for Restriction in 
Lower Arteries 


Includes: 
Bioactive embolization coil(s) 
Micrus CERECYTE microcoil 


Includes: 

Cook Zenith® Fenestrated AAA 
Endovascular Graft 

EXCLUDER® AAA Endoprosthesis 

EXCLUDER® IBE Endoprosthesis 

GORE EXCLUDER® AAA 
Endoprosthesis 

GORE EXCLUDER®IBE 
Endoprosthesis 

Zenith® Fenestrated AAA 
Endovascular Graft 


Intraluminal Device, Branched 
or Fenestrated, Three or More 
Arteries for Restriction in 


Includes: 

Cook Zenith® Fenestrated AAA 
Endovascular Graft 

EXCLUDER® AAA Endoprosthesis 

GORE EXCLUDER® AAA 
Endoprosthesis 

Zenith® Fenestrated AAA 
Endovascular Graft 


Lower Arteries 

Intraluminal Device, 

Drug-eluting in Heart and 
. Great Vessels 


Includes: 

CYPHER® Stent 

Endeavor? (Ill)(IV) (Sprint) 
Zotarolimus-eluting Coronary 
Stent System 

Everolimus-eluting coronary stent 

Paclitaxel-eluting coronary stent 

Sirolimus-eluting coronary stent 

TAXUS® Liberte® Paclitaxel-eluting 
Coronary Stent System 

XIENCE Everolimus Eluting Coronary 
Stent System 

Zotarolimus-eluting coronary stent 


Intraluminal Device, 
Drug-eluting in Lower Arteries 


Drug-eluting in Upper Arteries 


Includes: 
Paclitaxel-eluting peripheral stent 
Zilver® PTX® (paclitaxel) 


Drug-Eluting Peripheral Stent 
Intraluminal Device, Includes: 


Paclitaxel-eluting peripheral stent 
Zilver® PTX® (paclitaxel) 
Drug-Eluting Peripheral Stent 


Intraluminal Device, 
Endobronchial Valve in 
Respiratory System 


Includes: 
Spiration IBV™ Valve System 


+ 


Intraluminal tse 
Endotracheal Airway in 


Respiratory System 


Includes: 
Endotracheal tube 
(cuffed)(double-lumen) 


Intraluminal Device, Flow 
Diverter for Restriction in 
Upper Arteries 


Includes: 

Flow Diverter embolization device 
Pipeline™ (Flex) embolization device 
Surpass Streamline™ Flow Diverter 


Intraluminal Device, Pessary in 
Female Reproductive System 


Includes: 
Pessary ring 
Vaginal pessary 


872 
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ICD-10-PCS Value 


Intraluminal Device, Sustained 
Release Drug-eluting in New 
Technology 


ICD-10-PCS 2021 


Definition aie 


Includes: 

Eluvia™ Drug-eluting Vascular Stent 
System 

SAVAL below-the-knee (BTK) 

drug-eluting stent system 


Intraluminal Device, Sustained 
Release Drug-eluting, Four or 
More in New Technology 


Includes: 

Eluvia™ Drug-eluting Vascular Stent 
System 

SAVAL below-the-knee (BTK) 


drug-eluting stent system 
Intraluminal Device, Sustained Includes: 


Release Drug-eluting, Three in 
New Technology 


Eluvia™ Drug-eluting Vascular Stent 
System 

SAVAL below-the-knee (BTK) 
drug-eluting stent system 


Intraluminal Device, Sustained Includes: 


Release Drug-eluting, Two in 
New Technology 


Liner in Lower Joints 


Eluvia™ Drug-eluting Vascular Stent 
System 

SAVAL below-the-knee (BTK) 
drug-eluting stent system 


Includes: 
Acetabular cup 

Hip (joint) liner 

Joint liner (insert) 
Knee (implant) insert 
Tibial insert 


Magnetically Controlled 
Growth Rod(s) in New 
Technology 


Includes: 


MAGEC? Spinal Bracing and 
Distraction System 

Spinal growth rods, magnetically 
controlled 


ae 


Monitoring Device 


Includes: 

Blood glucose monitoring system 

Cardiac event recorder 

Continuous Glucose Monitoring 
(CGM) device 

Implantable glucose monitoring 
device 

Loop recorder, implantable 

Reveal (LINQ)(DX)(XT) 


Monitoring Device, 
Hemodynamic for Insertion in 
Subcutaneous Tissue and 
Fascia 


Includes: 

Implantable hemodynamic monitor 
(IHM) 

Implantable hemodynamic 
monitoring system (IHMS) 


Monitoring Device, Pressure 


Sensor for Insertion in Heart 


Includes: 
CardioMEMS® pressure sensor 
EndoSure® sensor 


and Great Vessels 
Neurostimulator Generator in 
Head and Facial Bones 


Includes: 
RNS system neurostimulator 
generator 


Neurostimulator Lead in 
Central Nervous System and 
Cranial Nerves 


Includes: 

Cortical strip neurostimulator lead 
DBS lead 

Deep brain neurostimulator lead 
RNS System lead 

Spinal cord neurostimulator lead 


Neurostimulator Lead in 


Includes: 
InterStim® Therapy lead 
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ICD-10-PCS Value 


Nonautologous Tissue 
Substitute 


Tissue bank graft 


Pacemaker, Dual Chamber for 
Insertion in Subcutaneous 
Tissue and Fascia 


Pacemaker, Single Chamber 
for Insertion in Subcutaneous 


Tissue and Fascia 
Pacemaker, Single Chamber 


Rate Responsive for Insertion 
in Subcutaneous Tissue and 
Fascia 


Definition 


Includes: 
Acellular Hydrated Dermis 

Bone bank bone graft 

Cook Biodesign® Fistula Plug(s) 
Cook Biodesign® Hernia Graft(s) 
Cook Biodesign® Layered Graft(s) 
Cook Zenapro™ Layered Graft(s) 


Includes: 

Advisa (MRI) 

EnRhythm 

Kappa 

Revo MRI™ SureScan® pacemaker 
Two lead pacemaker 

Versa 


Includes: 
Single lead pacemaker 
(atrium)(ventricle) 


Includes: 
Single lead rate responsive 
pacemaker (atrium)(ventricle) 


Radioactive Element Includes: 
Brachytherapy seeds 
CivaSheet® 

Radioactive Element, Includes: 

Cesium-131 Collagen Implant Cesium-131 Collagen Implant 

for Insertion in Central Gammatile™ 

Nervous System and Cranial 

Nerves 

Resurfacing Device in Lower Includes: 

Joints CONSERVE® PLUS Total Resurfacing 

Hip System 


Cormet Hip Resurfacing System 


Short-term External Heart 
Assist System in Heart and 
Great Vessels 


Le Includes: 

Biventricular external heart assist 
system 

BVS 5000 Ventricular Assist Device 

Centrimag® Blood Pump 

Impella® heart pump 

TandemHeart® System 

Thoratec Paracorporeal Ventricular 
Assist Device 


Skin Substitute, Porcine Liver 


Derived in New Technology 


Spacer in Lower Joints 


Includes: 
MIRODERM™ Biologic Wound Matrix 


Includes: 

Joint spacer (antibiotic) 
Spacer, Static (Antibiotic) 
Static Spacer (Antibiotic) 


Spacer in Upper Joints 


Spinal Stabilization Device, 
Facet Replacement for 
Insertion in Lower Joints 


Spinal Stabilization Device, 
Facet Replacement for 
Insertion in Upper Joints 


Spinal Stabilization Device, 
Interspinous Process for 
Insertion in Lower Joints 


ae 
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Includes: 
Joint spacer (antibiotic) 


Includes: 
Facet replacement spiral 
stabilization device 


Includes: 
Facet replacement spinal 
stabilization device 


Includes: 

Interspinous process spinal 
stabilization device 

X-STOP® Spacer 


ICD-10-PCS Value 


Spinal Stabilization Device, 
Interspinous Process for 
Insertion in Upper Joints 


Appendix H: Device Definitions 


Definition © 
Includes: 
Interspinous process spinal 


stabilization device 
X-STOP® Spacer 


H Xipueddy 


Spinal Stabilization Device, 
Pedicle- Based for Insertion in 
Lower Joints 


Spinal Stabilization Device, Includes: 


Pedicle-Based for Insertion in 
Upper Joints 


Stimulator Generator in 
Subcutaneous Tissue and 
Fascia 


is] 
Includes: 2 
Dynesys® Dynamic Stabilization ~ 
System C) 
Pedicle-based dynamic stabilization oO 
device a 
3. 
Dynesys® Dynamic Stabilization =. 
System “ 
Pedicle-based dynamic stabilization “a 
device 
Includes: 


Baroreflex Activation Therapy” 
(BAT®) 

Diaphragmatic pacemaker 
generator 

Mark IV Breathing Pacemaker 
System 

Phrenic nerve stimulator generator 

Rheos® System device 


Stimulator Generator, — 
Array for Insertion in 
Subcutaneous Tissue and 
Fascia 


Includes: 

Activa PC neurostimulator 

Enterra gastric neurostimulator 

Neurostimulator generator, multiple 
channel 

PrimeAdvanced neurostimulator 
(SureScan)(MRI Safe) 


Stimulator Generator, Multiple 
Array Rechargeable for 
insertion in Subcutaneous 
Tissue and Fascia 


Includes: 

Activa RC neurostimulator 

Neurostimulator generator, multiple 
channel rechargeable 

RestoreAdvanced neurostimulator 
(SureScan)(MRI Safe) 

RestoreSensor neurostimulator 
(SureScan)(MRI Safe) 

RestoreUltra neurostimulator 
(SureScan)(MRI Safe) 


Stimulator Generator, Single 
Array for Insertion in 
Subcutaneous Tissue and 
Fascia 


Includes: 

Activa SC neurostimulator 

InterStim® Therapy neurostimulator 

Itrel (3)(4) neurostimulator 

Neurostimulator generator, single 
channel 


Stimulator Generator, Single 
Array Rechargeable for 
Insertion in Subcutaneous 
Tissue and Fascia 


Includes: 
Neurostimulator generator, single 
channel rechargeable 


Stimulator Lead in 
Gastrointestinal System 


af 


Includes: 

Gastric electrical stimulation (GES) 
lead 

Gastric pacemaker lead 


Stimulator Lead in Muscles | 


Includes: 

Electrical muscle stimulation (EMS) 
lead 

Electronic muscle stimulator lead 

Neuromuscular electrical 
stimulation (NEMS) lead 


Stimulator Lead in Upper | 
Arteries 


Includes: 

Baroreflex Activation Therapy® 
(BAT®) 

Carotid (artery) sinus (baroreceptor) 
lead 

Rheos® System lead 
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ICD-10-PCS Value 


Stimulator Lead in Urinary 
System 


Initions 


Def 


ice 


Dev 


Definition 


Includes: 
Sacral nerve modulation (SNM) lead 


Sacral neuromodulation lead 
| Urinary incontinence stimulator lead 
Subcutaneous Defibrillator Includes: 


Appendix H 


for Replacement in Lower 


Synthetic Substitute, Ceramic | 


Lead in Subcutaneous Tissue S-ICD™ lead 
and Fascia i 
Synthetic Substitute Includes: 


AbioCor® Total Replacement Heart 

AMPLATZER® Muscular VSD 
Occluder 

Annuloplasty ring 

Bard® Composix?® (E/X) (LP) mesh 

Bard® Composix® Kugel® patch 

Bard® Dulex™ mesh 

Bard® Ventralex™ hernia patch 

Barricaid® Annular Closure Device 
(ACD) 

BRYAN? Cervical Disc System 

Corvia |ASD® 

Ex-PRESS™ mini glaucoma shunt 

Flexible Composite Mesh 

GORE® DUALMESH® 

Holter valve ventricular shunt 

IASD® (InterAtrial Shunt Device), 
Corvia 

InterAtrial Shunt Device IASD®, 
Corvia 

MitraClip valve repair system 

Nitinol framed polymer mesh 

Open Pivot (mechanical) valve 

Open Pivot Aortic Valve Graft (AVG) 

Partially absorbable mesh 

PHYSIOMESH™ Flexible Composite 
Mesh 

Polymethylmethacrylate (PMMA) 

Polypropylene mesh 

PRESTIGE® Cervical Disc 

PROCEED™ Ventral Patch 

Prodisc-C 

Prodisc-L 

PROLENE Polypropylene Hernia 
System (PHS) 

Rebound HRD® (Hernia Repair 
Device) 

SynCardia Total Artificial Heart 

Total artificial (replacement) heart 

ULTRAPRO Hernia System (UHS) 

ULTRAPRO Partially Absorbable 
Lightweight Mesh 

ULTRAPRO Plug 

V-Wave Interatrial Shunt System 

Ventrio™ Hernia Patch 

Zimmer® NexGen® LPS Mobile 
Bearing Knee 

Zimmer® NexGen® LPS-Flex Mobile 
Knee 


Includes: 

Ceramic on ceramic bearing surface 

Novation® Ceramic AHS® 
(Articulation Hip System) 


Joints 
Synthetic Substitute, | 


Intraocular Telescope for 
Replacement in Eye 


Includes: 
Implantable Miniature Telescope™ 
(IMT) 


ICD-10-PCS Value 


Synthetic Substitute, Metal for 
Replacement in Lower Joints 


Synthetic Substitute, Metal on 
Polyethylene for Replacement 
in Lower Joints 


_ [Definition 


ICD-10-PCS 2021 


Includes: 
Cobalt/chromium head and socket 
Metal on metal bearing surface 


Includes: 
Cobalt/chromium head and 
polyethylene socket 


Synthetic Substitute, Oxidized 
Zirconium on Polyethylene for 
Replacement in Lower Joints 


Synthetic Substitute, 
Polyethylene for Replacement 
in Lower Joints 


Replacement in Upper Joints 


Includes: 
OXINIUM 


Includes: 
Polyethylene socket 


Reverse® Shoulder Prosthesis 


Synthetic Substitute, Reverse Includes: 
Ball and Socket for Delta III Reverse shoulder prosthesis 
SSS eee eee eee 


Tissue Expander in Skin and Includes: 

Breast Tissue expander (inflatable) 
(injectable) 

Tissue Expander in Includes: 

Subcutaneous Tissue and Tissue expander (inflatable) 

Fascia (injectable) 

Tracheostomy Device in Includes: 

Respiratory System Tracheostomy tube 


Vascular Access Device, Totally 
Implantable in Subcutaneous 


Tissue and Fascia 


Includes: 

Implanted (venous)(access) port 

Injection reservoir, port 

Subcutaneous injection reservoir, 
port 


Vascular Access Device, 
Tunneled in Subcutaneous 
Tissue and Fascia 


Synthetic Substitute, 
Mechanically Expandable 
(Paired) in New Technology 


Includes: 
SpineJack® system 


Zooplastic Tissue in Heart and 
Great Vessels 


Includes: 
Tunneled central venous catheter 
Vectra® Vascular Access Graft 


Includes: 

3f (Aortic) Bioprosthesis valve 

Bovine pericardial valve 

Bovine pericardium graft 

Contegra Pulmonary Valved Conduit 

CoreValve transcatheter aortic valve 

Epic™ Stented Tissue Valve (aortic) 

Freestyle (Stentless) Aortic Root 
Bioprosthesis 

Hancock Bioprosthesis (aortic) 
(mitral) valve 

Hancock Bioprosthetic Valved 
Conduit 

Melody® transcatheter pulmonary 
valve 

Mitroflow® Aortic Pericardial Heart 
Valve 

Mosaic Bioprosthesis (aortic) (mitral) 
valve 

Porcine (bioprosthetic) valve 

SAPIEN transcatheter aortic valve 

SJM Biocor® Stented Valve System 

Stented tissue valve 

Trifecta™ Valve (aortic) 

Xenograft 


Zooplastic Tissue, Rapid 
Deployment Technique in New 
Technology 


Includes: 

EDWARDS INTUITY Elite valve 
system 

INTUITY Elite valve system, 
EDWARDS 

Perceval sutureless valve 


Sutureless valve, Perceval 
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Substance Key 


This table crosswalks a specific substance, listed by trade name or synonym, to the PCS value that would be used to represent that substance in 
either the Administration or New Technology section. The ICD-10-PCS value may be located in either the 6th-character Substance column or the 
7th-character Qualifier column depending on the section/table to which it is classified. The most specific character is listed in the table. 
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Trade Name or Synonym ICD-10-PCSValue PCS Section 


Vn 
= 
mA 
ta 
: 

AIGISRx Antibacterial Envelope Anti-Infective Envelope (A) Administration (3) © 
Andexanet Alfa, Factor Xa Inhibitor Reversal Agent | Coagulation Factor Xa, Inactivated (7) = New Technology (X) > 
Andexxa Coagulation Factor Xa, Inactivated (7) [Rew Tecnology 7 Ss 
Angiotensin Il Synthetic Human Angiotensin II (H) New Technology (X) = 
Antibacterial Envelope (TYRX) (AIGISRx) Anti-Infective Envelope (A) Administration (3) “ 
Antimicrobial envelope Anti-Infective Envelope (A) Administration (3) = 
Axicabtagene Ciloeucel Engineered Autologous Chimeric Antigen Receptor T-cell er Technology (X) ® 
Immunotherapy (C) o 
AZEDRA® lobenguane I-131 Antineoplastic (S) ee Technology (X) 2 
Bone morphogenetic protein 2 (BMP 2) Recombinant Bone Morphogenetic Protein (B) Administration (3) =. 
Brexucabtagene Autoleucel Brexucabtagene Autoleucel Immunotherapy (4) New Technology (X) oO 
CBMA (Concentrated Bone Marrow Aspirate) Concentrated Bone Marrow Aspirate (9) New Technology (X) 3 
Clolar Clofarabine (P) ~_[Rdministration (3) 
Coagulation Factor Xa, (Recombinant) Inactivated Te ccaainn Factor Xa, Inactivated (7) New Technology (X) 
CONTEPO™ ~ | Fosfomycin Anti-infective (K) New Technology (X) 
Defitelio Defibrotide Sodium Anticoagulant (9) rea Technology (X) 
DuraGraft® Endothelial Damage Inhibitor Endothelial Damage Inhibitor (8) New Technology (X) 
ELZONRIS™ —Tagraxofusp-erzs Antineoplastic (Q) New Technology (X) 
ERLEADA™ ~_[Apalutamide Antineoplastic (J) New Technology (X) 
Factor Xa Inhibitor Reversal Agent, Andexanet Alfa | Coagulation Factor Xa, Inactivated (7) New Technology (X) 
FETROJA® Cefiderocol Anti-infective (A) New Technology (X) 
anid ES Anti-infective (K) New Technology (X) 
GIAPREZA™ Synthetic Human Angiotensin II (H) New Technology (X) 
Hemospray® Endoscopic Hemostat Mineral-based Topical Hemostatic Agent (8) New Technology (X) 
Human angiotensin Il, synthetic ~ [Synthetic Human Angiotensin II (H) New Technology (X) 
IMFINZI° ll Durvalumab Antineoplastic (3) New Technology (X) 
IMI/REL Imipenem-cilastatin-relebactam Anti-infective (U) New Technology (X) 
lobenguane I-131, High Specific Activity (HSA) Sail nalans |-131 Antineoplastic (S) New Technology (X) 
Jakafi® Ruxolitinib (1) New Technology (X) 
Kcentra 4-Factor Prothrombin Complex Concentrate (B) Administration (3) 
Engineered Autologous Chimeric Antigen Receptor T-cell New Technology (X) 
KYMRIAH Immunotherapy (C) 
Lisocabtagene Maraleucel Lisocabtagene Maraleucel Immunotherapy (7) New Technology (X) 
NA-1 (Nerinitide) TSUN: (2) New Technology (X) 
Nesiritide Human B-type Natriuretic Peptide (H) oes (3) 
NUZYRA™ —___ | Omadacycline Anti-infective (B) New Technology (X) 
Hematopoietic Stem/Progenitor Cells, Genetically Modified | Administration (3) 
OTL-101 (C) 
rhBMP-2 Recombinant Bone Morphogenetic Protein (B) Henin (3) 
Seprafilm Adhesion Barrier (5) Administration (3) 
Soliris® esi (C | New Technology (X) 
SPRAVATO™ Esketamine Hydrochloride (M) New Technology (X) 
STELARA® Other New Technology Therapeutic Substance (F) New Technology (X) 
TECENTRIQ® Atezolizumab Antineoplastic (D) New Technology (X) 
Engineered Autologous Chimeric Antigen Receptor T-cell | New Technology (X) 
Tisagenlecleucel Immunotherapy (C) | as 
aecusFlasminagen Aetwvater WPAVEPA) | Other Thrombolytic (7) Hee (3) 
i i Anti-Infective Envelope (A) Administration (3) 
TYRX Antibacterial Envelope 


es 
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Trade Name or Synonym ICD-10-PCS Value : oe PCS Section 
Ustekinumab New Technology (X) 
Vabomere™ Meropenem-vaborbactam Anti-infective (N) New Technology (X) 
Venclexta® Ventoclax Antineoplastic (R) New Technology (X) 
Vistogard® Uridine Triacetate (8) New Technology (X) 
Voraxaze Glucarpidase (Q) Administration (3) 
VYXEOS™ Cytarabine and Daunorubicin Liposome Antineoplastic (B) | New Technology (X) 
XENLETA™ Lefamulin Anti-infective (6) New Technology (X) 
ZERBAXA® Ceftolozane/Tazobactam Anti-infective (9) New Technology (X) 
ZINPLAVA™ Bezlotoxumab Monoclonal Antibody (A) New Technology (X) 
ZULRESSO™ aes nolone (0) New Technology (X) 
Zyvox Oxazolidinones (8) Administration (3) 


me ee 
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Substance Definitions 


This table crosswalks a PCS value, used in the Administration or New Technology section, to a specific substance. The specific substances are listed 


by trade name or synonym. The ICD-10-PCS value may be located in either the 6th-character Substance column or the 7th-character Qualifier 
column depending on the section/table to which it is classified. 


ICD-10-PCS Value 


Trade Name orSynonym | 


7) 
< 
o 
wn 
o> 
ry 
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A 
© 
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® 

<2 
= 
vi 
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o 
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aa 
ry 
= 
A 
® 
=] 
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a 
5 
oe. 
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PCS Section 


Administration (3) 


4-Factor Prothrombin Complex Concentrate (B) 


Adhesion Barrier (5) te Administration (3) 
rafilm 
Includes: Administration (3) 


AIGISRx Antibacterial Envelope Antimicrobial envelope 
Antibacterial Envelope (TYRX) (AIGISRx) 
TYRX Antibacterial Envelope 


Apalutamide Antineoplastic (J) Includes: 


Anti-Infective Envelope (A) 


New Technology (X) 


ERLEADA™ 
: F F Includes: New Technology (X) 
Atezolizumab Antineoplastic (D) TECENTRIO® 
: Includes: New Technology (X) 
Bezlotoxumab Monoclonal Antibody (A) JINPLAVA™ 
Brexanolone (8) Includes: New Technology (X) 
ZULRESSO™ 
Brexucabtagene Autoleucel Immunotherapy (4) includes: New Technology (X) 
Brexucabtagene Autoleucel 
Cefiderocol Anti-infective (A) Includes: ei New Technology (X) 
FETROJA® 
Ceftolozane/Tazobactam Anti- infective (9) Includes: New Technology (X) 
ZERBAXA® 
Clofarabine (P) a treet (3) 
Coagulation Factor Xa, Inactivated (7) Includes: New Technology (X) 
Andexanet Alfa, Factor Xa Inhibitor Reversal Agent 
Andexxa 


Coagulation Factor Xa, (Recombinant) Inactivated 
Factor Xa Inhibitor Reversal Agent, Andexanet Alfa 


: Includes: ee Technology (X) 
Concentrated Bone Marrow Aspirate (8) CBMA (Concentrated Bone Marrow Aspirate) 
Cytarabine and Daunorubicin Liposome ~ | Includes: [New Technology (X) 
Antineoplastic (B) VYXEOS™ 
| Includes: New Technology (X) 
Defibrotide Sodium Anticoagulant (9) rane gy ( 
P ~ | Includes: | New Technology (X) 
Durvalumab Antineoplastic (3) arene oy 
Includes: New Technology (X) 
Eculizumab (C) Soliris® | 
4 ate Includes: | New Technology (X) 
Endothelial Damage Inhibitor (8) DuraGraft® Endothelial Damage Inhibitor 
Includes: “| New Technology (X) 
Engineered Autologous Chimeric Antigen Receptor Axicabtagene Ciloeucel 
T-cell Immunotherapy (C) KYMRIAH 
Tisagenlecleucel be 
Esketamine Hydrochloride (M) ~ | Includes: - New Technology (X) 
SPRAVATO 
; FinfectivelK includes: New Technology (X) 
Fosfomycin Anti-infective (K) i CHEESE 
Fosfomycin injection 
a : : Includes: sinew Technology (X) 
Gilteritinib Antineoplastic (V) i 
XOSPATA edly 
Includes: Administration (3) 
Glucarpidase (Q) Voraxaze es 
Hematopoietic Stem/Progenitor Cells, Genetically nclacest Administration (3) 
Modified (C a 
e if = des: Administration (3) 
; : Includes: 
Human B-type Natriuretic Peptide (H) || Nesiritide 
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Initions 


ICD-10-PCS Value 


Imipenem-cilastatin-relebactam Anti-infective (U) 


lobenguane I-131 Antineoplastic (S) 


Lefamulin Anti-infective (6) Includes: 


Lisocabtagene Maraleucel Immunotherapy (7) 


Meropenem-vaborbactam Anti-infective (N) 


Mineral-based Topical Hemostatic Agent (8) 


Nerinitide (2) 


Substance Key/Substance Def 


Omadacycline Anti-infective (B) 


Other New Technology Therapeutic Substance (F) 


Appendix | 


Oxazolidinones (8) 


Recombinant Bone Morphogenetic Protein (B) Includes: 
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ee ee eee ee 


Trade Name or Synonym | PCS Section : 


Includes: New Technology (X) 
IMI/REL 
Includes: New Technology (X) 
AZEDRA® : 
lobenguane I-131, High Specific Activity (HSA) 

New Technology (X) 
XENLETA™ 
Includes: New Technology (X) 
Lisocabtagene Maraleucel 
Includes: New Technology (X) 
Vabomere™ 
Includes: New Technology (X 
Hemospray® Endoscopic Hemostat 
Includes: New Technology (X 
NA-1 (Nerinitide) 
Includes: New Technology (X 
NUZYRA™ 
Includes: New Technology (X) 
STELARA® 


Ustekinumab 
7 Includes: 
Other Thrombolytic (7) Tissue Plasminogen Activator (tPA)(r-tPA) 


Includes: 
Zyvox 


Administration (3) 


Administration (3) 


Bone morphogenetic protein 2 (BMP 2) rhBMP-2 


Ruxolitinib (T) 


Administration (3) 


Synthetic Human Angiotensin II (H) 


Tagraxofusp-erzs Antineoplastic (Q) 


Uridine Triacetate (8) 


Venetoclax Antineoplastic (R) 
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Includes: New Technology (X) 
Jakafi® 
Includes: New Technology (X) 
Angiotensin || 
GIAPREZA™ 
Human angiotensin II, synthetic 
Includes: ‘| New Technology (X) 
ELZONRIS™ 
Includes: | New Technology (X) 
Vistogard® 
Includes: New Technology (X) 
Venclexta® 

ee eS nee 


i EEEE,_ =o 
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Appendix J: Sections B-H Character Definitions 


aie B-H (Imaging through Substance Abuse Treatment) do not include root operations. Instead, the character 3 value represents the type of 
As ure performed with additional details about that procedure provided by the character 4 or 5 value, when appropriate. This resource provides 
the specific ICD-10-PCS value and its associated definition for the character 3, character 4, and character 5 values in the ancillary sections of B-H. 


Section B-Imaging 
ICD-10-PCS Value (Character 3) Definition 


Computerized Tomography (CT Scan) Computer reformatted digital display of multiplanar images developed from the capture of 

(2) multiple exposures of external ionizing radiation 

Fluoroscopy Single plane or bi-plane real time display of an image developed from the capture of external 

(1) ionizing radiation ona fluorescent screen. The image may also be stored by either digital or analog 
. ; means. 

Magnetic Resonance Imaging (MRI) Computer reformatted digital display of multiplanar images developed from the capture of 

(3) radiofrequency signals emitted by nuclei in a body site excited within a magnetic field 

Other Imaging Other specified modality for visualizing a body part 

(5) 

Plain Radiography Planar display of an image developed from the capture of external ionizing radiation on 

(0) photographic or photoconductive plate 

Ultrasonography Real time display of images of anatomy or flow information developed from the capture of 


(4) reflected and attenuated high frequency sound waves 


Section C-Nuclear Medicine 
ICD-10-PCS Value (Character 3) 


Definition ie : 
Introduction of radioactive materials into the body for the study of body fluids and blood 


Nonimaging Nuclear Medicine Assay 

(6) elements, by the detection of radioactive emissions 

Nonimaging Nuclear Medicine Probe Introduction of radioactive materials into the body for the study of distribution and fate of certain 

(5) . substances by the detection of radioactive emissions; or, alternatively, measurement of absorption 
of radioactive emissions from an external source 

Nonimaging Nuclear Medicine Uptake Introduction of radioactive materials into the body for measurements of organ function, from the 

(4) detection of radioactive emissions 

Planar Nuclear Medicine Imaging Introduction of radioactive materials into the body for single plane display of images developed 

(1) from the capture of radioactive emissions 

Positron Emission Tomographic (PET) Imaging Introduction of radioactive materials into the body for three dimensional display of images 

(3) developed from the simultaneous capture, 180 degrees apart, of radioactive emissions 

Systemic Nuclear Medicine Therapy Introduction of unsealed radioactive materials into the body for treatment 

(7) 

Tomographic (Tomo) Nuclear Medicine Imaging Introduction of radioactive materials into the body for three dimensional display of images 

(2) developed from the capture of radioactive emissions 


Section F-Physical Rehabilitation and Diagnostic Audiology 


ICD-10-PCS Value (Character 3) _ Definition 

Activities of Daily Living Assessment Measurement of functional level for activities of daily living 

(2) 

Activities of Daily Living Treatment Exercise or activities to facilitate functional competence for activities of daily living 
(8) ath 


Caregiver Training Training in activities to support patient's optimal level of function 


(F) 
Cochlear Implant Treatment Application of techniques to improve the communication abilities of individuals with cochlear 


(B) implant 
Fitting of a device designed to facilitate or support achievement of a higher level of function 


Device Fitting 

(D) : 
Hearing Aid Assessment Measurement of the appropriateness and/or effectiveness of a hearing device 
(4) 


Hearing Assessment Measurement of hearing and related functions 
(3) | 7 
Hearing Treatment Application of techniques to improve, augment, or compensate for hearing and related functional 
(9) impairment 
Measurement of motor, nerve, and related functions 


Motor and/or Nerve Function Assessment 


(1) a. 


Continued on next page 
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ICD-10-PCS Value (Character 3) 
Motor Treatment 
(7) 


Speech Assessment 
(0) 


Speech Treatment 
(6) 


Section F-Physical Rehabilitation and Diagnostic Audiology 


Continued from previous page 


Definition 2 2 WA Se thes 
Exercise or activities to increase or facilitate motor function 


Measurement of speech and related functions 


Application of techniques to improve, augment, or compensate for speech and related functional 


impairment 


Vestibular Assessment 


(5) 


Measurement of the vestibular system and related functions 


Vestibular Treatment 


Application of techniques to improve, augment, or compensate for vestibular and related 


(C) functional impairment 


Section F—-Physical Rehabilitation and Diagnostic Audiology 


ICD-10-PCS Value Qualifier (Character 5) 
Acoustic Reflex Decay 

() 

Acoustic Reflex Patterns 

(G) 

Acoustic Reflex Threshold 

(H) 


Aerobic Capacity and Endurance 
(7) 


Alternate Binaural or Monaural Loudness Balance 


(7) 


| Definition 
Measures reduction in size/strength of acoustic reflex over time 
Includes/Examples: Includes site of lesion test 


Defines site of lesion based upon presence/absence of acoustic reflexes with ipsilateral vs. 
contralateral stimulation ‘ 


Determines minimal intensity that acoustic reflex occurs with ipsilateral and/or contralateral 
stimulation 


Measures autonomic responses to positional changes; perceived exertion, dyspnea or angina 
during activity; performance during exercise protocols; standard vital signs; and blood gas analysis 
or Oxygen consumption 


Determines auditory stimulus parameter that yields the same objective sensation 
Includes/Examples: Sound intensities that yield same loudness perception 


Anthropometric Characteristics 


(B) 


Measures edema, body fat composition, height, weight, length and girth 


Aphasia (Assessment) 
(@) 


eae expressive and receptive speech and language function including reading and writing 


Aphasia (Treatment) 
(3) 


Applying techniques to improve, augment, or compensate for receptive/ expressive language 


Articulation/Phonology (Assessment) 
(9) 


impairments 
Measures speech production 


Articulation/Phonology (Treatment) 
(4) 


in techniques to correct, improve, or compensate for speech productive impairment 


Assistive Listening Device 


(5) 


Assists in use of effective and appropriate assistive listening device/system 


Assistive Listening System/Device Selection 


(4) 


Measures the effectiveness and appropriateness of assistive listening systems/devices 


(9) 


Assistive, Adaptive, Supportive or Protective Devices | Explanation: Devices to facilitate or support achievement of a higher level of function in 


wheelchair mobility; bed mobility; transfer or ambulation ability; bath and showering ability; 
dressing; grooming; personal hygiene; play or leisure 


Auditory Evoked Potentials 
(L) 


stimulation 


Auditory Processing (Assessment) 
(Q) 


Measures electric responses produced by the VIllth cranial nerve and brainstem following auditory 


Evaluates ability to receive and process auditory information and comprehension of spoken 
language 


Auditory Processing (Treatment) 
(2) 


Applying techniques to improve the receiving and processing of auditory information and 
comprehension of spoken language 


Augmentative/Alternative Communication System "| Determines the appropriateness of aids, techniques, symbols, and/or strategies to augment or 


(Assessment) 


(L) 


replace speech and enhance communication 


Includes/Examples: Includes the use of telephones, writing equipment, emergency equipment, 
and TDD 


Augmentative/Alternative Communication System 
(Treatment) 
(3) 


Includes/Examples: Includes augmentative communication devices and aids 


Aural Rehabilitation 
(5) 


Applying techniques to improve the communication abilities associated with hearing loss 


Aural Rehabilitation Status 
(P) 


| Measures impact of a hearing loss including evaluation of receptive and expressive 
| communication skills 
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ICD-10-PCS Value Qualifier (Character 5) 
Bathing/Showering 
(0) 


Bathing/Showering Techniques 
(9) 

Bed Mobility (Assessment) 

(B) 

Bed Mobility (Treatment) 

(5) 

Bedside Swallowing and Oral Function 
(H) 


Bekesy Audiometry Uses an instrument that provides a choice of discrete or continuously varying pure tones; choice of 


(3) 
Binaural Electroacoustic Hearing Aid Check 


(6) 


(3) 
Binaural Hearing Aid (Treatment) 


(2) 


Bithermal, Binaural Caloric Irrigation 
(9) 
Bithermal, Monaural Caloric Irrigation 


(1) 


Appendix J: Sections B-H Character Definitions 


Section F—-Physical Rehabilitation and Diagnostic Audiology 


Continued from previous page 


Definition : ee 
Includes/Examples: Includes obtaining and using supplies; soaping, rinsing, and drying body 
parts; maintaining bathing position; and transferring to and from bathing positions 


Activities to facilitate obtaining and using supplies, soaping, rinsing and drying body parts, 
maintaining bathing position, and transferring to and from bathing positions 


Transitional movement within bed 
Exercise or activities to facilitate transitional movements within bed 


Includes/Examples: Bedside swallowing includes assessment of sucking, masticating, coughing, 
and swallowing. Oral function includes assessment of musculature for controlled movements, 
structures, and functions to determine coordination and phonation. 


pulsed or continuous signal 
Determines mechanical and electroacoustic function of bilateral hearing aids using hearing aid 


test box 
Binaural Hearing Aid (Assessment) Measures the candidacy, effectiveness, and appropriateness of a hearing aid 


Explanation: Measures bilateral fit 
Explanation: Assists in achieving maximum understanding and performance 


Measures the rhythmic eye movements stimulated by changing the temperature of the vestibular 
system 


Measures the rhythmic eye movements stimulated by changing the temperature of the vestibular 
system in one ear 


Brief Tone Stimuli 


(R) 


Measures specific central auditory process 


Cerumen Management 


(3) 


includes examination of external auditory canal and tympanic membrane and removal of 


Cochlear Implant 

(0) 

Cochlear Implant Rehabilitation 

(0) 

Communicative/Cognitive Integration Skills 


(Assessment) 
(G) 


cerumen from external ear canal 


Measures candidacy for cochlear implant 


Applying techniques to improve the communication abilities of individuals with cochlear implant; 


includes programming the device, providing patients/families with information 


Measures ability to use higher cortical functions 

Includes/Examples: Includes orientation, recognition, attention span, initiation and termination of 
activity, memory, sequencing, categorizing, concept formation, spatial operations, judgment, 
problem solving, generalization and pragmatic communication 


Communicative/Cognitive Integration Skills 
(Treatment) 


(6) 


Activities to facilitate the use of higher cortical functions 


Includes/Examples: Includes level of arousal, orientation, recognition, attention span, initiation 
and termination of activity, memory sequencing, judgment and problem solving, learning and 
generalization, and pragmatic communication 


Computerized Dynamic Posturography 


(6) 


Measures the status of the peripheral and central vestibular system and the sensory/motor 
component of balance; evaluates the efficacy of vestibular rehabilitation 


Conditioned Play Audiometry 
(4) 


Behavioral measures using nonspeech and speech stimuli to obtain frequency-specific and 
ear-specific information on auditory status from the patient 

Explanation: Obtains speech reception threshold by having patient point to pictures of spondaic 
words , 


Coordination/Dexterity (Assessment) 


(3) 


Measures large and small muscle groups for controlled goal-directed movements 
Explanation: Dexterity includes object manipulation 


Coordination/Dexterity (Treatment) 


Exercise or activities to facilitate gross coordination and fine coordination 


(2) 2 

Cranial Nerve Integrity Measures cranial nerve sensory and motor functions, including tastes, smell and facial expression 
(9) 

Dichotic Stimuli Measures specific central auditory process 

- | . 

Distorted Speech Measures specific central auditory process 


(S) 


Dix-Hallpike Dynamic 
(5) 
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Measures nystagmus following Dix-Hallpike maneuver 
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Appendix J; Sections B—H Character Definitions 


ICD-10-PCS 2021 


Section F—-Physical Rehabilitation and Diagnostic Audiology 
ICD-10-PCS Value Qualifier (Character 5) _ eA Definition = 2° ee ee ee 


Dressing 


(1) 


Dressing Techniques 


(1) 


Continued from previous page 


Includes/Examples: Includes selecting clothing and accessories, obtaining clothing from storage, 
dressing, fastening and adjusting clothing and shoes, and applying and removing personal 
devices, prosthesis or orthosis 


Activities to facilitate selecting clothing and accessories, dressing and undressing, adjusting 
clothing and shoes, applying and removing devices, prostheses or orthoses 


Dynamic Orthosis 
(6) 


Ear Canal Probe Microphone 


(1) 


Includes/Examples: Includes customized and prefabricated splints, inhibitory casts, spinal and 
other braces, and protective devices; allows motion through transfer of movement from other 
body parts or by use of outside forces © 


Real ear measures 


Ear Protector Attentuation 
(7) 
Electrocochleography 
(K) 

Environmental, Home, Work Barriers 
(B) 


Ergonomics and Body Mechanics 
(C) 


Eustachian Tube Function 

(F) 

Evoked Otoacoustic Emissions, Diagnostic 
(N) 


Evoked Otoacoustic Emissions, Screening 
(M) 


Measures ear protector fit and effectiveness 


Measures the VIII" cranial nerve action potential 


Measures current and potential barriers to optimal function, including safety hazards, access 
problems and home or office design 


Ergonomic measurement of job tasks, work hardening or work conditioning needs; functional 
capacity; and body mechanics 


Measures eustachian tube function and patency of eustachian tube 


Measures auditory evoked potentials in a diagnostic format 


Measures auditory evoked potentials in a screening format 


Facial Nerve Function 


(7) 


Sr y71 «| SSNS Par ee emer per 


Measures electrical activity of the VII"" cranial nerve (facial nerve) 


Feeding/Eating (Assessment) 
(2) 


Feeding/Eating (Treatment) 
(3) 


Filtered Speech 

(9) 

Fluency (Assessment) 
(D) 


Fluency (Treatment) 
(7) 


Includes/Examples: Includes setting up food, selecting and using utensils and tableware, bringing 
food or drink to mouth, cleaning face, hands, and clothing, and management of alternative 
methods of nourishment 


Exercise or activities to facilitate setting up food, selecting and using utensils and tableware, 
bringing food or drink to mouth, cleaning face, hands, and clothing, and management of 
alternative methods of nourishment 


Uses high or low pass filtered speech stimuli to assess central auditory processing disorders, site of 
lesion testing 


Measures speech fluency or stuttering 


Applying techniques to improve and augment fluent speech 


Gait and/or Balance 
(D) 


Measures biomechanical, arthrokinematic and other spatial and temporal characteristics of gait 
and balance 


Gait Training/Functional Ambulation 


(9) 


[Exercise or activities to facilitate ambulation on a variety of surfaces and ina variety of 
environments . 


Grooming/Personal Hygiene (Assessment) 


(3) 


Includes/Examples: Includes ability to obtain and use supplies in a sequential fashion, general 
grooming, oral hygiene, toilet hygiene, personal care devices, including care for artificial airways 


Grooming/Personal Hygiene (Treatment) 


(2) 


Activities to facilitate obtaining and using supplies in a sequential fashion: general grooming, oral 


Hearing and Related Disorders Counseling 


(9) 


Provides patients/families/caregivers with information, support, referrals to facilitate recovery 
from a communication disorder 


Includes/Examples: Includes strategies for psychosocial adjustment to hearing loss for clients and 
families/caregivers 


hygiene, toilet hygiene, cleaning body, and personal care devices, including artificial airways 


Hearing and Related Disorders Prevention 


(1) 


Provides patients/families/caregivers with information and support to prevent communication 
disorders 


Hearing Screening 


(9) 


TP 


ass/refer measures designed to identify need for further audiologic assessment 


Home Management (Assessment) 
(4) 


i Obtaining and maintaining personal and household Possessions and environment 
Includes/Examples: Includes clothing care, cleaning, meal preparation and cleanup, shopping, 
money management, household maintenance, safety procedures, and childcare/parenting 
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Home Management (Treatment) 


(4) 


Instrumental Swallowing and Oral Function 


(J) 


Integumentary Integrity 


(1) 


Section F-Physical Rehabilitation and Diagnostic Audiology Continued from previous page 
ICD-10-PCS Value Qualifier (Character 5) 


Appendix J: Sections B-H Character Definitions 


Definition 
Activities to facilitate obtaining and maintaining personal household possessions and 
environment 

Includes/Examples: Includes clothing care, cleaning, meal preparation and clean-up, shopping, 
money management, household maintenance, safety procedures, childcare/parenting 


Measures swallowing function using instrumental diagnostic procedures 
Explanation: Methods include videofluoroscopy, ultrasound, manometry, endoscopy 


Includes/Examples: Includes burns, skin conditions, ecchymosis, bleeding, blisters, scar tissue, 
wounds and other traumas, tissue mobility, turgor and texture 


c xipueddy 


Manual Therapy Techniques 
(7) 


Masking Patterns 
(W) 


(8) 

Monaural Hearing Aid (Assessment) 
(2) 

Monaural Hearing Aid (Treatment) 
(1) 


Motor Function (Assessment) 
(4) 


Monaural Electroacoustic Hearing Aid Check 


Techniques in which the therapist uses his/her hands to administer skilled movements 
Includes/Examples: Includes connective tissue massage, joint mobilization and manipulation, 
manual lymph drainage, manual traction, soft tissue mobilization and manipulation 


Measures central auditory processing status 


Determines mechanical and electroacoustic function of one hearing aid using hearing aid test box 


Measures the candidacy, effectiveness, and appropriateness of a hearing aid 
Explanation: Measures unilateral fit 


SUOI}IUIJaG 10}2e1e4D H-g SUOI}I9S 


Explanation: Assists in achieving maximum understanding and performance 


Measures the body's functional and versatile movement patterns 
Includes/Examples: Includes motor assessment scales, analysis of head, trunk and limb movement, 


Motor Function (Treatment) 
(3) 


and assessment of motor learning 


Exercise or activities to facilitate crossing midline, laterality, bilateral integration, praxis, 
neuromuscular relaxation, inhibition, facilitation, motor function and motor learning 


Motor Speech (Assessment) 


Measures neurological motor aspects of speech production 


(B) 
Motor Speech (Treatment) Applying techniques to improve and augment the impaired neurological motor aspects of speech 
(8) production 


Muscle Performance (Assessment) 
(O) 


Measures muscle strength, power and endurance using manual testing, dynamometry or 
computer-assisted electromechanical muscle test; functional muscle strength, power and 
endurance; muscle pain, tone, or soreness; or pelvic-floor musculature 

Explanation: Muscle endurance refers to the ability to contract a muscle repeatedly over time 


Muscle Performance (Treatment) 


(1) 


Exercise or activities to increase the capacity of a muscle to do work in terms of strength, power, 
and/or endurance 

Explanation: Muscle strength is the force exerted to overcome resistance in one maximal effort. 
Muscle power is work produced per unit of time, or the product of strength and speed. Muscle 
endurance is the ability to contract a muscle repeatedly over time. 


Neuromotor Development 
(D) 


Measures motor development, righting and equilibrium reactions, and reflex and equilibrium 


Non-invasive Instrumental Status 
(N) 


reactions 
Instrumental measures of oral, nasal, vocal, and velopharyngeal functions as they pertain to 
speech production 


Nonspoken Language (Assessment) 


(7) 


Measures nonspoken language (print, sign, symbols) for communication 


Nonspoken Language (Treatment) 


(0) 


Applying techniques that improve, augment, or compensate spoken communication 


Oral Peripheral Mechanism 
(P) 


Structural measures of face, jaw, lips, tongue, teeth, hard and soft palate, pharynx as related to 
speech production 


Orofacial Myofunctional (Assessment) 
(K) 


Measures orofacial myofunctional patterns for speech and related functions 


4 


Orofacial Myofunctional (Treatment) 
(9) 

Oscillating Tracking 

(3) 


Applying techniques to improve, alter, or augment impaired orofacial myofunctional patterns and 


ui 
| related speech production errors 
Measures ability to visually track 


Pain 
(F) 


Perceptual Processing (Assessment) 


(5) 
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Measures muscle soreness, pain and soreness with joint movement, and pain perception 
Includes/Examples: Includes questionnaires, graphs, symptom magnification scales or visual 


analog scales 

Measures stereognosis, kinesthesia, body schema, right-left discrimination, form constancy, 
position in space, visual closure, figure-ground, depth perception, spatial relations and 
topographical orientation 
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ICD-10-PCS Value Qualifier (Character 5) 
Perceptual Processing (Treatment) 


(1) 


Performance Intensity Phonetically Balanced Speech 
Discrimination 


Q) tell 
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Section F-Physical Rehabilitation and Dlagnostis dati de Continued from previous page 


Definition 


Exercise and activities to facilitate Serpe processing 
Explanation: Includes stereognosis, kinesthesia, body schema, right-left discrimination, form 
constancy, position in space, visual closure, figure-ground, depth perception, spatial relations, and 
topographical orientation 

Includes/Examples: Includes stereognosis, kinesthesia, body schema, right-left discrimination, 
form constancy, position in space, visual closure, figure-ground, depth perception, spatial 
relations, and topographical orientation 


Measures word recognition over varying intensity levels 


Postural Control 

(3) 

Prosthesis 

(8) 

Psychosocial Skills (Assessment) 


(6) 


Psychosocial Skills (Treatment) 


(6) 


Pure Tone Audiometry, Air 
(1) 
Pure Tone Audiometry, Air and Bone 


(2) 


Exercise or activities to increase postural alignment and control 


Explanation: Artificial substitutes for missing body parts that augment performance or function 
Includes/Examples: Limb prosthesis, ocular prosthesis 


The ability to interact in society and to process emotions 

Includes/Examples: Includes psychological (values, interests, self-concept); social (role 
performance, social conduct, interpersonal skills, self expression); self-management (coping skills, 
time management, self-control) 


The ability to interact in society and to process emotions 

Includes/Examples: Includes psychological (values, interests, self-concept); social (role 
performance, social conduct, interpersonal skills, self expression); self-management (coping skills, 
time management, self-control) 


Air-conduction pure tone threshold measures with appropriate masking 


Air-conduction and bone-conduction pure tone threshold measures with appropriate masking 


Pure Tone Stenger 
(CQ) 


ee ee ee ee ee eee 
Measures unilateral nonorganic hearing loss based on simultaneous presentation of pure tones of 
differing volume 


Range of Motion and Joint Integrity 
(5) 


Measures quantity, quality, grade, and classification of joint movement and/or mobility 
Explanation: Range of Motion is the space, distance or angle through which movement occurs at a 
joint or series of joints. Joint integrity is the conformance of joints to expected anatomic, 
biomechanical and kinematic norms. 


Range of Motion and Joint Mobility 
(9) 


Exercise or activities to increase muscle length and joint mobility 


Receptive/Expressive Language (Assessment) 
(8) 
Receptive/Expressive Language (Treatment) 


(B) 


Measures receptive and expressive language 


Applying techniques to improve and.augment receptive/expressive language 


Reflex Integrity Measures the presence, absence, or exaggeration of developmentally appropriate, pathologic or 
(G) normal reflexes 


Select Picture Audiometry 


(5) 


Establishes hearing threshold levels for speech using pictures 


Sensorineural Acuity Level 


(4) 


Measures sensorineural acuity masking presented via bone conduction 


Sensory Aids Determines the appropriateness of a sensory prosthetic device, other than a hearing aid or 
(5) assistive listening system/device 
Sensory Awareness/ Processing/ Integrity Includes/Examples: Includes light touch, pressure, temperature, pain, sharp/dull, proprioception, 


(6) 


vestibular, visual, auditory, gustatory, and olfactory 


Short Increment Sensitivity Index 


(9) 


Measures the ear's ability to detect small intensity changes; site of lesion test requiring a 
behavioral response 


Sinusoidal Vertical Axis Rotational 
(4) 


Measures nystagmus following rotation 


Somatosensory Evoked Potentials 


(9) 


| Measures neural activity from sites throughout the body 


Speech/Language Screening 
(6) 


+ 


Identifies need for further speech and/or language evaluation 


Speech Threshold 
(1) 


Measures minimal intensity needed to repeat spondaic words 


awl 
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ICD-10-PCS Value Qualifier (Character 5) 


Speech-Language Pathology and Related Disorders 


Counseling 


(1) 


Speech-Language Pathology and Related Disorders 


Appendix J: Sections B-H Character Definitions 


Section F-Physical Rehabilitation and Diagnostic Audiology 


Continued from previous page 
Definition 


Provides patients/families with information, support, referrals to facilitate recovery from a 
communication disorder 


Applying techniques to avoid or minimize onset and/or development of a communication 


Prevention disorder 

(2) 

Speech/Word Recognition Measures ability to repeat/identify single syllable words; scores given as a percentage; includes 

(2) word recognition/speech discrimination 

Staggered Spondaic Word Measures central auditory processing site of lesion based upon dichotic presentation of spondaic 

(3) words 

Static Orthosis i i ints, inhibi i 
Includes/Examples: Includes customized and prefabricated splints, inhibitory casts, spinal and 

(7) other braces, and protective devices; has no moving parts, maintains joint(s) in desired position 

Stenger Measures unilateral nonorganic hearing loss based on simultaneous presentation of signals of 

(B) differing volume 

Swallowing Dysfunction Activities to improve swallowing function in coordination with respiratory function 

(D) Includes/Examples: Includes function and coordination of sucking, mastication, coughing, 


Synthetic Sentence Identification 
(5) 


swallowing 


Measures central auditory dysfunction using identification of third order approximations of 
sentences and competing messages 


Temporal Ordering of Stimuli Measures specific central auditory process 


(V) 


Therapeutic Exercise Exercise or activities to facilitate sensory awareness, sensory processing, sensory integration, 


(6) 


balance training, conditioning, reconditioning 
Includes/Examples: Includes developmental activities, breathing exercises, aerobic endurance 


Tinnitus Masker (Assessment) 


(7) 


activities, aquatic exercises, stretching and ventilatory muscle training 
4 Determines candidacy for tinnitus masker 


Tinnitus Masker (Treatment) 
(2) 


Explanation: Used to verify physical fit, acoustic appropriateness, and benefit; assists in achieving 


Tone Decay 
(8) 


maximum benefit 
Measures decrease in hearing sensitivity to a tone; site of lesion test requiring a behavioral 
response 


Transfer 
(C) 


Transitional movement from one surface to another 


Transfer Training 


(8) 


| Exercise or activities to facilitate movement from one surface to another 


Tympanometry 
(D) 


Measures the integrity of the middle ear; measures ease at which sound flows through the 
tympanic membrane while air pressure against the membrane is varied 


Unithermal Binaural Screen 


(2) 


Measures the rhythmic eye movements stimulated by changing the temperature of the vestibular 
system in both ears using warm water, screening format 


Ventilation/Respiration/Circulation 
(G) 


Measures ventilatory muscle strength, power and endurance, pulmonary function and ventilatory 
mechanics 

Includes/Examples: Includes ability to clear airway, activities that aggravate or relieve edema, pain, 
dyspnea or other symptoms, chest wall mobility, cardiopulmonary response to performance of 
ADL and IAD, cough and sputum, standard vital signs 


Vestibular 


(0) 


Applying techniques to compensate for balance disorders; includes habituation, exercise therapy, 
| and balance retraining 


Visual Motor Integration (Assessment) 


(2) 


Coordinating the interaction of information from the eyes with body movement during activity 


Visual Motor Integration (Treatment) 
(2) 

Visual Reinforcement Audiometry 
(6) 


Vocational Activities and Functional Community or | 


Work Reintegration Skills (Assessment) 
(H) 


] Exercise or activities to facilitate coordinating the interaction of information from eyes with body 
movement during activity 


Behavioral measures using nonspeech and speech stimuli to obtain frequency/ear-specific 
information on auditory status 

Includes/Examples: Includes a conditioned response of looking toward a visual reinforcer (e.g., 
lights, animated toy) every time auditory stimuli are heard 


Measures environmental, home, work (job/school/play) barriers that keep patients from 
functioning optimally in their environment 

Includes/Examples: Includes assessment of vocational skills and interests, environment of work 
(job/school/play), injury potential and injury prevention or reduction, ergonomic stressors, 
transportation skills, and ability to access and use community resources 
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Appendix J: Sections B-H Character Definitions 


ICD-10-PCS Value Qualifier (Character 5) _ 


Vocational Activities and Functional Community or 
Work Reintegration Skills (Treatment) 
(7) 


Voice (Assessment) 


(F) 


Section F-Physical Rehabilitation and Diagnostic Audiology 


Voice (Treatment) 
(C) 


Voice Prosthetic (Assessment) 
(M) 


ICD-10-PCS 2021 


Continued from previous page 
Definition — : 
Activities to facilitate vocational exploration, body mechanics training, job acquisition, and 
environmental or work (job/school/play) task adaptation ribo: 
Includes/Examples: Includes injury prevention and reduction, ergonomic stressor reduction, job 


coaching and simulation, work hardening and conditioning, driving training, transportation skills, 
and use of community resources 


Measures vocal structure, function and production 


Applying techniques to improve voice and vocal function 


Determines the appropriateness of voice prosthetic/adaptive device to enhance or facilitate 
communication 


Voice Prosthetic (Treatment) 


(4) 


| includes/Examples: Includes electrolarynx, and other assistive, adaptive, supportive devices 


Wheelchair Mobility (Assessment) 
(F) 


Measures fit and functional abilities within wheelchair in a variety of environments 


Wheelchair Mobility (Treatment) 
(4) 


Section G—Mental Health 


ICD-10-PCS Value (Character 3) 


Biofeedback 
(QC) 


Counseling 


(6) 


Management, maintenance and controlled operation of a wheelchair, scooter or other device, in 
and on a variety of surfaces and environments 


Wound Management Includes/Examples: Includes non-selective and selective debridement (enzymes, autolysis, sharp 
(5) debridement), dressings (wound coverings, hydrogel, vacuum-assisted closure), topical agents, 
etc. 


Definition 
Provision of information from the monitoring and regulating of physiological processes in 
conjunction with cognitive-behavioral techniques to improve patient functioning or well-being 

Includes/Examples: Includes EEG, blood pressure, skin temperature or peripheral blood flow, ECG, 


electrooculogram, EMG, respirometry or capnometry, GSR/EDR, perineometry to monitor/regulate 
bowel/bladder activity, electrogastrogram to monitor/regulate gastric motility 


The application of psychological methods to treat an individual with normal developmental issues 
and psychological problems in order to increase function, improve well-being, alleviate distress, 
maladjustment or resolve crises 


Crisis Intervention 


(2) 


(B) 


sad Treatment of a traumatized, acutely disturbed or distressed individual for the purpose of 


short-term stabilization 


Includes/Examples: Includes defusing, debriefing, counseling, psychotherapy and/or coordination 
of care with other providers or agencies 


Electroconvulsive Therapy The application of controlled electrical voltages to treat a mental health disorder 


Includes/Examples: Includes appropriate sedation and other preparation of the individual 


Family Psychotherapy 
(7) 


Treatment that includes one or more family members of an individual with a mental health 
disorder by behavioral, cognitive, psychoanalytic, psychodynamic or psychophysiological means 
to improve functioning or well-being 

Explanation: Remediation of emotional or behavioral problems presented by one or more family 
members in cases where psychotherapy with more than one family member is indicated 


(F) 


Group Psychotherapy Treatment of two or more individuals with a mental health disorder by behavioral, cognitive, 

(H) psychoanalytic, psychodynamic or psychophysiological means to improve functioning or 
well-being 

Hypnosis 


Induction of a state of heightened suggestibility by auditory, visual and tactile techniques to elicit 
an emotional or behavioral response 


Individual Psychotherapy 
(5) 


Treatment of an individual with a mental health disorder by behavioral, cognitive, psychoanalytic, 
psychodynamic or psychophysiological means to improve functioning or well-being 


Light Therapy 
(J) 


Application of specialized light treatments to improve functioning or well-being 


Medication Management 
(3) 


~ [Mo 


nitoring and adjusting the use of medications for the treatment of a mental health disorder 


Narcosynthesis 
(G) 


[Aarinisation of intravenous barbiturates in order to release suppressed or repressed thoughts 


Psychological Tests 


The administration and interpretation of standardized psychological tests and measurement 


(1) _| instruments for the assessment of psychological function 
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Section G—-Mental Health 2 
, ee | 
ICD-10-PCS Value Qualifier (Character 4) Definition = 
Behavioral = 


Primarily to modify behavior 
Includes/Examples: Includes modeling and role playing, positive reinforcement of target 
behaviors, response cost, and training of self-management skills 


(1) 


Sear Primarily to correct cognitive distortions and errors 
ee Combining cognitive and behavioral treatment strategies to improve functioning 


Explanation: Maladaptive responses are examined to determine how cognitions relate to behavior 
patterns in response to an event. Uses learning principles and information-processing models. 


Developmental Age-normed developmental status of cognitive, social and adaptive behavior skills 


(0) 
Intellectual and Psychoeducational Intellectual abilities, academic achievement and learning capabilities (including behaviors and 
(2) emotional factors affecting learning) 
Interactive Uses primarily physical aids and other forms of non-oral interaction with a patient who is 
(0) physically, psychologically or developmentally unable to use ordinary language for 
communication 
Includes/Examples: Includes the use of toys in symbolic play 
Interpersonal Helps an individual make changes in interpersonal behaviors to reduce psychological dysfunction 
(3) Includes/Examples: Includes exploratory techniques, encouragement of affective expression, 
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clarification of patient statements, analysis of communication patterns, use of therapy relationship 


and behavior change techniques 
Neurobehavioral and Cognitive Status : Includes neurobehavioral status exam, interview(s), and observation for the clinical assessment of 


(4) thinking, reasoning and judgment, acquired knowledge, attention, memory, visual spatial abilities, 
language functions, and planning 


Neuropsychological | Thinking, reasoning and judgment, acquired knowledge, attention, memory, visual spatial 

(3) abilities, language functions, planning 

Personality and Behavioral Mood, emotion, behavior, social functioning, psychopathological conditions, personality traits and 
(1) characteristics 

Psychoanalysis Methods of obtaining a detailed account of past and present mental and emotional experiences to 


determine the source and eliminate or diminish the undesirable effects of unconscious conflicts 
Explanation: Accomplished by making the individual aware of their existence, origin, and 
inappropriate expression in emotions and behavior 


(4) 


Psychodynamic | Exploration of past and present emotional experiences to understand motives and drives using 
(5) insight-oriented techniques to reduce the undesirable effects of internal conflicts on emotions 
and behavior 

Explanation: Techniques include empathetic listening, clarifying self-defeating behavior patterns, 
and exploring adaptive alternatives 


Psychophysiological Monitoring and alteration of physiological processes to help the individual associate physiological 
(9) reactions combined with cognitive and behavioral strategies to gain improved control of these 
processes to help the individual cope more effectively 
Supportive Formation of therapeutic relationship primarily for providing emotional support to prevent further 
(6) deterioration in functioning during periods of particular stress 
Explanation: Often used in conjunction with other therapeutic approaches 
Vocational Exploration of vocational interests, aptitudes and required adaptive behavior skills to develop and 


(1) carry out a plan for achieving a successful vocational placement 
Includes/Examples: Includes enhancing work related adjustment and/or pursuing viable options 
in training education or preparation 
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"0 Appendix J: Sections B-H Character Definitions ICD-10-PCS 2021 
2 
i Section H-Substance Abuse Treatment 
= ICD-10-PCS Value (Character 3) ee Definition f 5 
=) Detoxification Services Detoxification from alcohol and/or drugs 
o (2) Explanation: Not a treatment modality, but helps the patient stabilize physically and 
G psychologically until the body becomes free of drugs and the effects of alcohol 
© Family Counseling The application of psychological methods that includes one or more family members to treat an 
= (6) individual with addictive behavior 
(w) Explanation: Provides support and education for family members of addicted individuals. Family 
ta member participation is seen as a critical area of substance abuse treatment. 
as Group Counseling The application of psychological methods to treat two or more individuals with addictive behavior 
“ (4) Explanation: Provides structured group counseling sessions and healing power through the 
S connection with others 
¢ Individual Counseling The application of psychological methods to treat an individual with addictive behavior 
C7) (3) Explanation: Comprised of several different techniques, which apply various strategies to address 
” drug addiction 
Individual Psychotherapy Treatment of an individual with addictive behavior by behavioral, cognitive, psychoanalytic, 
(5) psychodynamic or psychophysiological means 
Medication Management Monitoring and adjusting the use of replacement medications for the treatment of addiction 


(8) 


Pharmacotherapy The use of replacement medications for the treatment of addiction 


(9) 
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Appendix K: Hospital Acquired Conditions 


Hospital acquired conditions (HACs) are conditions considered reasonably preventable through the application of evidence-based guidelines. 
Although it is the ICD-1 0-CM diagnosis code that drives a HAC designation, in some cases a specific ICD-10-PCS procedure code must also be 
present before that diagnosis code can be considered a HAC. This resource provides only those HAC categories that require both an ICD-19-PCS 
code and an ICD-19-CM diagnosis code. The official descriptions for each code are also provided. To see all 14 HAC categories and their 


corresponding codes, refer to Optum360's /CD-10-CM Expert for Hospitals. 


Note: The resource used to compile this list is the proposed, version 38, MS-DRG Grouper software and Definitions Manual files published with the 
fiscal 2021 IPPS proposed rule. For the final, version 38, MS-DRG Grouper software and Definitions Manual files, refer to the following: 
https://www.cms.gov/Medicare/Medicare-Fee-for-Service-Payment/AcutelnpatientPPS/MS-DRG-Classifications-and-Software. 


HAC 08: Surgical Site Infection of Mediastinitis 
After Coronary Bypass Graft (CABG) Procedures 


Secondary diagnosis not POA: 


J98.51 
J98.59 


AND 


Mediastinitis 
Other diseases of mediastinum, not 
elsewhere classified 


Any of the following procedures: 


9210083 


9210088 


9219089 


821008C 


021008F 


021908W 


0210093 


0219098 


8219099 


021009C 


021009F 


021009W 


02100A3 


02100A8 


0210BA9 


9210BAC 


889 


Bypass Coronary Artery, One Artery from 
Coronary Artery with Zooplastic Tissue, 
Open Approach 

Bypass Coronary Artery, One Artery from 
Right Internal Mammary with Zooplastic 
Tissue, Open Approach 

Bypass Coronary Artery, One Artery from 
Left Internal Mammary with Zooplastic 
Tissue, Open Approach 

Bypass Coronary Artery, One Artery from 
Thoracic Artery with Zooplastic Tissue, 
Open Approach 

Bypass Coronary Artery, One Artery from 
Abdominal Artery with Zooplastic 
Tissue, Open Approach 

Bypass Coronary Artery, One Artery from 
Aorta with Zooplastic Tissue, Open 
Approach 

Bypass Coronary Artery, One Artery from 
Coronary Artery with Autologous 
Venous Tissue, Open Approach 

Bypass Coronary Artery, One Artery from 
Right Internal Mammary with 
Autologous Venous Tissue, Open 
Approach 

Bypass Coronary Artery, One Artery from 
Left Internal Mammary with Autologous 
Venous Tissue, Open Approach 

Bypass Coronary Artery, One Artery from 
Thoracic Artery with Autologous Venous 
Tissue, Open Approach 

Bypass Coronary Artery, One Artery from 
Abdominal Artery with Autologous 
Venous Tissue, Open Approach 

Bypass Coronary Artery, One Artery from 
Aorta with Autologous Venous Tissue, 
Open Approach 

Bypass Coronary Artery, One Artery from 
Coronary Artery with Autologous 
Arterial Tissue, Open Approach 

Bypass Coronary Artery, One Artery from 
Right Internal Mammary with 
Autologous Arterial Tissue, Open 
Approach 

Bypass Coronary Artery, One Artery from 
Left Internal Mammary with Autologous 
Arterial Tissue, Open Approach 

Bypass Coronary Artery, One Artery from 
Thoracic Artery with Autologous Arterial 
Tissue, Open Approach 
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02100AF 


Bypass Coronary Artery, One Artery from 
Abdominal Artery with Autologous 
Arterial Tissue, Open Approach 


0210@AW Bypass Coronary Artery, One Artery from 


02100J3 


9210058 


02190)9 


02100)C 


021 90JF 


02100JW 


02100K3 


02100K8 


02100K9 


02100KC 


02100KF 


Aorta with Autologous Arterial Tissue, 
Open Approach 

Bypass Coronary Artery, One Artery from 
Coronary Artery with Synthetic 
Substitute, Open Approach 

Bypass Coronary Artery, One Artery from 
Right Internal Mammary with Synthetic 
Substitute, Open Approach 

Bypass Coronary Artery, One Artery from 
Left Internal Mammary with Synthetic 
Substitute, Open Approach 

Bypass Coronary Artery, One Artery from 
Thoracic Artery with Synthetic 
Substitute, Open Approach 

Bypass Coronary Artery, One Artery from 
Abdominal Artery with Synthetic 
Substitute, Open Approach 

Bypass Coronary Artery, One Artery from 
Aorta with Synthetic Substitute, Open 
Approach 

Bypass Coronary Artery, One Artery from 
Coronary Artery with Nonautologous 
Tissue Substitute, Open Approach 
Bypass Coronary Artery, One Artery from 
Right Internal Mammary with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Coronary Artery, One Artery from 
Left Internal Mammary with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Coronary Artery, One Artery from 
Thoracic Artery with Nonautologous 
Tissue Substitute, Open Approach 
Bypass Coronary Artery, One Artery from 
Abdominal Artery with Nonautologous 
Tissue Substitute, Open Approach 


02100KW Bypass Coronary Artery, One Artery from 


0210023 


0210028 


0210029 
02100ZC 
02100ZF 


0210483 


Aorta with Nonautologous Tissue 
Substitute, Open Approach 

Bypass Coronary Artery, One Artery from 
Coronary Artery, Open Approach 


Bypass Coronary Artery, One Artery from 


Right Internal Mammary, Open 
Approach 

Bypass Coronary Artery, One Artery from 
Left Internal Mammary, Open Approach 
Bypass Coronary Artery, One Artery from 
Thoracic Artery, Open Approach 

Bypass Coronary Artery, One Artery from 
Abdominal Artery, Open Approach 
Bypass Coronary Artery, One Artery from 
Coronary Artery with Zooplastic Tissue, 
Percutaneous Endoscopic Approach 


0210488 


9219489 


021948C 


021048F 


021048W Bypass Coronary Artery, One Artery from 


9210493 


9210498 


8210499 


021949C 


021049F 


021049W Bypass Coronary Artery, One Artery from 


02104A3 


02104A8 


02104A9 


02104AC 


Bypass Coronary Artery, One Artery from 
Right Internal Mammary with Zooplastic 
Tissue, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, One Artery from 
Left Internal Mammary with Zooplastic 
Tissue, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, One Artery from 
Thoracic Artery with Zooplastic Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Abdominal Artery with Zooplastic 
Tissue, Percutaneous Endoscopic 
Approach 


Aorta with Zooplastic Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Coronary Artery with Autologous 
Venous Tissue, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, One Artery from 
Right Internal Mammary with 
Autologous Venous Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Left Internal Mammary with Autologous 
Venous Tissue, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, One Artery from 
Thoracic Artery with Autologous Venous 
Tissue, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, One Artery from 
Abdominal Artery with Autologous 
Venous Tissue, Percutaneous 
Endoscopic Approach 


Aorta with Autologous Venous Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Coronary Artery with Autologous 
Arterial Tissue, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, One Artery from 
Right Internal Mammary with 
Autologous Arterial Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Left Internal Mammary with Autologous 
Arterial Tissue, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, One Artery from 
Thoracic Artery with Autologous Arterial 
Tissue, Percutaneous Endoscopic 
Approach 
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HAC 08: Surgical Site Infection of Mediastinitis 
After Coronary Bypass Graft (CABG) Procedures 
(continued) 
Q2104AF Bypass Coronary Artery, One Artery from 
Abdominal Artery with Autologous 
Arterial Tissue, Percutaneous 
Endoscopic Approach 
92104AW Bypass Coronary Artery, One Artery from 
Aorta with Autologous Arterial Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Coronary Artery with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 
Bypass Coronary Artery, One Artery from 
Right Internal Mammary with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 
Bypass Coronary Artery, One Artery from 
Left Internal Mammary with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 
Bypass Coronary Artery, One Artery from 
Thoracic Artery with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 
Bypass Coronary Artery, One Artery from 
Abdominal Artery with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 
02104JW Bypass Coronary Artery, One Artery from 
Aorta with Synthetic Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Coronary Artery with Nonautologous 
Tissue Substitute, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Right Internal Mammary with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Left Internal Mammary with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Thoracic Artery with Nonautologous 
Tissue Substitute, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Abdominal Artery with Nonautologous 
Tissue Substitute, Percutaneous 
Endoscopic Approach 
92104KW Bypass Coronary Artery, One Artery from 
Aorta with Nonautologous Tissue 
Substitute, Percutaneous Endoscopic 
Approach 
Bypass Coronary Artery, One Artery from 
Coronary Artery, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Right Internal Mammary, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Left Internal Mammary, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Thoracic Artery, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, One Artery from 
Abdominal Artery, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, Two Arteries 
from Coronary Artery with Zooplastic 
Tissue, Open Approach 


02104J3 


8210458 


92104)9 


82104)C 


02104)F 


92104K3 


02104K8 


@2104K9 


92104KC 


92104KF 


9210423 


0210428 


0219429 


82104ZC 


02104ZF 


0211083 


0211088 


0211089 


021198C 


021108F 


Bypass Coronary Artery, Two Arteries 
from Right Internal Mammary with 
Zooplastic Tissue, Open Approach 
Bypass Coronary Artery, Two Arteries 
from Left Internal Mammary with 
Zooplastic Tissue, Open Approach 
Bypass Coronary Artery, Two Arteries 
from Thoracic Artery with Zooplastic 
Tissue, Open Approach 

Bypass Coronary Artery, Two Arteries 
from Abdominal Artery with Zooplastic 
Tissue, Open Approach 


021198W Bypass Coronary Artery, Two Arteries 


8211993 


0211998 


6211699 


021109C 


021109F 


from Aorta with Zooplastic Tissue, Open 
Approach 

Bypass Coronary Artery, Two Arteries 
from Coronary Artery with Autologous 
Venous Tissue, Open Approach 

Bypass Coronary Artery, Two Arteries 
from Right Internal Mammary with 
Autologous Venous Tissue, Open 
Approach 

Bypass Coronary Artery, Two Arteries 
from Left Internal Mammary with 
Autologous Venous Tissue, Open 
Approach 

Bypass Coronary Artery, Two Arteries 
from Thoracic Artery with Autologous 
Venous Tissue, Open Approach 

Bypass Coronary Artery, Two Arteries 
from Abdominal Artery with Autologous 
Venous Tissue, Open Approach 


921109W Bypass Coronary Artery, Two Arteries 


02119A3 


02110A8 


02119A9 


92119AC 


02110AF 


from Aorta with Autologous Venous 
Tissue, Open Approach 

Bypass Coronary Artery, Two Arteries 
from Coronary Artery with Autologous 
Arterial Tissue, Open Approach 

Bypass Coronary Artery, Two Arteries 
from Right Internal Mammary with 
Autologous Arterial Tissue, Open 
Approach 

Bypass Coronary Artery, Two Arteries 
from Left Internal Mammary with 
Autologous Arterial Tissue, Open 
Approach 

Bypass Coronary Artery, Two Arteries 
from Thoracic Artery with Autologous 
Arterial Tissue, Open Approach 

Bypass Coronary Artery, Two Arteries 
from Abdominal Artery with Autologous 
Arterial Tissue, Open Approach 


92110AW Bypass Coronary Artery, Two Arteries 


02110)3 


92110)8 


92110)9 


92110JC 


92110JF 


02110JW 


from Aorta with Autologous Arterial 
Tissue, Open Approach 

Bypass Coronary Artery, Two Arteries 
from Coronary Artery with Synthetic 
Substitute, Open Approach 

Bypass Coronary Artery, Two Arteries 
from Right Internal Mammary with 
Synthetic Substitute, Open Approach 
Bypass Coronary Artery, Two Arteries 
from Left Internal Mammary with 
Synthetic Substitute, Open Approach 
Bypass Coronary Artery, Two Arteries 
from Thoracic Artery with Synthetic 
Substitute, Open Approach 

Bypass Coronary Artery, Two Arteries 
from Abdominal Artery with Synthetic 
Substitute, Open Approach 

Bypass Coronary Artery, Two Arteries 
from Aorta with Synthetic Substitute, 
Open Approach 


92110K3 


@2110K8 


021108K9 


92119KC 


02110KF 
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Bypass Coronary Artery, Two Arteries 
from Coronary Artery with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Coronary Artery, Two Arteries 
from Right Internal Mammary with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Coronary Artery, Two Arteries 
from Left Internal Mammary with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Coronary Artery, Two Arteries 
from Thoracic Artery with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Coronary Artery, Two Arteries 
from Abdominal Artery with 
Nonautologous Tissue Substitute, Open 
Approach 


82119KW Bypass Coronary Artery, Two Arteries 


9211023 


9211028 
@2110Z9 


62110ZC 
62110ZF 
9211483 
0211488 
0211489 


021148C 


021148F 


from Aorta with Nonautologous Tissue 
Substitute, Open Approach 

Bypass Coronary Artery, Two Arteries 
from Coronary Artery, Open Approach 
Bypass Coronary Artery, Two Arteries 
from Right Internal Mammary, Open 
Approach 

Bypass Coronary Artery, Two Arteries 
from Left Internal Mammary, Open 
Approach 

Bypass Coronary Artery, Two Arteries 
from Thoracic Artery, Open Approach 
Bypass Coronary Artery, Two Arteries 
from Abdominal Artery, Open Approach 
Bypass Coronary Artery, Two Arteries 
from Coronary Artery with Zooplastic 
Tissue, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, Two Arteries 
from Right Internal Mammary with 
Zooplastic Tissue, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Two Arteries 
from Left Internal Mammary with 
Zooplastic Tissue, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Two Arteries 
from Thoracic Artery with Zooplastic 
Tissue, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, Two Arteries 
from Abdominal Artery with Zooplastic 
Tissue, Percutaneous Endoscopic 
Approach 


@21148W Bypass Coronary Artery, Two Arteries 


0211493 


0211498 


8211499 


921149C 


from Aorta with Zooplastic Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Two Arteries 
from Coronary Artery with Autologous 
Venous Tissue, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Two Arteries 
from Right Internal Mammary with 
Autologous Venous Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Two Arteries 
from Left Internal Mammary with 
Autologous Venous Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Two Arteries 
from Thoracic Artery with Autologous 
Venous Tissue, Percutaneous 
Endoscopic Approach 
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021149F 


921149W Bypass Coronary Artery, Two Arteries 


92114A3 


02114A8 


02114A9 


82114AC 


92114AF 


92114AW Bypass Coronary Artery, Two Arteries 


92114)3 


02114J8 


92114J9 


82114)C 


92114JF 


92114JW 


02114K3 


82114K8 


02114K9 


02114KC 


HAC 08: Surgical Site Infection of Mediastinitis 
After Coronary Bypass Graft (CABG) Procedures 
(continued) 


Bypass Coronary Artery, Two Arteries 
from Abdominal Artery with Autologous 
Venous Tissue, Percutaneous 
Endoscopic Approach 


from Aorta with Autologous Venous 
Tissue, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, Two Arteries 
from Coronary Artery with Autologous 
Arterial Tissue, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Two Arteries 
from Right Internal Mammary with 
Autologous Arterial Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Two Arteries 
from Left Internal Mammary with 
Autologous Arterial Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Two Arteries 
from Thoracic Artery with Autologous 
Arterial Tissue, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Two Arteries 
from Abdominal Artery with Autologous 
Arterial Tissue, Percutaneous 
Endoscopic Approach 


from Aorta with Autologous Arterial 
Tissue, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, Two Arteries 
from Coronary Artery with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, Two Arteries 
from Right Internal Mammary with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Two Arteries 
from Left Internal Mammary with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Two Arteries 
from Thoracic Artery with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, Two Arteries 
from Abdominal Artery with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, Two Arteries 
from Aorta with Synthetic Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Two Arteries 
from Coronary Artery with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Two Arteries 
from Right Internal Mammary with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Two Arteries 
from Left Internal Mammary with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Two Arteries 
from Thoracic Artery with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
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02114KF 


92114KW Bypass Coronary Artery, Two Arteries 


0211423 


0211428 


0211429 


92114ZC 


02114ZF 


0212083 


9212088 


8212889 


821208C 


021208F 


921208W Bypass Coronary Artery, Three Arteries 


9212093 


8212098 


8212099 


821209C 


021 209F 


021209W Bypass Coronary Artery, Three Arteries 


4 


02120A3 


02120A8 


02120A9 


02120AC 


Bypass Coronary Artery, Two Arteries 
from Abdominal Artery with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 


from Aorta with Nonautologous Tissue 
Substitute, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, Two Arteries 
from Coronary Artery, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Two Arteries 
from Right Internal Mammary, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Two Arteries 
from Left Internal Mammary, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Two Arteries 
from Thoracic Artery, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Two Arteries 
from Abdominal Artery, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Three Arteries 
from Coronary Artery with Zooplastic 
Tissue, Open Approach 

Bypass Coronary Artery, Three Arteries 
from Right Internal Mammary with 
Zooplastic Tissue, Open Approach 
Bypass Coronary Artery, Three Arteries 
from Left Internal Mammary with 
Zooplastic Tissue, Open Approach 
Bypass Coronary Artery, Three Arteries 
from Thoracic Artery with Zooplastic 
Tissue, Open Approach 

Bypass Coronary Artery, Three Arteries 
from Abdominal Artery with Zooplastic 
Tissue, Open Approach 


from Aorta with Zooplastic Tissue, Open 
Approach 

Bypass Coronary Artery, Three Arteries 
from Coronary Artery with Autologous 
Venous Tissue, Open Approach 

Bypass Coronary Artery, Three Arteries 
from Right Internal Mammary with 
Autologous Venous Tissue, Open 
Approach 

Bypass Coronary Artery, Three Arteries 
from Left Internal Mammary with 
Autologous Venous Tissue, Open 
Approach 

Bypass Coronary Artery, Three Arteries 
from Thoracic Artery with Autologous 
Venous Tissue, Open Approach 

Bypass Coronary Artery, Three Arteries 
from Abdominal Artery with Autologous 
Venous Tissue, Open Approach 


from Aorta with Autologous Venous 
Tissue, Open Approach 

Bypass Coronary Artery, Three Arteries 
from Coronary Artery with Autologous 
Arterial Tissue, Open Approach 

Bypass Coronary Artery, Three Arteries 
from Right Internal Mammary with 
Autologous Arterial Tissue, Open 
Approach 

Bypass Coronary Artery, Three Arteries 
from Left Internal Mammary with 
Autologous Arterial Tissue, Open 
Approach 

Bypass Coronary Artery, Three Arteries 
from Thoracic Artery with Autologous 
Arterial Tissue, Open Approach 
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Bypass Coronary Artery, Three Arteries 


from Abdominal Artery with Autologous 


Arterial Tissue, Open Approach 


92120AW Bypass Coronary Artery, Three Arteries 


921203 


9212038 


92126)9 


92128J)C 


92120JF 


92120)JW 


02120K3 


82128K8 


92126K9 


92128KC 


921 20KF 


from Aorta with Autologous Arterial 
Tissue, Open Approach 

Bypass Coronary Artery, Three Arteries 
from Coronary Artery with Synthetic 
Substitute, Open Approach 

Bypass Coronary Artery, Three Arteries 
from Right Internal Mammary with 
Synthetic Substitute, Open Approach 
Bypass Coronary Artery, Three Arteries 
from Left Internal Mammary with 
Synthetic Substitute, Open Approach 
Bypass Coronary Artery, Three Arteries 
from Thoracic Artery with Synthetic 
Substitute, Open Approach 

Bypass Coronary Artery, Three Arteries 
from Abdominal Artery with Synthetic 
Substitute, Open Approach 

Bypass Coronary Artery, Three Arteries 
from Aorta with Synthetic Substitute, 
Open Approach 

Bypass Coronary Artery, Three Arteries 
from Coronary Artery with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Coronary Artery, Three Arteries 
from Right Internal Mammary with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Coronary Artery, Three Arteries 
from Left Internal Mammary with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Coronary Artery, Three Arteries 
from Thoracic Artery with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Coronary Artery, Three Arteries 
from Abdominal Artery with 
Nonautologous Tissue Substitute, Open 
Approach 


92128KW Bypass Coronary Artery, Three Arteries 


0212023 


0212028 


8212029 


92128ZC 


02120ZF 


9212483 


0212488 


9212489 


821248C 


from Aorta with Nonautologous Tissue 
Substitute, Open Approach 

Bypass Coronary Artery, Three Arteries 
from Coronary Artery, Open Approach 
Bypass Coronary Artery, Three Arteries 
from Right Internal Mammary, Open 
Approach 

Bypass Coronary Artery, Three Arteries 
from Left Internal Mammary, Open 
Approach 

Bypass Coronary Artery, Three Arteries 
from Thoracic Artery, Open Approach 
Bypass Coronary Artery, Three Arteries 
from Abdominal Artery, Open Approach 
Bypass Coronary Artery, Three Arteries 
from Coronary Artery with Zooplastic 
Tissue, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, Three Arteries 
from Right Internal Mammary with 
Zooplastic Tissue, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Three Arteries 
from Left Internal Mammary with 
Zooplastic Tissue, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Three Arteries 
from Thoracic Artery with Zooplastic 
Tissue, Percutaneous Endoscopic 
Approach 
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HAC 08: Surgical Site Infection of Mediastinitis 
After Coronary Bypass Graft (CABG) Procedures 
(continued) 
921248F Bypass Coronary Artery, Three Arteries 
from Abdominal Artery with Zooplastic 
Tissue, Percutaneous Endoscopic 
Approach 
921248W Bypass Coronary Artery, Three Arteries 
from Aorta with Zooplastic Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Coronary Artery with Autologous 
Venous Tissue, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Right Internal Mammary with 
Autologous Venous Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Left Internal Mammary with 
Autologous Venous Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Thoracic Artery with Autologous 
Venous Tissue, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Abdominal Artery with Autologous 
Venous Tissue, Percutaneous 
Endoscopic Approach 
921249W Bypass Coronary Artery, Three Arteries 
from Aorta with Autologous Venous 
Tissue, Percutaneous Endoscopic 
Approach 
Bypass Coronary Artery, Three Arteries 
from Coronary Artery with Autologous 
Arterial Tissue, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Right Internal Mammary with 
Autologous Arterial Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Left Internal Mammary with 
Autologous Arterial Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Thoracic Artery with Autologous 
Arterial Tissue, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Abdominal Artery with Autologous 
Arterial Tissue, Percutaneous 
Endoscopic Approach 
92124AW Bypass Coronary Artery, Three Arteries 
from Aorta with Autologous Arterial 
Tissue, Percutaneous Endoscopic 
Approach 
Bypass Coronary Artery, Three Arteries 
from Coronary Artery with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 
Bypass Coronary Artery, Three Arteries 
from Right Internal Mammary with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Left Internal Mammary with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Thoracic Artery with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 


9212493 


9212498 


0212499 


921249C 


021249F 


02124A3 


02124A8 


92124A9 


92124AC 


02124AF 


92124)3 


92124)8 


92124)9 


92124)C 


021 24)F 


02124JW 


02124K3 
02124K8 
O2124K9 
92124KC 


02124KF 


Bypass Coronary Artery, Three Arteries 
from Abdominal Artery with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, Three Arteries 
from Aorta with Synthetic Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Coronary Artery with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Right Internal Mammary with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Left Internal Mammary with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Thoracic Artery with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Abdominal Artery with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 


92124KW Bypass Coronary Artery, Three Arteries 


8212423 


0212428 


9212429 


92124ZC 


02124ZF 


0213083 


9213088 


0213089 


021308C 


021308F 


from Aorta with Nonautologous Tissue 
Substitute, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, Three Arteries 
from Coronary Artery, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Three Arteries 
from Right Internal Mammary, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Left Internal Mammary, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Three Arteries 
from Thoracic Artery, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Three Arteries 
from Abdominal Artery, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Four or More 
Arteries from Coronary Artery with 
Zooplastic Tissue, Open Approach 
Bypass Coronary Artery, Four or More 
Arteries from Right Internal Mammary 
with Zooplastic Tissue, Open Approach 
Bypass Coronary Artery, Four or More 
Arteries from Left Internal Mammary 
with Zooplastic Tissue, Open Approach 
Bypass Coronary Artery, Four or More 
Arteries from Thoracic Artery with 
Zooplastic Tissue, Open Approach 
Bypass Coronary Artery, Four or More 
Arteries from Abdominal Artery with 
Zooplastic Tissue, Open Approach 


921308W Bypass Coronary Artery, Four or More 


0213093 


0213098 


9213099 


Arteries from Aorta with Zooplastic 
Tissue, Open Approach 

Bypass Coronary Artery, Four or More 
Arteries from Coronary Artery with 
Autologous Venous Tissue, Open 
Approach 

Bypass Coronary Artery, Four or More 
Arteries from Right Internal Mammary 
with Autologous Venous Tissue, Open 
Approach 

Bypass Coronary Artery, Four or More 
Arteries from Left Internal Mammary 
with Autologous Venous Tissue, Open 
Approach 


921309C 


921309F 
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Bypass Coronary Artery, Four or More 
Arteries from Thoracic Artery with 
Autologous Venous Tissue, Open 
Approach 

Bypass Coronary Artery, Four or More 
Arteries from Abdominal Artery with 
Autologous Venous Tissue, Open 
Approach 


921309W Bypass Coronary Artery, Four or More 


92138A3 


92139A8 


92138A9 


92130AC 


02130AF 


Arteries from Aorta with Autologous 
Venous Tissue, Open Approach 
Bypass Coronary Artery, Four or More 
Arteries from Coronary Artery with 
Autologous Arterial Tissue, Open 
Approach 

Bypass Coronary Artery, Four or More 
Arteries from Right Internal Mammary 
with Autologous Arterial Tissue, Open 
Approach 

Bypass Coronary Artery, Four or More 
Arteries from Left Internal Mammary 
with Autologous Arterial Tissue, Open 
Approach 

Bypass Coronary Artery, Four or More 
Arteries from Thoracic Artery with 
Autologous Arterial Tissue, Open 
Approach 

Bypass Coronary Artery, Four or More 
Arteries from Abdominal Artery with 
Autologous Arterial Tissue, Open 
Approach 


02130AW Bypass Coronary Artery, Four or More 


92130J3 


92130J8 


92130)9 


92130)C 


02130JF 


02130JW 


92130K3 


02130K8 


02130K9 


92130KC 


02130KF 


Arteries from Aorta with Autologous 
Arterial Tissue, Open Approach 

Bypass Coronary Artery, Four or More 
Arteries from Coronary Artery with 
Synthetic Substitute, Open Approach 
Bypass Coronary Artery, Four or More 
Arteries from Right Internal Mammary 
with Synthetic Substitute, Open 
Approach 

Bypass Coronary Artery, Four or More 
Arteries from Left Internal Mammary 
with Synthetic Substitute, Open 
Approach 

Bypass Coronary Artery, Four or More 
Arteries from Thoracic Artery with 
Synthetic Substitute, Open Approach 
Bypass Coronary Artery, Four or More 
Arteries from Abdominal Artery with 
Synthetic Substitute, Open Approach 
Bypass Coronary Artery, Four or More 
Arteries from Aorta with Synthetic 
Substitute, Open Approach 

Bypass Coronary Artery, Four or More 
Arteries from Coronary Artery with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Coronary Artery, Four or More 
Arteries from Right Internal Mammary 
with Nonautologous Tissue Substitute, 
Open Approach 

Bypass Coronary Artery, Four or More 
Arteries from Left Internal Mammary 
with Nonautologous Tissue Substitute, 
Open Approach 

Bypass Coronary Artery, Four or More 
Arteries from Thoracic Artery with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Coronary Artery, Four or More 
Arteries from Abdominal Artery with 
Nonautologous Tissue Substitute, Open 
Approach 
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Appendix K: Hospital Acquired Conditions 


HAC 08: Surgical Site Infection of Mediastinitis 
After Coronary Bypass Graft (CABG) Procedures 
(continued) 

02130KW Bypass Coronary Artery, Four or More 
Arteries from Aorta with Nonautologous 
Tissue Substitute, Open Approach 
Bypass Coronary Artery, Four or More 
Arteries from Coronary Artery, Open 
Approach 
Bypass Coronary Artery, Four or More 
Arteries from Right Internal Mammary, 
Open Approach 
Bypass Coronary Artery, Four or More 
Arteries from Left Internal Mammary, 
Open Approach 
Bypass Coronary Artery, Four or More 
Arteries from Thoracic Artery, Open 
Approach 
Bypass Coronary Artery, Four or More 
Arteries from Abdominal Artery, Open 
Approach 
Bypass Coronary Artery, Four or More 
Arteries from Coronary Artery with 
Zooplastic Tissue, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Right Internal Mammary 
with Zooplastic Tissue, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Left Internal Mammary 
with Zooplastic Tissue, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Thoracic Artery with 
Zooplastic Tissue, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Abdominal Artery with 
Zooplastic Tissue, Percutaneous 
Endoscopic Approach 
821348W Bypass Coronary Artery, Four or More 
Arteries from Aorta with Zooplastic 
Tissue, Percutaneous Endoscopic 
Approach 
Bypass Coronary Artery, Four or More 
Arteries from Coronary Artery with 
Autologous Venous Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Right Internal Mammary 
with Autologous Venous Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Left Internal Mammary 
with Autologous Venous Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Thoracic Artery with 
Autologous Venous Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Abdominal Artery with 
Autologous Venous Tissue, 
Percutaneous Endoscopic Approach 
021349W Bypass Coronary Artery, Four or More 
Arteries from Aorta with Autologous 
Venous Tissue, Percutaneous 
Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Coronary Artery with 
Autologous Arterial Tissue, 
Percutaneous Endoscopic Approach 


9213023 


0213028 


0213029 


02130ZC 


02130ZF 


0213483 


0213488 


0213489 


021348C 


021348F 


9213493 


9213498 


9213499 


021349C 


021349F 


02134A3 


CS 
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02134A8 


02134A9 


02134AC 


02134AF 


Bypass Coronary Artery, Four or More 
Arteries from Right Internal Mammary 
with Autologous Arterial Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Left Internal Mammary 
with Autologous Arterial Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Thoracic Artery with 
Autologous Arterial Tissue, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Abdominal Artery with 
Autologous Arterial Tissue, 
Percutaneous Endoscopic Approach 


02134AW Bypass Coronary Artery, Four or More 


92134J3 


0213458 


021349 


92134J5C 


02134JF 


02134JW 


02134K3 


02134K8 


02134K9 


02134KC 


02134KF 


Arteries from Aorta with Autologous 
Arterial Tissue, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Four or More 
Arteries from Coronary Artery with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Four or More 
Arteries from Right Internal Mammary 
with Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Four or More 
Arteries from Left Internal Mammary 
with Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Four or More 
Arteries from Thoracic Artery with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Four or More 
Arteries from Abdominal Artery with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Four or More 
Arteries from Aorta with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 

Bypass Coronary Artery, Four or More 
Arteries from Coronary Artery with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Right Internal Mammary 
with Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Left Internal Mammary 
with Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Thoracic Artery with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Abdominal Artery with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 


02134KW Bypass Coronary Artery, Four or More 


0213423 


0213428 


Arteries from Aorta with Nonautologous 
Tissue Substitute, Percutaneous 
Endoscopic Approach 

Bypass Coronary Artery, Four or More 
Arteries from Coronary Artery, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Right Internal Mammary, 
Percutaneous Endoscopic Approach 


9213429 


02134ZC 


02134ZF 


Bypass Coronary Artery, Four or More 
Arteries from Left Internal Mammary, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Thoracic Artery, 
Percutaneous Endoscopic Approach 
Bypass Coronary Artery, Four or More 
Arteries from Abdominal Artery, 
Percutaneous Endoscopic Approach 


HAC 10: Deep Vein Thrombosis (DVT) or 
Pulmonary Embolism (PE) with Total Knee or Hip 
Replacement 


Secondary diagnosis not POA: 


126.02 


126.09 


126.92 


126.93 


126.94 


126.99 


182.401 


182.492 


182.403 


182.409 


182.411 


182.412 


182.413 


182.419 


182.421 


182.422 


182.423 


182.429 


182.431 


182.432 


182.433 


182.439 


182.441 


182.442 


182.443 


182.449 


182.451 


182.452 


182.453 


Saddle embolus of pulmonary artery 
with acute cor pulmonale 

Other pulmonary embolism with acute 
cor pulmonale 

Saddle embolus of pulmonary artery 
without acute cor pulmonale 

Single subsegmental pulmonary 
embolism without acute cor pulmonale 
Multiple subsegmental pulmonary 
emboli without acute cor pulmonale 
Other pulmonary embolism without 
acute cor pulmonale 

Acute embolism and thrombosis of 
unspecified deep veins of right lower 
extremity 

Acute embolism and thrombosis of 
unspecified deep veins of left lower 
extremity 

Acute embolism and thrombosis of 
unspecified deep veins of lower 
extremity, bilateral 

Acute embolism and thrombosis of 
unspecified deep veins of unspecified 
lower extremity 

Acute embolism and thrombosis of right 
femoral vein 

Acute embolism and thrombosis of left 
femoral vein 

Acute embolism and thrombosis of 
femoral vein, bilateral 

Acute embolism and thrombosis of 
unspecified femoral vein 

Acute embolism and thrombosis of right 
iliac vein 

Acute embolism and thrombosis of left 
iliac vein 

Acute embolism and thrombosis of iliac 
vein, bilateral 

Acute embolism and thrombosis of 
unspecified iliac vein 

Acute embolism and thrombosis of right 
popliteal vein 

Acute embolism and thrombosis of left 
popliteal vein 

Acute embolism and thrombosis of 
popliteal vein, bilateral 

Acute embolism and thrombosis of 
unspecified popliteal vein 

Acute embolism and thrombosis of right 
tibial vein 

Acute embolism and thrombosis of left 
tibial vein 

Acuté embolism and thrombosis of 
tibial vein, bilateral 

Acute embolism and thrombosis of 
unspecified tibial vein 

Acute embolism and thrombosis of right 
peroneal vein 

Acute embolism and thrombosis of left 
peroneal vein 

Acute embolism and thrombosis of 
peroneal vein, bilateral 
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182.499 


182.4Y1 


182.4Y2 


Appendix K 


182.4Y3 


182.4Y9 


182.421 


182.422 


182.4Z3 


182.4Z9 


AND 


OSR9019 


OSRIB1A 


OSR9B1Z 


OSR9B29 


OSR9B2A 


OSR9G2Z 


OSR9D39 


OSROD3A 


OSR9D3Z 


OSR9D49 
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HAC 10: Deep Vein Thrombosis (DVT) or 
Pulmonary Embolism (PE) with Total Knee or Hip 
Replacement (continued) 


Acute embolism and thrombosis of 
unspecified peroneal vein 

Acute embolism and thrombosis of 
other specified deep vein of right lower 
extremity 

Acute embolism and thrombosis of 
other specified deep vein of left lower 
extremity 

Acute embolism and thrombosis of 
other specified deep vein of lower 
extremity, bilateral 

Acute embolism and thrombosis of 
other specified deep vein of unspecified 
lower extremity 

Acute embolism and thrombosis of 
unspecified deep veins of right proximal 
lower extremity 

Acute embolism and thrombosis of 
unspecified deep veins of left proximal 
lower extremity 

Acute embolism and thrombosis of 
unspecified deep veins of proximal 
lower extremity, bilateral 

Acute embolism and thrombosis of 
unspecified deep veins of unspecified 
proximal lower extremity 

Acute embolism and thrombosis of 
unspecified deep veins of right distal 
lower extremity 

Acute embolism and thrombosis of 
unspecified deep veins of left distal 
lower extremity 

Acute embolism and thrombosis of 
unspecified deep veins of distal lower 
extremity, bilateral 

Acute embolism and thrombosis of 
unspecified deep veins of unspecified 
distal lower extremity 


Any of the following procedures: 


Replacement of Right Hip Joint with 
Metal Synthetic Substitute, Cemented, 
Open Approach 

Replacement of Right Hip Joint with 
Metal Synthetic Substitute, 
Uncemented, Open Approach 
Replacement of Right Hip Joint with 
Metal Synthetic Substitute, Open 
Approach 

Replacement of Right Hip Joint with 
Metal on Polyethylene Synthetic 
Substitute, Cemented, Open Approach 
Replacement of Right Hip Joint with 
Metal on Polyethylene Synthetic 
Substitute, Uncemented, Open 
Approach 

Replacement of Right Hip Joint with 
Metal on Polyethylene Synthetic 
Substitute, Open Approach 
Replacement of Right Hip Joint with 
Ceramic Synthetic Substitute, 
Cemented, Open Approach 
Replacement of Right Hip Joint with 
Ceramic Synthetic Substitute, 
Uncemented, Open Approach 
Replacement of Right Hip Joint with 
Ceramic Synthetic Substitute, Open 
Approach 

Replacement of Right Hip Joint with 
Ceramic on Polyethylene Synthetic 
Substitute, Cemented, Open Approach 


OSR9B4A 


OSR9B4Z 


OSR9G69 


OSR9B6A 


OSR9G6Z 


OSR9G7Z 


OSRODEZ 


OSRIBJO 


OSRIDIA 


OSR9GBJZ 


OSRODKZ 


OSRABBO 


OSRAQOA 


OSRAGBZ 


OSRAG19 


OSRABIA 


OSRAG1Z 


OSRA®39 


OSRA®3A 


OSRAO3Z 


OSRAG7Z 


OSRA®JO 


OSRAOJA 


Replacement of Right Hip Joint with 
Ceramic on Polyethylene Synthetic 
Substitute, Uncemented, Open 
Approach 

Replacement of Right Hip Joint with 
Ceramic on Polyethylene Synthetic 
Substitute, Open Approach 
Replacement of Right Hip Joint with 
Oxidized Zirconium on Polyethylene 
Synthetic Substitute, Cemented, Open 
Approach 

Replacement of Right Hip Joint with 
Oxidized Zirconium on Polyethylene 
Synthetic Substitute, Uncemented, 
Open Approach 

Replacement of Right Hip Joint with 
Oxidized Zirconium on Polyethylene 
Synthetic Substitute, Open Approach 
Replacement of Right Hip Joint with 
Autologous Tissue Substitute, Open 
Approach 

Replacement of Right Hip Joint with 
Articulating Spacer, Open Approach 
Replacement of Right Hip Joint with 
Synthetic Substitute, Cemented, Open 
Approach 

Replacement of Right Hip Joint with 
Synthetic Substitute, Uncemented, 
Open Approach 

Replacement of Right Hip Joint with 
Synthetic Substitute, Open Approach 
Replacement of Right Hip Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

Replacement of Right Hip Joint, 
Acetabular Surface with Polyethylene 
Synthetic Substitute, Cemented, Open 
Approach 

Replacement of Right Hip Joint, 
Acetabular Surface with Polyethylene 
Synthetic Substitute, Uncemented, 
Open Approach 

Replacement of Right Hip Joint, 
Acetabular Surface with Polyethylene 
Synthetic Substitute, Open Approach 
Replacement of Right Hip Joint, 
Acetabular Surface with Metal Synthetic 
Substitute, Cemented, Open Approach 
Replacement of Right Hip Joint, 
Acetabular Surface with Metal Synthetic 
Substitute, Uncemented, Open 
Approach 

Replacement of Right Hip Joint, 
Acetabular Surface with Metal Synthetic 
Substitute, Open Approach 
Replacement of Right Hip Joint, 
Acetabular Surface with Ceramic 
Synthetic Substitute, Cemented, Open 
Approach 

Replacement of Right Hip Joint, 
Acetabular Surface with Ceramic 
Synthetic Substitute, Uncemented, 
Open Approach 

Replacement of Right Hip Joint, 
Acetabular Surface with Ceramic 
Synthetic Substitute, Open Approach 
Replacement of Right Hip Joint, 
Acetabular Surface with Autologous 
Tissue Substitute, Open Approach 
Replacement of Right Hip Joint, 
Acetabular Surface with Synthetic 
Substitute, Cemented, Open Approach 
Replacement of Right Hip Joint, 
Acetabular Surface with Synthetic 
Substitute, Uncemented, Open 
Approach 


OSRABJZ 


OSRAOKZ 


OSRBO19 


OSRBO1A 


OSRBO1Z 


OSRBO29 


OSRBO2A 


OSRBO2Z 


OSRBO39 


OSRBO3A 


OSRBO3Z 


OSRBB49 


OSRBO4A 


OSRBO4Z 


OSRBO69 


OSRBO6A 


OSRBO6Z 


OSRBO7Z 


OSRBOEZ 


OSRBOJO 


OSRBOJA 


OSRBOJZ 


OSRBOKZ 


OSRCG69 
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Replacement of Right Hip Joint, 
Acetabular Surface with Synthetic 
Substitute, Open Approach 
Replacement of Right Hip Joint, 
Acetabular Surface with Nonautologous 
Tissue Substitute, Open Approach 
Replacement of Left Hip Joint with 
Metal Synthetic Substitute, Cemented, 
Open Approach 

Replacement of Left Hip Joint with 
Metal Synthetic Substitute, 
Uncemented, Open Approach 
Replacement of Left Hip Joint with 
Metal Synthetic Substitute, Open 
Approach 

Replacement of Left Hip Joint with 
Metal on Polyethylene Synthetic 
Substitute, Cemented, Open Approach 
Replacement of Left Hip Joint with 
Metal on Polyethylene Synthetic 
Substitute, Uncemented, Open 
Approach 

Replacement of Left Hip Joint with 
Metal on Polyethylene Synthetic 
Substitute, Open Approach 
Replacement of Left Hip Joint with 
Ceramic Synthetic Substitute, 
Cemented, Open Approach 
Replacement of Left Hip Joint with 
Ceramic Synthetic Substitute, 
Uncemented, Open Approach 
Replacement of Left Hip Joint with 
Ceramic Synthetic Substitute, Open 
Approach 

Replacement of Left Hip Joint with 
Ceramic on Polyethylene Synthetic 
Substitute, Cemented, Open Approach 
Replacement of Left Hip Joint with 
Ceramic on Polyethylene Synthetic 
Substitute, Uncemented, Open 
Approach 

Replacement of Left Hip Joint with 
Ceramic on Polyethylene Synthetic 
Substitute, Open Approach 
Replacement of Left Hip Joint with 
Oxidized Zirconium on Polyethylene 
Synthetic Substitute, Cemented, Open 
Approach 

Replacement of Left Hip Joint with 
Oxidized Zirconium on Polyethylene 
Synthetic Substitute, Uncemented, 
Open Approach 

Replacement of Left Hip Joint with 
Oxidized Zirconium on Polyethylene 
Synthetic Substitute, Open Approach 
Replacement of Left Hip Joint with 
Autologous Tissue Substitute, Open 
Approach 

Replacement of Left Hip Joint with 
Articulating Spacer, Open Approach 
Replacement of Left Hip Joint with 
Synthetic Substitute, Cemented, Open 
Approach 

Replacement of Left Hip Joint with 
Synthetic Substitute, Uncemented, 
Open Approach 
Replacement of Left Hip Joint with 
Synthetic Substitute, Open Approach 
Replacement of Left Hip Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

Replacement of Right Knee Joint with 
Oxidized Zirconium on Polyethylene 
Synthetic Substitute, Cemented, Open 
Approach 
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Appendix K: Hospital Acquired Conditions 
HAC 10: Deep Vein Thrombosis (DVT) or 
Pulmonary Embolism (PE) with Total Knee or Hip 
Replacement (continued) 


OSRCO6A 


OSRCO6Z 


OSRCO7Z 


OSRCOEZ 


OSRCOJO 


OSRCOJA 


OSRCOJZ 


OSRCOKZ 


OSRCOL9O 


OSRCOLA 


OSRCOLZ 


OSRCBMI 


Replacement of Right Knee Joint with 
Oxidized Zirconium on Polyethylene 
Synthetic Substitute, Uncemented, 
Open Approach 

Replacement of Right Knee Joint with 
Oxidized Zirconium on Polyethylene 
Synthetic Substitute, Open Approach 
Replacement of Right Knee Joint with 
Autologous Tissue Substitute, Open 
Approach 

Replacement of Right Knee Joint with 
Articulating Spacer, Open Approach 
Replacement of Right Knee Joint with 
Synthetic Substitute, Cemented, Open 
Approach 

Replacement of Right Knee Joint with 
Synthetic Substitute, Uncemented, 
Open Approach 

Replacement of Right Knee Joint with 
Synthetic Substitute, Open Approach 
Replacement of Right Knee Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

Replacement of Right Knee Joint with 
Medial Unicondylar Synthetic 
Substitute, Cemented, Open Approach 
Replacement of Right Knee Joint with 
Medial Unicondylar Synthetic 
Substitute, Uncemented, Open 
Approach 

Replacement of Right Knee Joint with 
Medial Unicondylar Synthetic 
Substitute, Open Approach 
Replacement of Right Knee Joint with 
Lateral Unicondylar Synthetic 
Substitute, Cemented, Open Approach 


OSRCOMA Replacement of Right Knee Joint with 


OSRCOMZ 


OSRCONY 


OSRCONA 


OSRCONZ 


OSRDG69 


OSRDO6A 


OSRDG6Z 


OSRD@7Z 


OSRDGEZ 


O@SRDOJO 


ee 000 0 Oe oe 


Lateral Unicondylar Synthetic 
Substitute, Uncemented, Open 
Approach 

Replacement of Right Knee Joint with 
Lateral Unicondylar Synthetic 
Substitute, Open Approach 
Replacement of Right Knee Joint with 
Patellofemoral Synthetic Substitute, 
Cemented, Open Approach 
Replacement of Right Knee Joint with 
Patellofemoral Synthetic Substitute, 
Uncemented, Open Approach 
Replacement of Right Knee Joint with 
Patellofemoral Synthetic Substitute, 
Open Approach 

Replacement of Left Knee Joint with 
Oxidized Zirconium on Polyethylene 
Synthetic Substitute, Cemented, Open 
Approach 

Replacement of Left Knee Joint with 
Oxidized Zirconium on Polyethylene 
Synthetic Substitute, Uncemented, 
Open Approach 

Replacement of Left Knee Joint with 
Oxidized Zirconium on Polyethylene 
Synthetic Substitute, Open Approach 
Replacement of Left Knee Joint with 
Autologous Tissue Substitute, Open 
Approach 

Replacement of Left Knee Joint with 
Articulating Spacer, Open Approach 
Replacement of Left Knee Joint with 
Synthetic Substitute, Cemented, Open 
Approach 
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OSRDBJA 


OSRDOIZ 


OSRDOKZ 


OSRD@LO 


OSRD@LA 


OSRDOLZ 


Replacement of Left Knee Joint with 
Synthetic Substitute, Uncemented, 
Open Approach 

Replacement of Left Knee Joint with 
Synthetic Substitute, Open Approach 
Replacement of Left Knee Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

Replacement of Left Knee Joint with 
Medial Unicondylar Synthetic 
Substitute, Cemented, Open Approach 
Replacement of Left Knee Joint with 
Medial Unicondylar Synthetic 
Substitute, Uncemented, Open 
Approach 

Replacement of Left Knee Joint with 
Medial Unicondylar Synthetic 
Substitute, Open Approach 


OSRDOM9 Replacement of Left Knee Joint with 


Lateral Unicondylar Synthetic 
Substitute, Cemented, Open Approach 


OSRDOMA Replacement of Left Knee Joint with 


Lateral Unicondylar Synthetic 
Substitute, Uncemented, Open 
Approach 


OSRDOMZ Replacement of Left Knee Joint with 


OSRDONY 


Lateral Unicondylar Synthetic 
Substitute, Open Approach 
Replacement of Left Knee Joint with 
Patellofemoral Synthetic Substitute, 
Cemented, Open Approach 


OSRDONA Replacement of Left Knee Joint with 


OSRDONZ 


OSREOO9 


OSREQOA 


OSREOOZ 


OSREO19 


OSRE@1A 


OSREO1Z 


OSREO39 


* 


OSREO@3A 


OSREO3Z 


OSREQ7Z 


OSREQJO 


Patellofemoral Synthetic Substitute, 
Uncemented, Open Approach 
Replacement of Left Knee Joint with 
Patellofemoral Synthetic Substitute, 
Open Approach 

Replacement of Left Hip Joint, 
Acetabular Surface with Polyethylene 
Synthetic Substitute, Cemented, Open 
Approach 

Replacement of Left Hip Joint, 
Acetabular Surface with Polyethylene 
Synthetic Substitute, Uncemented, 
Open Approach 

Replacement of Left Hip Joint, 
Acetabular Surface with Polyethylene 
Synthetic Substitute, Open Approach 
Replacement of Left Hip Joint, 
Acetabular Surface with Metal Synthetic 
Substitute, Cemented, Open Approach 
Replacement of Left Hip Joint, 
Acetabular Surface with Metal Synthetic 
Substitute, Uncemented, Open 
Approach 

Replacement of Left Hip Joint, 
Acetabular Surface with Metal Synthetic 
Substitute, Open Approach 
Replacement of Left Hip Joint, 
Acetabular Surface with Ceramic 
Synthetic Substitute, Cemented, Open 
Approach 

Replacement of Left Hip Joint, 
Acetabular Surface with Ceramic 
Synthetic Substitute, Uncemented, 
Open Approach 

Replacement of Left Hip Joint, 
Acetabular Surface with Ceramic 
Synthetic Substitute, Open Approach 
Replacement of Left Hip Joint, 
Acetabular Surface with Autologous 
Tissue Substitute, Open Approach 
Replacement of Left Hip Joint, 
Acetabular Surface with Synthetic 
Substitute, Cemented, Open Approach 


OSREOJA 


OSREQJZ 


OSREGKZ 


OSRRO19 


OSRRO1A 


OSRRO1Z 


OSRRO39 


OSRRO3A 


OSRRO3Z 


OSRRO7Z 


OSRROJO 


OSRROJA 


OSRROJZ 


OSRROKZ 


OSRSO19 


OSRSO1A 


OSRSO1Z 


OSRSO39 


OSRSO3A 


OSRSO3Z 


OSRSO7Z 


OSRSOJO 


OSRSOJA 


OSRSOJZ 


Replacement of Left Hip Joint, 
Acetabular Surface with Synthetic 
Substitute, Uncemented, Open 
Approach 

Replacement of Left Hip Joint, 
Acetabular Surface with Synthetic 
Substitute, Open Approach 
Replacement of Left Hip Joint, 
Acetabular Surface with Nonautologous 
Tissue Substitute, Open Approach 
Replacement of Right Hip Joint, Femoral 
Surface with Metal Synthetic Substitute, 
Cemented, Open Approach 
Replacement of Right Hip Joint, Femoral 
Surface with Metal Synthetic Substitute, 
Uncemented, Open Approach 
Replacement of Right Hip Joint, Femoral 
Surface with Metal Synthetic Substitute, 
Open Approach 

Replacement of Right Hip Joint, Femoral 
Surface with Ceramic Synthetic 
Substitute, Cemented, Open Approach 
Replacement of Right Hip Joint, Femoral 
Surface with Ceramic Synthetic 
Substitute, Uncemented, Open 
Approach 

Replacement of Right Hip Joint, Femoral 
Surface with Ceramic Synthetic 
Substitute, Open Approach 
Replacement of Right Hip Joint, Femoral 
Surface with Autologous Tissue 
Substitute, Open Approach 
Replacement of Right Hip Joint, Femoral 
Surface with Synthetic Substitute, 
Cemented, Open Approach 
Replacement of Right Hip Joint, Femoral 
Surface with Synthetic Substitute, 
Uncemented, Open Approach 
Replacement of Right Hip Joint, Femoral 
Surface with Synthetic Substitute, Open 
Approach 

Replacement of Right Hip Joint, Femoral 
Surface with Nonautologous Tissue 
Substitute, Open Approach 
Replacement of Left Hip Joint, Femoral 
Surface with Metal Synthetic Substitute, 
Cemented, Open Approach 
Replacement of Left Hip Joint, Femoral 
Surface with Metal Synthetic Substitute, 
Uncemented, Open Approach 
Replacement of Left Hip Joint, Femoral 
Surface with Metal Synthetic Substitute, 
Open Approach 

Replacement of Left Hip Joint, Femoral 
Surface with Ceramic Synthetic 
Substitute, Cemented, Open Approach 
Replacement of Left Hip Joint, Femoral 
Surface with Ceramic Synthetic 
Substitute, Uncemented, Open 
Approach 

Replacement of Left Hip Joint, Femoral 
Surface with Ceramic Synthetic 
Substitute, Open Approach 
Replacement of Left Hip Joint, Femoral 
Surface with Autologous Tissue 
Substitute, Open Approach 
Replacement of Left Hip Joint, Femoral 
Surface with Synthetic Substitute, 
Cemented, Open Approach 
Replacement of Left Hip Joint, Femoral 
Surface with Synthetic Substitute, 
Uncemented, Open Approach 
Replacement of Left Hip Joint, Femoral 
Surface with Synthetic Substitute, Open 
Approach 
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Appendix K: Hospital Acquired Conditions 


tions 


HAC 10: Deep Vein Thrombosis (DVT) or 
Pulmonary Embolism (PE) with Total Knee or Hip 
Replacement (continued) 
OSRSOKZ Replacement of Left Hip Joint, Femoral 
Surface with Nonautologous Tissue 
Substitute, Open Approach 
Replacement of Right Knee Joint, 
Femoral Surface with Autologous Tissue 
Substitute, Open Approach 
Replacement of Right Knee Joint, 
Femoral Surface with Synthetic 
Substitute, Cemented, Open Approach 
Replacement of Right Knee Joint, 
Femoral Surface with Synthetic 
Substitute, Uncemented, Open 
Approach 
Replacement of Right Knee Joint, 
Femoral Surface with Synthetic 
Substitute, Open Approach 
Replacement of Right Knee Joint, 
Femoral Surface with Nonautologous 
Tissue Substitute, Open Approach 
Replacement of Left Knee Joint, Femoral 
Surface with Autologous Tissue 
Substitute, Open Approach 
Replacement of Left Knee Joint, Femoral 
Surface with Synthetic Substitute, 
Cemented, Open Approach 
Replacement of Left Knee Joint, Femoral 
Surface with Synthetic Substitute, 
Uncemented, Open Approach 
Replacement of Left Knee Joint, Femoral 
Surface with Synthetic Substitute, Open 
Approach 
Replacement of Left Knee Joint, Femoral 
Surface with Nonautologous Tissue 
Substitute, Open Approach 
Replacement of Right Knee Joint, Tibial 
Surface with Autologous Tissue 
Substitute, Open Approach 
Replacement of Right Knee Joint, Tibial 
Surface with Synthetic Substitute, 
Cemented, Open Approach 
Replacement of Right Knee Joint, Tibial 
Surface with Synthetic Substitute, 
Uncemented, Open Approach 
Replacement of Right Knee Joint, Tibial 
Surface with Synthetic Substitute, Open 
Approach 
Replacement of Right Knee Joint, Tibial 
Surface with Nonautologous Tissue 
Substitute, Open Approach 
OSRWO7Z Replacement of Left Knee Joint, Tibial 
Surface with Autologous Tissue 
Substitute, Open Approach 
Replacement of Left Knee Joint, Tibial 
Surface with Synthetic Substitute, 
Cemented, Open Approach 
Replacement of Left Knee Joint, Tibial 
Surface with Synthetic Substitute, 
Uncemented, Open Approach 
Replacement of Left Knee Joint, Tibial 
Surface with Synthetic Substitute, Open 
Approach 
OSRWGKZ Replacement of Left Knee Joint, Tibial 
Surface with Nonautologous Tissue 
Substitute, Open Approach 

OSU9GBZ Supplement Right Hip Joint with 
Resurfacing Device, Open Approach 

OSUAOBZ Supplement Right Hip Joint, Acetabular 
Surface with Resurfacing Device, Open 
Approach 

QSUBOBZ Supplement Left Hip Joint with 
Resurfacing Device, Open Approach 


d Cond 


ire 


OSRTO7Z 


OSRTOJ9 


OSRTOJA 


Hospital Acqu 


OSRTOJZ 


OSRTOKZ 


Appendix K 


OSRUG7Z 


OSRUBJO 


OSRUBJA 


OSRUOIJZ 


OSRUBKZ 


OSRVO7Z 


OSRVOIO 


OSRVOJA 


OSRVOIJZ 


OSRVOKZ 


OSRWOJ9 


OSRWOJA 


OSRWOJZ 


OSUEOBZ 


OSURBBZ 


OSUSOBZ 


Supplement Left Hip Joint, Acetabular 
Surface with Resurfacing Device, Open 
Approach 

Supplement Right Hip Joint, Femoral 
Surface with Resurfacing Device, Open 
Approach 

Supplement Left Hip Joint, Femoral! 
Surface with Resurfacing Device, Open 
Approach 


HAC 11: Surgical Site Infection-Bariatric Surgery 
Principal diagnosis of: 


£66.01 


AND 


Morbid (severe) obesity due to excess 
calories 


Secondary diagnosis not POA: 


K68.11 
K95.01 
K95.81° 
T81.40XA 


181.41XA 


T81.42XA 


T81.43XA 


781.44XA 


181.49XA 


AND 


Postprocedural retroperitoneal abscess 
Infection due to gastric band procedure 
Infection due to other bariatric 
procedure 

Infection following a procedure, 
unspecified, initial encounter 

Infection following a procedure, 
superficial incisional surgical site, initial 
encounter 

Infection following a procedure, deep 
incisional surgical site, initial encounter 
Infection following a procedure, organ 
and space surgical site, initial encounter 
Sepsis following a procedure, initial 
encounter 

Infection following a procedure, other 
surgical site, initial encounter 


Any of the following procedures: 


0D16879 


9D1697A 


0D1687B 


0D1687L 


0D160J9 


OD160JA 


9D168JB 


OD169JL 


0D168K9 


OD160KA 


0D160KB 


OD160KL 


9D160Z9 


O0D160ZA 


0D169ZB 


Bypass Stomach to Duodenum with 
Autologous Tissue Substitute, Open 
Approach 

Bypass Stomach to Jejunum with 
Autologous Tissue Substitute, Open 
Approach 

Bypass Stomach to lleum with 
Autologous Tissue Substitute, Open 
Approach 

Bypass Stomach to Transverse Colon 
with Autologous Tissue Substitute, 
Open Approach 

Bypass Stomach to Duodenum with 
Synthetic Substitute, Open Approach 
Bypass Stomach to Jejunum with 
Synthetic Substitute, Open Approach 
Bypass Stomach to lleum with Synthetic 
Substitute, Open Approach 

Bypass Stomach to Transverse Colon 
with Synthetic Substitute, Open 
Approach 

Bypass Stomach to Duodenum with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Stomach to Jejunum with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Stomach to lleum with 
Nonautologous Tissue Substitute, Open 
Approach 

Bypass Stomach to Transverse Colon 
with Nonautologous Tissue Substitute, 
Open Approach 

Bypass Stomach to Duodenum, Open 
Approach 

Bypass Stomach to Jejunum, Open 
Approach 

Bypass Stomach to lleum, Open 
Approach 


@D160ZL 


0D16479 


9D1647A 


0D1647B 


0D1647L 


0D164J9 


OD164JA 


9D164JB 


OD164JL 


0D164K9 


@D164KA 


9D164KB 


O0D164KL 


8D164Z9 
0D164ZA 
0D164ZB 
0D164ZL 


9D16879 


0D1687A 


0D1687B 


0D1687L 


0D168J9 


OD168JA 


0D168JB 


OD168JL 


0D168K9 


OD168KA 


ICD-10-PCS 2021 


Bypass Stomach to Transverse Colon, 
Open Approach 

Bypass Stomach to Duodenum with 
Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Stomach to Jejunum with 
Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Stomach to lleum with 
Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Stomach to Transverse Colon 
with Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Stomach to Duodenum with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Bypass Stomach to Jejunum with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Bypass Stomach to lleum with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 

Bypass Stomach to Transverse Colon 
with Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Bypass Stomach to Duodenum with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Stomach to Jejunum with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Stomach to Ileum with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Stomach to Transverse Colon 
with Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Bypass Stomach to Duodenum, 
Percutaneous Endoscopic Approach 
Bypass Stomach to Jejunum, 
Percutaneous Endoscopic Approach 
Bypass Stomach to lleum, Percutaneous 
Endoscopic Approach 

Bypass Stomach to Transverse Colon, 
Percutaneous Endoscopic Approach 
Bypass Stomach to Duodenum with 
Autologous Tissue Substitute, Via 
Natural or Artificial Opening Endoscopic 
Bypass Stomach to Jejunum with 
Autologous Tissue Substitute, Via 
Natural or Artificial Opening Endoscopic 
Bypass Stomach to lleum with 
Autologous Tissue Substitute, Via 
Natural or Artificial Opening Endoscopic 
Bypass Stomach to Transverse Colon 
with Autologous Tissue Substitute, Via 
Natural or Artificial Opening Endoscopic 
Bypass Stomach to Duodenum with 
Synthetic Substitute, Via Natural or 
Artificial Opening Endoscopic 

Bypass Stomach to Jejunum with 
Synthetic Substitute, Via Natural or 
Artificial Opening Endoscopic 

Bypass Stomach to lleum with Synthetic 
Substitute, Via Natural or Artificial 
Opening Endoscopic 

Bypass Stomach to Transverse Colon 
with Synthetic Substitute, Via Natural or 
Artificial Opening Endoscopic 

Bypass Stomach to Duodenum with 
Nonautologous Tissue Substitute, Via 
Natural or Artificial Opening Endoscopic 
Bypass Stomach to Jejunum with 
Nonautologous Tissue Substitute, Via 
Natural or Artificial Opening Endoscopic 
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HAC 11: Surgical Site Infection-Bariatric Surgery 


(continued) 


@D168KB 


OD168KL 


0D168Z9 


0D168ZA 


0D168ZB 


0D168ZL 


ODV64CZ 


Bypass Stomach to lleum with 
Nonautologous Tissue Substitute, Via 
Natural or Artificial Opening Endoscopic 
Bypass Stomach to Transverse Colon 
with Nonautologous Tissue Substitute, 
Via Natural or Artificial Opening 
Endoscopic 

Bypass Stomach to Duodenum, Via 
Natural or Artificial Opening Endoscopic 
Bypass Stomach to Jejunum, Via Natural 
or Artificial Opening Endoscopic 

Bypass Stomach to lleum, Via Natural or 
Artificial Opening Endoscopic 

Bypass Stomach to Transverse Colon, Via 
Natural or Artificial Opening Endoscopic 
Restriction of Stomach with 
Extraluminal Device, Percutaneous 
Endoscopic Approach 


HAC 12: Surgical Site Infection-Certain 
Orthopedic Procedures of the Spine, Shoulder, 


and Elbow 


Secondary diagnosis not POA: 


K68.11 
T81.40XA 
T81.41XA 


T81.42XA 


T81.43XA 


T81.44XA 


T81.49XA 


T84.60XA 


T84.610A 


T84.611A 


T84.612A 


T84.613A 


T84.614A 


T84.615A 


T84.619A 


184.63XA 


T84.69XA 


T84.7XXA 


AND 


Postprocedural retroperitoneal abscess 
Infection following a procedure, 
unspecified, initial encounter 

Infection following a procedure, 
superficial incisional surgical site, initial 
encounter 

Infection following a procedure, deep 
incisional surgical site, initial encounter 
Infection following a procedure, organ 
and space surgical site, initial encounter 
Sepsis following a procedure, initial 
encounter 

Infection following a procedure, other 
surgical site, initial encounter 

Infection and inflammatory reaction due 
to internal fixation device of unspecified 
site, initial encounter 

Infection and inflammatory reaction due 
to internal fixation device of right 
humerus, initial encounter 

Infection and inflammatory reaction due 
to internal fixation device of left 
humerus, initial encounter 

Infection and inflammatory reaction due 
to internal fixation device of right radius, 
initial encounter 

Infection and inflammatory reaction due 
to internal fixation device of left radius, 
initial encounter 

Infection and inflammatory reaction due 
to internal fixation device of right ulna, 
initial encounter 

Infection and inflammatory reaction due 
to internal fixation device of left ulna, 
initial encounter 

Infection and inflammatory reaction due 
to internal fixation device of unspecified 
bone of arm, initial encounter 

Infection and inflammatory reaction due 
to internal fixation device of spine, initial 
encounter 

Infection and inflammatory reaction due 
to internal fixation device of other site, 
initial encounter 

Infection and inflammatory reaction due 
to other internal orthopedic prosthetic 
devices, implants and grafts, initial 
encounter 


Any of the following procedures: 


ee 
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ORGOO7O 


ORGOO71 


ORGOO7J 


ORGOBAD 


ORGOBAS 


ORGOBIJO 


ORGOO)1 


ORGOOSJ 


ORGOBKO 


ORGOOK1 


ORGOBKI 


ORGO37B 


ORGO371 


ORGO37J 


ORGO3AD 


ORGO3AJ 


ORGO3JO 


ORGO3J1 


ORGO3IJ 


Fusion of Occipital-cervical Joint with 
Autologous Tissue Substitute, Anterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Occipital-cervical Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Posterior Column, Open 
Approach 

Fusion of Occipital-cervical Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Occipital-cervical Joint with 
Interbody Fusion Device, Anterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Occipital-cervical Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Occipital-cervical Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Open Approach 
Fusion of Occipital-cervical Joint with 
Synthetic Substitute, Posterior 
Approach, Posterior Column, Open 
Approach 

Fusion of Occipital-cervical Joint with 
Synthetic Substitute, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Occipital-cervical Joint with 
Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Open Approach 

Fusion of Occipital-cervical Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Open Approach 

Fusion of Occipital-cervical Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Open Approach 

Fusion of Occipital-cervical Joint with 
Autologous Tissue Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Occipital-cervical Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Occipital-cervical Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Occipital-cervical Joint with 
Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Occipital-cervical Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Occipital-cervical Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Percutaneous 
Approach 

Fusion of Occipital-cervical Joint with 
Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Occipital-cervical Joint with 
Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 


ORGO3KB 


ORGO3K1 


ORGO3KJ 


ORGB470 


ORGO471 


ORGO47J 


ORGO4A0 


ORGO4AJ 


ORGO4JO 


ORGO4)1 


ORGO4JJ 


ORGO4KO 


ORGO4K1 


ORGO4KI 


ORG1070 


ORG1071 


ORG107) 


ORG1OAG 


ORG1IDAJ 


Fusion of Occipital-cervical Joint with 
Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Occipital-cervical Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Occipital-cervical Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Occipital-cervical Joint with 
Autologous Tissue Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Occipital-cervical Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Occipital-cervical Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Occipital-cervical Joint with 
Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Occipital-cervical Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Occipital-cervical Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Percutaneous 
Endoscopic Approach 

Fusion of Occipital-cervical Joint with 
Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Occipital-cervical Joint with 
Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Occipital-cervical Joint with 
Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Occipital-cervical Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Occipital-cervical Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervical Vertebral Joint with 
Autologous Tissue Substitute, Anterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Cervical Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Posterior Column, Open 
Approach 

Fusion of Cervical Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Cervical Vertebral Joint with 
Interbody Fusion Device, Anterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Cervical Vertebral Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, Open 
Approach 
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Appendix K 


Appendix K: Hospital Acquired Conditions 


HAC 12: Surgical Site Infection-Certain 
Orthopedic Procedures of the Spine, Shoulder, 
and Elbow (continued) : 


ORG19)B 


ORG1051 


ORG1B)J 


ORG1BKD 


ORG1OK1 


ORG10KJ 


ORG1370 


ORG1371 


ORG137J 


ORG13AG 


ORG13AJ 


ORG13J58 


ORG1351 


ORG13JJ 


ORG13KO 


ORG13K1 


ORG13KJ 


ORG147B 


Fusion of Cervical Vertebral Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Open Approach 
Fusion of Cervical Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Posterior Column, Open 
Approach 

Fusion of Cervical Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Cervical Vertebral Joint with 
Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Open Approach 

Fusion of Cervical Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Open Approach 

Fusion of Cervical Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Open Approach 

Fusion of Cervical Vertebral Joint with 
Autologous Tissue Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervical Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Cervical Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervical Vertebral Joint with 
Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervical Vertebral Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervical Vertebral Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Percutaneous 
Approach 

Fusion of Cervical Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Cervical Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervical Vertebral Joint with 
Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Approach i 
Fusion of Cervical Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Cervical Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervical Vertebral Joint with 
Autologous Tissue Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 


ORG1471 


ORG147J 


ORG14AG 


ORG14AJ 


ORG14J0 


ORG14J1 


ORG14JJ 


ORG14KB 


ORG14K1 


ORG14KJ 


ORG2070 


ORG2971 


ORG2075 


ORG2BAB 


ORG2OAJ 


ORG20JO 


ORG2051 


ORG20JJ 


ORG20KO 


Fusion of Cervical Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervical Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervical Vertebral Joint with 
Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervical Vertebral Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervical Vertebral Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Percutaneous 
Endoscopic Approach 

Fusion of Cervical Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervical Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervical Vertebral Joint with 
Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervical Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervical Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 or more Cervical Vertebral 
Joints with Autologous Tissue 
Substitute, Anterior Approach, Anterior 
Column, Open Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Autologous Tissue 
Substitute, Posterior Approach, 
Posterior Column, Open Approach 
Fusion of 2 or more Cervical Vertebral 
Joints with Autologous Tissue 
Substitute, Posterior Approach, Anterior 
Column, Open Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Interbody Fusion Device, 
Anterior Approach, Anterior Column, 
Open Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Interbody Fusion Device, 
Posterior Approach, Anterior Column, 
Open Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Synthetic Substitute, 
Anterior Approach, Anterior Column, 
Open Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Synthetic Substitute, 
Posterior Approach, Posterior Column, 
Open Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Synthetic Substitute, 
Posterior Approach, Anterior Column, 
Open Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Nonautologous Tissue 
Substitute, Anterior Approach, Anterior 
Column, Open Approach 


ORG20K1 


ORG20KJ 


ORG2370 


O@RG2371 


ORG237) 


ORG23AG 


ORG23AJ 


ORG23)0 


ORG2351 


ORG23JJ 


ORG23KO 


ORG23K1 


ORG23KJ 


ORG2470 


ORG2471 


ORG247) 


ORG24A0 


ICD-10-PCS 2021 


Fusion of 2 or more Cervical Vertebral 
Joints with Nonautologous Tissue 
Substitute, Posterior Approach, 
Posterior Column, Open Approach 
Fusion of 2 or more Cervical Vertebral 
Joints with Nonautologous Tissue 
Substitute, Posterior Approach, Anterior 
Column, Open Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Autologous Tissue 
Substitute, Anterior Approach, Anterior 
Column, Percutaneous Approach 
Fusion of 2 or more Cervical Vertebral 
Joints with Autologous Tissue 
Substitute, Posterior Approach, 
Posterior Column, Percutaneous 
Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Autologous Tissue 
Substitute, Posterior Approach, Anterior 
Column, Percutaneous Approach 
Fusion of 2 or more Cervical Vertebral 
Joints with Interbody Fusion Device, 
Anterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Interbody Fusion Device, 
Posterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Synthetic Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Synthetic Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Synthetic Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Nonautologous Tissue 
Substitute, Anterior Approach, Anterior 
Column, Percutaneous Approach 
Fusion of 2 or more Cervical Vertebral 
Joints with Nonautologous Tissue 
Substitute, Posterior Approach, 
Posterior Column, Percutaneous 
Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Nonautologous Tissue 
Substitute, Posterior Approach, Anterior 
Column, Percutaneous Approach 
Fusion of 2 or more Cervical Vertebral 
Joints with Autologous Tissue 
Substitute, Anterior Approach, Anterior 
Column, Percutaneous Endoscopic 
Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Autologous Tissue 
Substitute, Posterior Approach, 
Posterior Column, Percutaneous 
Endoscopic Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Autologous Tissue 
Substitute, Posterior Approach, Anterior 
Column, Percutaneous Endoscopic 
Approach 

Fusion of 2 or more Cervical Vertebral 
Joints with Interbody Fusion Device, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
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Appendix K: Hospital Acquired Conditions 


HAC 12: Surgical Site Infection-Certain 
Orthopedic Procedures of the Spine, Shoulder, 
and Elbow (continued) 

ORG24AJ Fusion of 2 or more Cervical Vertebral 
Joints with Interbody Fusion Device, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 or more Cervical Vertebral 
Joints with Synthetic Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 or more Cervical Vertebral 
Joints with Synthetic Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 or more Cervical Vertebral 
Joints with Synthetic Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 or more Cervical Vertebral 
Joints with Nonautologous Tissue 
Substitute, Anterior Approach, Anterior 
Column, Percutaneous Endoscopic 
Approach 
Fusion of 2 or more Cervical Vertebral 
Joints with Nonautologous Tissue 
Substitute, Posterior Approach, 
Posterior Column, Percutaneous 
Endoscopic Approach 
Fusion of 2 or more Cervical Vertebral 
Joints with Nonautologous Tissue 
Substitute, Posterior Approach, Anterior 
Column, Percutaneous Endoscopic 
Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Autologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Open Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Autologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Open Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Autologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Open Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Interbody Fusion Device, Anterior 
Approach, Anterior Column, Open 
Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Interbody Fusion Device, Posterior 
Approach, Anterior Column, Open 
Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Synthetic Substitute, Anterior 
Approach, Anterior Column, Open 
Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Synthetic Substitute, Posterior 
Approach, Posterior Column, Open 
Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Synthetic Substitute, Posterior 
Approach, Anterior Column, Open 
Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Open Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Open Approach 


ORG24J0 


ORG24)1 


ORG24JJ 


ORG24KO 


ORG24K1 


ORG24K) 


ORG4078 


@RG4971 


ORG407J 


ORG40AD 


ORG4OAJ 


ORG40J0 


ORG40J1 


ORG4OJJ 


ORG49KO 


ORG40K1 
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ORG4OK) 


ORG4370 


ORG4371 


ORG4375 


ORG43AG 


ORG43AJ 


ORG43J0 


ORG43J1 


ORG43JJ 


ORG43KO 


ORG43K1 


ORG43K) 


ORG4470 


ORG4471 


ORG447J 


ORG44A0 


ORG44AJ 


ORG44JO 


ORG44J1 


Fusion of Cervicothoracic Vertebral Joint 
with Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Open Approach 

Fusion of Cervicothoracic Vertebral Joint 
with Autologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervicothoracic Vertebral Joint 
with Autologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Cervicothoracic Vertebral Joint 
with Autologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervicothoracic Vertebral Joint 
with Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervicothoracic Vertebral Joint 
with Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervicothoracic Vertebral Joint 
with Synthetic Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervicothoracic Vertebral Joint 
with Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Cervicothoracic Vertebral Joint 
with Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervicothoracic Vertebral Joint 
with Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervicothoracic Vertebral Joint 
with Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Cervicothoracic Vertebral Joint 
with Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Cervicothoracic Vertebral Joint 
with Autologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Autologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Autologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Synthetic Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Endoscopic Approach 


ORG44JJ 


ORG44KO 


ORG44K1 


ORG44KJ 


ORG6O70 


ORG6O71 


ORG6O7J 


ORGOBAD 


ORGOBAS 


ORG6OJO 


ORG6O)1 


ORGOBIJ 


ORGEOKD 


ORG6OK1 


ORGOOKI 


ORG6370 


ORG6371 


ORG637J 


ORG63AD 


Fusion of Cervicothoracic Vertebral Joint 
with Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Cervicothoracic Vertebral Joint 
with Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracic Vertebral Joint with 
Autologous Tissue Substitute, Anterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Thoracic Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Posterior Column, Open 
Approach 

Fusion of Thoracic Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Thoracic Vertebral Joint with 
Interbody Fusion Device, Anterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Thoracic Vertebral Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Thoracic Vertebral Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Open Approach 
Fusion of Thoracic Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Posterior Column, Open 
Approach 

Fusion of Thoracic Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Thoracic Vertebral Joint with 
Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Open Approach 

Fusion of Thoracic Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Open Approach 

Fusion of Thoracic Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Open Approach 

Fusion of Thoracic Vertebral Joint with 
Autologous Tissue Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracic Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Thoracic Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracic Vertebral Joint with 
Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 


899 


y xipueddy 


Wpuo> pasinb>y jeyidsop: 


° 
= 
Ww 


ions 


: Hospital Acquired Condit 


Appendix K 


Appendix K: Hospital Acquired Conditions 


HAC 12: Surgical Site Infection-Certain 
Orthopedic Procedures of the Spine, Shoulder, 
and Elbow (continued) 


ORGO3AJ 


ORG63JB 


ORG63J1 


ORGO63JJ 


ORG63KB 


ORG63K1 


ORG63KJ 


ORG647B 


ORG6471 


ORG647)J 


ORGO4AD 


ORGO4AJ 


ORG64JB 


ORGO64J1 


ORGO4JJ 


ORGO64KD 


ORGO64K1 


ORG64KJ 


Fusion of Thoracic Vertebral Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracic Vertebral Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Percutaneous 
Approach 

Fusion of Thoracic Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Thoracic Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracic Vertebral Joint with 
Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracic Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Thoracic Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracic Vertebral Joint with 
Autologous Tissue Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracic Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracic Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracic Vertebral Joint with 
Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracic Vertebral Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracic Vertebral Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Percutaneous 
Endoscopic Approach 

Fusion of Thoracic Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracic Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracic Vertebral Joint with 
Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracic Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracic Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 


ORG7070 


ORG7971 


ORG7O75J 


ORG70AG 


ORG7BAJ 


ORG70JB 


ORG7B)1 


ORG7OSJ 


ORG7BKO 


ORG79K1 


ORG7OKJ 


ORG737B 


ORG7371 


ORG737J 


ORG73AG 


ORG73AJ 


ORG73JO 


ORG7351 


ORG73JJ 


Fusion of 2 to 7 Thoracic Vertebral Joints 
with Autologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Open Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Autologous Tissue Substitute, 


Posterior Approach, Posterior Column, ~ 


Open Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Autologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Open Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Interbody Fusion Device, Anterior 
Approach, Anterior Column, Open 
Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Interbody Fusion Device, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Synthetic Substitute, Anterior 
Approach, Anterior Column, Open 
Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Synthetic Substitute, Posterior 
Approach, Posterior Column, Open 
Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Synthetic Substitute, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Open Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Open Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Open Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Autologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Autologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Autologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Synthetic Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 


O@RG73KO 


ORG73K1 


ORG73KJ 


ORG7476 


ORG747\ 


ORG747J 


ORG74AG 


ORG74AJ 


ORG74JG 


ORG7451 


ORG74JJ 


ORG74KO 


ORG74K1 


ORG74K) 


ORG8O70 


ORG8O71 


ORG8O7J 


ORG8BAD 


ORG8BAJ 


ICD-10-PCS 2021 


Fusion of 2 to 7 Thoracic Vertebral Joints 
with Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Approach 
Fusion of 2 to 7 Thoracic Vertebral Joints 
with Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of 2 to 7 Thoracic Vertebral Joints 
with Autologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 to 7 Thoracic Vertebral Joints 
with Autologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 to 7 Thoracic Vertebral Joints 
with Autologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 to 7 Thoracic Vertebral Joints 
with Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 to 7 Thoracic Vertebral Joints 
with Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 to 7 Thoracic Vertebral Joints 
with Synthetic Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 to 7 Thoracic Vertebral Joints 
with Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 to 7 Thoracic Vertebral Joints 
with Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 to 7 Thoracic Vertebral Joints 
with Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 to 7 Thoracic Vertebral Joints 
with Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 2 to 7 Thoracic Vertebral Joints 
with Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Autologous Tissue 
Substitute, Anterior Approach, Anterior 
Column, Open Approach 

Fusion of 8 or More Thoracic Vertebral 
Joints with Autologous Tissue 
Substitute, Posterior Approach, 
Posterior Column, Open Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Autologous Tissue 
Substitute, Posterior Approach, Anterior 
Column, Open Approach 

Fusion of 8 or More Thoracic Vertebral 
Joints with Interbody Fusion Device, 
Anterior Approach, Anterior Column, 
Open Approach 

Fusion of 8 or More Thoracic Vertebral 
Joints with Interbody Fusion Device, 
Posterior Approach, Anterior Column, 
Open Approach 
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Appendix K: Hospital Acquired Conditions 


HAC 12: Surgical Site Infection-Certain 
Orthopedic Procedures of the Spine, Shoulder, 
and Elbow (continued) 

ORG8BJO Fusion of 8 or More Thoracic Vertebral 
Joints with Synthetic Substitute, 
Anterior Approach, Anterior Column, 
Open Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Synthetic Substitute, 
Posterior Approach, Posterior Column, 
Open Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Synthetic Substitute, 
Posterior Approach, Anterior Column, 
Open Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Nonautologous Tissue 
Substitute, Anterior Approach, Anterior 
Column, Open Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Nonautologous Tissue 
Substitute, Posterior Approach, 
Posterior Column, Open Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Nonautologous Tissue 
Substitute, Posterior Approach, Anterior 
Column, Open Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Autologous Tissue 
Substitute, Anterior Approach, Anterior 
Column, Percutaneous Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Autologous Tissue 
Substitute, Posterior Approach, 
Posterior Column, Percutaneous 
Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Autologous Tissue 
Substitute, Posterior Approach, Anterior 
Column, Percutaneous Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Interbody Fusion Device, 
Anterior Approach, Anterior Column, 
Percutaneous Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Interbody Fusion Device, 
Posterior Approach, Anterior Column, 
Percutaneous Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Synthetic Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Synthetic Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Synthetic Substitute, 
Posterior Approach, Anterior Column, ORGAG75 
Percutaneous Approach fs 
Fusion of 8 or More Thoracic Vertebral 
Joints with Nonautologous Tissue 
Substitute, Anterior Approach, Anterior 
Column, Percutaneous Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Nonautologous Tissue 
Substitute, Posterior Approach, 
Posterior Column, Percutaneous 
Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Nonautologous Tissue 
Substitute, Posterior Approach, Anterior 
Column, Percutaneous Approach 


ORG8470 


ORG8471 


ORG8OJ1 


ORG847J 
ORG8OJJ 


ORG8OKO ORG84A0 


ORG8OK1 ORG84AJ 


ORG8OK) ORG84JO 


ORG8378 ORG84J)1 


@RG8371 ORG84J)J 


ORG84KB 
O0RG837J 


ORG83AG @RG84K1 


ORG83AJ 
ORG84KJ 


ORG835O 
ORGAD7B 


ORG83J1 
ORGAQ71 


ORG83JJ 


ORG83KO 
ORGADAD 


ORG83K1 


ORGAGAJ 


philic ORGAGIO 
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Fusion of 8 or More Thoracic Vertebral 
Joints with Autologous Tissue 
Substitute, Anterior Approach, Anterior 
Column, Percutaneous Endoscopic 
Approach 

Fusion of 8 or More Thoracic Vertebral 
Joints with Autologous Tissue 
Substitute, Posterior Approach, 
Posterior Column, Percutaneous 
Endoscopic Approach 

Fusion of 8 or More Thoracic Vertebral 
Joints with Autologous Tissue 
Substitute, Posterior Approach, Anterior 
Column, Percutaneous Endoscopic 
Approach 

Fusion of 8 or More Thoracic Vertebral 
Joints with Interbody Fusion Device, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Interbody Fusion Device, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Synthetic Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Synthetic Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Synthetic Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of 8 or More Thoracic Vertebral 
Joints with Nonautologous Tissue 
Substitute, Anterior Approach, Anterior 
Column, Percutaneous Endoscopic 
Approach 

Fusion of 8 or More Thoracic Vertebral 
Joints with Nonautologous Tissue 
Substitute, Posterior Approach, 
Posterior Column, Percutaneous 
Endoscopic Approach 

Fusion of 8 or More Thoracic Vertebral 
Joints with Nonautologous Tissue 
Substitute, Posterior Approach, Anterior 
Column, Percutaneous Endoscopic 
Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Autologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Open Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Autologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Open Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Autologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Open Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Interbody Fusion Device, Anterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Interbody Fusion Device, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Synthetic Substitute, Anterior 
Approach, Anterior Column, Open 
Approach 


ORGABJ1 


ORGABIS 


ORGAGKD 


ORGAGK1 


ORGABK) 


ORGA370 


ORGA371 


ORGA37J 


ORGA3AO 


ORGA3AJ 


ORGA3JO 


ORGA3J1 


ORGA3JJ 


ORGA3KO 


ORGA3K1 


ORGA3KJ) 


ORGA470 


ORGA471 


ORGA47J 


Fusion of Thoracolumbar Vertebral Joint 
with Synthetic Substitute, Posterior 
Approach, Posterior Column, Open 
Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Synthetic Substitute, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Open Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Open Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Open Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Autologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Autologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Autologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Synthetic Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Thoracolumbar Vertebral Joint 
with Autologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracolumbar Vertebral Joint 
with Autologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracolumbar Vertebral Joint 
with Autologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
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HAC 12: Surgical Site Infection-Certain 
Orthopedic Procedures of the Spine, Shoulder, 
and Elbow (continued) 

ORGA4AG Fusion of Thoracolumbar Vertebral Joint 


ORGA4AJ 


ORGA4JO 


ORGA4J1 


ORGA4JJ 


ORGA4KO 


ORGA4K1 


ORGA4KJ 


ORGED4Z 


ORGED7Z 


ORGEOJZ 


ORGEOKZ 


ORGE34Z 


ORGE37Z 


ORGE3JZ 


ORGE3KZ 


ORGE44Z 


ORGE47Z 


ORGE4JZ 


ORGE4KZ 


ORGFO4Z 


ORGFO7Z 


with Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracolumbar Vertebral Joint 
with Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracolumbar Vertebral Joint 
with Synthetic Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracolumbar Vertebral Joint 
with Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracolumbar Vertebral Joint 
with Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracolumbar Vertebral Joint 
with Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracolumbar Vertebral Joint 
with Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Thoracolumbar Vertebral Joint 
with Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Right Sternoclavicular Joint 
with Internal Fixation Device, Open 
Approach 

Fusion of Right Sternoclavicular Joint 
with Autologous Tissue Substitute, 
Open Approach 

Fusion of Right Sternoclavicular Joint 
with Synthetic Substitute, Open 
Approach 

Fusion of Right Sternoclavicular Joint 
with Nonautologous Tissue Substitute, 
Open Approach 

Fusion of Right Sternoclavicular Joint 
with Internal Fixation Device, 
Percutaneous Approach 

Fusion of Right Sternoclavicular Joint 
with Autologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Right Sternoclavicular Joint 
with Synthetic Substitute, Percutaneous 
Approach 

Fusion of Right Sternoclavicular Joint 
with Nonautologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Right Sternoclavicular Joint 
with Internal Fixation Device, 
Percutaneous Endoscopic Approach 
Fusion of Right Sternoclavicular Joint 
with Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Right Sternoclavicular Joint 
with Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Fusion of Right Sternoclavicular Joint 
with Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Left Sternoclavicular Joint with 
Internal Fixation Device, Open Approach 
Fusion of Left Sternoclavicular Joint with 
Autologous Tissue Substitute, Open 
Approach 


ORGFOIZ 


ORGFOKZ 
ORGF34Z 
ORGF37Z 
ORGF3JZ 

ORGF3KZ 
ORGF44Z 
ORGF47Z 
ORGF4JZ 

ORGF4KZ 
ORGGB4Z 
ORGGO7Z 
ORGGBIZ 


ORGGOKZ 


‘ORGG34Z 


ORGG37Z 


ORGG3IZ 


ORGG3KZ 


ORGG44Z 


ORGG47Z 


ORGG4IJZ 


ORGG4KZ 


ORGHO4Z 


ORGHO7Z 


ORGHOJZ 


Fusion of Left Sternoclavicular Joint with 
Synthetic Substitute, Open Approach 
Fusion of Left Sternoclavicular Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

Fusion of Left Sternoclavicular Joint with 
Internal Fixation Device, Percutaneous 
Approach 

Fusion of Left Sternoclavicular Joint with 
Autologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Left Sternoclavicular Joint with 
Synthetic Substitute, Percutaneous 
Approach 

Fusion of Left Sternoclavicular Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Left Sternoclavicular Joint with 
Internal Fixation Device, Percutaneous 
Endoscopic Approach 

Fusion of Left Sternoclavicular Joint with 
Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Left Sternoclavicular Joint with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Fusion of Left Sternoclavicular Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Right Acromioclavicular Joint 
with Internal Fixation Device, Open 
Approach 

Fusion of Right Acromioclavicular Joint 
with Autologous Tissue Substitute, 
Open Approach 

Fusion of Right Acromioclavicular Joint 
with Synthetic Substitute, Open 
Approach 

Fusion of Right Acromioclavicular Joint 
with Nonautologous Tissue Substitute, 
Open Approach 

Fusion of Right Acromioclavicular Joint 
with Internal Fixation Device, 
Percutaneous Approach 

Fusion of Right Acromioclavicular Joint 
with Autologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Right Acromioclavicular Joint 
with Synthetic Substitute, Percutaneous 
Approach 

Fusion of Right Acromioclavicular Joint 
with Nonautologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Right Acromioclavicular Joint 
with Internal Fixation Device, 
Percutaneous Endoscopic Approach 
Fusion of Right Acromioclavicular Joint 
with Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Right Acromioclavicular Joint 
with Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Fusion of Right Acromioclavicular Joint 
with Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Left Acromioclavicular Joint 
with Internal Fixation Device, Open 
Approach 
Fusion of Left Acromioclavicular Joint 
with Autologous Tissue Substitute, 
Open Approach 

Fusion of Left Acromioclavicular Joint 
with Synthetic Substitute, Open 
Approach 


ORGHOKZ 


ORGH34Z 


ORGH37Z 


ORGH3JZ 


ORGH3KZ 


ORGH44Z 


ORGH47Z 


ORGH4JZ 


ORGH4KZ 


ORGIB4Z 


ORGJO7Z 


ORGIGIZ 


ORGJOKZ 


ORGJ34Z 


ORGJ37Z 


ORGIJ3JZ 


ORGJ3KZ 


ORGJ44Z 


ORGJ47Z 


ORGJ4JZ 


ORGJ4KZ 


ORGKG4Z 


ORGKO7Z 


ORGKBJZ 


ORGKOKZ 


ORGK34Z 
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Fusion of Left Acromioclavicular Joint 
with Nonautologous Tissue Substitute, 
Open Approach 

Fusion of Left Acromioclavicular Joint 
with Internal Fixation Device, 
Percutaneous Approach 

Fusion of Left Acromioclavicular Joint 
with Autologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Left Acromioclavicular Joint 
with Synthetic Substitute, Percutaneous 
Approach 

Fusion of Left Acromioclavicular Joint 
with Nonautologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Left Acromioclavicular Joint 
with Internal Fixation Device, 
Percutaneous Endoscopic Approach 
Fusion of Left Acromioclavicular Joint 
with Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Left Acromioclavicular Joint 
with Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Fusion of Left Acromioclavicular Joint 
with Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Right Shoulder Joint with 
Internal Fixation Device, Open Approach 
Fusion of Right Shoulder Joint with 
Autologous Tissue Substitute, Open 
Approach 

Fusion of Right Shoulder Joint with 
Synthetic Substitute, Open Approach 
Fusion of Right Shoulder Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

Fusion of Right Shoulder Joint with 
Internal Fixation Device, Percutaneous 
Approach 

Fusion of Right Shoulder Joint with 
Autologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Right Shoulder Joint with 
Synthetic Substitute, Percutaneous 
Approach 

Fusion of Right Shoulder Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Right Shoulder Joint with 
Internal Fixation Device, Percutaneous 
Endoscopic Approach 

Fusion of Right Shoulder Joint with 
Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Right Shoulder Joint with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Fusion of Right Shoulder Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Left Shoulder Joint with 
Internal Fixation Device, Open Approach 
Fusion of Left Shoulder Joint with 
Autologous Tissue Substitute, Open 
Approach 

Fusion of Left Shoulder Joint with 
Synthetic Substitute, Open Approach 
Fusion of Left Shoulder Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

Fusion of Left Shoulder Joint with 
Internal Fixation Device, Percutaneous 
Approach 
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Appendix K: Hospital Acquired Conditions 


HAC 12: Surgical Site Infection-Certain 
Orthopedic Procedures of the Spine, Shoulder, 
and Elbow (continued) 

ORGK37Z Fusion of Left Shoulder Joint with 
Autologous Tissue Substitute, 
Percutaneous Approach 

ORGK3JZ Fusion of Left Shoulder Joint with 
Synthetic Substitute, Percutaneous 
Approach 

ORGK3KZ Fusion of Left Shoulder Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Approach 

ORGK44Z Fusion of Left Shoulder Joint with 
Internal Fixation Device, Percutaneous 
Endoscopic Approach 

ORGK47Z Fusion of Left Shoulder Joint with 
Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 

ORGK4JZ Fusion of Left Shoulder Joint with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

ORGK4KZ Fusion of Left Shoulder Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 

ORGLO4Z Fusion of Right Elbow Joint with Internal 
Fixation Device, Open Approach 

ORGLO5Z Fusion of Right Elbow Joint with 
External Fixation Device, Open 
Approach 

O@RGLO7Z Fusion of Right Elbow Joint with 

Autologous Tissue Substitute, Open 

Approach 

Fusion of Right Elbow Joint with 

Synthetic Substitute, Open Approach 

ORGLOKZ Fusion of Right Elbow Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

ORGL34Z Fusion of Right Elbow Joint with Internal 
Fixation Device, Percutaneous Approach 

ORGL35Z Fusion of Right Elbow Joint with 
External Fixation Device, Percutaneous 
Approach 

ORGL37Z Fusion of Right Elbow Joint with 

Autologous Tissue Substitute, 

Percutaneous Approach 

Fusion of Right Elbow Joint with 

Synthetic Substitute, Percutaneous 

Approach 

ORGL3KZ Fusion of Right Elbow Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Approach 

@RGL44Z Fusion of Right Elbow Joint with Internal 
Fixation Device, Percutaneous 
Endoscopic Approach 

@RGL45Z Fusion of Right Elbow Joint with 
External Fixation Device, Percutaneous 
Endoscopic Approach 

ORGL47Z Fusion of Right Elbow Joint with 

Autologous Tissue Substitute, 

Percutaneous Endoscopic Approach 

Fusion of Right Elbow Joint with 

Synthetic Substitute, Percutaneous 

Endoscopic Approach 

ORGL4KZ Fusion of Right Elbow Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 

@RGM@4Z Fusion of Left Elbow Joint with Internal 
Fixation Device, Open Approach 

ORGMO5Z Fusion of Left Elbow Joint with External 
Fixation Device, Open Approach 

ORGM@7Z Fusion of Left Elbow Joint with 
Autologous Tissue Substitute, Open 
Approach 

ORGMQJZ Fusion of Left Elbow Joint with Synthetic 
Substitute, Open Approach 


ORGLOJZ 


ORGL3JZ 


ORGL4IZ 
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ORGMBKZ Fusion of Left Elbow Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

ORGM34Z Fusion of Left Elbow Joint with Internal 
Fixation Device, Percutaneous Approach 

O@RGM35Z Fusion of Left Elbow Joint with External 
Fixation Device, Percutaneous Approach 

ORGM37Z Fusion of Left Elbow Joint with 
Autologous Tissue Substitute, 
Percutaneous Approach 

ORGM3JZ Fusion of Left Elbow Joint with Synthetic 
Substitute, Percutaneous Approach 

ORGM3KZ Fusion of Left Elbow Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Approach 

ORGM44Z Fusion of Left Elbow Joint with Internal 
Fixation Device, Percutaneous 
Endoscopic Approach 

ORGM45Z Fusion of Left Elbow Joint with External 
Fixation Device, Percutaneous 
Endoscopic Approach 

ORGM47Z Fusion of Left Elbow Joint with 
Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 

ORGM4JZ Fusion of Left Elbow Joint with Synthetic 
Substitute, Percutaneous Endoscopic 
Approach 

ORGMA4KZ Fusion of Left Elbow Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 

ORQEGBZZ Repair Right Sternoclavicular Joint, 
Open Approach 

ORQE3ZZ Repair Right Sternoclavicular Joint, 
Percutaneous Approach 

ORQE4ZZ Repair Right Sternoclavicular Joint, 
Percutaneous Endoscopic Approach 

ORQEXZZ Repair Right Sternoclavicular Joint, 
External Approach 

ORQFOZZ Repair Left Sternoclavicular Joint, Open 
Approach 

ORQF3ZZ Repair Left Sternoclavicular Joint, 
Percutaneous Approach 

OROQF4ZZ Repair Left Sternoclavicular Joint, 
Percutaneous Endoscopic Approach 

ORQFXZZ Repair Left Sternoclavicular Joint, 
External Approach 

@RQGOZZ Repair Right Acromioclavicular Joint, 
Open Approach 

QRQG3ZZ Repair Right Acromioclavicular Joint, 
Percutaneous Approach 

OROG4ZZ Repair Right Acromioclavicular Joint, 
Percutaneous Endoscopic Approach 

OROGXZZ Repair Right Acromioclavicular Joint, 
External Approach 

ORQHOZZ Repair Left Acromioclavicular Joint, 
Open Approach 

ORQH3ZZ Repair Left Acromioclavicular Joint, 
Percutaneous Approach 

@RQH4ZZ Repair Left Acromioclavicular Joint, 

_ Percutaneous Endoscopic Approach 

O@ROQHXZZ Repair Left Acromioclavicular Joint, 
External Approach 

ORQJOZZ Repair Right Shoulder Joint, Open 
Approach 

ORQJ3ZZ Repair Right Shoulder Joint, 
Percutaneous Approach 

@RQJ4ZZ Repair Right Shoulder Joint, 
Percutaneous Endoscopic Approach 

@RQJXZZ Repair Right Shoulder Joint, External 
Approach 

OROK@ZZ Repair Left Shoulder Joint, Open 
Approach 

OROK3ZZ Repair Left Shoulder Joint, Percutaneous 
Approach 

OROK4ZZ Repair Left Shoulder Joint, Percutaneous 
Endoscopic Approach 


ORQKXZZ Repair Left Shoulder Joint, External 
Approach 

ORQLOZZ Repair Right Elbow Joint, Open 
Approach 

@RQL3ZZ Repair Right Elbow Joint, Percutaneous 
Approach 

ORQL4ZZ Repair Right Elbow Joint, Percutaneous 
Endoscopic Approach 

ORQLXZZ Repair Right Elbow Joint, External 
Approach 

ORQMBZZ Repair Left Elbow Joint, Open Approach 

ORQM3ZZ Repair Left Elbow Joint, Percutaneous 
Approach 

ORQMA4ZZ Repair Left Elbow Joint, Percutaneous 
Endoscopic Approach 

ORQMXZZ Repair Left Elbow Joint, External 
Approach 

ORUEG7Z Supplement Right Sternoclavicular Joint 
with Autologous Tissue Substitute, 
Open Approach 

ORUE@JZ Supplement Right Sternoclavicular Joint 
with Synthetic Substitute, Open 
Approach 

®RUEGKZ Supplement Right Sternoclavicular Joint 
with Nonautologous Tissue Substitute, 
Open Approach 

O®RUE37Z Supplement Right Sternoclavicular Joint 
with Autologous Tissue Substitute, 
Percutaneous Approach 

ORUE3JZ Supplement Right Sternoclavicular Joint 
with Synthetic Substitute, Percutaneous 
Approach 

@RUE3KZ Supplement Right Sternoclavicular Joint 
with Nonautologous Tissue Substitute, 
Percutaneous Approach 

QORUE47Z Supplement Right Sternoclavicular Joint 
with Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 

ORUE4JZ Supplement Right Sternoclavicular Joint 
with Synthetic Substitute, Percutaneous 
Endoscopic Approach 

ORUE4KZ Supplement Right Sternoclavicular Joint 
with Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 

ORUFO7Z Supplement Left Sternoclavicular Joint 
with Autologous Tissue Substitute, 
Open Approach 

ORUFOJZ Supplement Left Sternoclavicular Joint 
with Synthetic Substitute, Open 
Approach 

QORUFOKZ Supplement Left Sternociavicular Joint 
with Nonautologous Tissue Substitute, 
Open Approach 

ORUF37Z Supplement Left Sternoclavicular Joint 
with Autologous Tissue Substitute, 
Percutaneous Approach 

QORUF3JZ Supplement Left Sternoclavicular Joint 
with Synthetic Substitute, Percutaneous 
Approach 

ORUF3KZ Supplement Left Sternoclavicular Joint 
with Nonautologous Tissue Substitute, 
Percutaneous Approach 

ORUF47Z Supplement Left Sternoclavicular Joint 
with Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 

ORUF4JZ Supplement Left Sternoclavicular Joint 
with Synthetic Substitute, Percutaneous 
Endoscopic Approach 

ORUF4KZ Supplement Left Sternoclavicular Joint 
with Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 

O@RUG@7Z Supplement Right Acromioclavicular 
Joint with Autologous Tissue Substitute, 
Open Approach 
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@RUM47Z Supplement Left Elbow Joint with 


HAC 12: Surgical Site Infection-Certain 
Orthopedic Procedures of the Spine, Shoulder, 
and Elbow (continued) 


ORUGOIZ 


ORUGBKZ 


ORUG37Z 


ORUG3IJZ 


ORUG3KZ 


ORUG47Z 


ORUG4IJZ 


ORUG4KZ 


QORUHO7Z 


ORUHBJZ 


ORUHGKZ 


ORUH37Z 


ORUH3J5Z 


ORUH3KZ 


QORUH47Z 


ORUH4JZ 


ORUH4KZ 


ORUJO7Z 


ORUIOSZ 


ORUJOKZ 


ORUJ37Z 


ORUJ3IZ 


ORUJ3KZ 


ORUJ47Z 


Supplement Right Acromioclavicular 
Joint with Synthetic Substitute, Open 
Approach 

Supplement Right Acromioclavicular 
Joint with Nonautologous Tissue 
Substitute, Open Approach 
Supplement Right Acromioclavicular 
Joint with Autologous Tissue Substitute, 
Percutaneous Approach 

Supplement Right Acromioclavicular 
Joint with Synthetic Substitute, 
Percutaneous Approach 

Supplement Right Acromioclavicular 
Joint with Nonautologous Tissue 
Substitute, Percutaneous Approach 
Supplement Right Acromioclavicular 
Joint with Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Supplement Right Acromioclavicular 
Joint with Synthetic Substitute, 
Percutaneous Endoscopic Approach 
Supplement Right Acromioclavicular 
Joint with Nonautologous Tissue 
Substitute, Percutaneous Endoscopic 
Approach 

Supplement Left Acromioclavicular 
Joint with Autologous Tissue Substitute, 
Open Approach 

Supplement Left Acromioclavicular 
Joint with Synthetic Substitute, Open 
Approach 

Supplement Left Acromioclavicular 
Joint with Nonautologous Tissue 
Substitute, Open Approach 
Supplement Left Acromioclavicular 
Joint with Autologous Tissue Substitute, 
Percutaneous Approach 

Supplement Left Acromioclavicular 
Joint with Synthetic Substitute, 
Percutaneous Approach 

Supplement Left Acromioclavicular 
Joint with Nonautologous Tissue 
Substitute, Percutaneous Approach 
Supplement Left Acromioclavicular 
Joint with Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Supplement Left Acromioclavicular 
Joint with Synthetic Substitute, 
Percutaneous Endoscopic Approach 
Supplement Left Acromioclavicular 
Joint with Nonautologous Tissue 
Substitute, Percutaneous Endoscopic 
Approach 

Supplement Right Shoulder Joint with 
Autologous Tissue Substitute, Open 
Approach 

Supplement Right Shoulder Joint with 
Synthetic Substitute, Open Approach 
Supplement Right Shoulder Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

Supplement Right Shoulder Joint with 
Autologous Tissue Substitute, 
Percutaneous Approach 

Supplement Right Shoulder Joint with 
Synthetic Substitute, Percutaneous 
Approach 

Supplement Right Shoulder Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Approach 

Supplement Right Shoulder Joint with 
Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 


ORUI4SZ 
ORUJ4KZ 
ORUKO7Z 


ORUKOIZ 


ORUKOKZ 
Q@RUK37Z 
ORUK3JZ 
ORUK3KZ 
ORUK47Z 
ORUK4IJZ 
ORUK4KZ 
ORULO7Z 


ORULOJZ 


ORULOKZ 
ORUL37Z 
ORUL3JZ 
ORUL3KZ 
ORUL47Z 
ORUL4JZ 


ORUL4KZ 


Supplement Right Shoulder Joint with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Supplement Right Shoulder Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Supplement Left Shoulder Joint with 
Autologous Tissue Substitute, Open 
Approach 

Supplement Left Shoulder Joint with 
Synthetic Substitute, Open Approach 
Supplement Left Shoulder Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

Supplement Left Shoulder Joint with 
Autologous Tissue Substitute, 
Percutaneous Approach 

Supplement Left Shoulder Joint with 
Synthetic Substitute, Percutaneous 
Approach 

Supplement Left Shoulder Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Approach 

Supplement Left Shoulder Joint with 
Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Supplement Left Shoulder Joint with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Supplement Left Shoulder Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Supplement Right Elbow Joint with 
Autologous Tissue Substitute, Open 
Approach 

Supplement Right Elbow Joint with 
Synthetic Substitute, Open Approach 
Supplement Right Elbow Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

Supplement Right Elbow Joint with 
Autologous Tissue Substitute, 
Percutaneous Approach 
Supplement Right Elbow Joint with 
Synthetic Substitute, Percutaneous 
Approach 

Supplement Right Elbow Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Approach 

Supplement Right Elbow Joint with 
Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Supplement Right Elbow Joint with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Supplement Right Elbow Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 


ORUMO7Z Supplement Left Elbow Joint with 


Autologous Tissue Substitute, Open 
Approach 


Q®RUMOJZ Supplement Left Elbow Joint with 


Synthetic Substitute, Open Approach 


ORUMBKZ Supplement Left Elbow Joint with 


Nonautologous Tissue Substitute, Open 
Approach 


@RUM37Z Supplement Left Elbow Joint with 


Autologous Tissue Substitute, 
Percutaneous Approach 


QRUM3JZ Supplement Left Elbow Joint with 


Synthetic Substitute, Percutaneous 
Approach 


ORUM3KZ Supplement Left Elbow Joint with 


Nonautologous Tissue Substitute, 
Percutaneous Approach 
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Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 


ORUM4JZ Supplement Left Elbow Joint with 


Synthetic Substitute, Percutaneous 
Endoscopic Approach 


@RUM4KZ Supplement Left Elbow Joint with 


OSGO070 


0SG8071 


OSGOO7J 


OSGOBAD 


OSGOBAS 


OSGOOJB 


OSGOOS1 


9SGOB)J 


OSGOOKO 


OSGOOK1 


OSGBOKJ 


9SG0376 


0SG0371 


0SG037J 


OSGO3AG 


OSGO3AJ 


OSGO3J0 


Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Lumbar Vertebral Joint with 
Autologous Tissue Substitute, Anterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Lumbar Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Posterior Column, Open 
Approach 

Fusion of Lumbar Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Lumbar Vertebral Joint with 
Interbody Fusion Device, Anterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Lumbar Vertebral Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Lumbar Vertebral Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Open Approach 
Fusion of Lumbar Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Posterior Column, Open 
Approach 

Fusion of Lumbar Vertebral Joint with 
Synthetic Substitute, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Lumbar Vertebral Joint with 
Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Open Approach 

Fusion of Lumbar Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Open Approach 

Fusion of Lumbar Vertebral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Open Approach 

Fusion of Lumbar Vertebral Joint with 
Autologous Tissue Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Lumbar Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Lumbar Vertebral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Lumbar Vertebral Joint with 
Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Lumbar Vertebral Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Lumbar Vertebral Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Percutaneous 
Approach 
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: ; ; : . S 
oli aig ean in 7 @SG1075 Fusion of 2 or More Lumbar Vertebral @SG13K1_ Fusion of 2 or More Lumbar Vertebral - 
nd Elna ieesitensedl pine, shoulder, Joints with Autologous Tissue Joints with Nonautologous Tissue 5 

, e Substitute, Posterior Approach, Anterior Substitute, Posterior Approach, 2. 

9SG93J1 Fusion of Lumbar Vertebral Joint with Column, Open Approach Posterior Column, Percutaneous Zi 
Synthetic Substitute, Posterior OSG1BA9 Fusion of 2 or More Lumbar Vertebral Approach ax 
Approach, Posterior Column, Joints with Interbody Fusion Device, @SG13KJ Fusion of 2 or More Lumbar Vertebral pA 
Percutaneous Approach Anterior Approach, Anterior Column, Joints with Nonautologous Tissue ~ 

9SGO3JJ Fusion of Lumbar Vertebral Joint with Open Approach Substitute, Posterior Approach, Anterior ,x%) 
Synthetic Substitute, Posterior OSG1@AJ Fusion of 2 or More Lumbar Vertebral Column, Percutaneous Approach Z. 
Approach, Anterior Column, Joints with Interbody Fusion Device, @SG147@ Fusion of 2 or More Lumbar Vertebral a 
Percutaneous Approach Posterior Approach, Anterior Column, Joints with Autologous Tissue — 

@SGO3KO Fusion of Lumbar Vertebral Joint with Open Approach Substitute, Anterior Approach, Anterior > 
Nonautologous Tissue Substitute, 9SG10J@ Fusion of 2 or More Lumbar Vertebral Column, Percutaneous Endoscopic 2 
Anterior Approach, Anterior Column, Joints with Synthetic Substitute, Approach £. 
Percutaneous Approach Anterior Approach, Anterior Column, 9SG1471 Fusion of 2 or More Lumbar Vertebral © 

OSGO3K1 Fusion of Lumbar Vertebral Joint with Open Approach Joints with Autologous Tissue a. 
Nonautologous Tissue Substitute, 0SG1@J1 Fusion of 2 or More Lumbar Vertebral Substitute, Posterior Approach, A 
Posterior Approach, Posterior Column, Joints with Synthetic Substitute, Posterior Column, Percutaneous “ 
Percutaneous Approach Posterior Approach, Posterior Column, Endoscopic Approach 2. 

@SG93KJ Fusion of Lumbar Vertebral Joint with Open Approach 9SG147J Fusion of 2 or More Lumbar Vertebral <4 
Nonautologous Tissue Substitute, 9SG10JJ Fusion of 2 or More Lumbar Vertebral Joints with Autologous Tissue o 
Posterior Approach, Anterior Column, Joints with Synthetic Substitute, Substitute, Posterior Approach, Anterior 4 
Percutaneous Approach Posterior Approach, Anterior Column, Column, Percutaneous Endoscopic 

9SG0470 Fusion of Lumbar Vertebral Joint with Open Approach Approach 
Autologous Tissue Substitute, Anterior OSG19K® Fusion of 2 or More Lumbar Vertebral 9SG14A® Fusion of 2 or More Lumbar Vertebral 
Approach, Anterior Column, Joints with Nonautologous Tissue Joints with Interbody Fusion Device, 
Percutaneous Endoscopic Approach Substitute, Anterior Approach, Anterior Anterior Approach, Anterior Column, 

@SGG471 Fusion of Lumbar Vertebral Joint with Column, Open Approach Percutaneous Endoscopic Approach 
Autologous Tissue Substitute, Posterior OSG18K1_ Fusion of 2 or More Lumbar Vertebral OSG14AJ Fusion of 2 or More Lumbar Vertebral 
Approach, Posterior Column, Joints with Nonautologous Tissue Joints with Interbody Fusion Device, 
Percutaneous Endoscopic Approach Substitute, Posterior Approach, Posterior Approach, Anterior Column, 

@SG047J Fusion of Lumbar Vertebral Joint with Posterior Column, Open Approach Percutaneous Endoscopic Approach 
Autologous Tissue Substitute, Posterior @SG19KJ Fusion of 2 or More Lumbar Vertebral 9SG14J® Fusion of 2 or More Lumbar Vertebral 
Approach, Anterior Column, Joints with Nonautologous Tissue Joints with Synthetic Substitute, 

Percutaneous Endoscopic Approach Substitute, Posterior Approach, Anterior Anterior Approach, Anterior Column, 

QSGO4A9 Fusion of Lumbar Vertebral Joint with Column, Open Approach Percutaneous Endoscopic Approach 
Interbody Fusion Device, Anterior @SG137@ Fusion of 2 or More Lumbar Vertebral @SG14J1 Fusion of 2 or More Lumbar Vertebral 
Approach, Anterior Column, Joints with Autologous Tissue Joints with Synthetic Substitute, 

Percutaneous Endoscopic Approach Substitute, Anterior Approach, Anterior Posterior Approach, Posterior Column, 

@SG@4AJ Fusion of Lumbar Vertebral Joint with Column, Percutaneous Approach Percutaneous Endoscopic Approach 
Interbody Fusion Device, Posterior 0SG1371. Fusion of 2 or More Lumbar Vertebral OSG14JJ Fusion of 2 or More Lumbar Vertebral 
Approach, Anterior Column, Joints with Autologous Tissue Joints with Synthetic Substitute, 

Percutaneous Endoscopic Approach Substitute, Posterior Approach, Posterior Approach, Anterior Column, 

9SG04JO Fusion of Lumbar Vertebral Joint with Posterior Column, Percutaneous Percutaneous Endoscopic Approach 
Synthetic Substitute, Anterior Approach, Approach OSG14K@ Fusion of 2 or More Lumbar Vertebral 
Anterior Column, Percutaneous @SG137) Fusion of 2 or More Lumbar Vertebral Joints with Nonautologous Tissue 
Endoscopic Approach Joints with Autologous Tissue Substitute, Anterior Approach, Anterior 

@SG04J1 Fusion of Lumbar Vertebral Joint with Substitute, Posterior Approach, Anterior Hic Nalasa hoes Endoscopic 

j j i Column, Percutaneous Approach pproac 
Seats tour @SG13A@ Fusion of 2 or More Lumbar Vertebral @SG14K1 Fusion of 2 or More Lumbar Vertebral 
Percutaneous Endoscopic Approach Joints with Interbody Fusion Device, Joints with Nonautologous Tissue 
0@5G04J) Fusion of Lumbar Vertebral Joint with Anterior Approach, Anterior Column, Substitute, Posterior Approach, 
Synthetic Substitute, Posterior Percutaneous Approach Posterior Column, Percutaneous 
Approach, Anterior Column, QSG13AJ Fusion of 2 or More Lumbar Vertebral Endoscopic Approach 
Percutaneous Endoscopic Approach Joints with Interbody Fusion Device, OSG14KJ Fusion of 2 or More Lumbar Vertebral 

@SGO@4K@ Fusion of Lumbar Vertebral Joint with Posterior Approach, Anterior Column, Joints with Nonautologous Tissue ' 
Nonautologous Tissue Substitute, Percutaneous Approach Substitute, Posterior Approach, Anterior 
Anterior Approach, Anterior Column, 05G13J@ Fusion of 2 or More Lumbar Vertebral Column, Percutaneous Endoscopic 
Percutaneous Endoscopic Approach Joints with Synthetic Substitute, Approach 

; int wi Anterior Approach, Anterior Column, 9SG3078 Fusion of Lumbosacral Joint with 

@SG04K1 Fusion of Lumbar Vertebral Joint with 3 ‘ beti Rie 
Nonautologous Tissue Substitute, Percutaneous Approach Autohog ousalIesUgiS USI MULe Anterior 
Posterior Approach, Posterior Column, 0SG13J1 Fusion he - ey ee aa Anes Anterior Column, Open 

; ints with Synthetic Substitute, 
es cot ange adh oti | see x Se Appiotlt Posterior Column, 95G3071 Fusion of Lumbosacral Joint with 
@SGO04K) nee ee se ane Percutaneous Approach Autologous Tissue Substitute, Posterior 
F h, Anterior Column 0SG13JJ Fusion of 2 or More Lumbar Vertebral Approach, Posterior Column, Open 
Posteriof Approaciy Anteno ie Joints with Synthetic Substitute, Approach 
ky Glory get (a *asihana Posterior Approach, Anterior Column, 0SG307) Fusion of Lumbosacral Joint with 

@SG1070 sulibiiy x ple sen Percutaneous Approach aes Shit ee 

Substitute, Anterior Approach, Anterior 0SG13KO Fusion of 2 or More Lumbar Vertebral pproach, Anterior , Ope 
: Joints with Nonautologous Tissue Approach 
eure Opemnb prea) bral Substitute, Anterior Approach, Anterior OSG3@A9 Fusion of Lumbosacral Joint with 

Boal p? Ane si ia lade ee Column, Percutaneous Approach Interbody Fusion Device, Anterior 
Joints with Autologous Tissue Approach, Anterior Column, Open 
Substitute, Posterior Approach, Approach 
Posterior Column, Open Approach 
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HAC 12: Surgical Site Infection-Certain 
Orthopedic Procedures of the Spine, Shoulder, 
and Elbow (continued) 


OSG3BAJ) 


OSG30J0 


9SG36)1 


OSG30)J 


OSG30KB 


OSG30K1 


OSG30KJ 


9SG3370 


9SG3371 


9SG337J 


OSG33AG 


OSG33AJ 


OSG33JB 


9SG33J1 


9SG33JJ 


OSG33KB 


OSG33K1 


OSG33KJ 


906 


Fusion of Lumbosacral Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Lumbosacral Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Open Approach 
Fusion of Lumbosacral Joint with 
Synthetic Substitute, Posterior 
Approach, Posterior Column, Open 
Approach 

Fusion of Lumbosacral Joint with 
Synthetic Substitute, Posterior 
Approach, Anterior Column, Open 
Approach 

Fusion of Lumbosacral Joint with 
Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Open Approach 

Fusion of Lumbosacral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Open Approach 

Fusion of Lumbosacral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Open Approach 

Fusion of Lumbosacral Joint with 
Autologous Tissue Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Lumbosacral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Lumbosacral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Lumbosacral Joint with 
Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Lumbosacral Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Lumbosacral Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Percutaneous 
Approach 

Fusion of Lumbosacral Joint with 
Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Lumbosacral Joint with 
Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Lumbosacral Joint with 
Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Approach 

Fusion of Lumbosacral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Approach 

Fusion of Lumbosacral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Approach 


0SG3479 


0SG3471 


0SG347) 


OSG34AG 


OSG34AJ 


0SG34J6 


0SG34J1 


0SG34JJ 


OSG34KB 


9SG34K1 


@SG34KJ 


OSG7B4Z 


OSG707Z 


OSG7JZ 


OSG7OKZ 
OSG734Z 
OSG737Z 
OSG73JZ 
OSG73KZ 
OSG744Z 
OSG747Z 


OSG74JZ 


Fusion of Lumbosacral Joint with 
Autologous Tissue Substitute, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Lumbosacral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Lumbosacral Joint with 
Autologous Tissue Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Lumbosacral Joint with 
Interbody Fusion Device, Anterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Lumbosacral Joint with 
Interbody Fusion Device, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Lumbosacral Joint with 
Synthetic Substitute, Anterior Approach, 
Anterior Column, Percutaneous 
Endoscopic Approach 

Fusion of Lumbosacral Joint with 
Synthetic Substitute, Posterior 
Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Lumbosacral Joint with 
Synthetic Substitute, Posterior 
Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Lumbosacral Joint with 
Nonautologous Tissue Substitute, 
Anterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Lumbosacral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Posterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Lumbosacral Joint with 
Nonautologous Tissue Substitute, 
Posterior Approach, Anterior Column, 
Percutaneous Endoscopic Approach 
Fusion of Right Sacroiliac Joint with 
Internal Fixation Device, Open Approach 
Fusion of Right Sacroiliac Joint with 
Autologous Tissue Substitute, Open 
Approach 

Fusion of Right Sacroiliac Joint with 
Synthetic Substitute, Open Approach 
Fusion of Right Sacroiliac Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

Fusion of Right Sacroiliac Joint with 
Internal Fixation Device, Percutaneous 
Approach 

Fusion of Right Sacroiliac Joint with 
Autologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Right Sacroiliac Joint with 
Synthetic Substitute, Percutaneous 
Approach 

Fusion of Right Sacroiliac Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Right Sacroiliac Joint with 
Internal Fixation Device, Percutaneous 
Endoscopic Approach 

Fusion of Right Sacroiliac Joint with 
Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Right Sacroiliac Joint with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 


OSG74KZ 


9SG804Z 


OSG807Z 


OSG8OJZ 


OSG8BKZ 


0SG834Z 


9SG837Z 


9SG83JZ 


OSG83KZ 


OSG844Z 


9SG847Z 


OSG84JZ 


OSG84KZ 


XRGOB92 


XRGOOF3 


XRG1992 


XRG10F3 


XRG2092 


XRG20F3 


XRG4092 


XRG40F3 


XRG6092 
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Fusion of Right Sacroiliac Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Left Sacroiliac Joint with 
Internal Fixation Device, Open Approach 
Fusion of Left Sacroiliac Joint with 
Autologous Tissue Substitute, Open 
Approach 

Fusion of Left Sacroiliac Joint with 
Synthetic Substitute, Open Approach 
Fusion of Left Sacroiliac Joint with 
Nonautologous Tissue Substitute, Open 
Approach 

Fusion of Left Sacroiliac Joint with 
Internal Fixation Device, Percutaneous 
Approach 

Fusion of Left Sacroiliac Joint with 
Autologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Left Sacroiliac Joint with 
Synthetic Substitute, Percutaneous 
Approach 

Fusion of Left Sacroiliac Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Approach 

Fusion of Left Sacroiliac Joint with 
Internal Fixation Device, Percutaneous 
Endoscopic Approach 

Fusion of Left Sacroiliac Joint with 
Autologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Left Sacroiliac Joint with 
Synthetic Substitute, Percutaneous 
Endoscopic Approach 

Fusion of Left Sacroiliac Joint with 
Nonautologous Tissue Substitute, 
Percutaneous Endoscopic Approach 
Fusion of Occipital-cervical Joint using 
Nanotextured Surface Interbody Fusion 
Device, Open Approach, New 
Technology Group 2 

Fusion of Occipital-cervical Joint using 
Radiolucent Porous Interbody Fusion 
Device, Open Approach, New 
Technology Group 3 

Fusion of Cervical Vertebral Joint using 
Nanotextured Surface Interbody Fusion 
Device, Open Approach, New 
Technology Group 2 

Fusion of Cervical Vertebral Joint using 
Radiolucent Porous Interbody Fusion 
Device, Open Approach, New 
Technology Group 3 

Fusion of 2 or more Cervical Vertebral 
Joints using Nanotextured Surface 
Interbody Fusion Device, Open 
Approach, New Technology Group 2 
Fusion of 2 or more Cervical Vertebral 
Joints using Radiolucent Porous 
Interbody Fusion Device, Open 
Approach, New Technology Group 3 
Fusion of Cervicothoracic Vertebral Joint 
using Nanotextured Surface Interbody 
Fusion Device, Open Approach, New 
Technology Group 2 

Fusion of Cervicothoracic Vertebral Joint 
using Radiolucent Porous Interbody 
Fusion Device, Open Approach, New 
Technology Group 3 

Fusion of Thoracic Vertebral Joint using 
Nanotextured Surface Interbody Fusion 
Device, Open Approach, New 
Technology Group 2 
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Appendix K: Hospital Acquired Conditions 


HAC 12: Surgical Site Infection-Certain 
Orthopedic Procedures of the Spine, Shoulder, 
and Elbow (continued) 


T82.6XXA Infection and inflammatory reaction due 
to cardiac valve prosthesis, initial 


XRG6OF3 


Fusion of Thoracic Vertebral Joint using 
Radiolucent Porous Interbody Fusion 


- Device, Open Approach, New 


XRG7092 


XRG7OF3 


XRG8O92 


XRG8OF3 


XRGAG92 


XRGAOF3 


XRGBO92 


XRGBOF3 


XRGCO92 


XRGCOF3 


XRGDB9I2 


XRGDOF3 


Technology Group 3 

Fusion of 2 to 7 Thoracic Vertebral Joints 
using Nanotextured Surface Interbody 
Fusion Device, Open Approach, New 
Technology Group 2 

Fusion of 2 to 7 Thoracic Vertebral Joints 
using Radiolucent Porous Interbody 
Fusion Device, Open Approach, New 
Technology Group 3 

Fusion of 8 or more Thoracic Vertebral 
Joints using Nanotextured Surface 
Interbody Fusion Device, Open 
Approach, New Technology Group 2 
Fusion of 8 or more Thoracic Vertebral 
Joints using Radiolucent Porous 
Interbody Fusion Device, Open 
Approach, New Technology Group 3 
Fusion of Thoracolumbar Vertebral Joint 
using Nanotextured Surface Interbody 
Fusion Device, Open Approach, New 
Technology Group 2 

Fusion of Thoracolumbar Vertebral Joint 
using Radiolucent Porous Interbody 
Fusion Device, Open Approach, New 
Technology Group 3 

Fusion of Lumbar Vertebral Joint using 
Nanotextured Surface Interbody Fusion 
Device, Open Approach, New 
Technology Group 2 

Fusion of Lumbar Vertebral Joint using 
Radiolucent Porous Interbody Fusion 
Device, Open Approach, New 
Technology Group 3 

Fusion of 2 or more Lumbar Vertebral 
Joints using Nanotextured Surface 
Interbody Fusion Device, Open 
Approach, New Technology Group 2 
Fusion of 2 or more Lumbar Vertebral 
Joints using Radiolucent Porous 
Interbody Fusion Device, Open 
Approach, New Technology Group 3 
Fusion of Lumbosacral Joint using 
Nanotextured Surface Interbody Fusion 
Device, Open Approach, New 
Technology Group 2 

Fusion of Lumbosacral Joint using 
Radiolucent Porous Interbody Fusion 
Device, Open Approach, New 
Technology Group 3 


encounter 


T82.7XXA Infection and inflammatory reaction due 


to other internal orthopedic prosthetic 
devices, implants and grafts, initial 
encounter 


AND 


Any of the following procedures: 
92H43JZ Insertion of Pacemaker Lead into 
Coronary Vein, Percutaneous Approach 
92H43KZ Insertion of Defibrillator Lead into 
Coronary Vein, Percutaneous Approach 
92H43MZ Insertion of Cardiac Lead into Coronary 
Vein, Percutaneous Approach 
92H63JZ_ Insertion of Pacemaker Lead into Right 
Atrium, Percutaneous Approach 
92H63MZ Insertion of Cardiac Lead into Right 
Atrium, Percutaneous Approach 
92H73JZ_ Insertion of Pacemaker Lead into Left 
Atrium, Percutaneous Approach 
92H73MZ Insertion of Cardiac Lead into Left 
Atrium, Percutaneous Approach 
92HK3JZ Insertion of Pacemaker Lead into Right 
Ventricle, Percutaneous Approach 
Insertion of Pacemaker Lead into Left 
Ventricle, Percutaneous Approach 
O2HN@JZ Insertion of Pacemaker Lead into 
Pericardium, Open Approach 
O82HNGMZ Insertion of Cardiac Lead into 
Pericardium, Open Approach 
O2HN3JZ_ Insertion of Pacemaker Lead into 
Pericardium, Percutaneous Approach 
92HN3MZ Insertion of Cardiac Lead into 
Pericardium, Percutaneous Approach 
G2HN4JZ_ Insertion of Pacemaker Lead into 
Pericardium, Percutaneous Endoscopic 
Approach 
@2HN4MZ Insertion of Cardiac Lead into 
Pericardium, Percutaneous Endoscopic 
Approach 
Q@2PAGMZ Removal of Cardiac Lead from Heart, 
Open Approach 
@2PA3MZ Removal of Cardiac Lead from Heart, 
Percutaneous Approach 
@2PA4MZ Removal of Cardiac Lead from Heart, 
Percutaneous Endoscopic Approach 
O@2PAXMZ Removal of Cardiac Lead from Heart, 
External Approach 
@2WAQNZ Revision of Cardiac Lead in Heart, Open 
Approach 
02WA3MZ Revision of Cardiac Lead in Heart, 
Percutaneous Approach 
02WA4MZ Revision of Cardiac Lead in Heart, 
Percutaneous Endoscopic Approach 


O2HL3JZ 


HAC 13: Surgical Site Infection (SSI) Following 
Cardiac Implantable Electronic Device (CIED) 
Procedures 
Secondary diagnosis not POA: 
K68.11 
T81.40XA Infection following a procedure, 
unspecified, initial encounter 
T81.41XA Infection following a procedure, 


superficial incisional surgical site, initial 


encounter 
T81.42XA Infection following a procedure, deep 


incisional surgical site, initial encounter 


T81.43XA Infection following a procedure, organ 


and space surgical site, initial encounter 


T81.44XA Sepsis following a procedure, initial 
encounter 

T81.49XA Infection following a procedure, other 
surgical site, initial encounter 


a 
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Postprocedural retroperitoneal abscess 


QJH604Z Insertion of Pacemaker, Single Chamber 
into Chest Subcutaneous Tissue and 
Fascia, Open Approach 

QJH605Z Insertion of Pacemaker, Single Chamber 

Rate Responsive into Chest 

Subcutaneous Tissue and Fascia, Open 

Approach 

Insertion of Pacemaker, Dual Chamber 

into Chest Subcutaneous Tissue and 

Fascia, Open Approach 

Insertion of Cardiac Resynchronization 

Pacemaker Pulse Generator into Chest 

Subcutaneous Tissue and Fascia, Open 

Approach 

Insertion of Defibrillator Generator into 

Chest Subcutaneous Tissue and Fascia, 

Open Approach 


QJH6G6Z 


OJH697Z 


QJH698Z 


OJH6B9Z 


OJHOOPZ 


OJH634Z 


OJH635Z 


OJH636Z 


QJH637Z 


OJH638Z 


QJH639Z 


QJHO3PZ 


GJH884Z 


OJH805Z 


GJH806Z 


QJH807Z 


OJH808Z 


OJH809Z 


QJH8OPZ 


0JH834Z 


QJH835Z 


0JH836Z 


0JH837Z 


0JH838Z 


QJH839Z 


Insertion of Cardiac Resynchronization 
Defibrillator Pulse Generator into Chest 
Subcutaneous Tissue and Fascia, Open 
Approach 

Insertion of Cardiac Rhythm Related 
Device into Chest Subcutaneous Tissue 
and Fascia, Open Approach 

Insertion of Pacemaker, Single Chamber 
into Chest Subcutaneous Tissue and 
Fascia, Percutaneous Approach 
Insertion of Pacemaker, Single Chamber 
Rate Responsive into Chest 
Subcutaneous Tissue and Fascia, 
Percutaneous Approach 

Insertion of Pacemaker, Dual Chamber 
into Chest Subcutaneous Tissue and 
Fascia, Percutaneous Approach 
Insertion of Cardiac Resynchronization 
Pacemaker Pulse Generator into Chest 
Subcutaneous Tissue and Fascia, 
Percutaneous Approach 

Insertion of Defibrillator Generator into 
Chest Subcutaneous Tissue and Fascia, 
Percutaneous Approach 

Insertion of Cardiac Resynchronization 
Defibrillator Pulse Generator into Chest 
Subcutaneous Tissue and Fascia, 
Percutaneous Approach 

Insertion of Cardiac Rhythm Related 
Device into Chest Subcutaneous Tissue 
and Fascia, Percutaneous Approach 
Insertion of Pacemaker, Single Chamber 
into Abdomen Subcutaneous Tissue and 
Fascia, Open Approach 

Insertion of Pacemaker, Single Chamber 
Rate Responsive into Abdomen 
Subcutaneous Tissue and Fascia, Open 
Approach 

Insertion of Pacemaker, Dual Chamber 
into Abdomen Subcutaneous Tissue and 
Fascia, Open Approach 

Insertion of Cardiac Resynchronization 
Pacemaker Pulse Generator into 
Abdomen Subcutaneous Tissue and 
Fascia, Open Approach 

Insertion of Defibrillator Generator into 
Abdomen Subcutaneous Tissue and 
Fascia, Open Approach 

Insertion of Cardiac Resynchronization 
Defibrillator Pulse Generator into 
Abdomen Subcutaneous Tissue and 
Fascia, Open Approach 

Insertion of Cardiac Rhythm Related 
Device into Abdomen Subcutaneous 
Tissue and Fascia, Open Approach 
Insertion of Pacemaker, Single Chamber 
into Abdomen Subcutaneous Tissue and 
Fascia, Percutaneous Approach 
Insertion of Pacemaker, Single Chamber 
Rate Responsive into Abdomen 
Subcutaneous Tissue and Fascia, 
Percutaneous Approach 

Insertion of Pacemaker, Dual Chamber 
into Abdomen Subcutaneous Tissue and 
Fascia, Percutaneous Approach 
Insertion of Cardiac Resynchronization 
Pacemaker Pulse Generator into 
Abdomen Subcutaneous Tissue and 
Fascia, Percutaneous Approach 
Insertion of Defibrillator Generator into 
Abdomen Subcutaneous Tissue and 
Fascia, Percutaneous Approach 
Insertion of Cardiac Resynchronization 
Defibrillator Pulse Generator into 
Abdomen Subcutaneous Tissue and 
Fascia, Percutaneous Approach 
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Appendix K: Hospital Acquired Conditions 
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HAC 13: Surgical Site Infection (SSI) Following 
Cardiac Implantable Electronic Device (CIED) 
Procedures (continued) 


QJH83PZ 


OJPTOFZ 


OJPTOPZ 


OJPT3FZ 


QJPT3PZ 


OJWTOFZ 


OJWTOPZ 


OJWT3FZ 


OJWT3PZ 


Insertion of Cardiac Rhythm Related 
Device into Abdomen Subcutaneous 
Tissue and Fascia, Percutaneous 
Approach 

Removal of Subcutaneous Defibrillator 
Lead from Trunk Subcutaneous Tissue 
and Fascia, Open Approach 

Removal of Cardiac Rhythm Related 
Device from Trunk Subcutaneous Tissue 
and Fascia, Open Approach 

Removal of Subcutaneous Defibrillator 
Lead from Trunk Subcutaneous Tissue 
and Fascia, Percutaneous Approach 
Removal of Cardiac Rhythm Related 
Device from Trunk Subcutaneous Tissue 
and Fascia, Percutaneous Approach 
Revision of Subcutaneous Defibrillator 
Lead in Trunk Subcutaneous Tissue and 
Fascia, Open Approach 

Revision of Cardiac Rhythm Related 
Device in Trunk Subcutaneous Tissue 
and Fascia, Open Approach 

Revision of Subcutaneous Defibrillator 
Lead in Trunk Subcutaneous Tissue and 
Fascia, Percutaneous Approach 
Revision of Cardiac Rhythm Related 
Device in Trunk Subcutaneous Tissue 
and Fascia, Percutaneous Approach 


HAC 14: latrogenic Pheumothorax with Venous 
Catheterization 


Secondary diagnosis not POA: 


J95.811 
AND 


Postprocedural pneumothorax 


Any of the following procedures: 


92H633Z 
O2HK33Z 


@2HS33Z 


Q2HS43Z 


@2HT33Z 


Q2HT43Z 


02HV33Z 


O2HV43Z 


95HO33Z 


95HO43Z 


05H133Z 


05H143Z 


95H333Z 


Insertion of Infusion Device into Right 
Atrium, Percutaneous Approach 
Insertion of Infusion Device into Right 
Ventricle, Percutaneous Approach 
Insertion of Infusion Device into Right 
Pulmonary Vein, Percutaneous 
Approach 

Insertion of Infusion Device into Right 
Pulmonary Vein, Percutaneous 
Endoscopic Approach 

Insertion of Infusion Device into Left 
Pulmonary Vein, Percutaneous 
Approach 

Insertion of Infusion Device into Left 
Pulmonary Vein, Percutaneous 
Endoscopic Approach 

Insertion of Infusion Device into 
Superior Vena Cava, Percutaneous 
Approach 

Insertion of Infusion Device into 
Superior Vena Cava, Percutaneous 
Endoscopic Approach 

Insertion of Infusion Device into Azygos 
Vein, Percutaneous Approach 
Insertion of Infusion Device into Azygos 
Vein, Percutaneous Endoscopic 
Approach 

Insertion of Infusion Device into 
Hemiazygos Vein, Percutaneous 
Approach 

Insertion of Infusion Device into 
Hemiazygos Vein, Percutaneous 
Endoscopic Approach 

Insertion of Infusion Device into Right 
Innominate Vein, Percutaneous 
Approach 


95H343Z Insertion of Infusion Device into Right 

Innominate Vein, Percutaneous 

Endoscopic Approach 

Insertion of Infusion Device into Left 

Innominate Vein, Percutaneous 

Approach 

Insertion of Infusion Device into Left 

Innominate Vein, Percutaneous 

Endoscopic Approach 

Insertion of Infusion Device into Right 

Subclavian Vein, Percutaneous 

Approach 

Insertion of Infusion Device into Right 

Subclavian Vein, Percutaneous 

Endoscopic Approach 

Insertion of Infusion Device into Left 

Subclavian Vein, Percutaneous 

Approach 

Insertion of Infusion Device into Left 

Subclavian Vein, Percutaneous 

Endoscopic Approach 

95HM33Z Insertion of Infusion Device into Right 
Internal Jugular Vein, Percutaneous 
Approach 

95HN33Z Insertion of Infusion Device into Left 
Internal Jugular Vein, Percutaneous 
Approach 

O5HP33Z Insertion of Infusion Device into Right 
External Jugular Vein, Percutaneous 
Approach 

95HQ33Z Insertion of Infusion Device into Left 
External Jugular Vein, Percutaneous 
Approach 

QJH63XZ_ Insertion of Vascular Access Device into 
Chest Subcutaneous Tissue and Fascia, 
Percutaneous Approach 


95H433Z 


95H443Z 


95H533Z 


Q5H543Z 


95H633Z 


95H643Z 
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Appendix L: Procedure Combination Tables 


The tables below were developed to help simplify the relationship between ICD-10-PCS coding and MS-DRG assignment. The Centers for Medicare 
& Medicaid Services (CMS) has identified in the MS-DRG Definitions Manual certain procedure combinations that must occur in order to assign a 
specific MS-DRG. There are many factors influencing MS-DRG assignment, including principal and secondary diagnoses, MCC or CC use, sex of the 
patient, and discharge status. These tables should be used only as a guide. These tables were created based on the proposed, version 38, MS-DRG 
Grouper software and Definitions Manual files published with the fiscal 2021 IPPS proposed rule. To view the final, version 38, MS-DRG Grouper 


software and Definitions Manual files, refer to the following: https://www.cms.gov/Medicare/Medicare-Fee-for-Service-Payment/ 
AcutelnpatientPPS/MS-DRG-Classifications-and-Software. 


DRG 981-962 Heart Transplant or Implant of Heart Assist System 


Heart Transplant 
Replacement of Right and Left Ventricle @2RKOJZ and @2RLOJZ 


Insertion With Removal of Heart Assist System 


Code also as appropriate Removal of Heart 
Assist System by approach 
92PA[9,3,4]RZ 
O2PA[G,3,4]RZ 


Type of Heart Assist System Code as appropriate Insertion by approach 


Biventricular External | O2HA[O,3,4]RS 
External | O2HAIG,4]RZ 


Revision With Removal of Heart Assist System 


Type of Heart Assist System Code as appropriate Revision by approach 


Implantable | O2WAIG,3,4]OZ 
External | O2WAIG,3,4]RZ 


Code also as appropriate Removal of Heart 
Assist System by approach 


G2PA[O,3,4]RZ 
O2PA[G,3,4]RZ 


DRG 668 Simultaneous Pancreas/Kidney Transplant 


Code also Pancreas Transplant as 
appropriate by tissue type 


OFYGQZO OFYGOZ1 


DRG 619 Simultaneous Pancreas/Kidney Transplant with Hemodialysis 


Code also Pancreas Transplant as 
appropriate by tissue type 


OFYGOZ1 OFYGOZ2 5A1D07Z 5A1D80Z 


Code also as appropriate Insertion of Device by type and subcutaneous site 


Code Transplant as appropriate by tissue type 


Transplanted Body Part 


Zooplastic 


Syngeneic 
OTYOOZ1 
OTY10Z1 


Zooplastic 


OTYOOZ2 
OTY10Z2 


Allogeneic 


Kidney, Right OTYOOZO 
Kidney, Left OTY10Z0 


OFYGOZ2 


Code Transplant as appropriate by 
Transplanted tissue type 
Body Part 


Code also Hemodialysis 


Allogeneic | Syngeneic | Zooplastic | Allogeneic > 18 Hours 


Kidney, Right @Tveozo | olYooz1 | #TY00Z2 
oe ale 
Kidney, Left O1yi0z0 | OTY10Z1 OTY10Z2 


———E 


5A1D90Z 


OFYGOZO 


DRG 923-627 Craniotomy 


Code as 


Site of appropriate Neuro-stimulator Stimulator Multiple Array Stimulator Multiple Array, Rechargeable 
Neurostimulator | Insertion of Generator Code as appropriate by approach Code as appropriate by approach 
Lead Lead by 
approach Abdomen 


QJH6[O,3]EZ | BJH7[O,3]EZ 


QJH6[O,3]EZ | OJH7[O,3]EZ 


OJH8[0,3]EZ 
QJH8[0,3]EZ 


QGHO[O,3,4]MZ 
QGH6[0,3,4]MZ 


ONHOONZ GJH6[G,3]DZ | QJH7[G,3]DZ | 9JH8[O,3]DZ 
[ 


ONHBONZ QJH6[G,3]DZ | OJH7[0,3]DZ | OJH8[O,3]DZ 


Cerebral Ventricle 
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Appendix L: Procedure Combination Tables ICD-10-PCS 2021 


DRG 928-939 Spinal Procedures 


Code also as appropriate Insertion of 
Neurostimulator Lead by approach 


Spinal Canal 


Insertion of Generator by Site 
Generator Type 


Abdomen Spinal Cord 


Single Array OJH6[G,3]BZ OJH8[G,3]BZ QJH7[G,3]BZ OBHV[O,3,4]MZ 
Single Array, Rechargeable QJH6[G,3]CZ OJH8[B,3]CZ GBHV[G,3,4]MZ 
Multiple Array OJH6[0,3]DZ GJH8[0,3]DZ OGHVIG,3,4]MZ 
Multiple Array, Rechargable OJH6[O,3]EZ = QJH7[0,3]EZ OOHV[G,3,4]MZ 


Multiple Array, Rechargable 


OOHV[O,3,4]MZ 


QJH8[O,3]EZ = 


DRG 949-942 Peripheral and Cranial Nerve and Other Nervous System Procedures 


Insertion of Neurostimulator Lead With Device 


Cea Code also as appropriate Insertion of Device by type and subcutaneous site 
ode as 


yan eer ae appropriate Stimulator Single Array Stimulator Single Array, Rechargeable 
rand Insertion by Code as appropriate by approach Code as appropriate by approach 
approach 


Abdomen 


Cranial Nerve QOHE[G,3,4]MZ GJH7[G,3}CZ GJH8[G,3]CZ 
Peripheral Nerve B1HY[O,3,4]MZ OJH7[G,3]CZ OJH8[G,3]CZ 
Stomach ODH6[G,3,4]MZ | BJH6[O,3]BZ OJH7[G,3]CZ OJH8[0,3}CZ 
Azygos vein O5HO[O,3,4]MZ OJH7[G,S]CZ OJH8[0,3]CZ 


Right 95H3[0,3,4IMZ | @JH6[O,3]BZ OJH7[G,S1BZ GJH8[0,31BZ QJH6[G,3]CZ OJH7[O,S}CZ OJH8[0,3]CZ 
palpainate Vein. O5H4[0,3,4IMZ | OJH6[O,3]BZ GJH7[0,SIBZ GJH8[9,31BZ @JH6[G,3]CZ OJH7[@,S}CZ GJH8[G,3]CZ 


Stimulator Multiple Array, Rechargeable 
Code as appropriate by approach Code as appropriate by approach 
Cranial Nerve QOHE[G,3,4]MZ OJH7[,3]EZ GJH8[G,3]EZ 
Peripheral Nerve ®1HY[O,3,4]MZ OJH7[G,3]EZ GJH8[G,3]EZ 
Stomach ODH6[G,3,4]MZ OJH7[G,3]EZ OJH8[G,3]EZ 
Azygos vein O5HO[G,3,4]MZ @JH7[O,S]EZ OJH8[G,3]EZ 


ee 95H3[0,3,4MZ | OJH6[O,3]DZ QJH7[0,SIDZ QJH8[0,31DZ OJH6[G,3]EZ QJH7[0,S]EZ OJH8[G,3]EZ 


eine ally O5H4[0,3,4IMZ | @JH6[0,3]DZ OJH7[0,S]DZ OJH8[0,3]DZ QJH6[O,3]EZ GJH7[0,S]EZ @JH8[O,3]EZ 


DRG 222-227 Cardiac Defibrillator Implant 


Insertion of Generator With Insertion of Lead(s) into Coronary Vein, Atrium or Ventricle 


Insertion of Generator by Site Code also as appropriate Insertion of Leads by site 
~~] 

Generator Type ‘ 

chest | Abdomen igen tae —— 
Defibrillator = QJH6[G,3]8Z =) OJH8[O,3]8Z @2H4[0,4]KZ | 92H6[0,3,41KZ | 02H7[0,3,4]KZ O2HK[@,3,4]KZ | O2HL[G,3,4]KZ 
Cardiac Resynch 02H4[0,3,4]KZ 
Defibrillator OJH6[9,3]9Z QJH8[9,3]9Z on @2H6[9,3,4]KZ | 02H7[0,3,4]KZ | @2HK[G,3,4]KZ O2HL[@,3,4]KZ 
Pulse Generator 02H43J,MIZ ee 
Contractility Modulation 
Device y QJH6[B,3]AZ F QJH8[O,3]AZ 92H6[O,3,4]MZ O2HK[O,3,4]MZ 
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Insertion of Generator with Insertion of Lead(s) into Pericardium or Chest 


Insertion of Generator by Site 


Code also as appropriate Insertion of Leads by Site and Type 


1 xipueddy 


Generator Type 


Pericardium 


Abdomen 


Defibrillator 


O2HN[@,3,4]KZ G2HN[@,3,4]MZ 


Pacemaker Subcutaneous 


Defibrillator QJH6[0,3]8Z QJH8[0,3]8Z O2HN[O,3,41JZ OJH6[G,3]FZ 
Cardiac Resynch 
Defibrillator QJH6[B,3]9Z OJH8[O,3]9Z O2HN[O,3,4]JZ O2HNIG,3,41KZ O2HN[O,3,4]MZ OJH6[O,3]FZ 


Pulse Generator 


DRG 242-244 Permanent Cardiac Pacemaker Implant 


Insertion of Generator and Lead(s) Only 


Insertion of Generator A ; ; 
by Site Code also as appropriate Insertion of Leads by site 


Generator 


Type hoses anc BON eutssote nis scion! IDR a el 
Chest Abdomen 
ee [tee ne 
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Bee OJH6(G,3]4Z |0JH8[0,3]4Z |02H410,3,41U,MIZ |@2H6[9,3,4]U,MIZ |02H710,3,4]U,MIZ |@2HKI0,3,4]U,M 
Plinee 0JH6[0,3]5Z |OJH8[0,3]5Z |62H419,3,41U,MIZ |2H6[0,3,4]U,M 
Chamber RR , ' VAN, 3,4]U,M] 


Generator 


Cardiac 
Rhythm 
Related 


DRG 326-328 Stomach, Esophageal and Duodenal Procedures 


Code also as appropriate Resection of Pancreas 
by Open Approach 


OFTGOZZ 


Site Resection by Open Approach 


Duodenum @DT9BZZ 


DRG 344-346 Minor Small and Large Bowel Procedures 


Code also as appropriate Repair by external approach 
of Abdominal Wall Stoma 


Site Repair by Open Approach 


Small Intestine ODQ88ZZ OWQFXZ2 
Duodenum O@DQ9BZZ OWQFXZ2 
Jejunum ODQAOZZ OWQFXZ2 
Ileum ODQBOZZ OWQFXZ2 
Large Intestine ODQEOZZ OWQFXZ2 
Large Intestine, Right @DQFOZZ OWQFXZ2 
Large Intestine, Left in ODQGOZZ a OWOQFXZ2 
Cecum ODQH8ZZ OWOQFXZ2 
Ascending Colon ODQKOZZ OWQFXZ2 
Transverse Colon ODQLOZZ OWQFXZ2 
DescendingColon_—| ODQMOZZ OWOFXZ2 
Sigmoid Colon 0 ODQNOZZ QOWQFXZ2 
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DRG 456-458 Spinal Fusion Except Cervical with Spinal Curvature/Malignancy/ 
Infection or Extensive Fusions 


Fusion of Thoracic and Lumbar Vertebra, Anterior Column 


tion Tables 


2 to 7 Thoracic Vertebra Code also 2 or more Lumbar Vertebra 
ORG[O,3,4][7,A,J,K]O XRG7OF3 9SG1[G,3,4][7,A,J,K]@ XRGCOF3 


Fusion of Thoracic and Lumbar Vertebra, Posterior Column 


Code also 2 or more Lumbar Vertebra 
Posterior Approach | Anterior Approach © 
9SG1[8,3,4][7,J,K]1 | @SG1[@,3,4][7,A,J,K]J 


DRG 461-462 Bilateral or Multiple Major Joint Procedures of Lower Extremity 


For procedures to qualify as bilateral or multiple joint procedures, at least one replacement code or combination removal and replacement code 
from two different lower extremity sites from the following table(s) must be reported. 


2 to 7 Thoracic Vertebra 


New Technology 


XRGCB92 
XRGCOF3 


Posterior Approach | Anterior Approach New Technology 


XRG7092 
XRG7OF3 


Procedure Comb 


ORG7[G,3,4][7,J,K 


— 


1 | @RG7[@,3,4][7,A,J,K]J 


ral 
i) 
sc 
S 
1) 
2. 
2. 
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Examples: Left hip and right hip codes (bilateral); left hip and left knee codes (multiple); left hip and right ankle codes (multiple); left knee and right 
knee codes (bilateral); right hip removal and replacement, with right knee replacement 


Hip, RT Hip, LT Knee, RT Knee, LT Ankle, RT Ankle, LT 
OSR9B19 OSRBO19 OSRFO7Z OSRGO7Z 
OSROBIA OSRBOIA OSRCB6A OSRFOJO OSRGBIO 
OSR9G1Z OSRBOIZ OSRFOJA OSRGQJA 
OSR9G29 OSRBO29 OSRFOJZ OSRGOJZ 
OSROB2A OSRBO2A OSRFOKZ OSRGOKZ 
asraozz | OSRB022 
0sno039 | 0SRB035 
@SROO3A | OSRBORA 
asRoDsZ | W5RB03Z 
asRoD49 | asRBOaD 
OSRODAA | OSRBOEA 
asRODAZ | OSRBGEZ 
asrones | OsRBdG9 
@SRODEA | OSRBOEA 
asRe06zZ | OSRBOEZ 
OSR907Z OSRBO7Z OSRCONA OSRDONA 
a 
OSROBJA OSRBOJA @SRUO7Z 


OSROBIZ OSRBOJZ OSRTOJO OSRUBJ9 
OSROBKZ OSRBOKZ OSRTOJA OSRUBJA 
OSRAGB9 OSREOOBO OSRTOJZ OSRUBJZ 


OSRAGBA OSREQOA OSRTOKZ OSRUGKZ 
OSRABBZ OSREGOZ OSRVO7Z OSRWO7Z 
OSRAG19 OSREO19 OSRVOJO OSRWOJ9 


OSRAGIA OSREGIA OSRVOJA OSRWOJA 
OSRAQIZ OSREO1Z OSRVOIZ OSRWOJzZ 
GSRAG39 OSREG39 OSRVOKZ OSRWOKZ 
OSRAG3A OSREO3A OSPCOIZ OSPDOIZ 
OSRAG3Z OSREQ3Z | — > aE 
OSRAQ7Z OSREO7Z 

OSRAQJIO. |  OSREQIO 

OSRAGJA | GSREQJA 

OSRAQIZ OSREQJZ 

OSRAGKZ OSREOKZ ——— 

Ese 


OSRRB19. OSRSO19 
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Hip Procedure Combinations 


Open Removal of Hip Spacer with Replacement 


Code also as appropriate Replacement by Device Type 


Ceramicon | Oxidized Zirc 


OSP988Z 9SR9G1[9,A,Z] | OSR9G2[9,A,Z] | BSRIB3[9,A,Z] | BSR9B4[9,A,Z] | BSR9G6[9,A,Z] 
OSPBO8Z OSRBO1[9,A,Z] | OSRBO2[9,A,Z] | OSRBO3[9,A,Z] | OSRBO4[9,A,Z] | BSRBO6[9,A,Z] 


Open Removal of Hip Spacer with Replacement 


Removal of Spacer 
Synth Subst 


OSRIGI[9,A,Z] 
OSRBOJ[9,A,Z] 


Hip, LT 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


[eet eerie | Sytie [sa Grie 
OSP9G8Z OSRAGG[9I,A,Z] | OSRAGi[9,A,Z] | OSRAG3[9,A,Z] | BSRABJ[9,A,Z] | BSRRO1[9,A,Z] | OSRRO3[9,A,Z] 
OSPBO8Z OSREGB[I,A,Z] | BSREO1[9,A,Z] | BSREG3[9,A,Z] | OSREGJ[9,A,Z] | OSRSO1[9,A,Z] | OSRSO3[9,A,Z] 


Open Removal of Hip Liner with Replacement 


Removal of Spacer 


OSRRGJI[I,A,Z] 
OSRSBJ[9,A,Z] 


Code also as appropriate Replacement by Device Type 


Ceramicon | Oxidized Zirc 


OSR901[9,A,Z] | GSR9G2[9,A,Z] | @SR9B3[9,A,Z] | OSR9G4[9,A,Z] | OSRIGO[9,A,Z] 


OSRBO1[9,A,Z] | @SRBO2[9,A,Z] | @SRBO3[9,A,Z] | BSRBO4[9,A,Z] | OSRBOE[9,A,Z] 


Removal of Liner 


Hip, RT OSP9B9Z 
Hip, LT OSPBO9Z 


Open Removal of Hip Liner with Replacement 


Synth Subst 


OSR9IBJ[9,A,Z] 
OSRBOI[9,A,Z] 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


Removal of Liner 


Hip, RT| 0SP905Z | OSRAGOTS,A.ZI | OSRADTI9,A.ZI | OSRAOSI9.A.ZI | OSRAGIIS.AZ] | OSRROI[9,A.Z] | OSRRO3I9,A,Z] | OSRROIS,AZ 
Hip, LT | _@SPB09Z__| @SREODIS.AZI | OSREOII9,A.Z) | OSREO3I9,A,2] | OSREOII9,A,2) GSRSO1[9,A,2] | OSRSO3(9,A,2] | OSRSOII9,A,Z1 
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Appendix L: Procedure Combination Tables ICD-10-PCS 2021 


Open Removal of Hip Resurfacing Device with Replacement 


Code also as appropriate Replacement by Device Type 


R | of Resurfaci 
emoval of Resurfacing : Ceramicon | Oxidized Zirc 
Metal on Poly Ceramic Poly on Poly 


Device 
Hip, RT OSP9OBZ OSR9G2[9,A,Z] | BSR9O3[9,A,Z] | OSR9G4[9,A,Z] | OSRIG6[9,A,Z] 
Hip, LT OSPBOBZ OSRBO2[9,A,Z] | BSRBO3[9,A,Z] | OSRBO4[9,A,Z] | @SRBG6[9,A,Z] 


Open Removal of Hip Resurfacing Device with Replacement 


tion Tables 


Synth Subst 


OSR9IGJ[9,A,Z] 
OSRBOJ[9,A,Z] 


OSR9G1[9,A,Z 
OSRBO1[9,A,Z 


Code also as appropriate Replacement by Device Type 


Removal of Resurfacing 
Device 


Procedure Comb 


Acetabular Surface Femoral Surface 


Hip, RT OSP9OBZ OSRAGO[I,A,Z] | OSRAG1[9,A,Z] | @SRAG3[9,A,Z] | GSRAGI[9,A,Z] | OSRRO1[9,A,Z] | @SRRO3[9,A,Z] | OSRROJ[9,A,Z] 
Hip, LT OSREGO[9,A,Z] | OSREG1[9,A,Z] | OSRE@3[9,A,Z] | @SREGJ[9,A,Z] | @SRSB1[9,A,Z] | OSRSO3[9,A,Z] | OSRSOJ[9,A,Z] 


Open Removal of Hip Articulating Spacer with Replacement 
Code also as appropriate Replacement by Device Type 
Removal of Articulating : 


Spacer : Ceramicon | Oxidized Zirc 


OSP9BEZ OSR9B1[9,A,Z] | BSRIG2[9,A,Z] | @SR9O3([9,A,Z] | OSRIG4[9,A,Z] | GSROGE[9,A,Z] | OSRODBI[9,A,Z] 
OSPBOEZ OSRBO1[9,A,Z] | BSRBO2[9,A,Z] | OSRBO3[9,A,Z] | OSRBO4[9,A,Z] | OSRBOO[9,A,Z] | OSRBOI[9,A,Z] 


Open Removal of Hip Articulating Spacer with Replacement 


aad 
i 
S 
= 
7) 
2. 
2. 
x 


Synth Subst 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


OSPIDEZ OSRAGGlI,A,Z] | OSRAG1[9,A,Z] | BSRAG3[9,A,Z] | OSRAGI[9,A,Z] | OSRROI [9,A,Z]} OSRRO3[9,A,Z] | BSRRGJ9,A,Z] 
OSPBOEZ OSREGO[9,A,Z] | OSREG1[9,A,Z] | OSREO3[9,A,Z] | OSREOJ[9,A,Z] | @SRSO1 [9,A,Z] | @SRSG3[9,A,Z] | BSRSOJ[9,A,Z] 


Open Removal of Hip Synthetic Substitute with Replacement 


Removal of Articulating 
Spacer 


Code also as appropriate Replacement by Device Type 


Metal on Poly | Geramie nus on es ey 


OSPI9,A,RIGJZ | BSRIBI[9,A,Z] | @SR9G2[9,A,Z] | OSR9G3(9,A,Z] | OSROGALO,A,Z OSR9VE[9,A,Z] 
OSPIB,E,S]OJZ | OSRBO1[9,A,Z] | @SRBO2[9,A,Z] | @SRBO3(9,A,Z]) | OSRBG4L9,A,Z OSRBO6[9,A,Z] 


Open Removal of Hip Synthetic Substitute with Replacement 
=| 


Removal of Synthetic 
Substitute 


Synth Subst 


OSR9GJ[9,A,Z] 
OSRBOJ[9,A,Z] 


Hf 


Hip, LT 


— 


Code also as appropriate Replacement by Device Type 
Acetabular Surface 


OSP[9,A,R]OJZ | BSRAGG[I,A,Z] | OSRAG1[9,A,Z] OSRAQ3[9,A,Z] | BSRAGI[9,A,Z] OSRRO1[9,A,Z] 


QOSPIB,E,S]OJZ | OSREGO[I,A,Z] | @SREG1[9,A,Z] | OSREO3[9,A,zZ] OSREOJ[I,A,Z] | @SRSO1[9,A,Z] 


Removal of Synthetic 
Substitute 


Femoral Surface 


Ceramic 


OSRRO3[9,A,Z] 
OSRS83[9,A,Z] 


OSRROI[9,A,Z] 
OSRS@J[9,A,Z] 


Hip, LT 


Percutaneous Endoscopic Removal of Hip Spacer with Open Replacement 


Code also as appropriate Replacement by Device Type 


Metal on Poly Se on ee ae 


OSR9G2[9,A,Z] | @SRIO3[9,A,Z] | OSR9B4[9,A,Z] OSR9G6[9,A,Z] 


OSRBO2[9,A,Z] | @SRBO3[9,A,Z] | OSRBO4[9,A,Z] OSRBO6E[9,A,Z] 


Removal of Spacer 


Synth Subst 


OSR9G1[9,A,Z] 
OSRBG1[9,A,Z] 


OSR9GJ[9,A,Z] 
OSRBOJ[9,A,Z] 


Hip, RT OSP948Z 
Hip, LT OSPB48Z 
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Percutaneous Endoscopic Removal of Hip Spacer with Open Replacement 


Code also as appropriate Replacement by Device Type 
Removal of Spacer 


Hip, RT 0SP948Z 
Hip, LT OSPB48Z 


Percutaneous Endoscopic Removal of Hip Synthetic Substitute with Open Replacement 


Femoral Surface 


OSRROI[9,A,Z] 
OSRSGBJ[9,A,Z] 


Code also as appropriate Replacement by Device Type 


OSP[9,A,R]4JZ | OSR9G1[9,A,Z] | @SR9G2[9,A,Z] | @SR9G3[9,A,Z] | BSRIG4[9,A,Z] | OSRIGE[9,A,Z] 
OSP[B,E,S]4JZ | OSRBO1[9,A,Z] | OSRBO2[9,A,Z] | OSRBO3(9,A,Z] | OSRBO4[9,A,Z] | OSRBO6[I,A,Z] 


Percutaneous Endoscopic Removal of Hip Synthetic Substitute with Open Replacement 


Removal of Synthetic 
Substitute 


Synth Subst 


OSRIDJ[9,A,Z] 
OSRBOJ[I,A,Z] 


Hip, LT 


Code also as appropriate Replacement by Device Type 


Removal of Synthetic 
rare des Acetabular Surface Femoral Surface 


Hip, RT OSP[9,A,R]4JZ | GSRAGG[9,A,Z] | OSRAG1[9,A,Z] | BSRAG3[9,A,Z] | BSRAGI[9,A,Z] | OSRRO1[9,A,Z] | OSRRO3[9,A,Z] | BSRROJI[9,A,Z] 
Hip, LT OSP[B,E,S]4JZ | @SREGBl[9I,A,Z] | OSREG1[9,A,Z] | BSREO3[9,A,Z] | BSREGJI[9,A,Z] | @SRSO1[9,A,Z] | BSRSO3[9,A,Z] | BSRSBJ[9,A,Z] 


Knee Procedure Combinations 


Open Removal of Knee Spacer with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Removal of Spacer Oxidized See bs Se = 
Zircon on Poly edi a femoral Surface. | (Pipl euriate 

Knee, RT OSPCOSZ | OSRCDSIDAZI | OSRCISAZ] | OSRCONIS,AZ] | OSRTIIO,AZ] | OSRVOIIS,AZI 
Knee, LT OSPDGBZ | DSRDGSI,AZ] | GSRDDID,AZ) | OSRDONISA.Z] | OSRUBIIO,A.Z] | OSRWAIIDA.ZI 


Open Removal of Knee Liner with Synthetic Substitute Replacement 


Oxidized 
Zircon on Poly 


Code also as appropriate Replacement by Type of Synthetic Substitute 


h Subst Medial Lateral Patello- Femoral 
Su Unicondylar | Unicondylar femoral Surface 


Removal of Liner 


Tibial Surface 


Knee, RT OSPCO9Z OSRCO6I9,A,Z] | OSRCOJ[9,A,Z] | OSRCOL[9,A,Z] | BSRCOM[9,A,Z] | OSRCONII,A,Z] | OSRTOJ[I,A,Z] | OSRVOI[I,A,Z] 
Knee, LT OSPDB9Z OSRDO6[9,A,Z] | OSRDGJ(9,A,Z] | @SRDOLI9,A,Z] | BSRDGM[I,A,Z] | OSRDONII,A,Z] | @SRUGILI,A,Z] OSRWOJ[9,A,Z] 


Open Removal of Knee Articulating Spacer with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic 
* Substitute 


Oxidized Femoral 

t 
Zircon on Poly eyed 2ube 
OSRCO6I9,A,Z) | @SRCOJ[9,A,Z] | OSRTOI[9,A,Z] 
DSRDO69,A,Z] | @SRDOJ[9,A,Z] | OSRUGIL9,A,Z] 


Removal of Articulating 
Spacer 


Knee, RT OSPCOEZ 
Knee, LT OSPDOEZ 


Tibial Surface 


OSRVOJ[9,A,Z] 
OSRWGJ[9,A,Z] 
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Appendix L: Procedure Combination Tables ICD-10-PCS 2021 


Open Removal of Patellar Surface of Knee with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Removal of Patellar Surface Oxidized Patello- Femoral 
Zircon on Poly J femoral Surface 
OSPCOIC OSRCGE6[9,A,Z] | @SRCBJ[I,A,Z] | OSRCON[I,A,Z] | OSRTBJ[I,A,Z] 


OSPDOIC OSRDGElI,A,Z] | @SRDGJ[9,A,Z] | OSRDON[9,A,Z] | OSRUBI[I,A,Z] 


Open Removal of Knee Synthetic Substitute with Synthetic Substitute Replacement 


tion Tables 


Tibial Surface 


Knee, RT 
Knee, LT 


OSRVOJI[9,A,Z] 
OSRWOJ[9,A,Z] 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Removal of Synthetic 
Substitute Medial Lateral Patello- Femoral 
Unicondylar | Unicondylar femoral Surface 
Knee, RT OSPCOJZ OSRCOLII,A,Z] | OSRCOM[Y,A,Z] | BSRCON[9,A,Z] | OSRTGJ[9,A,Z] 
Knee, LT OSPDOIZ OSRDOL[9,A,Z] | BSRDOM[9,A,Z] | BSRDGN[9,A,Z] | BSRUGI[9,A,Z] 


Open Removal of Medial or Lateral Unicondylar Knee with Synthetic Substitute Replacement 


Procedure Comb 


Oxidized 
Zircon on Poly 
OSRCO6[9,A,Z] 
OSRDG6[9,A,Z] 


Synth Subst Tibial Surface 


GSRCOII9,A,Z] 
OSRDOJI9,A,Z] 


OSRVOI[9,A,Z] 
OSRWOJ[9,A,Z] 


| 
fa) 
a] 
= 
@ 
2. 
Q, 
<x 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Oxidized Medial. Femoral 
Zircon on Poly Synth subst Unicondylar 


Removal of Medial/Lateral 
Unicondylar Knee 


Tibial Surface 


MI 


Knee, RT OSPCO[LM]Z | BSRCBE[9,A,Z] | BSRCOJ[9,A,Z] | BSRCBL[9,A,Z] | OSRTOJ[9,A,Z] | OSRVOI[S,A,ZI 
Knee, LT OSPDO[L,M]Z | BSRDGEL9,A,Z] | @SRDOJ[9,A,Z] | BSRDGL[9,A,Z] | OSRUBJ[9,A,Z] OSRWGJ[9,A,Z] 


Open Removal of Patellofemoral Knee with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Oxidized Medial Femoral 
Zircon on Poly Unicondylar Surface 
OSRCG6[9,A,Z] | OSRCBJ[9,A,Z] | GSRCOL[9,A,Z] | OSRTOJ[I,A,Z] 

OSPDONZ OSRDVElI,A,Z] | BSRDOJ[I,A,Z] | @SRDGL[9,A,Z] | @SRUGJ[9,A,Z] 


Open Removal of Femoral/Tibial Surface of Knee with Synthetic Substitute Replacement 


Removal of Patellofemoral 
Knee 


Tibial Surface 


Knee, RT 
Knee, LT 


OSRVGJ[9,A,Z] 
OSRWOJ[9,A,Z] 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Oxidized Articulating Patello- Femoral 
OSP[T,V]@JZ | OSRCB6L9,A,Z] | BSRCBI[9,A,Z] OSRCBEZ OSRCBN[9,A,Z] | @SRTGJ[9,A,Z] 
OSP[U,W]GJZ | BSRDGE[9,A,Z] | OSRDBI[9,A,Z] OSRDGEZ OSRDON[9,A,Z] | @SRUGJ[9,A,Z] 


Percutaneous/Percutaneous Endoscopic Removal of Knee Spacer with Open Synthetic Substitute Replacement 


Removal of Femoral/Tibial 
Surface of Knee 


Tibial Surface 


Knee, RT 
Knee, LT 


OSRVOS[9,A,Z] 
OSRWOJ[9,A,Z] 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Oxidized 
Zircon on Poly 


Removal of Spacer 


Patello- Femoral 
synth Subst femoral Surface 


OSRCO6[I,A,Z] | OSRCBJ[9,A,Z] | OSRCON[9,A,Z] OSRTOJ[9,A,Z] 
OSRDO6[9,A,Z] | @SRDGI[I,A,Z] | BSRDON[9,A,Z] OSRUGI[9,A,Z] 


Percutaneous Endoscopic Removal of Patellar Surface of Knee with Synthetic Substitute Replacement 


Tibial Surface 


OSRVOI[9,A,Z] 
OSRWOJ[9,A,Z] 


Knee, LT OSPD[3,4]8Z 


Knee, RT 7 OSPC[3,4]8Z 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Oxidized Patello- Femoral 
Zircon on Poly ext Subst femoral Surface 
OSRCO6[9,A,Z] | OSRCOJ[9,A,Z] | OSRCON[9,A,Z] OSRTOJ[9,A,Z] 


OSRDG6[9,A,Z] | GSRDOJ[9,A,Z] | @SRDONII,A,Z] OSRUBI[9,A] 


Removal of Patellar Surface 


Tibial Surface 


OSRVOI[9,A] 
OSRWOJ[9,A,Z] 


Knee, RT OSPC4IC 
Knee, LT OSPD4JC 
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Percutaneous Endoscopic Removal of Knee Synthetic Substitute with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic Substitute 


é Oxidized Medial Lateral Patello- Femoral 

Zircon on Poly Unicondylar | Unicondylar femoral Surface 
OSPC4JZ OSRCHE[I,A,Z] | OSRCOJ[9,A,Z] | @SRCOL[9,A,Z] | BSRCOM[9,A,Z] | OSRCON[9,A,Z] | OSRTOJ[9,A,Z] 
OSPD4JZ OSRDBE[9,A,Z] | OSRDBJ[9,A,Z] | BSRDOL[9,A,Z] | BSRDOMI9,A,Z] | @SRDONI9,A,Z] | @SRUGI[9,A,Z] 


Percutaneous Endoscopic Removal of Medial or Lateral Unicondylar Knee with Synthetic Substitute Replacement 


Removal of Synthetic 
Substitute 


Tibial Surface 


Knee, RT 
Knee, LT 


OSRVOJ[9,A,Z) 
OSRWOJ[9,A,Z] 


Code also as appropriate Replacement by Type of Synthetic Substitute 


; Oxidized Medial Femoral 
Zircon on Poly Unicondylar Surface 

OSPCA[L,M]Z | OSRCBE[9,A,Z] | @SRCOJI[9,A,Z] | BSRCOL[9,A,Z] | OSRTOJ[9,A,Z] 

OSPD4[L,M]Z | OSRDGE[9,A,Z] | BSRDGJ[9,A,Z] | OSRDGL[9,A,Z] | OSRUBI[9,A,Z] 


Percutaneous Endoscopic Removal of Patellofemoral Knee with Synthetic Substitute Replacement 


Removal of Medial/Lateral 
Unicondylar Knee 


Tibial Surface 


Knee, RT 
Knee, LT 


OSRVOJ[9,A,Z] 
OSRWOJ[9,A,Z] 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Oxidized Medial Femoral 
Zircon on Poly Unicondylar Surface 


Removal of Patellofemoral 
Knee 


Tibial Surface 


Knee, RT OSPC4NZ OSRCGE[9,A,Z] | BSRCBJI9,A,Z] | @SRCOL[9,A,Z] | OSRTOJ[9,A,Z] | @SRVOJ[I,A,Z] 
Knee, LT OSPD4NZ OSRDOE[9,A,Z] | BSRDOJ[9,A,Z] | BSRDOL[9,A,Z] | BSRUBJI[9,A,Z] | OSRWGI[9,A,Z] 


Percutaneous Endoscopic Removal of Femoral/Tibial Surface of Knee with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic Substitute 
Removal of Femoral/Tibial 


Surface of Knee Oxidized Articulating Patello- Femoral eg 
Zircon on Poly aye see Spacer femoral Surface siblal curtace 
Knee, RT OSP[T,V]4JZ | @SRCBE[I,A,Z] | BSRCBJ[9,A,Z] OSRCBEZ @SRCON[9,A,Z] | OSRT@JI[9,A,Z] | BSRV@J[9,A] 


Knee, LT OSP[U,W]4JZ | BSRDGE6[9,A,Z] OSRWOJ[9,A,Z] 


OSRDOII9,A,Z] OSRDGEZ OSRDON[Y,A,Z] | OSRUBI[9,A,Z] 


466-468 Revision of Hip or Knee Replacement 


Hip Procedures 


Open Removal of Hip Spacer with Replacement 
Code also as appropriate Replacement by Device Type 


i c ‘i Ceramicon | Oxidized Zirc | Articulating 
Metal on Poly eramic Poly on Poly Spacer 


DSR9O1[9,A,Z] | @SR9@219,A,Z] | SR9G3[9,A,Z] | OSRIG4[9,A,Z] | BSRIBE[9,A,Z] OSRIBEZ 
OSRBO1[9,A,Z] | OSRBO2[9,A,Z] | OSRBO3[9,A.Z] | OSRBO4[9,A,Z] OSRBO6[9,A,Z] OSRBGEZ 


Open Removal of Hip Spacer with Replacement 


Removal of Spacer 


OSP9B8Z 


OSPBO8Z 


Synth Subst 


OSRIGBJ[9,A,Z] 
OSRBOJI9,A,Z] 


Hip, LT 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


Removal of Spacer 


Hip, RT 35P9G87 | BSRADUI,AZI | GSRADTIO,A.Z] | OSRAO3I9,A,Z] | OSRAGII9,A,Z] | OSRROT[9,A,Z] | OSRRO3I9,A,Z] | OSRROJ(9,A,Z] 
Hip, LT iret GSREDOIDAZ] | OSREOTISAZ) | OSREO3I9.A,Z] | OSREGII9,A,Z] | OSRSOTI9,A.Z] | OSRSO3I9,A.Z] | OSRSOII9,A.Z] 
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Open Removal of Hip Spacer with Liner Insertion (supplement) 


Code also as appropriate Supplement of Body Part by Site 


Removal of Spacer 


tion Tables 


Acetabular Surface Femoral Surface 


= OSU9B9Z OSUAGIZ OSUROOZ 

& OSPBO8Z OSUBB9Z OSUEB9Z OSUSB9Z 

o j 

Pf Open Removal of Hip Liner with Replacement 

ie 

) 

5, Code also as appropriate Replacement by Device Type 

4 Removal of Liner fi Fan : : : 

(~) ‘ Ceramicon | Oxidized Zirc | Articulating 

_j Hip, RT OSP9BIZ OSR9B1[9,A,Z] | BSR9G2[9,A,Z] | OSR9D3[9,A,Z] | OSR9G4[9,A,Z] | BSRIGE[9,A,Z] OSROGEZ OSR9GI[9,A,Z] 

Hip, LT OSPBO9IZ OSRBO1[9,A,Z] | @SRBG2[9,A,Z] | @SRBO3[9,A,Z] | OSRBO4[9,A,Z] | BSRBO6[9,A,Z] OSRBOEZ OSRBGJ[9,A,Z] 


Open Removal of Hip Liner with Replacement 


oad) 
iJ 
a) 
< 
7) 
2. 
2. 
<x 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


Removal of Liner 
Fey [wet] coramie[Syhee [et wane 
@SP9G9Z OSRAGBlI,A,Z] | BSRAG1[9,A,Z] | BSRAG3[9,A,Z] | OSRAGJ[9,A,Z] OSRRO1[9,A,Z] | OSRR@3[9,A,Z] 
OSPBO9Z OSREQO[9,A,Z] | @SREO1[9,A,Z] | OSREO3[9,A,Z] OSREGJ[9,A,Z] | @SRSO1[9,A,Z] | BSRSO3[9,A,Z] 


Open Removal of Hip Liner with Liner Insertion (supplement) 


Synth 
OSRRBJ[9,A,Z] 
OSRSGI[9,A,Z] 


Code also as appropriate Supplement of Body Part by Site 


@SU9G9Z OSUAB9Z 
@SUBB9Z OSUEG9Z 


Open Removal of Hip Resurfacing Device with Replacement 


Removal of Liner 


Femoral Surface 


OSUROIZ 
OSUSB9Z 


Hip, RT OSP9BIZ 


OSPBB9Z 


Code also as appropriate Replacement by Device Type 


Metal on Poly Ceramicon | Oxidized Zirc | Articulating 
Poly on Poly Spacer 


OSR9G1[9,A,Z] | OSR9G2[9,A,Z] | OSRIG3[9,A,Z] | OSRIGA[9,A,Z] ®SR9G6[9,A,Z] OSR9GEZ 
2] 


Removal of Resurfacing 
Device 


Synth Subst 


Hip, RT OSP9OBZ OSR9BJ[9,A,Z] 
Hip, LT OSPBOBZ OSRBO1[9,A,Z] | @SRBO2[9,A,Z] | OSRBO3[9,A,Z] | OSRBOA[S,A,Z OSRBO6[9,A,Z] OSRBGEZ OSRBOJ[9,A,Z] 


Open Removal of Hip Resurfacing Device with Replacement 


Code also as appropriate Replacement by Device Type 


Removal of Resurfacing 


Acetabular Surface 


Device 
Hip, RT OSP9BBZ OSRAGB[I,A,Z] | OSRAG1[9,A,Z] OSRA@3[9,A,Z] | @SRABI[9,A,Z] 
Hip, LT OSPBOBZ OSREGOl9,A,Z] | @SREG1[9,A,Z] | OSREG3 [9,A,Z] -| O@SRE@J[9,A,Z] 


Open Removal of Hip Resurfacing Device with Liner Insertion (supplement) 


Femoral Surface 


weal | craic 
OSRRO1[9,A,Z] | OSRRO3[9,A,Z] 
OSRSO1[9,A,Z] | OSRSB3[9,A,Z] 


OSRROJ[9,A,Z] 
OSRSBJ[9,A,Z] 


Code also as appropriate Supplement of Body Part by Site 


Acetabular Surface 
OSUAQ9Z 


OSUEG9Z 


Removal of Resurfacing 
Device 


Hip, RT OSP9IOBZ 
Hip, LT OSPBOBZ 


Femoral Surface 


OSURG9Z 


OSUSB9Z 
Nea ern ee ey 


OSU9B9Z 
OSUBO9Z 


eee 
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Open Removal of Hip Articulating Spacer with Replacement 


Code also as appropriate Replacement by Device Type 


MetalonPoly| Ceramic Ceramicon | Oxidized Zirc 
Poly on Poly 


Spacer i 
a RT OSPIBEZ OSRIG1[9,A,Z] | @SR9G2[9,A,Z] | @SR9G3[9,A,Z] | OSRIG4[9,A,Z1 | BSRODE[9,A,Z] 
Hip, LT OSPBOEZ @SRBO1[9,A,Z] | OSRBO2[9,A,Z] | OSRBO3[9,A,Z] | @SRBO4[9,A,Z] | @SRBO6[9,A,Z] 


Open Removal of Hip Articulating Spacer with Replacement 


Removal of Articulating 


Synth Subst 


OSRIBI[9,A,Z] 
OSRBOJ[9,A,Z] 


Code also as appropriate Replacement by Device Type 


Acetabular Surface 


Removal of Articulating 
Spacer 


Femoral Surface 


OSP9BEZ OSRAGBI[I,A,Z] | BSRAG1[9,A,Z] | @SRA@3[9,A,Z] | OSRAGJ[9,A,Z] | @SRRO1[9,A,Z] | OSRRO3[9,A,Z] | OSRRBI[9,A,Z] 
OSPBOEZ OSREOB[9,A,Z] | OSREG1[9,A,Z] | OSRE@3[9,A,Z] | OSREGJ[9,A,Z] | @SRSO1[9,A,Z] | @SRSO3[9,A,Z] | BSRSOJ[9,A,Z] 


Open Removal of Hip Articulating Spacer with Liner Insertion (supplement) 


Code also as appropriate Supplement of Body Part by Site 


OSP9IBEZ GSU9B9Z OSUAG9Z 
OSPBOEZ BSUBBIZ OSUEG9Z 


Open Removal of Hip Synthetic Substitute with Replacement 


Removal of Articulating 


Femoral Surface 


BSURB9IZ 
OSUSO9Z 


Code also as appropriate Replacement by Device Type 


Metal on Poly Pointe Ceramicon | Oxidized Zirc | Articulating 
Poly on Poly Spacer 


OSP[9,A,RIGJZ | @SR9B1[9,A,Z] | OSRIG2[9,A,Z] | OSRIO3[9,A,Z] | OSRIG4[I,A,Z] | BSRIGE[9,A,Z] OSROBEZ 
OSP[B,E,S]@JZ | OSRBO1[9,A,Z] | @SRBO2[9,A,Z] | OSRBO3[9,A,Z] | OSRB4[9,A,Z] | OSRBGE[I,A,Z] OSRBGEZ 


Open Removal of Hip Synthetic Substitute with Replacement 


Removal of Synthetic 
Substitute 


Synth Subst 


OSRIDI[9,A,Z] 
OSRBOJ[9,A,Z] 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


ra [ et eerie | Syteie [nee [Gere 
OSRAGBIO,A,Z] | BSRAG1[9,A,Z] | BSRAO3[9,A,Z] | OSRAGJ[9,A,Z] | OSRRO1 [9,A,Z] | @SRRO3[9,A,Z] 
OSREGO[9,A,Z] | OSREG1[9,A,Z] | OSRE@3[9,A,Z] | @SREOJ[I,A,Z] | BSRSO1 (9,A,Z] | @SRSO3[9,A,Z] 


Percutaneous Endoscopic Removal of Hip Spacer with Open Replacement 


Removal of Synthetic 
Substitute 


OSRROJ[9,A,Z] 
OSRSBJ[9,A,Z] 


Hip, RT OSP[9,A,R]OJZ 
Hip, LT OSP[B,E,S]OJZ 


Code also as appropriate Replacement by Device Type 


lon Pol C Ceramicon | Oxidized Zirc | Articulating 
Metal on Fely einai Poly on Poly Spacer 


Removal of Spacer 
Hip, RT OSP948Z BSR9O119,A,Z] | OSR9G2[9,A,Z] | @SR9B3[9,A,Z] | OSR9BAI9,A,Z] OSR9G6[9,A,Z] OSROGEZ 
Hip, LT OSPB48Z OSRBO1[9,A,Z] | @SRBO2[9,A,Z] | OSRBO3[9,A,Z) OSRBO4[9,A,Z] | BSRBGOLI,A,Z] OSRBOEZ 


Percutaneous Endoscopic Removal of Hip Spacer with Open Replacement 


Synth Subst 


OSRIBJ[9,A,Z] 
OSRBOJ[9,A,Z] 


Code also as appropriate Replacement by Device Type 


Femoral Surface 


Removal of Spacer Acetabular Surface 


Poly Ceramic Synthetic Metal Ceramic Synth 
Hip, RT @SP948Z MSRAGOIO,A,Z] | OSRAG1[9,A,Z] ®SRAO319,A,Z] | OSRAGJ[9,A,Z] | @SRRO1[9,A,Z] | OSRRO3[9,A,Z] | OSRROJLI,A,Z] 
OSPB48Z OSREQOIO,A,Z) | GSREO1[9,A,Z] @SREO3[9,A,Z] | OSRE@J[9,A,Z] | OSRSO1[9,A,Z] | @SRSO3[9,A,Z] | OSRSBJ[9,A,Z] 
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Percutaneous Endoscopic Removal of Hip Spacer with Open Liner Insertion (supplement) 


Code also as appropriate Supplement of Body Part by Site 


OSUID9Z BSUABIZ 
@SUBB9Z OSUEG9Z 


Percutaneous Endoscopic Removal of Hip Synthetic Substitute with Open Replacement 


tion Tables 


Removal of Spacer 


Femoral Surface 


BSURBIZ 
OSUSO9Z 


- OSP948Z 
OSPB48Z 


Hip, LT 


Code also as appropriate Replacement by Device Type 


‘ Ceramicon | Oxidized Zirc | Articulating 


OSR9G2[9,A,Z] | OSRIG3[9,A,Z] | OSR9B4[9,A,Z] | OSRIG6[9,A,Z] OSROBEZ 
OSRBO2[9,A,Z] | OSRBO3[9,A,Z] | @SRBO4[9,A,Z] | OSRBGE[I,A,Z] OSRBGEZ 


Percutaneous Endoscopic Removal of Hip Synthetic Substitute with Open Replacement 


Removal of Synthetic 
Substitute 


Procedure Comb 


Synth Subst 


OSRIGI[9,A,Z] 
OSRBOI[9,A,Z] 


Hip, RT OSP[9,A,R]4JZ | OSRIB1[9,A,Z 
Hip, LT OSPIB,E,S]4JZ | OSRBO1[9,A,Z 


od 
Ral 
s 
< 
C7) 
2. 
2. 
=< 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


Removal of Synthetic 


Substitute 
Hip, RT OSP[9,A,R]4JZ | BSRAGO[I,A,Z] | OSRAG1[9,A,Z] | BSRAD3[9,A,Z] OSRAGI[9,A,Z] | @SRRO1[9,A,Z] | BSRRO3[9,A,Z] | BSRROI[9,A,Z] 
Hip, LT OSP[B,E,S]4JZ i 


OSREQBI9,A,Z] | OSREO1[9,A,Z] | BSREO3[9,A,Z] | @SREGJ[9,A,Z] | OSRSO1[9,A,Z] OSRSB3/9,A,Z] 


Percutaneous Endoscopic Removal of Hip Synthetic Substitute with Open Liner Insertion (supplement) 


OSRSGJ[9,A,Z] 


Code also as appropriate Supplement of Body Part by Site 


GBSU9B9Z OSUAG9Z 
OSUBBIZ GOSUEB9Z 


Removal of Synthetic 
Substitute 


Femoral Surface 


OSURO9Z 
OSUSB9Z 


Hip, RT 
Hip, LT 


OSP[9,A,R]4JZ 
OSP[B,E,S]4JZ 


Knee Procedures 


Open Removal of Knee Spacer with Articulating Spacer Replacement 


Removal of Spacer 


Knee, RT OSPCO8Z 
Knee, LT OSPDO8Z 


Code also as appropriate Replacement with Articulating Spacer 


OSRCOEZ 
OSRDGEZ 


Open Removal of Knee Spacer with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Removal of Spacer Oxidized | cath Subst Patello- Femoral 
Zircon on Poly y femoral Surface 

Knee, RT OSPCO8Z OSRCBEl9,A,Z] | @SRCOJI[9,A,Z] | @SRCON[9,A,Z] OSRTOJ[9,A,Z] 

Knee, LT OSPDG8Z OSRDG6[9,A,Z] | @SRDOJ[9,A,Z] OSRDON[9,A,Z] | @SRUBI[9,A,Z] 


Open Removal of Knee Liner with Articulating Spacer Replacement 


Tibial Surface 


OSRVOI[9,A,Z] 
OSRWOJ[9,A,Z] 


Removal of Liner 


Knee, RT OSPCOIZ 
Knee, LT OSPDG9Z 


Code also as appropriate Replacement with Articulating Spacer 


OSRCOEZ 
CO NWORDDR, Se rec eee 
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Open Removal of Knee Liner with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Oxidized Medial Lateral Patello- Femoral 
Zircon on Poly Unicondylar | Unicondylar femoral Surface 

OSPCO9Z OSRCB6[9,A,Z] | OSRCOJI[9,A,Z] | @SRCOL[9,A,Z] @SRCOM[9,A,Z] | OSRCON[9,A,Z] | @SRTBI[9,A,Z] 
OSPDO9Z_—|_ OSRDBE[I,A,Z] | SRDOJ[9,A,Z] | BSRDGL[9,A,Z] | @SRDGMI9,A,Z] | BSRDGN[9,A,Z] | OSRUBI[9,A,Z] 


Open Removal of Knee Articulating Spacer with Synthetic Substitute Replacement 


Removal of Liner 


Tibial Surface 


Knee, RT 
Knee, LT 


OSRVOS[9,A,Z] 
OSRWOJ[9,A,Z] 


Code also as appropriate Replacement by Type of Synthetic 
Substitute 


Oxidized Femoral 
Zircon on Poly ey ouns 
OSPCOEZ OSRCBE[9,A,Z] | OSRCBJI[I,A,Z] | OSRT@J[9,A,Z] 
OSPDOEZ OSRDGE[I,A,Z] | OSRDBJ[9,A,Z] | @SRUBI[9,A,Z] 


Open Removal of Patellar Surface of Knee with Synthetic Substitute Replacement 


Removal of Articulating 
Spacer 


Tibial Surface 


Knee, RT 
Knee, LT 


OSRVOS[9,A,Z] 
OSRW9J[9,A,Z] 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Removal of Patellar Surface 


Oxidized Patello- Femoral 
Zircon on Poly Se femoral Surface 


OSPCOJC OSRCO6[9,A,Z] | OSRCBJI[9,A,Z] | BSRCON[Y,A,Z] | OSRT@I[I,A,Z] 
OSPDOIC OSRDO6[9,A,Z] | BSRDBI[9,A,Z] | BSRDGN[9,A,Z] | GSRUGI[9,A,Z] 


Open Removal of Patellar Surface of Knee with Articulating Spacer Replacement 


Tibial Surface 


Knee, RT 
Knee, LT 


OSRVOS[9,A,Z] 
OSRWOJ[9,A,Z] 


Code also as appropriate Replacement with Articulating Spacer 


OSRCBEZ 
OSRDGEZ 


Removal of Patellar Surface 


Knee, RT OSPCOIC 
Knee, LT OSPDOIC 


Open Removal of Knee Synthetic Substitute with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Removal of Synthetic 
Substitute 


Femoral 
Surface 


OSRTOJ[9,A,Z] 


OSRUGJ[9,A,Z] 


Patello- 
femoral 
OSRCON[9,A,Z] 
@SRDON[9,A,Z] 


Lateral 
Unicondylar 


OSRCOM[I,A,Z] 
OSRDOM[I,A,Z] 


Oxidized Medial 
Zircon on Poly Unicondylar 


OSRCG6[9,A,Z] | OSRCBJ[9,A,Z] | BSRCOLI9,A,Z] 


OSRDG6L9,A,Z] | OSRDOJ[9,A,Z] | OSRDOL[9,A,Z] 


Tibial Surface 


Synth Subst 


OSRVOI[I,A,Z] 
OSRWOJ[9,A,Z] 


Knee, RT OSPCOJZ 
Knee, LT | OSPDBJZ 


Open Removal of Knee Synthetic Substitute with Articulating Spacer Replacement 


Removal of Synthetic Code also as appropriate Replacement with Articulating Spacer 
Substitute 


Knee, RT OSPCOJZ OSRCOEZ 
Knee, LT OSPDOIZ | OSRDGEZ 


Open Removal of Medial or Lateral Unicondylar Knee with Synthetic Substitute Replacement 


Removal of Medial/Lateral 
Unicondylar Knee 


Code also as appropriate Replacement by Type of Synthetic Substitute 
Oxidized 


h Subst Medial Femoral 
Zircon on Poly aude Unicondylar Surface 


BSRCOSIO.AZI | OSRCBIID,AZ] | @SRCOLI9,A,Z] | OSRTOJI9,A,Z] 


DSRDOGIOAZ] | GSRDGIII,A.Z] | OSRDGLI9,A,Z] | OSRUJI9,A,Z) 


Tibial Surface 


OSRVOJ[9,A,Z] 
OSRWOJ[9,A,Z] 


Knee, RT OSPCO[L,M]Z 
Knee, LT | OSPDO[L,M]Z 
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Open Removal of Patellofemoral Knee with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Oxidized Medial Femoral 
Zircon on Poly Unicondylar Surface 

OSPCONZ OSRCH6[9,A,Z] | @SRCBJ[9,A,Z] | BSRCOL[9,A,Z] | BSRT@J[9,A;Z] 

OSPDONZ OSRDG6[9,A,Z] | OSRDGI[9,A,Z] | @SRDGL[9,A,Z] | OSRUGI[9,A,Z] 


Open Removal of Femoral/Tibial Surface of Knee with Synthetic Substitute Replacement 


Removal of Patellofemoral 
Knee 


Tibial Surface 


Knee, RT 
Knee, LT 


eat 


OSRVOS[9,A,Z] 
OSRWOIJ[9,A,Z] 


uo 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Surface of Knee Oxidized Articulating Patello- Femoral 
Zircon on Poly Spacer femoral Surface 
Knee, RT OSPIT,V]GJZ | @SRCG6[9,A,Z] OSRCBJ[9,A,Z] OSRCOEZ OSRCONI9,A,Z] | OSRTOI[9,A,Z] 
Knee, LT OSP[U,W]OJZ | BSRDOE[I,A,Z] | OSRDBJ[9,A,Z] OSRDGEZ OSRDONI9,A,Z] | OSRUBI[9,A,Z] 


Percutaneous/Percutaneous Endoscopic Removal of Knee Spacer with Open Synthetic Substitute Replacement 


Removal of Femoral/Tibial 


Tibial Surface 


OSRVOI[9,A,Z] 
OSRWOI[9,A,Z] 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Oxidized Patello- Femoral 
Zircon on Poly femoral Surface 


Removal of Spacer 


Tibial Surface 


Knee, RT OSPC[3,4]8Z | BSRCG6[9,A,Z] | OSRCOJ[9,A,Z] | OSRCONI9,A,Z] OSRT@J[9,A,Z] | OSRVGJ[I,A,Z] 
Knee, LT OSPD[3,4]8Z | BSRDG6[9,A,Z] | BSRDGJI[9,A,Z] | OSRDONT9,A,Z] OSRUGI[9,A,Z] | OBSRWOJ[9,A,Z] 


Percutaneous/Percutaneous Endoscopic Removal of Knee Spacer with Open Articulating Spacer Replacement 


Removal of Spacer 
Knee, RT OSPC[3,4]8Z 
Knee, LT OSPD[3,4]8Z 


Percutaneous Endoscopic Removal of Patellar Surface of Knee with Synthetic Substitute Replacement 


Code also as appropriate Replacement with Articulating Spacer 


OSRCBEZ 
OSRDOEZ 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Oxidized 
Zircon on Poly 
OSRCHE[9,A,Z] 
OSRDG6[9,A,Z] 
IE 


Removal of Patellar Surface 


Patello- Femoral 
femoral Surface 


OSRCBJ[9,A,Z] | OSRCON[9,A,Z] | @SRTOJ[9,A,Z] 
OSRDOJ[9,A,Z] | @SRDON[I,A,Z] | @SRUOI[9,A,Z] 


Percutaneous Endoscopic Removal of Patellar Surface of Knee with Articulating Spacer Replacement 


Synth Subst Tibial Surface 


OSRVOJ[9,A] 
OSRWBJ[9,A,Z] 


Knee, LT OSPD4JC 


Knee, RT + OSPC4JC 


Removal of Patellar Surface 
Knee, RT t OSPC4IC 


Code also as appropriate Replacement with Articulating Spacer 


OSRCOEZ 
OSRDGEZ 


Knee, LT @SPD4JC 


Percutaneous Endoscopic Removal of Knee Synthetic Substitute with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic Substitute 
Oxidized Medial Lateral Patello- Femoral 
Zircon on Poly Symi Subst Unicondylar | Unicondylar femoral Surface 


Substitute 
MSRCOE[9,A,Z] | OSRCBI[9,A,Z] OSRCOL[9,A,Z] | OSRCOM[9,A,Z] OSRCON[9,A,Z] OSRT@J[9,A,Z] 
2] 


Knee, RT OSPC4JZ 
Knee, LT OSPD4JZ OSRDB6[9,A,Z] | OSRDGJ[9,A,Z] OSRDOL[9,A,Z] OSRDOM[9,A,Z OSRDON[9,A,Z] OSRUBI[9,A,Z] 


Percutaneous Endoscopic Removal of Knee Synthetic Substitute with Articulating Spacer Replacement 


Removal of Synthetic 


Tibial Surface 


GSRVOII9,A,Z1 
GSRWOIT,A,Z] 


Removal of Synthetic 


Substitute Code also as appropriate Replacement with Articulating Spacer 
Knee, RT OSPC4JZ O@SRCOEZ 
Knee, LT OSPD4JZ OSRDGEZ 
922 
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Percutaneous Endoscopic Removal of Medial or Lateral Unicondylar Knee with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Oxidized Medial Femoral 
Zircon on Poly Unicondylar Surface 


OSPC4[LM]Z | OSRCB6[9,A,Z] | OSRCOJ[9,A,Z] | @SRCGL[9,A,Z] | OSRTOJ[9,A,Z] 
OSPDA[L,M]Z | OSRDGE[9,A,Z] | @SRDBJ[9,A,Z] | BSRDOL[9,A,Z] | @SRUGJ[9,A,Z] 


Percutaneous Endoscopic Removal of Patellofemoral Knee with Synthetic Substitute Replacement 


Removal of Medial/Lateral 
Unicondylar Knee 


Tibial Surface 


Knee, RT 
Knee, LT 


OSRVOJ[9,A,Z] 
OSRWOJ[9,A,Z] 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Oxidized Medial Femoral 
Zircon on Poly Unicondylar Surface 


OSPC4NZ OSRCG6[9,A,Z] | OSRCBJI[9,A,Z] | OSRCOL[9,A,Z] | OSRTOJ[9,A,Z] 
OSPD4NZ OSRDGE[9,A,Z] | OSRDGJ[9,A,Z] | OSRDGL[9,A,Z] | BSRUBI[I,A,Z] 


Percutaneous Endoscopic Removal of Femoral/Tibial Surface of Knee with Synthetic Substitute Replacement 


Removal of Patellofemoral 
Knee 


Tibial Surface 


Knee, RT 
Knee, LT 


OSRVOS[9,A,Z] 
OSRWOJ[9,A,Z] 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Removal of Femoral/Tibial 
Surface of Knee 


Oxidized Articulating Patello- Femoral 
Zircon on Poly Spacer ' femoral Surface 


OSP[T,V]4JZ | @SRCO6[9,A,Z] | OSRCOJI[I,A,Z] OSRCGEZ OSRCON[9,A,Z] | BSRTOILI,A,Z] 
OSP[U,WI]4JZ | BSRDGE6[9,A,Z] | BSRDBJ[9I,A,Z] OSRDGEZ OSRDONI9,A,Z] | BSRUOI[9,A,Z] 


DRG 485-489 Knee Procedures 


Tibial Surface 


Knee, RT 
Knee, LT 


OSRVOI[9,A] 
OSRWOJ[9,A,Z] 


Joint Removal of Liner by open approach Code also as appropriate Supplement of Tibial Surface by Site 
Knee, RT OSPCOIZ OSUVGIZ 
Knee, LT OSPDG9Z OSUWO9Z 


DRG 515-517 Other Musculoskeletal System and Connective Tissue Procedures 


Reposition of Vertebra by percutaneous | Codealsoas appropriate Supplement With Synthetic Substitute by 


pita approach Percutaneous Approach at site of Repositioned Vertebra 
Cervical OPS33ZZ @PU33JZ 
Coccyx GQSS3ZZ GQUS3IJZ 
Lumbar BQSO3ZZ BQUO3IZ 
Sacrum 9QS13ZZ 9QU13JZ 
Thoracic OPS43ZZ O@PU43JZ 


DRG 518-520 Back and Neck Procedures, Except Spinal Fusion, or Disc 
Devices/Neurostimulators 


Code also as appropriate Insertion 
Neurostimulator Lead by approach and Site 


Insertion of Generator by Site 


Generator Type chant Abdomen Back Spinal Canal Spinal Cord 
Single Array GJHOI0,3]BZ aJHBI0,3]82 a kos wasbisal 
Single Array, Rechargeable QJH6[G,3]CZ QJH8[O,3]CZ QJH7[8,3]CZ OGHU[G,3,4IMZ OBHV[9,3,4]MZ 
Multiple Array BJH6{0,31DZ BJH810,31DZ eal co asi Leet 
Multiple Array, Rechargable QJH6[O,3]EZ = OJH7[O,3]EZ QGHU[O,3,4IMZ OGHV[O,3,4]MZ 
= DIH8I0, 31EZ —_ QOHU[D,3,4]MZ OGHV[G,3,4]MZ 


Multiple Array, Rechargable 


a 
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DRG 582-583 Mastectomy for Malignancy 


tion Tables 


Code also as appropriate Resection of 
Sit Resection by Thorax Muscle by Open approach 
- Open approach 


Left 


Axillary Internal Mammary Thorax 


Breast, Right GHTTOZZ O7T5O0ZZ 07T80ZZ O7T70ZZ OKTHOZZ 

Breast, Left GHTUGZZ Q7T6OZZ O7T90ZZ Q7T70ZZ = OKTJOZZ 
Breast, GHTVOZZ | B7T5OZZ and @7T6OZZ | O7T80ZZ and 97T99ZZ ‘Q7T70ZZ OKTHOZZ OKTJOZZ 
Bilateral : 


DRG 584-585 Breast Biopsy, Local Excision and Other Breast procedures 


Resection of Breast With Resection of Lymph Nodes and Thorax Muscle 


Code also as appropriate Resection of Lymph 
Nodes by Open approach by site 
Axillary Internal Mammary 


O7T50ZZ O7180ZZ O7T7OZZ OKTHOZZ 
O7T6OZZ O7T99ZZ O7170ZZ a 


97T50ZZ and 87T6ZZ | O7T8OZZ and B7T9GZZ O7170ZZ 


Replacement by 


Procedure Comb 


Code also as appropriate Resection of 
Thorax Muscle by Open approach 


Resection by 


pie Open approach 


Left 


eel 
Aa) 
| 
< 
7) 
2. 
2. 
< 


i 5 | as 
Breast, Right OHTTOZZ 
Breast, Left. | QHTUZZ 


Breast, 
Bilateral 


OKTJOZZ 


OHTVOZZ OKTJOZZ 


Replacement of Breast Tissue 


Site Percutaneous 
approach with Abdomen Chest Leg, Upper, | Leg, Upper, 
Autologous Tissue Right Left 
Breast, Right OHRT37Z @JD83ZZ GJD73ZZ 9JD93ZZ GJD63ZZ GJDL3ZZ 9JDM3ZZ 
Breast, Left OHRU37Z QJD83ZZ GJD73ZZ GJD93ZZ 9JD63ZZ QJDL3ZZ 6JDM3ZZ 
Breast, Bilateral OHRV37Z 0JD83ZZ 0JD73ZZ @JD93ZZ 8JD63ZZ QJDL3ZZ GJDM3ZZ 


DRG 628-636 Other Endocrine, Nutritional and Metabolic Procedures 


Hip Procedures 
Open Removal of Hip Spacer with Replacement 


Code also as appropriate Replacement by Device Type 


Removal of Spacer a = = = 
: Ceramic on Oxidized Zirc Synthetic 
Hip, RT OSP9B8Z OSR961[9,A,Z] OSR9G2[9,A,Z] OSR9G3[9,A,Z] OSR9G4[9,A,Z] OSR9G6[9,A,Z] OSR9GJ[9,A,Z] 
Hip, LT OSPBO8Z 


OSRBO1[9,A,Z] OSRBO2[9,A,Z] OSRBO3[9,A,Z] OSRBO4[9,A,Z] OSRBO6[9,A,Z] 


Open Removal of Hip Spacer with Replacement 


OSRBOJ[9,A,Z] 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


Removal of Spacer 
Hip, RT OSP9B8Z OSRAGB[I,A,Z] | BSRAG1[9,A,Z] @SRAO3[9,A,Z] | OSRAOJ[9,A,Z] | OSRROI [9,A,Z] 
Hip, LT OSPBO8Z OSREGO[9,A,Z] | OSREG1[9,A,Z] @SREO3[9,A,Z] | @SREQJ[9,A,Z] | OSRSO1 (9,A,Z] | @SRS@3[9,A,Z] 


Open Removal of Hip Spacer with Liner Insertion (supplement) 


Synthetic 


OSRROJ[9,A,Z] 
OSRSOJ[9,A,Z] 


Code also as appropriate Supplement of Body Part by Site 


OSU9B9Z OSUAG9Z 


OSUEG9Z 


Removal of Spacer 


Hip, RT OSP908Z 
Hip, LT OSPBO8Z 


Femoral Surface 


OSURB9Z 
OSUSO9Z 
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Open Removal of Hip Liner with Replacement 


Code also as appropriate Replacement by Device Type 


Removal of Liner 


Metal | Metal on Poly Ceramicon | Oxidized Zirc | Synthetic 
Poly on Poly Substitute 


OSRIGI[I,A,Z] 
OSRBOJ[9,A,Z] 


OSP9B9Z | BSR9G1[9,A,Z] | GSR9G2[9,A,Z] | BSROO3[9,A,Z] | @SROB4[9,A,Z] | OSROGE[9,A.Z] 
OSPBO9Z | @SRBO1[9,A,Z] | OSRBO2[9,A,Z) | OSRBO3[9,A.Z] | @SRBOAI9,A,Z] | OSRBOG9,A,ZI 


Open Removal of Hip Liner with Replacement 


Hip, LT 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


[Poly [Metal [Garamic [ Syiane [etal [comic 
OSRAGO[9,A,Z] | @SRAG1[9,A,Z] | OBSRAG3[9,A,Z] | BSRAGJ[9,A,Z] | @SRRO1[9,A,Z] | OSRRO3[9,A,Z] 
OSPBO9Z OSREGO[9,A,Z] | BSREG1[9,A,Z] | OSREO3[9,A,Z] | OSREG[9,A,Z] | OSRSO1[9,A,Z] | @SRSO3[9,A,Z] 


Open Removal of Hip Liner with Liner Insertion (supplement) 


Removal of Liner 


Synthetic 


OSRROI[9,A,Z] 
OSRSGJ[9,A,Z] 


Code also as appropriate Supplement of Body Part by Site 


OSP9B9Z GSU9B9Z BSUAB9Z 
OSPBO9Z OSUBG9Z OSUEG9Z 


Open Removal of Hip Resurfacing Device with Replacement 


Removal of Liner 


Femoral Surface 


GSURGOZ 
GSUSG9Z 


Removal of Resurfacing Code also as appropriate Replacement by Device Type 


Device Ceramicon | Oxidized Zirc| Synthetic 


OSP9OBZ 
OSPBOBZ 


OSR9IOI[I,A,Z] 
OSRBOI[I,A,Z] 


OSRIG1[9,A,Z] | GSR9G2[9,A,Z] | OSRIG3[9,A,Z] | BSR9G4[9,A,Z] | OSROG6[9,A,Z] 
OSRBO1[9,A,Z] | @SRBG2[9,A,Z] | @SRBO3[9,A,Z] | OSRBO4[9,A,Z] | BSRBOS[9,A,Z] 


Open Removal of Hip Resurfacing Device with Replacement 


Hip, LT 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


Poi [metal [comic | Syene [Wt Corie 
OSRAGOlI,A,Z] | BSRAG1[9,A,Z] | BSRAG3[9,A,Z] | BSRAGJ[9,A,Z] | OSRROI [9,A,Z] | @SRRO3[9,A,Z] 


OSREOO[9,A,Z] | OSREO1[9,A,Z] | OSREO3[9,A,Z] | @SREGJ[9,A,Z] | OSRSB1[9,A,Z] | OSRSO319,A,Z] 


Removal of Resurfacing 
Device 


OSP9OBZ 


OSPBOBZ 


Synthetic 


OSRROJ[9,A,Z] 
OSRSBJ[9,A,Z] 


Open Removal of Hip Resurfacing Device with Liner Insertion (supplement) 


Code also as appropriate Supplement of Body Part by Site 


Joint Acetabular Surface 


Device 
OSU9G9Z OSUAG9Z 
OSUEG9Z 


Hip, RT GSPOOBZ 
Hip, LT OSPBOBZ GSUBO9Z 


Open Removal of Hip Synthetic Substitute with Replacement 


Removal of Resurfacing 


Femoral Surface 


OSURO9Z 
OSUSB9Z 


Code also as appropriate Replacement by Device Type 


Removal of Synthetic z idized Zi 5 - 
i ; thetic 
Substitute Metal | MetalonPoly| Ceramic eel of Sebhed oly ie Be sata a 
OSR9G6[9,A,Z] 


OSR9GJ[9,A,Z] 
OSRBOJ[9,A,Z] 


OSR903([9,A,Z] 
OSRBO3[9,A,Z] 


OSR9G4[9,A,Z] 


OSRBO4[9,A,Z] 


OSP9DSZ 
OSPBOIZ 


Hip, RT 
Hip, LT 


@5R901[9,A,Z] | @SR902[9,A,Z] 
@SRBO1[9,A,Z] | OSRBO29,A,Z] 


OSRBO6[9,A,Z] 
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Open Removal of Hip Synthetic Substitute with Replacement 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


Substitute 
Pei; [wet [cormie | Symhete [stl [Geom 
OSRAOBlI,A,Z] | DSRAG1[9,A,Z] | @SRAG3[9,A,Z] | DSRAGJ[9,A,Z] OSRRO1[9,A,Z] | O@SRRG3[9,A,Z] 


Hip, RT OSP9DIZ | 
Hip, LT OSPBOJZ | @SREOB[9,A,Z] | @SREG1[9,A,Z] | OSREG3[9,A,Z] | OSREGI[D,AZ] | OSRSO1I9,A.Z] | OSRSO3[9,AZ] 


Open Removal of Hip Acetabular/Femoral Surface with Replacement 


Removal of Synthetic 


Synthetic 


OSRROIID,AZ] 
DSRSOII9.A.ZI 


Code also as appropriate Replacement by Device Type 


Removal of z : Oxidized Ti 
eramic on xidized Zirc 


Acetabular/Femoral Surface : 
Hip, RT OSP[A,R]@JZ OSR9G1[9,A,Z] | OSR9G2[9,A,Z] | BSR9G3[9,A,Z] OSR9G4[9,A,Z] | OSR9G6[9,A,Z] 
Hip, LT OSP[E,S]QJZ OSRBO1[9,A,Z] | OSRB@2[9,A,Z] | @SRBO3[9,A,Z] OSRBO4[9,A,Z] | OSRBO6[9,A,Z] 


Open Removal of Hip Acetabular/Femoral Surface with Replacement 


Synthetic 
Substitute 


OSR9BJ[9,A,Z] 
OSRBOJ[9,A,Z] 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


roy [tee | ceramic [Sie | Wot | eam 
OSRAQB[9,A,Z] | OSRAG1[9,A,Z] | @SRAG3[9,A,Z] | OSRAGJI[9,A,Z] | OSRROI [9,A,Z] | @SRRO3[9,A,Z] 
OSREGO[9,A,Z] | OSREG1[9,A,Z] | OSREG3[9,A,Z] | OSREGJ[9,A,Z] | OSRSO1 [9,A,Z] | OSRS@3[9,A,Z] 


Removal of 
Acetabular/Femoral Surface 


Synthetic 


OSRRGJ[9,A,Z] 
OSRSBJ[9,A,Z] 


Hip, RT | OSPIA,RIGIZ 
Hip, LT OSPIE,SIOJZ 


Percutaneous Endoscopic Removal of Hip Spacer with Replacement 


Code also as appropriate Replacement by Device Type 
Removal of Spacer 


Hip, RT OSP948Z OSR902[9,A,Z] OSR9G3[9,A,Z] OSR904[9,A,Z] OSR9G6[9,A,Z] 
Hip, LT OSPB48Z OSRBO2[9,A,Z] OSRBO3[9,A,Z] OSRBO4[9,A,Z] OSRBO6[9,A,Z] 


Percutaneous Endoscopic Removal of Hip Spacer with Replacement 


: : Oxidized Zirc Synthetic 
OSR9G1[9,A,Z] ; OSR9BJ[9,A,Z] 


OSRBO1[9,A,Z] OSRBOJ[9,A,Z] 


Code also as appropriate Replacement by Device Type 


<n ee eee | Lt ee eee ot 
Acetabular Surface 


Removal of Spacer Femoral Surface 


re] met] wie [Ste | et cri 
OSRABO[9,A,Z] | OSRA1[9,A,Z] | @SRAG3[9,A,Z] OSRAOJ[9,A,Z] | OSRRO1[9,A,Z] OSRRO3[9,A,Z] 
OSREBG[I,A,Z] | OSREO1[9,A,Z] | GSREO3[9,A,Z] OSREOJ[9,A,Z] | OSRSB1[9,A,Z] OSRSO3[9,A,Z] 


Percutaneous Endoscopic Removal of Hip Spacer with Liner Insertion (supplement) 


Synthetic 


OSRRGJ[9,A,Z] 
OSRSOJ[9,A,Z] 


Hip, RT 9SP948Z 
Hip, LT OSPB48Z 


Code also as appropriate Supplement of Body Part by Site 


Removal of Spacer 


Joint Acetabular Surface Femoral Surface 
Hip, RT OSP948Z OSU9G9Z OSUAG9Z @SURO9Z 
Hip, LT OSPB48Z QSUBG9Z @SUE@9Z @SUSG9Z 


Removal of Synthetic 


Substitute Metal Metal on Poly Ceramicon | Oxidized Zirc Synthetic 
Poly on Poly Substitute 
Hip, RT OSP94JZ OSR9B1[9,A,Z] | BSR9G2[9,A,Z OSR9GD3[9,A,Z] | OSRIG4[9,A,Z OSRIBE[9,A,Z] | OSRIBI[9,A,Z] 
Hip, LT OSPB4JZ OSRBO1[9,A,Z] | OSRBO2[9,A,Z] OSRBO3[9,A,Z] | OSRBG4[9,A,Z] OSRBO6[9,A,Z] | OSRBOJ[9,A,Z] 
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Percutaneous Endoscopic of Hip Synthetic Substitute with Replacement 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


OSP94JZ OSRAGB[I,A,Z] | OSRAG1[9,A,Z] | BSRAG3(9,A,Z] | @SRAGJ[9,A,Z] | @SRRO1[9,A,Z] | OSRRO3(9,A,Z] 
OSPB4JZ OSREOO[I,A,Z] | OSREG1[9,A,Z] | OSREO3[9,A,Z] | OSREGJ[9,A,Z] | OSRSB1[9,A,Z] | @SRSO3[9,A,Z] 


Percutaneous Endoscopic Removal of Hip Synthetic Substitute with Liner Insertion (supplement) 


Removal of Synthetic 
Substitute 


Synthetic 
OSRRBI[9,A,Z] 
OSRSBJ[9,A,Z] 


Code also as appropriate Supplement of Body Part by Site 


OSP94)Z OSU9B9Z OSUAQ9Z 
OSPB4JZ OSUBG9Z OSUEQ9Z 


Percutaneous Endoscopic Removal of Hip Acetabular/Femoral Surface with Replacement 


Removal of Synthetic 
Substitute 


Femoral Surface 


OSURBIZ 
OSUSB9Z 


Code also as appropriate Replacement by Device Type 


Removal of 
Acetabular/Femoral Surface Metal | Metal on Poly Foils on eile oe Ciabeh 
OSP[A,R]4JZ @SR9G1[9,A,Z] | OSR9G2[9,A,Z] @SR9IGJ[9,A,Z] 


OSRBOJ[9,A,Z] 


: OSR9G3[9,A,Z] | OSR9B4[9,A,Z] | BSRIG6[9,A,Z] 
OSP[E,S]4JZ | @SRBO1[9,A,Z] | OSRBG2[9,A,Z] | OSRBO3[9,A,Z] | OSRBO4[9,A,Z] | OSRBO6[9,A,Z] 


Percutaneous Endoscopic of Hip Acetabular/Femoral Surface with Replacement 


Code also as appropriate Replacement by Device Type 


Acetabular Surface Femoral Surface 


OSP[A,RI4JZ | @SRAGOI9,A,Z] | BSRAG1[9,A,Z] | @SRAG3[9,A,Z] | BSRAGJ[9,A,Z] | BSRRO1[9,A,Z] | BSRRO3[9,A,Z] 
OSP[E,S]4JZ | OSREOO[9,A,Z] | @SREG1[9,A,Z] | @SREO3[9,A,Z] | @SREGJ[9,A,Z] | BSRSO1[9,A,Z] | OSRSO3[9,A,Z] 


Percutaneous Endoscopic Removal of Hip Acetabular/Femoral Surface with Liner Insertion (supplement) 


Removal of 
Acetabular/Femoral Surface 


Synthetic 


OSRROI[9,A,Z] 
OSRSBJ[9,A,Z] 


Code also as appropriate Supplement of Body Part by Site 


Removal of 
Acetabular/Femoral Surface 


Femoral Surface 


OSURG9Z 
OSUSB9Z 


OSU9GBIZ OSUABIZ 


QOSUBO9Z OSUEO9Z 


OSP[A,R]4JZ 
OSP[E,S]4JZ 


Knee Procedures 
Open Removal of Knee Liner with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic Substitute 


Removal of Liner Oxidized Synthetic Medial Lateral Patello- Femoral sie 
eid ik Substitute | Unicondylar | Unicondylar femoral Surface Tibial Surface 
oly 


OSRTOJ[9,A,Z] 
OSRUGI[I,A,Z] 


OSRVOI[I,A,Z] 
OSRWBI[9,A,Z] 


OSRCOM[I,A,Z] | OSRCONIY,A,Z] 


@SRDOM[9,A,Z] | @SRDONIY,A,Z] 


: 


Knee, RT OSPCO9Z OSRCO6[9,A,Z] | OSRCOJ[9,A,Z] | OSRCOLI9,A,Z] 
Knee, LT OSPDB9Z DSRDO6I9,A,Z] | @SRDOJ[9,A,Z] | OSRDOLI9,A,Z] 


Open Removal of Patellar Surface of Knee with Synthetic Substitute Replacement 


nod, 


Code also as appropriate Replacement by Type of Synthetic 
Substitute 


Removal of Patellar Surface 
Knee, RT asPCaC . 
Knee, LT OSPDOJC 


ICD-10-PCS 2021 


Tibial Surface 


OSRVOI[9,A] 
OSRWOJ[9,A,Z] 


Femoral Surface 


OSRTBI[9,A] 
OSRUGI[I,A] 
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Open Removal of Knee Synthetic Substitute with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic 
Substitute 


Removal of Synthetic Substitute 
Femoral Surface 
OSRTOS[9,A] 


Knee, RT OSPCOJZ 
Knee, LT OSPDOJZ OSRUBS[9,A] 


Open Removal of Knee Medial/Lateral Unicondylar Device with Synthetic Substitute Replacement 


tion Tables 


Tibial Surface 


OSRVOS[9,A] 
OSRWQJ[9,A,Z] 


Code also as appropriate Replacement by Type of Synthetic 
Substitute 


Open Removal of Knee Patellofemoral Device with Synthetic Substitute Replacement 


Procedure Comb 


Removal of Medial/Lateral Unicondylar Device 


Tibial Surface 
OSRVOJ[9,A] 
OSRWBJ[9,A,Z] 

OSRVBJ[9,A] © 


Knee, Medial Unicondylar, RT OSPCOLZ - 


Knee, Medial Unicondylar, LT OSPDOLZ 
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Knee, Lateral Unicondylar, RT OSPCOMZ 


Knee, Lateral Unicondylar, LT OSPDOMZ OSRWOJ[9,A,Z] 


Code also as appropriate Replacement by Type of Synthetic 


Removal of Patellofemoral Device Substitute 


Knee, RT OSPCONZ 
Knee, LT OSPDONZ 


Open Removal of Femoral/Tibial Surface of Knee with Synthetic Substitute Replacement 


Tibial Surface 


OSRVOI[9,A] 
OSRWBI[9,A,Z] 


Femoral Surface 


OSRTOJ[9,A] 
OSRUOS[9,A] 


Code also as appropriate Replacement by Type of Synthetic 


Removal of Femoral/Tibial Surface Substitute 


Knee, RT OSP[T,V]QJZ 
Knee, LT OSP[U,W]OJZ 


Percutaneous Endoscopic Removal of Patellar Surface of Knee with Synthetic Substitute Replacement 


Tibial Surface 


OSRVOI[9,A] 
OSRWBJ[9,A,Z] 


Femoral Surface 


OSRT@J[9,A] 
OSRUGI[9,A] 


Code also as appropriate Replacement by Type of Synthetic 
Substitute : 


Tibia! Surface 


OSRVOI[9,A] 
OSRWOI[9,A,Z] 


Removal of Patellar Surface 


Knee, RT OSPC4IC 
Knee, LT OSPD4JC 


Percutaneous Endoscopic Removal of Knee Synthetic Substitute with Synthetic Substitute Replacement 


Femoral Surface 


OSRTOJ[9,A] 
OSRUGJ[9,A] 


Code also as appropriate Replacement by Type of Synthetic 


Removal of Synthetic Substitute Substitute 


Femoral Surface Tibial Surface 
Knee, RT OSPC4JZ OSRTOJ[9,A] OSRVOJ[9,A] 
Knee, LT @SPD4JZ OSRUGI[9,A] OSRWOJ[9,A,Z] 


ee 
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Percutaneous Endoscopic Removal of Knee Medial/Lateral Unicondylar Device with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic 
Substitute 


Femoral Surface 


Removal of Medial/Lateral Unicondylar Device 


Tibial Surface 


Knee, Medial Unicondylar, RT OSPC4LZ OSRVOI[9,A] 
Knee, Medial Unicondylar, LT OSPD4LZ OSRWOJ[9,A,Z] 
Knee, Lateral Unicondylar, RT OSPC4MZ OSRVBJ[9,A] 
Knee, Lateral Unicondylar, LT OSPD4MZ @SRUBJ[9,A] OSRWOJ[9,A,Z] 


Percutaneous Endoscopic Removal of Knee Patellofemoral Device with Synthetic Substitute Replacement 


Code also as appropriate Replacement by Type of Synthetic 
Substitute 


Femoral Surface 
OSRT@S[9,A] 


OSRUBI[9,A] 


Percutaneous Endoscopic Removal of Femoral/Tibial Surface of Knee with Synthetic Substitute Replacement 


Removal of Patellofemoral Device 


Tibial Surface 
OSRVOI[9,A] 
@SRWGJ[9,A,Z] 


Knee, RT 
Knee, LT 


OSPC4NZ 
OSPD4NZ 


Code also as appropriate Replacement by Type of Synthetic 
Substitute 


Femoral Surface 


OSRTOI[9,A] 
OSRUGJ[9,A] 


Removal of Femoral/Tibial Surface 
Knee, RT OSP[T,V]4J5Z 
Knee, LT OSP[U,W]4JZ 


DRG 662-664 Minor Bladder Procedure 


Code also as appropriate Repair of Abdominal Wall 


Tibial Surface 


OSRVBI[9,A] 
OSRWOJ[9,A,Z] 


Repair of Bladder 
without Stoma 


OWQFXZZ 


with Stoma 
@WOQFXZ2 


OTQB[O,3,4]ZZ 


DRG 665-667 Prostatectomy 


Code also as appropriate Resection of 
Seminal Vesicles, Bilateral by approach 


Resection by approach 


ae Via Natural o pL Percutaneous 
Open perepanects A ae a me mS Artificial Opening Open endoscope: 
Endoscopic Artificial Opening Endoscopic p 
Prostate OVTOOZZ OVTO4ZZ OVTO7ZZ OVTO8ZZ QOVT30ZZ OVT34ZZ 


DRG 787-798 Major Male Pelvic Procedures 


Code also as appropriate Resection of 


Resection by approach Seminai Vesicles, Bilateral by approach 


ite ; Via Natural or 
S! Percutaneous ViaNaturalor | p sigicial Opening Percutaneous 
Open Endoscopic Artificial Opening erdbsconis Endoscopic 


OVT34ZZ 


OVTO7ZZ OVTO8ZZ OVT30ZZ 


Prostate OVTOOZZ OVTO4ZZ 
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DRG 734-735 Pelvic Evisceration, Radical Hysterectomy and Radical Vulvectomy 


Pelvic Evisceration 


Cervix 
OUTCOZZ 


Radical Hysterectomy 


tion Tables 


Resection by Site 


QUT26ZZ OTTDOZZ QUT9GZZ 


. . 


Fallopian Tubes, Bilateral 


QOUT/@ZZ 


Bladder 
OTTBOZZ 


Vagina 
QBUTGOZZ 


Resection by Site 


Procedure Comb 


Approach 
Cervix eee | Uterine Support Structure 
ee Vaginal GUTCI7,8]ZZ OUT9I[7,8]ZZ OUT4[7,8]ZZ 
Abdominal, Endoscopic OUTC4ZZ QOUT9[4,F]ZZ OUT44ZZ 


Abdominal, Open QUT9BZZ 


OUTCOZZ 


QUT40ZZ 


Radical Vulvectomy 
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Resection by Site Code also as appropriate Excision of Inguinal Lymph Nodes by Approach 


Left 
97BJ[O,4)ZZ 


Vulva 
OUTMI[@,X]ZZ 


O7BH[O,4]ZZ 


Non-OR procedure combinations 


Note: The following table identifies procedure combinations that are considered Non-OR even though one or more procedures of the combination 
are considered valid DRG OR procedures 


Insertion With Removal of Intraluminal Device 


Code also as appropriate Removal of Intraluminal Device by Approach and Site 


Via Natural or Artificial Opening External 


Hepatobiliary Duct Hepatobiliary Duct 
OFPB[7,8]DZ OFPD[7,8]DZ OFPBXDZ 


Code as appropriate Insertion of Intraluminal 
Device into Hepatobiliary Duct 


Pancreatic Duct 
OFPDXDZ 


OFHB7DZ 


st 
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Appendix M: Coding Exercises and Answers 


Using the ICD-10-PCS tables construct the code that accurately 
represents the procedure performed. 


Medical Surgical Section 


Procedure 
Sy 


Laparoscopy with destruction of 
endometriosis, bilateral ovaries 


Code 


38. Laser coagulation of right retinal vessel 
Procedure Code hemorrhage, percutaneous 
1. Excision of malignant melanoma from skin of 39. Thoracoscopic pleurodesis, left side 
Ce it eles Smee gE 40. Percutaneous insertion of Greenfield IVC filter 
2. Laparoscopy with excision of endometrial 41. Forceps total mouth extraction, upper and 
implant from left ovary lower teeth 
3. Percutaneous needle core biopsy of right 42. Removal of left thumbnail 
kid : Sas - 
i we meme 43. Extraction of right intraocular lens without 
4. EGD with gastric biopsy replacement, percutaneous 
5. Open endarterectomy of left common carotid 44. Laparoscopy with needle aspiration of ova for 
artery in vitro fertilization 
6. _ Excision of basal cell carcinoma of lower lip 45. Nonexcisional debridement of skin ulcer, right 
7. Open excision of tail of pancreas foot 
8. Percutaneous biopsy of right gastrocnemius 46. Open stripping of abdominal fascia, right side 
muscle 47. Hysteroscopy with D&C, diagnostic 
9. Sigmoidoscopy with sigmoid polypectomy 48. Liposuction for medical purposes, left upper 
10. Open excision of lesion from right Achilles aK) 
tendon 49. Removal of tattered right ear drum fragments 
11. Open resection of cecum with tweezers 
Total excision of pituitary gland, open 50. Saree phlebectomy of spider veins, 
Ww 
13. Explantation of left failed kidney, open : Z 
ae ar T ad 51. Routine Foley catheter placement 
: en ary tot 
or — . a ~ a * Aa ee 52. Incision and drainage of external anal abscess 
: Ss iid dada 53. Percutaneous drainage of ascites 
JO a aaa cath 54. Laparoscopy with left ovarian cystotomy and 
17. Open resection of papillary muscle drainage 
18. Total retropubic prostatectomy, open 55. Laparotomy and drain placement for liver 
19. Laparoscopic cholecystectomy abscess, right lobe 
20. Endoscopic bilateral total maxillary 56. Right knee arthrotomy with drain placement 
sinusectomy 57. Thoracentesis of left pleural effusion 
21. Amputation at right elbow level 58. Phlebotomy of left median cubital vein for 
22. Right below-knee amputation, proximal polycythemia vera 
tibia/fibula 59. Percutaneous chest tube placement for right 
23. Fifth ray carpometacarpal joint amputation, pneumothorax 
left hand 60. Endoscopic drainage of left ethmoid sinus 
24. Right leg and hip amputation through 61. External ventricular CSF drainage catheter 
ischium placement via burr hole 
25. DIP joint amputation of right thumb 62. Removal of foreign body, right cornea 
26. Right wrist joint amputation 63. Percutaneous mechanical thrombectomy, left 
27. Trans-metatarsal amputation of foot at left brachial artery 
big toe 64. Esophagogastroscopy with removal of bezoar 
28. Mid-shaft amputation, right humerus from stomach : 
29. Left fourth toe amputation, mid-proximal 65. Foreign body removal, skin of left thumb 
phalanx 66. Transurethral cystoscopy with removal of 
30. Right above-knee amputation, distal femur bladder stone ; : | >see 
: TANG 
31. Cryotherapy of wart on left hand 67. bia removal of foreign body in rig 
i ion of right 
32. hee aero iemaa PE peed ey 68. Laparoscopy with excision of old suture from 
vocal cord lesion mesentery 
33.Left neal calnetenzapion Ups oer 69. Incision and removal of right lacrimal duct 
destruction of arrhythmogenic focus, A-V Pees 
node 
70. Nonincisional removal of intraluminal foreign 
34. Cautery of nosebleed : bady.from vagina . 
35. Transurethral endoscopic laser ablation of 71. Right common carotid endarterectomy, open 
prostate = er ; ; 
: é F 72. Open excision of retained sliver, 
36. sae nea cautery of oozing varicose vein, aibehitanaous tissue of lett foot il 
ee 73. Extracorporeal shockwave lithotripsy (ESWL), 
bilateral ureters Ho 
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Procedure | oo Code: |. 


74. Endoscopic retrograde 
cholangiopancreatography (ERCP) with 
lithotripsy of common bile duct stone 


75. Thoracotomy with crushing of pericardial 
calcifications 


76. Transurethral cystoscopy with fragmentation 
of bladder calculus 


77. Hysteroscopy with intraluminal lithotripsy of 
left fallopian tube calcification 


78. Division of right foot tendon, percutaneous 


‘Procedure’ 


79. Left heart catheterization with division of 
bundle of HIS 


80. Open osteotomy of capitate, left hand 


81. EGD with esophagotomy of esophagogastric 


junction : 
82. Sacral rhizotomy for pain control, 
percutaneous. 


83. Laparotomy with exploration and adhesiolysis 
of right ureter 


84. Incision of scar contracture, right elbow 


85. Frenulotomy for treatment of tongue-tie 
syndrome 


86. Right shoulder arthroscopy with 
coracoacromial ligament release 


87. Mitral valvulotomy for release of fused 
leaflets, open approach 


88. Percutaneous left Achilles tendon release 


89. Laparoscopy with lysis of peritoneal 


adhesions 

90. Manual rupture of right shoulder joint | 
adhesions under general anesthesia 

91. Open posterior tarsal tunnel release i" 


92. Laparoscopy with freeing of left ovary and 
fallopian tube 


93. Liver transplant with donor matched liver 
94. Orthotopic heart transplant using porcine 


heart le 


95. Right lung transplant, open, using organ 
donor match 


111. Bilateral TRAM pedicle flap reconstruction 
status post mastectomy, muscle only, open 


112. Skin transfer flap closure of complex open 
wound, left lower back 


113. Open fracture reduction, right tibia 
114. Laparoscopy with gastropexy for malrotation 


115. Left knee arthroscopy with reposition of 
anterior cruciate ligament 


116. Open transposition of ulnar nerve 


117. Closed reduction with percutaneous internal 
fixation of right femoral neck fracture 


118. Trans-vaginal intraluminal cervical cerclage 
119. Cervical cerclage using Shirodkar technique 


120. Thoracotomy with banding of left pulmonary 
artery using extraluminal device 


121. Restriction of thoracic duct with intraluminal 
stent, percutaneous 

122. Craniotomy with clipping of cerebral” 
aneurysm 

123. Nonincisional, transnasal placement of 
restrictive stent in right lacrimal duct 


124. Catheter-based temporary restriction of blood 
flow in abdominal aorta for treatment of 
cerebral ischemia 


125. Percutaneous ligation of esophageal vein 


126. Percutaneous embolization of left internal 
carotid-cavernous fistula 


| Code — 


127. Laparoscopy with bilateral occlusion of 
fallopian tubes using Hulka extraluminal clips 


ICD-10-PCS 2021 


128. Open suture ligation of failed AV graft, left 
brachial artery 


129. Percutaneous embolization of vascular 
supply, intracranial meningioma 


130. Percutaneous embolization of right uterine 
artery, using coils 


131. Open occlusion of left atrial appendage, using 
extraluminal pressure clips 
132. Percutaneous suture exclusion of left atrial 


appendage, via femoral artery access 


96. Transplant of large intestine, organ donor 
match 


133. ERCP with balloon dilation of common bile 


duct 


97. Left kidney/pancreas organ bank transplant 


98. Replantation of avulsed scalp 


99. Reattachment of severed right ear 


— 


100. Reattachment of traumatic left gastrocnemius 
avulsion, open 


101. Closed replantation of three avulsed teeth, 
lower jaw 


102. Reattachment of severed left hand 


134. PTCA of two coronary arteries, LAD with stent 


placement, RCA with no stent 
135. Cystoscopy with intraluminal dilation of 
bladder neck stricture 


136. Open dilation of old anastomosis, left femoral 
artery 


137. Dilation of upper esophageal stricture, direct 
visualization, with Bougie sound 


103. Right open palmaris longus tendon transfer 


138. PTA of right brachial artery stenosis 


104. Endoscopic radial to median nerve transfer 


105. Fasciocutaneous flap closure of left thigh, 
open 


139. Transnasal dilation and stent placement in 
right lacrimal duct 


106. Transfer left index finger to left thumb 
position, open 


107. Percutaneous fascia transfer to fill defect, 
right neck 


108. Trigeminal to facial nerve transfer, “| 
percutaneous endoscopic 


140. Hysteroscopy with balloon dilation of bilateral 


fallopian tubes Ie 


141. Tracheoscopy with intraluminal dilation of 
tracheal stenosis 


142. Cystoscopy with dilation of left ureteral 
stricture, with stent placement 


109. Endoscopic left leg flexor hallucis longus 
tendon transfer 


110. Right scalp advancement flap to right temple | 


32 


143. Open gastric bypass with Roux-en-Y limb to 


jejunum 
144. Right temporal artery to intracranial artery 


bypass using Gore-Tex graft, open 
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Procedure | 


145. Tracheostomy formation with tracheostomy 
tube placement, percutaneous 


146. PICVA (percutaneous in situ coronary venous 
arterialization) of single coronary artery 


147. Open left femoral-popliteal artery bypass 


using cadaver vein graft 
148. Shunting of intrathecal cerebrospinal fluid to 


peritoneal cavity using synthetic shunt 


149. Colostomy formation, open, transverse colon 
to abdominal wall 


150. Open urinary diversion, left ureter, using ileal 


conduit to skin 


151. CABG of LAD using pedicled left internal 
se 
152. Open pleuroperitoneal shunt, right pleural 


mammary artery, open off-bypass 
cavity, using synthetic device 


153. Percutaneous placement of 
ventriculoperitoneal shunt for treatment of 
hydrocephalus 


154. End-of-life replacement of spinal 


neurostimulator generator, multiple array, in 
lower abdomen 


155. Percutaneous insertion of spinal 
neurostimulator lead, lumbar spinal cord 


156. Percutaneous replacement of broken 
pacemaker lead in left atrium 


157. Open placement of dual chamber pacemaker 
generator in chest wall 


158. Percutaneous placement of venous central 
line in right internal jugular, with tip in ° 
superior vena cava 


159. Open insertion of multiple channel cochlear 
implant, left ear 


160. Percutaneous placement of Swan-Ganz 
catheter in pulmonary trunk 


161. Bronchoscopy with insertion of Low Dose, 
Pd-103 brachytherapy seeds, right lung 


162. Open insertion of interspinous process device 
into lumbar vertebral joint 


163. Open placement of bone growth stimulator, 
left femoral shaft 


164. Cystoscopy with placement of brachytherapy 
seeds in prostate gland 


ye 
165. Percutaneous insertion of Greenfield IVC filter 
166. Full-thickness skin graft to right lower arm, 
autograft (do not code graft harvest for this 
exercise) 
167. Excision of necrosed left femoral head with 
bone bank bone graft to fill the defect, open 
168. Penetrating keratoplasty of right cornea with 
donor matched cornea, percutaneous 
approach 
Excision of abdominal aorta with Gore-Tex 
graft replacement, open 
Total right knee arthroplasty with insertion of 
total knee prosthesis 


Tenonectomy with graft to right ankle using af 
pee 


169. 


rat 


170. 


(Walle 
cadaver graft, open 


Mitral valve replacement using porcine valve, 
open . 

173. Percutaneous phacoemulsification of right 
eye cataract with prosthetic lens insertion 


72: 


_ en Ser he ee 
174. Transcatheter replacement of pulmonary 


valve using of bovine jugular vein valve 
ee Ne a a er 


Procedure 


75: 


176. 
177. 


178. 


79. 


180. 


181. 


182. 


183. 


184. 


185. 


186. 


187. 


188. 
189. 


190. 
191. 


192. 


193. 


Code 


Total left hip replacement using ceramic on 
ceramic prosthesis, without bone cement 


Aortic valve annuloplasty using ring, open 


Laparoscopic repair of left inguinal hernia 
with marlex plug 


Autograft nerve graft to right median nerve, 
percutaneous endoscopic (do not code graft 
harvest for this exercise) 


Exchange of liner in femoral component of 
previous left hip replacement, open approach 


Anterior colporrhaphy with polypropylene 
mesh reinforcement, open approach 


Implantation of CorCap cardiac support 
device, open approach 


Abdominal wall herniorrhaphy, open, using 
synthetic mesh 


Tendon graft to strengthen injured left 
shoulder using autograft, open (do not code 
graft harvest for this exercise) 


Onlay lamellar keratoplasty of left cornea 
using autograft, external approach 


Resurfacing procedure on right femoral head, 
open approach 


Exchange of drainage tube from right hip 
joint 

Tracheostomy tube exchange 

Change chest tube for left pneumothorax 


Exchange of cerebral ventriculostomy 
drainage tube 


Foley urinary catheter exchange 


Open removal of lumbar sympathetic 
neurostimulator lead 


Nonincisional removal of Swan-Ganz catheter 
from right pulmonary artery 


Laparotomy with removal of pancreatic drain 


194. 
. Nonincisional PEG tube removal 


Extubation, endotracheal tube 


196. 


Transvaginal removal of brachytherapy seeds 


ive 


Transvaginal removal of extraluminal cervical 
cerclage 


198. 


Incision with removal of K-wire fixation, right 
first metatarsal 


199) 


Cystoscopy with retrieval of left ureteral stent 


200. 


Removal of nasogastric drainage tube for 
decompression 


201. 


Removal of external fixator, left radial fracture 


“202. 


Trimming and reanastomosis of stenosed 
femorofemoral synthetic bypass graft, open 


203. 


Open revision of right hip replacement, with 
readjustment of prosthesis 


204. 


Adjustment of position, pacemaker lead in left 
ventricle, percutaneous 


205. 


206. 


207. 


Revision of totally implantable VAD port 


External repositioning of Foley catheter to 
bladder 
placement in chest wall, causing patient 


Taking out loose screw and putting larger 
discomfort, open 


“208. 


screw in fracture repair plate, left tibia 
Thoracotomy with exploration of right pleural 
cavity 


209. 


Diagnostic laryngoscopy 
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Procedure © - 
Exploratory arthrotomy of left knee 


211. Colposcopy with diagnostic hysteroscopy 


212. Digital rectal exam 


ICD-10-PCS 2021 


Obstetrics 


Procedure 


1. Abortion by dilation and evacuation following 
laminaria insertion 


Code 


213. Diagnostic arthroscopy of right shoulder 


214. Endoscopy of maxillary sinus 


Manually assisted spontaneous abortion 


Abortion by abortifacient insertion 


215. Laparotomy with palpation of liver 


Bimanual pregnancy examination 


Transurethral diagnostic cystoscopy 


Colonoscopy, discontinued at sigmoid colon 


218. Percutaneous mapping of basal ganglia 


Heart catheterization with cardiac mapping 


220. Intraoperative whole brain mapping via 
craniotomy 


221. Mapping of left cerebral hemisphere, 
percutaneous endoscopic 


222. Intraoperative cardiac mapping during open 


1 
heart surgery 
223. Hysteroscopy with cautery of 
post-hysterectomy oozing and evacuation of 
clot 


224. Open exploration and ligation of post-op 


arterial bleeder, left forearm 


226. Reopening of thoracotomy site with drainage 
and control of post-op hemopericardium 


227. Arthroscopy with drainage of hemarthrosis at 
previous operative site, right knee 


228. Radiocarpal fusion of left hand with internal 
fixation, open 
229. Posterior approach spinal fusion at L1-L3 level 
with BAK cage interbody fusion device, open 
230. Intercarpal fusion of right hand with bone 
bank bone graft, open 
231. Sacrococcygeal fusion with bone graft from 
same operative site, open 
Na 
234. Laparotomy with suture repair of blunt force 
duodenal laceration is 


235. Perineoplasty with repair of old obstetric 


laceration, open 


236. Suture repair of right biceps tendon (upper \ 
= 


225. Control of post-operative retroperitoneal 
bleeding via laparotomy 


232. Interphalangeal fusion of left great toe, 
percutaneous pin fixation 


233. Suture repair of left radial nerve laceration 


arm) laceration, open 


237. Closure of abdominal wall stab wound 


238. Cosmetic face lift, open, no other information 


available 
239. Bilateral breast augmentation with silicone 
implants, open 


240. Cosmetic rhinoplasty with septal reduction l 
and tip elevation using local tissue graft, open 


241. Abdominoplasty (tummy tuck), open 


SEES CON ESS 


Extraperitoneal C-section, low transverse 
incision 


ov 


Fetal spinal tap, percutaneous 
Fetal kidney transplant, laparoscopic 


8. Open in utero repair of congenital 
diaphragmatic hernia 


9. Laparoscopy with total excision of tubal 


pregnancy 
10. Transvaginal removal of fetal monitoring 
electrode 
Placement 


Procedure 
Placement of packing material, right ear 


Mechanical traction of entire left leg 


Removal of splint, right shoulder 


Placement of neck brace 


Change of vaginal packing 


Packing of wound, chest wall 


Sterile dressing placement to left groin region 


Removal of packing material from pharynx 


so] 2} NJ a! o] a] wl] nr] = 


Placement of intermittent pneumatic 
compression device, covering entire right arm 


es 
So 


Exchange of pressure dressing to left thigh 


Administration 


Procedure 
Peritoneal dialysis via indwelling catheter 


2. _ Transvaginal artificial insemination 


3. Infusion of total parenteral nutrition via 
central venous catheter 


4.  Esophagogastroscopy with Botox injection 
into esophageal sphincter 


Percutaneous irrigation of knee joint 


6. Systemic infusion of recombinant tissue 
plasminogen activator (r-tPA) via peripheral 
venous catheter 


7. Transabdominal in vitro fertilization, 
implantation of donor ovum 


8. Autologous bone marrow transplant via 
central venous line 


9. Implantation of anti-microbial envelope with 
cardiac defibrillator placement, open 


242. Liposuction of bilateral thighs 


243. Creation of penis in female patient using 
tissue bank donor graft 


244. Creation of vagina in male patient using 
synthetic material 


245. Laparoscopic vertical (sleeve) gastrectomy 


| 
ie 
| 


246. Left uterine artery embolization with 
intraluminal biosphere injection 


=! 


34 


10. Sclerotherapy of brachial plexus lesion, 
alcohol injection 


11. Percutaneous peripheral vein injection, 
glucarpidase 


12. Introduction of anti-infective envelope into 
subcutaneous tissue, open 
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Extracorporeal or Systemic Therapies 
Procedure Code 


Measurement and Monitoring 
Cardiac stress test, single measurement 
2. _EGD with biliary flow measurement 


3. Right and left heart cardiac catheterization 
with bilateral sampling and pressure 
measurements 


Temperature monitoring, rectal 


Peripheral venous pulse, external, single 
measurement 


Holter monitoring 


Respiratory rate, external, single 
measurement 


8. Fetal heart rate monitoring, transvaginal 
9. Visual mobility test, single measurement 


10. Left ventricular cardiac output monitoring 
from pulmonary artery wedge (Swan-Ganz) 
catheter 


Olfactory acuity test, single measurement 


Extracorporeal or Systemic Assistance and 
Performance 


Intermittent mechanical ventilation, 16 hours 


Liver dialysis, single encounter 


Cardiac countershock with successful 
conversion to sinus rhythm 


4. _|IPPB (intermittent positive pressure 
breathing) for mobilization of secretions, 22 
hours 


Renal dialysis, 12 hours 


IABP (intra-aortic balloon pump) continuous 


Intra-operative cardiac pacing, continuous 


So) | ko 


Intraoperative ECMO (extracorporeal 
membrane oxygenation), central 


9. Controlled mechanical ventilation (CMV), 45 
hours 


10. Pulsatile compression boot with intermittent 
inflation 


ae 
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ile 


wo ie || 


Donor thrombocytapheresis, single encounter 
Bili-lite phototherapy, series treatment 
Whole body hypothermia, single treatment 


Circulatory phototherapy, single encounter 


Shock wave therapy of plantar fascia, single 
treatment 


Antigen-free air conditioning, series 
treatment 


TMS (transcranial magnetic stimulation), 
series treatment 


Therapeutic ultrasound of peripheral vessels, 
single treatment 


Plasmapheresis, series treatment 


Extracorporeal electromagnetic stimulation 
(EMS) for urinary incontinence, single 
treatment 


Osteopathic 
Procedure st oe Code 


Isotonic muscle energy treatment of right leg 


Low velocity-high amplitude osteopathic 
treatment of head 


Lymphatic pump osteopathic treatment of 


left axilla 
Indirect osteopathic treatment of sacrum 


Articulatory osteopathic treatment of cervical 
region 


Other Procedures 
Procedures sits ee eect Code 


Sosa) oe CS Se 


Near infrared spectroscopy of leg vessels 
CT computer assisted sinus surgery 
Suture removal, abdominal wall 

Isolation after infectious disease exposure 
Robotic assisted open prostatectomy 

In vitro fertilization 


Chiropractic 


Procedure 


Chiropractic treatment of lumbar region using 
long lever specific contact 


Chiropractic manipulation of abdominal 
region, indirect viscera! 


Chiropractic extra-articular treatment of hip 
region 


Chiropractic treatment of sacrum using long 
and short lever specific contact 


Mechanically-assisted chiropractic 
manipulation of head 
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Imaging 
Procedure 
Noncontrast CT of abdomen and pelvis 


d Answers 


2. Intravascular ultrasound, left subclavian 
artery 


ises an 


3.  Fluoroscopic guidance for insertion of central 
venous catheter in SVC, low osmolar contrast 


4. Chest x-ray, AP/PA and lateral views 


5. Endoluminal ultrasound of gallbladder and 
bile ducts 


6. MRI of thyroid gland, contrast unspecified 


Exerc 
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Physical Rehabilitation and Diagnostic lind 


Procedure 
Bekesy assessment using audiometer 


Cod 


Esophageal videofluoroscopy study with oral 
barium contrast 


Portable x-ray study of right radius/ulna 
shaft, standard series 


Routine fetal ultrasound, second trimester 
twin gestation 


10. CT scan of bilateral lungs, high osmolar 
contrast with densitometry 


= 
ia} 
a] 
a 
YV 
2. 
2. 
x 


11. Fluoroscopic guidance for percutaneous 
transluminal angioplasty (PTA) of left 
common femoral artery, low osmolar 

contrast 


Nuclear Medicine 
Procedure — 


1. Tomo scan of right a left pean unspecified 
radiopharmaceutical, qualitative gated rest 


2. _ Technetium pentetate assay of kidneys, 
ureters, and bladder 


3. Uniplanar scan of spine using technetium 
oxidronate, with first-pass study 


Thallous chloride tomographic scan of 
bilateral breasts 


5. PET scan of myocardium using rubidium 


6. Gallium citrate scan of head and neck, single 
plane imaging 


+———— 


7. Xenon gas nonimaging probe of brain 


unspecified, for gastric emptying 


8. Upper Gl scan, radiopharmaceutical 


9. Carbon 11 PET scan of brain with 
quantification 


10. lodinated albumin nuclear medicine assay, 


blood plasma volume study 


Radiation Therapy 


Procedure © | Code 
1. Plaque radiation of left eye, single port 


2. _8MeV photon beam radiation to brain =) 


ye) 


s= 


HDR brachytherapy of prostate using low 


IORT of colon, 3 ports i 
dose palladium-103, unidirectional source 


5. Electron radiation treatment of right breast, 
with custom device 


6. Hyperthermia oncology treatment of pelvic x 
region 
+ 


7. Contact radiation of tongue 


8. Heavy particle radiation treatment of | 
pancreas, four risk sites 


9. LDR brachytherapy to spinal cord using iodine | 


10. Whole body Phosphorus 32 administration 
with risk to hematopoetic system 


Individual fitting of left eye prosthesis 
Physical therapy for range of motion and 
mobility, patient right hip, no special 
equipment 


4. Bedside swallow assessment using 


assessment kit 
5. Caregiver training in airway clearance 


techniques 


Application of short arm cast in rehabilitation 


setting 
7. Verbal assessment of patient's pain level 
8. Caregiver training in communication skills 


using manual communication board 


9. Group musculoskeletal balance training 
exercises, whole body, no special equipment 


10. Individual therapy for auditory processing 
using tape recorder 


Mental Health 
Procedure a [Code 
1. Cognitive-behavioral psychotherapy, 

individual 


2. _Narcosynthesis 
Light therapy 


ECT (electroconvulsive therapy), unilateral, 
multiple seizure 


Crisis intervention 


5) 
6. Neuropsychological testing 


Hypnosis A pa 


the 

8. Developmental testing 
9. Vocational counseling 
1 


0. Family psychotherapy 


Substance Abuse Treatment 
Procedure Code 


1. Naltrexone treatment for drug dependency 
>. 2 | SE lee 


Substance abuse treatment family counseling 


3. Medication monitoring of patient on 
methadone maintenance 


4. _ Individual interpersonal psychotherapy for 
drug abuse 


Patient in for alcohol detoxification treatment 


Group motivational counseling 
7. — Individual 12-step psychotherapy for 
substance abuse 


8. Post-test infectious disease counseling for IV i 
drug abuser 


9. Psychodynamic psychotherapy for drug 


dependent patient 
10. Group cognitive-behavioral counseling for 
substance abuse | 
New Technology 


Infusion of ceftazidime via peripheral venous 
catheter 


2. Transcatheter dilation of left peroneal artery 
with 2 SAVAL stents 
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Answers to Coding Exercises 


Medical Surgical Section 
Procedure © 


right ear 


2. _ Laparoscopy with excision of endometrial 
implant from left ovary 


QUB142ZZ 


3. Percutaneous needle core biopsy of right 
kidney 


OTBO3ZX 


4. EGD with gastric biopsy 


ODB68ZX 


5. Open endarterectomy of left common carotid | 03CJ@ZZ 
artery 


6. Excision of basal cell carcinoma of lower lip 
7. Open excision of tail of pancreas 


O0CB1XZZ 
OFBGBZZ 


8. Percutaneous biopsy of right gastrocnemius | @KBS3ZX 
muscle 

9.  Sigmoidoscopy with sigmoid polypectomy ODBN8ZZ 

10. Open excision of lesion from right Achilles ) OLBN@ZZ 
tendon 

11. Open resection of cecum O@DTHOZZ 

12. Total excision of pituitary gland, open OGTOOZZ 


OTT10ZZ 


Q7T6OZZ (RESECTION is 
coded for cutting out a 
chain of lymph nodes.) 
QOUT9FZZ 
OHTTOZZ 
@2TDOZZ (The papillary 
muscle refers to the heart 
and is found in the Heart 
and Great Vessels body 
system.) 

OVTOBZZ 

OFT44ZZ 

O9TQ8ZZ, BITR8ZZ 


13. Explantation of left failed kidney, open 


14. Open left axillary total lymphadenectomy 


15. Laparoscopic-assisted vaginal hysterectomy 


16. Right total mastectomy, open 


17. Open resection of papillary muscle 


18. Total retropubic prostatectomy, open 


19. Laparoscopic cholecystectomy 


20. Endoscopic bilateral total maxillary 
sinusectomy 


21. Amputation at right elbow level 


22. Right below-knee amputation, proximal 
tibia/fibula 


OX6BOZZ 


OY6H@Z1 (The qualifier 
High here means the 
portion of the tib/fib 
closest to the knee.) 


23. Fifth ray carpometacarpal joint amputation, + KEKOZE (A complete ray 


left hand amputation is through 
the carpometacarpal 
joint.) 
24. Right leg and hip amputation through | @Y620ZZ (The 


Hindquarter body part 
includes amputation 
along any part of the hip 
bone.) . 

OX6LOZ3 (The qualifier 
low here means through 
the distal interphalangeal 
joint.) 

0X6JOZG (Amputation at 
the wrist joint is actually 
complete amputation of 
the hand.) 

BY6NOZ9 (A partial 
amputation is through 
the shaft of the 
metatarsal bone.) 


OX68GZ2 


ischium 


25. DIP joint amputation of right thumb 


26. Right wrist joint amputation 


27. Trans-metatarsal amputation of foot at left 
big toe 


ee a0) a 
28. Mid-shaft amputation, right humerus 
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Procedure 
29. 


Code 


BY6WOZ1 (The qualifier 
High here means 
anywhere along the 
proximal phalanx.) 


Left fourth toe amputation, mid-proxima 
phalanx 


30. Right above-knee amputation, distal femur | @Y6C@Z3 
31. Cryotherapy of wart on left hand OH5GXZZ 
32. Percutaneous radiofrequency ablation of right | @C513ZZ 
vocal cord lesion 
33. Left heart catheterization with laser 02583ZZ 
destruction of arrhythmogenic focus, A-V 
node 
34. Cautery of nosebleed O95KXZZ 
35. Transurethral endoscopic laser ablation of OV508ZZ 
prostate 
36. Percutaneous cautery of oozing varicose vein, | Q65Y3ZZ 
left calf 
37. Laparoscopy with destruction of OU524ZZ 
endometriosis, bilateral ovaries 
38. Laser coagulation of right retinal vessel 085G3ZZ (The Retinal 
hemorrhage, percutaneous Vessel body-part values 
are in the Eye body 
system.) 
39. Thoracoscopic pleurodesis, left side OBSP4ZZ 
40. Percutaneous insertion of Greenfield IVC filter | @6H@3DZ 
41. Forceps total mouth extraction, upper and O@CDWXZ2, BCDXXZ2 
lower teeth 
42. Removal of left thumbnail OHDQXZZ (No separate 
body-part value is given 
for thumbnail, so this is 
coded to Fingernail.) 
43. Extraction of right intraocular lens without G8DJ3ZZ 
replacement, percutaneous 
44. Laparoscopy with needle aspiration of ova for | SUDN4ZZ 
in vitro fertilization 
45. Nonexcisional debridement of skin ulcer, right | GHDMXZZ 
foot 
46. Open stripping of abdominal fascia, right side | GJD89ZZ 
47. Hysteroscopy with D&C, diagnostic QOUDB8ZX 
“48. Liposuction for medical purposes, left upper | @JDF3ZZ (The 
arm Percutaneous approach is 
inherent in the 
liposuction technique.) 
49. Removal of tattered right ear drum fragments | 09D77ZZ 
with tweezers 
50. Microincisional phlebectomy of spider veins, | @6DY3ZZ 
right lower leg 
51. Routine Foley catheter placement OT9B7OZ 
52. Incision and drainage of external anal abscess | (D9QXZZ 
53. Percutaneous drainage of ascites OW9G3ZZ (This is 
drainage of the cavity and 
not the peritoneal 
membrane itself.) 
54. Laparoscopy with left ovarian cystotomy and | @U9142ZZ 
drainage 
55. Laparotomy and drain placement for liver OF9100Z 
abscess, right lobe 
56. Right knee arthrotomy with drain placement | @S9COOZ 
57. Thoracentesis of left pleural effusion OW9B3ZZ (This is 
drainage of the pleural 
cavity) 
58. Phlebotomy of left median cubital vein for 059C3ZZ (The median 


cubital vein is a branch of 
the basilic vein) - 


polycythemia vera 


937 
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Appendix M: Coding Exercises and Answers 


Procedure 
59. Percutaneous chest tube placement for right 
pneumothorax 


60. Endoscopic drainage of left ethmoid sinus 


61. External ventricular CSF drainage catheter 
placement via burr hole 


62. Removal of foreign body, right cornea 


Code 
OW9930Z 


Q99V4ZZ 
009630Z 


O8C8XZZ 


63. Percutaneous mechanical thrombectomy, left | 03C83ZZ 


brachial artery 


64. Esophagogastroscopy with removal of bezoar | @DC68ZZ 


from stomach 
65. Foreign body removal, skin of left thumb 


66. Transurethral cystoscopy with removal of 
bladder stone 

67. Forceps removal of foreign body in right 
nostril 


QOHCGXZZ (There is no 
specific value for thumb 
skin, so the procedure is 
coded to Hand.) 


OTCB8ZZ - 


®@9CKXZZ (Nostril is coded 
to the Nasal muscosa and 
soft tissue body-part 
value.) 


Procedute. 2283 ig 
84. Incision of scar contracture, right eloow 


85. Frenulotomy for treatment of tongue-tie 
syndrome 


86. Right shoulder arthroscopy with 
coracoacromial ligament release 


87. Mitral valvulotomy for release of fused 
leaflets, open approach 

88. Percutaneous left Achilles tendon release 

89. Laparoscopy with lysis of peritoneal 
adhesions 


90. Manual rupture of right shoulder joint 
adhesions under general anesthesia 


ICD-10-PCS 2021 


ode 
®OHNDXZZ (The skin of the 
elbow region is coded to 
Lower Arm.) 

@CN7XZZ (The frenulum 
is coded to the body-part 
value Tongue.) 


OMN14ZZ 


G2NGOZZ 


OLNP3ZZ 
ODNW4ZZ 


ORNIXZZ 


91. Open posterior tarsal tunnel release 


92. Laparoscopy with freeing of left ovary and 
fallopian tube 


93. Liver transplant with donor matched liver 


94. Orthotopic heart transplant using porcine 


68. Laparoscopy with excision of old suture from | @DCV4ZZ 
mesentery 
69. Incision and removal of right lacrimal duct O8CXOZZ 
stone heart 


70. Nonincisional removal of intraluminal foreign 
body from vagina 


71. Right common carotid endarterectomy, open 


72. Open excision of retained sliver, 
subcutaneous tissue of left foot 

73. Extracorporeal shockwave lithotripsy (ESWL), 
bilateral ureters 


74, Endoscopic retrograde 
cholangiopancreatography (ERCP) with 
lithotripsy of common bile duct stone 


QUCG7ZZ (The approach 
External is also a 
possibility. It is assumed 
here that since the 
patient went to the 
doctor to have the object 
removed, that it was not 
in the vaginal orifice.) 


O3CHOZZ 
OJCROZZ 


OTF6XZZ, OTF7XZZ (The 
Bilateral Ureter body-part 
value is not available for 
the root operation 
FRAGMENTATION, so the 
procedures are coded 
separately.) 


OFF98ZZ (ERCP is 
performed through the 
mouth to the biliary 
system via the 
duodenum, so the 
approach value is Via 
Natural or Artificial 


95. Right lung transplant, open, using organ 
donor match 

Transplant of large intestine, organ donor 
match 


96. 


97. Left kidney/pancreas organ bank transplant 

98. Replantation of avulsed scalp 

99. Reattachment of severed right ear 

100. Reattachment of traumatic left gastrocnemius 
avulsion, open 


101. Closed replantation of three avulsed teeth, 
lower jaw 


102. Reattachment of severed left hand 


103. Right open palmaris longus tendon transfer 


104. Endoscopic radial to median nerve transfer 


61NG@ZZ (The nerve 
released in the posterior 
tarsal tunnel is the tibial 
nerve.) 


BUN14ZZ, BUN64ZZ 


OFYGOZO 
@2YAGZ2 (The donor 
heart comes from an 
animal [pig], so the 
qualifier value is 
Zooplastic. ) 


OBYKOZO 


ODYEOZG 


OFYGOZG, BTY10Z0 
OHMOXZZ 
O9MOXZZ 
OKMT@ZZ 


OCMXXZ1 


OXMKOZZ 
OLX50ZZ 
01X64Z5 


105. Fasciocutaneous flap closure of left thigh, 
open 


OJXM@ZC (The qualifier 
identifies the body layers 


_| in addition to fascia 


included in the 


procedure.) 
106. Transfer left index finger to left thumb OXXPOZM 


Opening Endoscopic.) position, open 

75. Thoracotomy with crushing of pericardial O2FNOZZ 107. Percutaneous fascia transfer to fill defect, 0)X43ZZ 
calcifications right neck 

76. Transurethral cystoscopy with fragmentation | @TFB8ZZ 108. Trigeminal to facial nerve transfer, OOXK4ZM 
of bladder calculus percutaneous endoscopic 

77, Hysteroscopy with intraluminal lithotripsy of | @UF68ZZ 109. Endoscopic left leg flexor hallucis longus OLXP4ZZ 
left fallopian tube calcification tendon transfer 

78. Division of right foot tendon, percutaneous | @L8V3ZZ 110. Right scalp advancement flap to right temple | GHXOXZZ 

79, Left heart catheterization with division of 02883ZZ 


bundle of HIS 
80. Open osteotomy of capitate, left hand 


OP8N@ZZ (The capitate is 
one of the carpal bones of 
the hand.) 


81. EGD with esophagotomy of esophagogastric | D948ZZ 


junction 


82. Sacral rhizotomy for pain control, 
percutaneous 


| @18R3z2 


111. Bilateral TRAM pedicle flap reconstruction OKXKOZ6, BKXLOZ6 (The 
status post mastectomy, muscle only, open transverse rectus 


abdominus muscle 
(TRAM) flap is coded for 
each flap developed.) 


112. Skin transfer flap closure of complex open 
wound, left lower back 


OHX6XZZ 


113. Open fracture reduction, right tibia 


OQSGOZZ 


114. Laparoscopy with gastropexy for malrotation 


83. Laparotomy with exploration and adhesiolysis | OTN69ZZ 


of right ureter 


115. Left knee arthroscopy with reposition of 
anterior cruciate ligament 


938 


ODS64ZZ 
OMSP4ZZ 


eee 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


Procedure 
116. Open transposition of ulnar nerve 


117. Closed reduction with percutaneous internal 
fixation of right femoral neck fracture 


0QS634Z 


118. Trans-vaginal intraluminal cervical cerclage | @UVC7DZ 


119. Cervical cerclage using Shirodkar technique | @UVC7ZZ 


120. Thoracotomy with banding of left pulmonary 
artery using extraluminal device 


O2VROCZ 


121. Restriction of thoracic duct with intraluminal 
stent, percutaneous 


O7VK3DZ 


122. Craniotomy with clipping of cerebral 
aneurysm 


O3VGOCZ (The clip is 
outside wall of the 


vessel.) 


Appendix M: Coding Exercises and Answers 


placed lengthwise on the 


widened portion of the 


123. Nonincisional, transnasal placement of 
restrictive stent in right lacrimal duct 


O8VX7DZ 


124. Catheter-based temporary restriction of blood | @4V@3DJ 
flow in abdominal aorta for treatment of 
cerebral ischemia 


125. Percutaneous ligation of esophageal vein 06L33ZZ 

126. Percutaneous embolization of left internal @3LL3DZ 
carotid-cavernous fistula 

127. Laparoscopy with bilateral occlusion of QOUL74CZ 


fallopian tubes using Hulka extraluminal clips 


128. Open suture ligation of failed AV graft, left 93L86ZZ 
brachial artery 
129. Percutaneous embolization of vascular 03LG3DZ 


supply, intracranial meningioma 


130. Percutaneous embolization of right uterine O4LE3DT 


artery, using coils 


131. Open occlusion of left atrial appendage, using | @2L70CK 
extraluminal pressure clips 


132. Percutaneous suture exclusion of left atrial @2L73ZK 


appendage, via femoral artery access 
133. ERCP with balloon dilation of common bile 
duct 


OF798ZZ 


a 


@2703DZ, @2703ZZ (A 
separate procedure is 
coded for each artery 


134. PTCA of two coronary arteries, LAD with stent 
placement, RCA with no stent 


value differs for each 
artery.) 


dilated, since the device 


OT7C8ZZ 


135. Cystoscopy with intraluminal dilation of 
bladder neck stricture 


Procedure Code 

147. Open left femoral-popliteal artery bypass O41 LOKL 
using cadaver vein graft 

148. Shunting of intrathecal cerebrospinal fluid to | 00160J6 
peritoneal cavity using synthetic shunt 

149. Colostomy formation, open, transverse colon | @D1L@Z4 
to abdominal wall 

150. Open urinary diversion, left ureter, using ileal | @T170ZC 
conduit to skin 

151. CABG of LAD using pedicled left internal 0210029 
mammary artery, open off-bypass 

152. Open pleuroperitoneal shunt, right pleural OW198JG 
cavity, using synthetic device 

153. Percutaneous placement of 00163J6 
ventriculoperitoneal shunt for treatment of 
hydrocephalus 

154. End-of-life replacement of spinal QJH8ODZ (Taking out of 


55 


156. 


ey: 


158. 


(52) 


160. 


161. 
162. 


“163. 


neurostimulator generator, multiple array, in | the old generator is 


lower abdomen coded separately to the 
root operation Removal) 

Percutaneous insertion of spinal OBHV3MZ 

neurostimulator lead, lumbar spinal cord 

Percutaneous replacement of broken 02H73JZ (Taking out the 


pacemaker lead in left atrium broken pacemaker lead is 
coded separately to the 


root operation Removal.) 


Open placement of dual chamber pacemaker | QJH696Z 
generator in chest wall 

Percutaneous placement of venous central QO2HV33Z 
line in right internal jugular, with tip in 

superior vena cava 

Open insertion of multiple channel cochlear | O9HE@6Z 


implant, left ear 


Percutaneous placement of Swan-Ganz 
catheter in pulmonary trunk 


@2HP32Z (The Swan-Ganz 
catheter is coded to the 
device value Monitoring 
Device because it 
monitors pulmonary 
artery output.) 


OBHK81Z, DB11BBZ 


Bronchoscopy with insertion of Low Dose 
Pd-103 brachytherapy seeds, right lung 

Open insertion of interspinous process device 
into lumbar vertebral joint 


Open placement of bone growth stimulator, 
left femoral shaft 


OSHOOBZ 


OQHYOMZ 


136. Open dilation of old anastomosis, left femoral | 047LO0ZZ 
artery 


137. Dilation of upper esophageal stricture, direct | @D717ZZ 
visualization, with Bougie sound 


138. PTA of right brachial artery stenosis 03773ZZ 


164. 


165. 
. Full-thickness skin graft to right lower arm, 


Cystoscopy with placement of brachytherapy | @VHO81Z 
seeds in prostate gland 


Percutaneous insertion of Greenfield IVC filter 


G6HO3DZ 
OHRDX73 


autograft (do not code graft harvest for this 
exercise) 


139. Transnasal dilation and stent placement in 087X7DZ 


right lacrimal duct 


167. 


OQR7OKZ 


Excision of necrosed left femoral head with 
bone bank bone graft to fill the defect, open 


140. Hysteroscopy with balloon dilation of bilateral | @U778ZZ 
fallopian tubes 


141. Tracheoscopy with intraluminal dilation of QB718ZZ 


tracheal stenosis 


| @1778DZ 


142. Cystoscopy with dilation of left ureteral 
stricture, with stent placement 


@D160ZA 


143. Open gastric bypass with Roux-en-Y limb to 
jejunum 


168. 


Penetrating keratoplasty of right cornea with | @8R83KZ 
donor matched cornea, percutaneous 


approach 


. Excision of abdominal aorta with Gore-Tex 


. Total right knee arthroplasty with insertion of 


B4ROOIZ 


graft replacement, open 


OSRCOJZ 
total knee prosthesis : 


144. Right temporal artery to intracranial artery 031S0JG 


bypass using Gore-Tex graft, open 


145. Tracheostomy formation with tracheostomy | 9B113F4 


tube placement, percutaneous 


146. PICVA (percutaneous in situ coronary venous 
arterialization) of single coronary artery 


02103D4 


. Tenonectomy with graft to right ankle using | @LRSOKZ 


cadaver graft, open 
eee 


. Mitral valve replacement using porcine valve, 


@2RGO8Z 
open 


. Percutaneous phacoemulsification of right 


Ife 
O8RJ3JZ 
eye cataract with prosthetic lens insertion 


. Transcatheter replacement of pulmonary 


O2RH38Z 


valve using of bovine jugular vein valve 


ee 
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Appendix M: Coding Exercises and Answers 


Procedure {Code 
175. Total left hip replacement using ceramic on OSRBO3A 
ceramic prosthesis, without bone cement 
176. Aortic valve annuloplasty using ring, open O2UFOJZ 
177. Laparoscopic repair of left inguinal hernia OYU64)Z 
with marlex plug 
178. Autograft nerve graft to right median nerve, | 91U547Z 
percutaneous endoscopic (do not code graft 
harvest for this exercise) 
179. Exchange of liner in femoral component of OSUSO9Z (Taking out of 


previous left hip replacement, open approach | the old liner is coded 
separately to the root 
operation Removal) 


180. Anterior colporrhaphy with polypropylene OJUCBIZ 
mesh reinforcement, open approach 

181. Implantation of CorCap cardiac support O2UAQJZ 
device, open approach 

182. Abdominal wall herniorrhaphy, open, using | @WUFQJZ 
synthetic mesh 

183. Tendon graft to strengthen injured left OLU207Z 
shoulder using autograft, open (do not code 
graft harvest for this exercise) 

184. Onlay lamellar keratoplasty of left cornea @8U9X7Z 


using autograft, external approach 
185. Resurfacing procedure on right femoral head, | OSUR@BZ 


open approach 


186. Exchange of drainage tube from right hip OS2YXOZ 
joint 

187. Tracheostomy tube exchange OB21XFZ 

188. Change chest tube for left pneumothorax OW2BX@Z 

189. Exchange of cerebral ventriculostomy 0020XGZ 


drainage tube 


OT2BXQ@Z (This is coded to 
Drainage Device because 
urine is being drained.) 


O1PY@MZ 


190. Foley urinary catheter exchange 


191. Open removal of lumbar sympathetic 
neurostimulator lead 


192. Nonincisional removal of Swan-Ganz catheter 
from right pulmonary artery 


193. Laparotomy with removal of pancreatic drain | @FPGGOZ 
OBP1XDZ 
QDP6XUZ 
QUPH71Z 
Q®UPD7CZ 


Q2PYX2Z 


194. Extubation, endotracheal tube 


195. Nonincisional PEG tube removal 


196. Transvaginal removal of brachytherapy seeds 


197. Transvaginal removal of extraluminal cervical 
cerclage 


198. Incision with removal of K-wire fixation, right | @QPNG4Z 
first metatarsal 

199. Cystoscopy with retrieval of left ureteral stent | @TP98DZ 

200. Removal of nasogastric drainage tube for ODP6XOZ 
decompression 

201. Removal of external fixator, left radial fracture | OPPJX5Z 

202. Trimming and reanastomosis of stenosed O4WYOJZ 
femorofemoral synthetic bypass graft, open 

203. Open revision of right hip replacement, with | OSW9@JZ 
readjustment of prosthesis 

204. Adjustment of position, pacemaker lead in left | B2WA3MZ 
ventricle, percutaneous 

205. External repositioning of Foley catheter to OTWBXOZ 
bladder 

206. Taking out loose screw and putting larger BQWHO4Z 
screw in fracture repair plate, left tibia 

207. Revision of totally implantable VAD port OIWTOWZ 
placement in chest wall, causing patient 
discomfort, open 

OWJ9GZZ 


208. Thoracotomy with exploration of right pleural 
cavity 


ICD-10-PCS 2021 


GCIS8ZZ 


Procedure 


209. Diagnostic laryngoscopy 

210. Exploratory arthrotomy of left knee OSJDBZZ 

211. Colposcopy with diagnostic hysteroscopy QUJD8ZZ 

212. Digital rectal exam @DJD7ZZ 

213. Diagnostic arthroscopy of right shoulder ORIJ4ZZ 

214. Endoscopy of maxillary sinus G9JY4ZZ 

215. Laparotomy with palpation of liver OFIODZZ 

216. Transurethral diagnostic cystoscopy OTJB8ZZ 

217. Colonoscopy, discontinued at sigmoid colon | @DJD8ZZ 

218. Percutaneous mapping of basal ganglia G8OK83ZZ 

219. Heart catheterization with cardiac mapping | 82K83ZZ 

220. Intraoperative whole brain mapping via OBKBOZZ 
craniotomy 

221. Mapping of left cerebral hemisphere, OBK74ZZ 
percutaneous endoscopic 

222. Intraoperative cardiac mapping during open | @2K80ZZ 
heart surgery 

223. Hysteroscopy with cautery of OW3R8ZZ 
post-hysterectomy oozing and evacuation of 
clot 

224. Open exploration and ligation of post-op OX3FOZZ 
arterial bleeder, left forearm 

225. Control of post-operative retroperitoneal OW3HOZZ 
bleeding via laparotomy 

226. Reopening of thoracotomy site with drainage | BW3DGZZ 


and control of post-op hemopericardium 


227. Arthroscopy with drainage of hemarthrosis at | @Y3F4ZZ 
previous operative site, right knee 


228. Radiocarpal fusion of left hand with internal | ORGP@4Z 
fixation, open 

229. Posterior approach spinal fusion at L1-L3 level | @SG1GAJ 
with BAK cage interbody fusion device, open 

230. Intercarpal fusion of right hand with bone ORGQUKZ 


bank bone graft, open 


231. Sacrococcygeal fusion with bone graft from | @SG507Z 


same operative site, open 
232. Interphalangeal fusion of left great toe, OSGQ34Z 
percutaneous pin fixation 


91Q60ZZ (The approach 
value is Open, though the 
surgical exposure may 
have been created by the 
wound itself.) 


9DQ902ZZ 


233. Suture repair of left radial nerve laceration 


234. Laparotomy with suture repair of blunt force 
duodenal laceration 


235. Perineoplasty with repair of old obstetric 
laceration, open 


236. Suture repair of right biceps tendon (upper 
arm) laceration, open 


OWQN8ZZ 


OLQ30ZZ 


237. Closure of abdominal wall stab wound OWQFOZZ 


238. Cosmetic face lift, open, no other information | @™WO20ZZ 
available 


. Bilateral breast augmentation with silicone 
implants, open 
240. Cosmetic rhinoplasty with septal reduction 
and tip elevation using local tissue graft, open 
241. Abdominoplasty (tummy tuck), open 
242. Liposuction of bilateral thighs 


243. Creation of penis in female patient using 
tissue bank donor graft 


OHOVOIZ 


090KO7Z 


OWOFOZZ 
QJOL3ZZ, BJOM3ZZ 
OW4NOK1 


244. Creation of vagina in male patient using 
synthetic material 


OW4M95O 


ICD-10-PCS 2021 


ICD-10-PCS 2021 


Procedure 


246. Left uterine artery embolization with 
intraluminal biosphere injection 


O4LF3DU 


Obstetrics 


Procedure 


Abortion by dilation and evacuation following 
laminaria insertion 


Code 
1QA07ZW 


2. Manually assisted spontaneous abortion 1@EOXZZ (Since the 
pregnancy was not 
artificially terminated, 
this is coded to Delivery 
because it captures the 
procedure objective. The 
fact that it was an 
abortion will be identified 


in the diagnosis code.) 
10A97ZX 
10J@7ZZ 
19D892Z1 


3. Abortion by abortifacient insertion 


4. Bimanual pregnancy examination 


5.  Extraperitoneal C-section, low transverse 
incision 


10903ZA 


6. 
es OO ee ee ee ee eee 

7. Fetal kidney transplant, laparoscopic 18Y04ZS 

8. Open in utero repair of congenital 19Q9OZK (Diaphragm is 


diaphragmatic hernia classified to the 


Fetal spinal tap, percutaneous 


Respiratory body system 
in the Medical and 
Surgical section.) 
9. Laparoscopy with total excision of tubal 10T24ZZ 
pregnancy 
10. Transvaginal removal of fetal monitoring 19P873Z 
electrode 
Placement 
Procedure Code 
1. Placement of packing material, right ear 2Y42X5Z 


2W6MXOZ 
2W5AX1Z 
2W32X3Z 

2YO4X5Z 
2W44X5Z 
Sterile dressing placement to left groin region | 2W27X4Z 
2Y50X5Z 

2W18X7Z 


Mechanical traction of entire left leg 


Removal of splint, right shoulder 


Placement of neck brace 


Change of vaginal packing 


Removal of packing material from pharynx 


2 
3 
4 
5 
6. Packing of wound, chest wall 
7 
8 
9 


Placement of intermittent pneumatic 
compression device, covering entire right arm 


10. Exchange of pressure dressing to left thigh 2W@OPX6Z 


Procedure 


Peritoneal dialysis via indwelling catheter 


2. Transvaginal artificial insemination 

3. _ Infusion of total parenteral nutrition via 
central venous catheter 

4.  Esophagogastroscopy with Botox injection 
into esophageal sphincter 

5. Percutaneous irrigation of knee joint 

6. Systemic infusion of recombinant tissue 
plasminogen activator (r-tPA) via peripheral 
venous catheter 

7. Transabdominal in vitro fertilization, 
implantation of donor ovum 

8. Autologous bone marrow transplant via 
central venous line 

9. Implantation of anti-microbial envelope with 
cardiac defibrillator placement, open 

10. Sclerotherapy of brachial plexus lesion, 
alcohol injection 

11. Percutaneous peripheral vein injection, 
glucarpidase 

12. Introduction of anti-infective envelope into 


subcutaneous tissue, open 


Appendix M: Coding Exercises and Answers 
Administration 


Code 
3E1M39Z 
3E0P7LZ 
3604362 


3E@G8GC (Botulinum 
toxin is a paralyzing agent 
with temporary effects; it 
does not sclerose or 
destroy the nerve.) 


3E1U38Z 
3E93317 
3EOP3Q1 
30243G0 
3E@192A 
3EOT3TZ 
3E933GQ 


3E6102A 


Measurement and Monitoring 


Procedure 


fli 


Cardiac stress test, single measurement 


Pe 
3: 


4. 
5). 


=! 


8. 
sy. 


10. 


Aide 


EGD with biliary flow measurement 


Right and left heart cardiac catheterization 
with bilateral sampling and pressure 
measurements 


|Code — 


4AG2XM4 
4A8C85Z 
4A023N8 


Temperature monitoring, rectal 


Peripheral venous pulse, external, single 
measurement 


Holter monitoring 


Respiratory rate, external, single 
measurement 


Fetal heart rate monitoring, transvaginal 


4A1Z7KZ 
4A04XJ1 


4A12X45 
4AB9XCZ 


4A1H7CZ 


Visual mobility test, single measurement 


4A07X7Z 


Left ventricular cardiac output monitoring 
from pulmonary artery wedge (Swan-Ganz) 
catheter 


4A1239Z 


Olfactory acuity test, single measurement 


4AD8XOZ 


a 


ne 
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Appendix M: Coding Exercises and Answers 


Extracorporeal or Systemic Assistance 


and Performance 


Procedure 
5A1935Z 


1. Intermittent mechanical ventilation, 16 hours 


2. Liver dialysis, single encounter 5A1COGZ 
3. Cardiac countershock with successful 5A2204Z 
conversion to sinus rhythm 
4. _ |PPB (intermittent positive pressure 5A09358 
breathing) for mobilization of secretions, 22 
hours 
Renal dialysis, 12 hours 5A1D88Z 


2b 

6. IABP (intra-aortic balloon pump) continuous | 5A@2210 
7.  \Intra-operative cardiac pacing, continuous 5A1223Z 
8. Intraoperative ECMO (extracorporeal 5A15A2F 


membrane oxygenation), central 
9. Controlled mechanical ventilation (CMV),45 | 5A1945Z 


hours 
10. Pulsatile compression boot with intermittent | 5A@2115 (This is coded to 
inflation the function value 


Cardiac Output, because 
the purpose of such 
compression devices is to 
return blood to the heart 
faster.) 


Extracorporeal or Systemic Therapies 


Procedure . Code 
1. Donor thrombocytapheresis, single encounter | 6A550Z2 
2. _ Bili-lite phototherapy, series treatment 6A691ZZ 
3. Whole body hypothermia, single treatment | 6A4Z@ZZ 
4. Circulatory phototherapy, single encounter | 6A650ZZ 
5. Shock wave therapy of plantar fascia, single | 6A93@ZZ 
treatment 
6. Antigen-free air conditioning, series 6AZ1ZZ 
treatment 
7. TMS (transcranial magnetic stimulation), 6A221ZZ 
series treatment 
8. Therapeutic ultrasound of peripheral vessels, | 6A750Z6 
single treatment 
9. Plasmapheresis, series treatment 6A551Z3 
10. Extracorporeal electromagnetic stimulation | 6A210ZZ 
(EMS) for urinary incontinence, single 
t t 
reatmen 


Osteopathic 


Procedure - 


Isotonic muscle energy treatment of right leg | 7W@6X8Z 

2. Low velocity-high amplitude osteopathic 7W®OX5Z 
treatment of head 

3. _ Lymphatic pump osteopathic treatment of 7W7X6Z 
left axilla 

4, Indirect osteopathic treatment of sacrum 7W®4X4Z 
Articulatory osteopathic treatment of cervical | 7W01X0Z 


region 


Other Procedures 
Procedure 
T. Near infrared spectroscopy of leg vessels 
2. CT computer assisted sinus surgery 


3. Suture removal, abdominal wall 
4. _ Isolation after infectious disease exposure 


5. Robotic assisted open prostatectomy 
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Code 
8EO23DZ 


8EQ9XBG (The primary 
procedure is coded 
separately.) 


8EOWXY8 
8EOZXY6 


8EQWOCZ (The primary 
procedure is coded 
separately.) 


6. Invitro fertilization 


Chiropractic 
Procedure 


1. Chiropractic treatment of lumbar region using 
long lever specific contact 


2. Chiropractic manipulation of abdominal 
region, indirect visceral 


3. Chiropractic extra-articular treatment of hip 
region 

4. Chiropractic treatment of sacrum using long 
and short lever specific contact 


5. Mechanically-assisted chiropractic 
manipulation of head 


Imaging 
Procedure 
1. Noncontrast CT of abdomen and pelvis 


2. Intravascular ultrasound, left subclavian 
artery 


8EOZXY1 


Code 
QWB3XGZ 


QWB9XCZ 


QWB6XDZ 


OWB4XJZ 


QWBOXKZ 


BW21ZZZ 
B342ZZ3 


3.  Fluoroscopic guidance for insertion of central 
venous catheter in SVC, low osmolar contrast 


B5181ZA 


4. Chest x-ray, AP/PA and lateral views 
3)s 


Endoluminal ultrasound of gallbladder and 
bile ducts 


6. MRI of thyroid gland, contrast unspecified 


BW@3ZZZ 
BF43ZZZ 


BG34YZZ 


eS ES ee ee ee ee eee 
7. _ Esophageal videofluoroscopy study with oral | BD11YZZ 
barium contrast 


——— 


8. Portable x-ray study of right radius/ulna BP@JZZZ 
shaft, standard series " 

9. Routine fetal ultrasound, second trimester BY4DZZZ 
twin gestation 

10. CT scan of bilateral lungs, high osmolar BB240ZZ 
contrast with densitometry 

11. Fluoroscopic guidance for percutaneous B41G1ZZ 


transluminal angioplasty (PTA) of left 
common femoral artery, low osmolar 
contrast 
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Appendix M: Coding Exercises and Answers 


Nuclear Medicine 
Procedure 


Tomo scan of right and left heart, unspecified | C226YZZ 
radiopharmaceutical, qualitative gated rest 


2. Technetium pentetate assay of kidneys, 
ureters, and bladder 


CT631ZZ 


3. Uniplanar scan of spine using technetium 
oxidronate, with first-pass study 


CPI512ZZ 


4.  Thallous chloride tomographic scan of 
bilateral breasts 


CH22SZZ 


PET scan of myocardium using rubidium C23GQZZ 


CW1BLZZ 


Gallium citrate scan of head and neck, single 
plane imaging 


Xenon gas nonimaging probe of brain CO50VZZ 


CD15YZZ 


8. Upper GI scan, radiopharmaceutical 
unspecified, for gastric emptying 


9. Carbon 11 PET scan of brain with 
quantification 


CO30BZZ 


10. lodinated albumin nuclear medicine assay, C763HZZ 


blood plasma volume study 


Radiation Therapy 


Procedure 
1. Plaque radiation of left eye, single port 


Code 

D8Y@FZZ 
D@011ZZ 
DDY5CZZ 
DV19BB1 


8 MeV photon beam radiation to brain 


IORT of colon, 3 ports 


HDR brachytherapy of prostate using low 
dose palladium-103, unidirectional source 


pen | mcd te 


5. Electron radiation treatment of right breast, | DM®13ZZ 


with custom device 


DWY68ZZ 


° 


Hyperthermia oncology treatment of pelvic 
region 


D9Y57ZZ 
DF34ZZ 


Contact radiation of tongue 


ee}\| = 


Heavy particle radiation treatment of 
pancreas, four risk sites 


9. LDRbrachytherapy to spinal cord using iodine | D016B9Z 


10. Whole body Phosphorus 32 administration DWY5GFZ 
with risk to hematopoetic system 


Physical Rehabilitation and Diagnostic 
Audiology 


Procedure Code 
1. Bekesy assessment using audiometer [FA 32Z31Z 
2. Individual fitting of left eye prosthesis FODZ8UZ 
3. Physical therapy for range of motion and FO7LOZZ 
mobility, patient right hip, no special a 
equipment nie 
4. Bedside swallow assessment using FOOZHYZ 
assessment kit 
5. Caregiver training in airway clearance FOFZ8ZZ 
techniques 
6. Application of short arm cast in rehabilitation FODZ7EZ (Inhibitory cast 
setting is listed in the equipment 
reference table under E, 
Orthosis.) 
FQ2ZFZZ 


7. Verbal assessment of patient's pain level 


Procedure 
8. 


Caregiver training in communication skills 
using manual communication board 


FOFZJMZ (Manual 
communication board is 
listed in the equipment 
reference table under M, 
Augmentative/ Alternative 
Communication.) 


FO7M6ZZ (Balance 
training is included in the 
motor treatment 
reference table under 
Therapeutic Exercise.) 


FO9Z2KZ (Tape recorder is 
listed in the equipment 
reference table under 
Audiovisual Equipment.) 


Group musculoskeletal balance training 
exercises, whole body, no special equipment 


10. Individual therapy for auditory processing 
using tape recorder 


Mental Health 


Procedure Code 
1. Cognitive-behavioral psychotherapy, GZ58ZZZ 
individual 
Narcosynthesis GZGZZZZ 
Light therapy GZJZZZZ 
ECT (electroconvulsive therapy), unilateral, GZB1ZZZ 
multiple seizure 
5. Crisis intervention GZ2ZZZZ 
6. Neuropsychological testing GZ13ZZZ 
7. Hypnosis GZFZZZZ 
8. Developmental testing GZ10ZZZ 
9. Vocational counseling GZ61ZZZ 
10. Family psychotherapy GZ72ZZZ 


Substance Abuse Treatment 


Procedure 
Naltrexone treatment for drug dependency | HZ94ZZZ 
Substance abuse treatment family counseling | HZ63ZZZ 
HZ81ZZZ 


Medication monitoring of patient on 
methadone maintenance 


Individual interpersonal psychotherapy for HZ54ZZZ 


drug abuse 


5. Patient in for alcohol detoxification treatment | HZ2ZZZZ 
6. Group motivational counseling HZ47ZZZ 
7. Individual 12-step psychotherapy for HZ53ZZZ 


substance abuse 


8. Post-test infectious disease counseling for IV | HZ3CZZZ 
drug abuser 


9. Psychodynamic psychotherapy for drug HZ5CZZZ 
dependent patient 
10. Group cognitive-behavioral counseling for HZ42ZZZ 


substance abuse 


New Technology 


Procedure 


XW93321 


Infusion of ceftazidime via peripheral venous 
catheter 


2. Transcatheter dilation of left peroneal artery | X27U395 


with 2 SAVAL stents 
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The Complete Official Codebook 


cpt 


AMA 


AMERICAN MEDICAL 
ASSOCIATION 


The language of medicine today. The code to its future. 


Trusted for more than 50 years, the Current Procedural Terminology (CPT”) code set 
drives communication across health care by enabling the seamless processing and advanced 
analytics for medical procedures and services. CPT® is also the code to medicine's future. 
Constantly updated by the CPT® Editorial Panel with insight from clinical and industry 
experts, the CPT code set reflects the latest innovations and helps to improve the 
delivery of care. 


About the AMA 


The American Medical Association is the physician's powerful ally in patient care. Our efforts 
focus on four critical areas: representing physicians with a unified voice, removing obstacles 
that interfere with patient care, leading the charge in confronting public health crises, and 
driving the future of medicine. 


For more than 50 years, the AMA has used its knowledge and resources to produce products 
and services for the health care industry that generate business efficiencies and empower 
physicians to provide high-quality care. The AMA product line includes titles on CPT®, 


HCPCS and ICD-10 coding; reimbursement; practice management; impairment; and HIPAA 
and electronic health records. 


For more information on the AMA, please visit ama-assn.org. 


For more information on AMA products and services, visit amastore.com — 
or call (800) 621-8335. AMA members call (800) 262-3211. | 


Item ISBN 978-1-64016-083-5 . 
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